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PREFACE 


The Title List of Documents Made Publicly Available is a monthly publication. It contains descriptions of 
the information received and generated by the U.S. Nuclear Regulatory Commission (NRC). This informa- 
tion includes (1) docketed material associated with civilian nuclear power plants and other uses of radioactive 
materials and (2) nondocketed material received and generated by NRC pertinent to its role as a regulatory 
• agency. As used here, docketed does not refer to Court dockets; it refers to the system by which NRC 
maintains its regulatory records. This series of documents is indexed by a Personal Author Index, a Corporate 
Source Index, and a Report Number Index. 

The docketed information contained in the Title List includes the information formerly issued through the 
Department of Energy publication Power Reactor Docket Information , last published in January 1 979. 
Microfiche of the docketed information listed in the Title List is available for sale on a subscription basis 
from the National Technical Information Service (NTIS). See NOTES at the end of the Preface for the 
complete NTIS address. 

We encourage your comments, criticisms, and suggestions. In particular, if there are title descriptions that 
are not meaningful, please let us know so that we can correct die data base. In so far as possible, we would 
like this document to be a valuable part of your reference material. 


DOCKETED ITEMS 

The listings within dockets are divided into the categories used for filing and searching in the NRC Public 
Document Room. Those categories are: 

s 

A. Application/construction stage documents and correspondence 

B. Utility Preliminary Safety Analysis Report (PSAR), amendments 

C. Utility Environmental Report (ER), amendments and correspondence 

D. NRC Draft and Final Environmental (Impact) Statements (DES and FES), and correspondence 

E. NRC Safety Evaluation Report (SER), supplements and correspondence 

F. Security, medical, emergency and fire-protection plans 

G. Adjudicatory correspondence 

H. General correspondence 

I. Financial information 

J. Insurance and indemnity information 

K. Utility Final Safety Analysis Report (FSAR) and amendments 

L. Limited work authorization and related correspondence 

M. Antitrust correspondence 

' N. Antitrust hearing transcripts 

O. Advisory Committee on Reactor Safeguards (ACRS) reports and correspondence 

P. Operating license stage documents and correspondence 

Q. Inspection reports, IE Bulletins and correspondence 

R. Periodic operating reports and related correspondence 

S. Reportable occurrences, LERs and related correspondence 

T. Hearing transcripts on non-antitrust matters 



U. Congressional/executive correspondence 

V. Licensing operators and related correspondence 

W. Decommissioning stage documents and correspondence 

Appendix A sets forth those categories and describes the materials available in each. Omission of a 
category in the listing for a docket indicates that no documents in that category were filed in the time 
period of the report. 

The principal elements of the entries in the list are: 

(T) P. Operating license stage documents & correspondence 

JL © 

7904170015 Forwards info on TMI:JM Hendrie 790410 testimony, preliminary 
chronology of NRC actions, description of events & generic consideration 
of incident. 

REHM, T.A. Office of the Executive Director for Operations. 

79/04/12.) 93pp. 06861:212 \ 

® © © d) d) ® © 

1 . NRC/PDR Document category (see Appendix A). 

2. NRC Accession Number (year, month, day, and sequence number of item) 

3. Description of information contained in the document 

4. Personal author. An asterisk in this position indicates that there is no personal author. 

5. Corporate, agency or nonindividual source 

6. Date of document described 

7. Pages in document 

8. This five-digit portion of this entry is the number of the microfiche copy of this document that is avail- 
able to NRC staff who do not have access to microfiche files. 

9. This three-digit portion of this entry is the number of the frame on which this document starts. 

10. If this space is blank, the document is available to the public only in the NRC Public Document Room. 
1717 H St., N.W., Washington, D.C. 20555. If this space is filled, it gives other sources for copies of the 
document. The entry may be “Available at NRC” for sale; “Available at NTIS”; or “Available at GPO.” 

The Docketed Items list is arranged sequentially by Docket Number, category , and then by date of principal 
items. Entries indented and preceded by a dash are items that were submitted as enclosures to principal iteir 
In general, indented items are not in accession number sequence. If the docketed document has a contract 
(FIN) number or a formal report number, it will appear in the last line of the item following entry 5. 

NONDOCKETED ITEMS 

The nondocketed items are divided into the categories used for filing and searching in the NRC Public 
Document Room. Those categories and their symbols are: 

10CFR — Commission Meeting Records 

ACRS — Advisory Committee on Reactor Safeguards 

COMMISSION — NRC Commissioners 

CONTRACT — NRC Contracts and Modifications 

DISCLOSURE — Financial Disclosure Information 

FOIA — Freedom of Information Act Requests and Releases 



GEN TECH IS — Generic Technical Issues 

I&E — Inspection and Enforcement 

MISC — Public Document Room Miscellaneous 

NUREG — NUREG Reports and Related Correspondence 

ORG — Correspondence with other organizations 

PR — Proposed Rule 

PRM — Petition for Rulemaking 

PROJ — Projects-Predocket Licensing 

PT9 — Public Records 

PT21 — Noncompliance Reports and Related Correspondence 

QA999 — Quality Assurance Inspections 

REGGD — Regulatory Guides 

RES — Research and Technical Assistance Reports 

REVIEW GRP — NRC Research Review Groups 

RM — Rulemakings 

SECY — Position Papers Before the Commission 
STATE PROG — State Programs 
TOPREP — Vendor Reports and Related Correspondence 
WASTE MGT — Nuclear Waste Management 
XPORTLIC — Export and Import Licenses 


Appendix B sets forth these categories and describes the material available in each. Omission of a category 
in the listing for a docket indicates that no documents in that category were filed in the time period of the 
report. 


The principal elements of the nondocketed items are: 

CD NUREG — NUREG Reports and Related Correspondence 

© © 

, — s , N 

7901060007 NUREG/CR-0161 


© 


“Dynamic Analysis to Establish Normal Shock & Vibration Environs 
Experienced by Radioactive National Shipping Package.” Quarterly 
Progress Report 780101-780331 . Identifies parameters which affect 
normal shock & vibration environs. 

FIELDS, S.R., MECH, S.J. Hanford Engineering Development Laboratory. 
FIN A-2093 ‘ 


© 


78/1 1/30. 26j>p. 06173:124 

® © © (jjj) @ 


Available at NTIS. 
- 


<b 


1. Nondocketed category 

2. NRC Accession Number (year, month, day, and sequence number of item) 

3. NRC Report Number 

4. Title and description of information contained in the document 

5. Personal authors). An asterisk in this position indicates that there is no personal author 

6. Corporate, agency or other nonindividual source 

7. Contract or financial (FIN) number (if any). If the document has a secondary report number 
it will appear following this entry. 

8. Date of document described 

9. Pages in document 

10. This five-digit portion of this entry is the number of the microfiche copy of this document that is avail- 
able to NRC staff who dq not have access to microfiche files. 

I k This three-digit portion of this entry is the number of the frame on which this document 


starts. 



12. If this space is blank, the document is available to the public only in the NRC Public Document Room, 
1717 H St., N.W., Washington, D.C. 20555. If this space is filled, it gives other sources for copies of 
the document. The entry may be “Available at NRC” or “Available at NTIS.” See NOTES on this 
page for information on ordering publications. 


The Nondocketed Items list is arranged sequentially by Accession Number within category. Indented items 
preceded by a dash are enclosures to unindented items. 


NOTES: 

1. The address for NRC is: 

Director 

Division of Technical Information and Document Control 
, U-S. Nuclear Regulatory Commission 
Washington, D.C. 20555 

To place orders, send check or money order, payable to the Superintendent of Documents. GPO Deposit 
Account holders may charge their orders by calling (301) 492-9530. 

2. The address for NTIS is: 

National Technical Information Service 
Springfield, Virginia 22161 

To place orders for or to obtain price information about NRC publications at NTIS, either write to 
NTIS or call the Sales Desk at (703) 5574650. Specify the NRC report number and title when you 
place your order. Publications can be charged to American Express credit cards; supply the charge- 
card number when placing your order. 

3. The address for the PDR is: 

1717 H Street, N.W. 

Washington, D.C. 20555 

To place orders, either write to the NRC PDR or call (202) 634-3274. When ordering documents listed 
in this publication, please identify the Document Accession Number for each citation. 

Paper copy and microfiche of the documents listed in this title list may be purchased. Reproduction 
charges for duplication are as Mows: (1) paper to paper is $0.05 per page except for oversized docu- 
ments and engineering drawings, which vary from $1.00 to $2.00 per square foot; (2) microfiche to 
paper is $0.24 per page except for engineering drawings, which vary from $3.00 to $6.00 per square 
foot; and (3) microform to microform is $0.22 per microfiche and $0.40 per aperture card. A mini- 
mum charge of $2.00 plus postage is charged for mail orders. 

Please acknowledge a willingness to assume charges for all orders but do not send payments. Orders will 

be processed and mailed with a bill from literature Research Company. 
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81/06/30. 43pp. Available at NTIS. *4.79. 09077:299. 


8107230089 Forwards IE Waste Packaging Insp Rept 19000027/81-06 on 
810331 & notice of violation. 

JOYNER, J.H. Technical Inspection Branch. 81/07/02. 2pp. 

09129: 182. 


— 8107230091 Notice of violation from waste packaging insp on 810331. 
JOYNER, J.H. Technical Inspection Branch. 81/07/02. Ip. 

09129: 184. 


—8107230093 IE Waste Packaging Insp Rept 19000027/81-06 on 810331. 
Noncompliance noted: bolt not in lock ring of drum. 

GRAYSON, W. M. , THOMAS, R. D. , BOOK, H. E. Radiological Safety Branch. 
81/04/22. 18pp. 09129: 1B6. 


8107210237 Forwards IE Waste Packaging Insp Repts 90-319/81-07 * 
90-316/81-11 on 810223. No noncompliance noted. 

KEPPLER, J. G. Region 3, Chicago, Office of the Director (81/03/01). 
81/07/07. 2pp. 09101:397. 


—8107210243 IE Waste Packaging Insp Repts 90-319/81-07 & 90-316/81-11 on 
810223. No noncompliance noted. Major areas inspected: low 
level waste shipments, shipping documents, vehic 1* placarding, 
packaging & labels. 

PANG, J. F. , BOOK, H. E. Radiological Safety Branch. TM0MA8, R. D. 
Materials Radiation Protection Section. 81/03/24. 4pp. 

09101:399. 


DOCKET 27-039 SHEFFIELD, IL, NUCLEAR ENGINEERING CO. 


8107070080 EVALUATION OF TRENCH SUBSIDENCE AND STABILIZATION AT 
SHEFFIELD LOW-LEVEL RADIOACTIVE WASTE DISPOSAL FACILITY. 

KAHLE, R. , ROWLANDS, J. Ralph Stone * Co. FIN B-6968. NUREG/CR-2101. 
81/09/31. 181pp. Available at NTIS. .*6.00, 08964:001. 


8107020417 Notice of withdrawal of appearance in proceeding. 
MURRAY, M. J. Illinois, 8tateof. 81/06/08. Ip. 00936:278. 


8107020289 Request* NRC documents designated in US Ecology, Inc 
discovery requests presented in 810901 proceeding. Related 
correspondence. 

RADER, R. M. Conner, Moore * Corber. 81/06/10. Ip. 08926:393. 


8107080289 Forwards documents requested upon completion of discovery 
per 810616 ltr. Requests payment. W/o ends. 

MCOURREN, H. J. Hearing Branch 1. 81/07/02. 2pp. 08973:339. 


8107200272 Inform* that listed individuals may be called as witnesses 
in proceed ing, supp lementing 801103 list. 

MCOURREN, H. J. Hearing Branch i. 81/07/14. 3pp. 09074: 27B. 


DOCKET 27-047 BARNWELL, SC, CHEM-NUCLEAR SYSTEMS, INC. 


S 107 140823 Responds to 810220 ltr. Forwards requested info re 
occupational exposure levels in terms of annual man rem per 
occupational category St number of employees for CYBO. Listing 
of total vol & activity recaived at site end. 

EBENHACK, D. 0. Chem-Nuclear Systems, Inc. 81/03/09. 9pp. 
09029: 339. 


8107140839 Informs that Div of Waste Mgt is proposing to renew license 
held by Chem-Nuclear Sy*,Inc,for disposal of SNM at Barnwell 
low-level waste disposal facility . Forward* proposed license 
fc related documentation. W/o end. 

HAWKINS, E. F. High Level Waste Licensing Management Branch. 

81/09/27. ip. 09029:037. 


DOCKET 27-048 RICHLAND, WA, NUCLEAR ENGINEERING CO. . INC. 


B107290129 Forward* IE Waste Packaging Insp Rept 19000046/B1-04 on 
810309-13 & notice of violation. 

JOYNER, J.H. Tachnical Inspection Branch. 81/07/13. 2pp. 
09189:080. 


— 8107290132 Notice of violation from waste packaging insp on 810309-13. 
JOYNER, J. H. Technical Inspection Branch. 81/07/13. Ip. 

09189:082. 


—8107290136 IE Waste Packaging Insp Rept 19000046/81-04 on 810309-13. 
Noncompl ience noted: three packages were not stancillad 
radioact ive-LSA to idantify contents. 

* Region 1, Philadelphia, Office of the Director (81/03/01). 
RIEDLINGER, B. A. , THOMAS, R. D. Radiological Safety Branch. 

0 1/ 03/27 . 6pp. 091 B9 : 0B3 . 


DOCKET 


0107130349 Informs that util will provide NRC w/description of C-E 
heated junction thermocouple sys by 810901 upon 
demonstration of feasibi lity. Submittal will include info re 
NUREG-0737, Item II. F. 2. 

MAYER, L. O. Northern States Power Co. 81/07/06. Ip. 08998:142. 


DOCKET 


81071301 13 Ack receipt of 810919 ltr informing NRC of steps taken to 
correct violation* noted in IE Insp Rept 70-2383/81-01, 

3O-O0O7B/B 1-01 St 30-13322/81-01. 

KINNEMAN, J. D. Materials Radiological Protaction Saction. Bl/07/06. 
ip. 08999:237. 


—8107130119 Responds to NRC 810430 ltr re violations noted in IE Insp 
Repts 70-23B3/81-01, 30-03078/81-01 Si 30-13322/81-01. 

Corrective actions: nuclear medieina technicians reinstructed 
re transport of radioactive matls St survays. 

KUBNER, D. , FLAMINI, J. Hosp. of Philadalphia Philadelphia, PA. 
81/09/19. 2pp. 08999:238. 


8107300109 Requasts end subpoena ad testificandum be issued to TS 
Baer. 

DEWEY, L. S. Antitrust Division. Bl/07/13. 3pp. 09199:011. 


i 
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DOCKET 


8107130113 Ack receipt of 810519 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 70-2383/81 -01 , 
30-03078/81-01 St 30-13322/81-01. 

KXNNEMAN, J. D. Materials Radiological Protection Section. 81/07/06. 
Ip. 08999:237. 


— 8107130119 Responds to NRC 810430 ltr re violations noted in IE Insp 
Repts 70-2383/81-01.30-03078/81-01 St 30-13322/81-01. 

Corrective act ions: nuc lean medicine technicians reinstructed 
re transport of radioactive matls St surveys. 

KUSNER i D . . FLAMINI. J. Hosp. of Philadelphia Philadelphia. PA. 
81/05/19. 2pp. 08999:238. 


DOMESTIC LICENSING OF SOURCE MATERIAL 

DOCKET 40-0086 W. R. ©RACE St CO. 


B107100212 Forwards license file for WR Grace St Co facility in Pompton 
Plains, NJ, formerly licensed under NRC License BTA-442. 

Aerial survey of facility, conducted during ink of 810525. 
indicates that thorium contamination is present. 

MARTIN. T. T. Division of Engineering & Technical Inspection. 

81/07/02. Ip. 08992:148. 


DOCKET 40-0229 UNION CARBIDE CORP. 


8103310609 Forwards table entitled "Locations & Specs for 
Monitor Wells." per License Condition 58. Also forwards one 
oversize drawing. Drawing will be available in PDR. 

WONG. T. Union Carbide Corp. 81/03/25. 3pp. 08062:107. 


DOCKET 40-0299 UNION CARBIDE CORP. 


8107240035 Notifies that if NRC 810304 request for fee is not answered 
within 30 days. app lication for West Gas Hills Heap Leach 
Facility dtd 801222 will be considered abandoned. 

WEISS. D. License Fee Management Branch. 81/05/11. 3pp. 09149:001. 


— 8107240038 Forwards application for source matl license for West Gas 
Hills Heap Leach facility submitted as specs & drawings, 
including "Geotechnical Investigation for Proposed Heap 
Leach Facility in West Gas Hills. Fremont County. WY. " 

DEUEL. J. K. Deuel & Associates. BO/12/22. Ip. 09149:002. 


— 8107240043 Application for source matl license for West Gas Hills Heap 
Leach facility submitted as specs & drawings, including. 

Geotechnical Investigation for Proposed Heap Leaching 
Facility in West Gas Hills. Fremont County, WY." 

* Deuel & Associates. 80/12/22. 200pp. 09149:006. 


8107290216 Forwards plan to collect seepage from Areas SW-l.SW-2 & SW-3 
* on Figure 2 of FES. in compliance w/Condition 55 of License 
SUA-648. Sy s will be installed by end of Sept 1981. One 
oversize drawing enc 1. Aperture card will be in PDR. 

WONG, T. Union Carbide Corp. 81/04/23. 2pp. 09206:153. 


— 8107290218 Ack receipt of 810423 ltr re installation of seepage 
collection return sys. Request has been classified as minor 
amend to License SUA-648. Minor safety & environ amend fee 
required. 

WEISS, D. License Fee Management Branch. 81/05/08. 2pp. 
09206: 155. 


8107150153 Tabulates contract costs incurred $< manhours expended in 
reviewing 810325 application for Amend 3 to License SUA-648. 
K0T8CH.J. . PETTENGILL, H, Uranium Recovery Licensing Branch. 
81/06/15. Ip. 09048:243. 


8107190288 Tabulates contract costs incurred & manhours expended in 
reviewing 810403 application for Amend 3 to License SUA-648. 
K0T9CH, J. , PETTENGILL, H. Uranium Recovery Licensing Branch. 

8 1 /Q6/ 15. 1 p . 09033: 357. 


8107280139 Forwards gamma survey around inactive tailings area. Two 
oversize drawings end. Aperture cards will be available in 
PDR. 

WONG, T. Union Carbide Corp. 81/06/30. 9pp. 09179:146. 


8107280694 Forwards semiannual land use survey per License Condition 
57 . 

WONG, T. Union Carbide Corp, 81/07/01. 9pp, 09188:202. 


8107210120 Advises that Source Matl License SUA-648 is amended by 
revising Condition 61. Amend assures licensee timely 
submittal of final historic artifact & archeological rept. 
SCARANO, R. A. Uranium Recovery Licensing Branch. 81/07/08. Ip. 
09107: 233. 


8107210523 Submits recommendations for revision of License Condition 
55 of Source Matl License SUA-648 re collection of seepage 
near inactive above grade tailings disposal impoundment. 

JONES, S. Z. Uranium Recovery Licensing Branch. 81/07/08. 2pp. 
09108: 358. 


8107210161 Submits recommendations for revising License Condition 61 of 
Source Matl License SUA-648, requiring submission of final 
historic 8c archeological rept within 30 days of receipt. 

JONES, 8. Z. , PETTENGILL. H. J. Uranium Recovery Licensing Branch. 
81/07/09. 2pp. 09107:299. 


DOCKET 40-1162 WESTERN NUCLEAR, INC. 


8104290630 Monitoring program. Four oversize drawings enc 1. Aperture 
cards will be in PDR. 

* Western Nuclear. Inc. (subs. of Phelps Dodge Corp. ). 81/03/25. 

100pp. 08396:036. 


— 8104290636 In-plant monitoring program. 

* Western Nuclear. Inc. (subs, of Phelps Dodge Corp. ). 81/03/25. 

41pp. 08396:170. 


8107280399 Forwards 810522 ltr from M Taylor of D'Appolonia Consulting 
Engineers, Inc in response to 810424 request re elevations & 
lengths of screen intervals in pump-back wells. 

BOGDEN.G. Western Nuclear, Inc. (subs, of Phelps Dodge Corp.). 
81/05/28. 4pp. 09180:341. 


8107220009 Advises that mill permit boundary outlined in land use map 
& groundwater monitoring program was developed to conform 
w/State of WY regulations controlling reclamation, in 
response to NRC 810511 ltr. 

BOGDEN.G. Western Nuclear, Inc. 81/06/03. 2pp. 09127:105. 


8107240039 Forwards "Reclamation Plan, Mill Site it Tailings Disposal 
Area," per Condition 28 of License SUA-56, NUREG-0639 8t 
NUREQ-0706. 

BOGDEN, 0. Western Nuclear, Inc. (subs, of Phelps Dodge Corp.). 
81/06/09. 4pp. 09149:185. 


—8107240042 "Reclamation Plan.Mill Site 8t Tailings Disposal Area." One 
oversize drawing enc 1. Aperture card is available in PDR. 

* Western Nuclear, Inc. (subs, of Phelps Dodge Corp. ). 81/06/30. 

38pp. 09149: 190. 


8107170326 Forwards Federal-American Partners 810610 ltr re facility 
reclamation & decommissioning, per License Condition 33. 

BOGDEN, G. Western Nuclear, Inc. (subs, of Phelps Dodge Corp.), 
81/06/15. 2pp. 09077:073. 


8107100105 Submits contract costs incurred it manhours used in 
reviewing B10403 application. 

GARCIA, P. , PETTENGILL, H. Uranium Recovery Licensing Branch. 
81/06/17. Ip. 09001:308. 


8107060364 Advises that addl embankment instrumentation locations, 
specified in 810323 ltr, meet criteria of Condition 71. 

Requests boring logs fc typical Installation details be 
submitted by 810710. 

PETTENGILL, H. J. Uranium Recovery Licensing Branch. 81/06/18. ip, 
08950: 330. 


8107100345 Notifies that Western Nuclear tailings dam insp rapt for 
810223-0301 indicated no abnormalities or distress signs. 

3afety evaluation will contain geotechnical engineering 
consultant review, prepared after NRC concerns resolved, 

GARICA, P, J. Uranium Recovery Licensing Branch. 81/06/18. Ip. 
09002: 155. 


8107150168 Issues Amend 6 to License SUA-56, revising Condition 69 to 
allow const of toe berm for tailings embankment. 

SCARANO, R. A. Uranium Recovery Licensing Branch. 81/06/23. Ip, 
09048: 247. 


8107280006 Recommends isuance of Amend 6 to Source Matl License SUA-56 
requiring const of proposed toe berm by revising 
Condition 69. 

GARCIA, P. J. , PETTENGILL, H. J. Uranium Recovery Licensing Branch. 
81/06/23. 2pp. 09180:013. 
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8107140471 Informs that licensee has responded to NRC 810511 request 
for addl info re annual land use survey in vicinity of Split 
Rock U mill. License Condition 40 has been satisfied. 

FLORY* C. A. Uranium Recovery Licensing Branch. 81/06/26. 2pp. 
09030: 210. 


8107270030 Requests payment of safety & environ amend fee for approval 
of reclamation plan. 

UEISS*D. License Fee Management Branch. 81/06/26. Ip. 09161:357. 


8107210001 Recommends that approval of Split Rock QA program be granted 
by issuance of Amend 7 to Source Matl License SUA-56. 

FLORY* C. Uranium Recovery Licensing Branch. 81/07/10. Ip. 

09106: 356. 


8107210146 Issues Amend 7 to License SUA-56* requiring licensee to 
conduct QA program per 810325 submittal. 

8CARAN0* R. Uranium Recovery Licensing Branch. 81/07/10. Ip. 
09107: 267. 


8107300039 Recommends that License SUA-56 be amended to add Condition 
80 re procedures for burying specific vol of trash each yr 
containing minimal levels of radioactive contaminat ion* in 
response to licensee 810403 ltr. 

FLORY* C. A. * PETTENOILL* H. J. Uranium Recovery Licensing Branch. 
81/07/13. 3pp Wi 09207:249. 


DOCKET 40-1341 EDOEMONT URANIUM MINE* TVA it MINES DEVELOPMENT* INC. 


8107310076 Foruiards list of preparatory work to be conducted at mill 
site* under present license conditions* before receipt of 
license amend for decommissioning. 

MILLS* L. M. Tennessee Valley Authority. 81/07/07. 2pp. 09221:114. 


DOCKET 40-1976 PENNSYLVANIA STATE UNIV. 


8107090030 Forwards renewed License SNM-95* incorporating matls 
previously authorized under Licenses SNM-123* SNM-231 b 
BUD— 428. 

PA0E.R. 0. Uranium Fuel Licensing Branch. 81/06/18. Ip. 08986:229. 


—8 1 07090422 Safety evaluation in support of 780421 appl ication. Licenses 
SMI-95, SNM-125 it SNM-231 to be combined in SNM-95 it renewed. 

NIXON* W. A. Uranium Fuel Licensing Branch. 81/06/18. 9pp. 

08986:241. 


DOCKET 40-2061 WEST CHICAOO FACILITY* KERR-MCGEE CORP. 


8107280041 Forwards "Radiological Impacts From Proposed Reclamation 
Activities at Kerr-McOee West Chicago Facility" & 

"Experimental Study of Rn-222 Release Characteristics From 
Tailings * Sediments at Kerr-McOee West Chicago Facility." 
SHELLEY* W. J. Kerr-McOee Cor p. 81/04/22. Ip. 09178:275. 


— 8107280043 "Radiological Impacts From Proposed Reclamation Activities 
at Kerr-McOee West Chicago Facility. " 
a Dames fc Moore. 81/01/31. 29pp. 09178:276. 


— 8107280046 "Experimental Study of Rn-222 Release Characteristics From 
Tailings & Sediments at Kerr-McOee West Chicago Facility. " 

RE, 0. * MOSKOWITZ* P. * 0ZTULANI*0. Dames & Moore. 81/03/31. 29pp. 

09178: 305, 


8107290237 Forwards flow sheet & layout of incinerator proposed for 
Installation at West Chicago site. Two oversize drawings 
end. Aperture cards will be available in PDR. 

SHELLEY* W. J. Kerr-McOee Corp. 81/04/27. Ip. 09206:201. 


8107240113 Ack receipt of 810424 Amend 1 to License STA-583 it submits 
data re friable asbestos used to wrap piping & other 
process equipment* per NRC/EPA 801103 memorandum of 
understand ing. 

SHELLEY* W. J. Kerr-McOee Chemical Corp. (subs of Kerr-McOee Corp.). 
81/05/13. 5pp. 09148:336. 


8107240008 Informs that boundary line measurements of radon & thoron 
concentrations are continuing at West Chicago disposal area* 
as previously reported. Radon & thoron daughter measurements 
data collected from B10402-22 end. 

SHELLEY* W. J. Kerr-McOee Corp. 81/05/15. 2pp. 09148:356. 


8107280034 Forwards facility boundary data for radon it thoron daughter 
Measurements from 810423-0612 & offsite monitoring data 
for radon b thoron daughter measurements from 810402-22. 

SHELLEY* W. J. Kerr-McOee Corp. 81/06/24. 3pp. 09178: 338. 


8107280122 Forwards layout b elevation drawings of proposed 
incinerator installation at West Chicago facility. Two 
oversize drawings enc 1. Aperture cards will be available in 
PDR. 

SHELLEY* W. J. Kerr-McGee Corp. 81/07/09. Ip. 09179:142. 


8107300217 Clarifies sample point distances & local topography of 
810612 radon & thoron measurements for west boundary 
reported in vendor 810624 ltr. Cross-section sketch end. 

SHELLEY* W. J. Kerr-McGee Corp. 81/07/10. 3pp. 09208:165. 


DOCKET 40-2259 PATHFINDER MINES CORP. 


8107280011 Submits tabulation of contract costs incurred & manhours 
used in reviewing 810204 application for amend to License 
SUA-672. 

GILLEN* D. * LINEHAN* J. J. Uranium Recovery Licensing Branch. 
81/04/22. Ip. 09179:260. 


-8107280015 Submits tabulation of contract costs incurred & manhours 
used in reviewing application for amend to License SUA-672. 

GILLEN* D. , LINEHAN* J. J. Uranium Recovery Licensing Branch. 
81/06/10. Ip. 09179:261. 


8107220164 Forwards "Preliminary Rept on Ground Water Hydrology & 
Tailings Seepage Collection Sys Near Tailings Reservoir 1. " 
Guidance document only. Tai 1 ings Pond 1 water level being 
reduced. Other measures planned. W/o end. 

POYSER, R. W. Pathfinder Mines Corp. 81/05/21. Ip. 09126:320. 


8107220305 Forwards "Preliminary Rept on Ground-Water Hydrology & 
Tailing Seepage Collection Sys Near Tailings Reservoir 1* " 
prepared by Hydro-Engineering. 

POYSER, R. W. Pathfinder Mines Corp. 81/06/10. Ip. 09123:179, 


— 8107220307 "Preliminary Rept on Ground-Water Hydrology it Tailings 
Seepage Collection Sys Near Tailings Reservior 1." 

HOFFMAN, G. L. * PLAYTON, S. J. Hydro-Engineering. 81/03/31. 143pp. 

09123: 180. 


8107230303 Forwards application to amend License SUA-672, a 1 lowing const 
of Tailings Embankment 4 at elevation appropriate to reduced 
operating level w/o compromising embankment stability & dam 
safety requirements. Fee end. 

NUGENT, E. L. Pathfinder Mines Corp. 81/06/12. Ip. 09135:209. 


— 8107230304 Application to amend License SUA-672* al lowing const on 
Tailings Embankment 4 at elevation appropriate to reduced 
operating level w/o compromising embankment stability lie dam 
safety requirements. Supporting documentation end. 

NUGENT* E.L. Pathfinder Mines Corp. 81/06/12. 24pp. 09135:210. 


8107090391 Discusses 10CFR20. 405 rept dtd 810227 describing 
overexposure incident under License SUA-0672. Revision of 
License Condition 19 to require review of all maint work for 
which no written operating procedure exists recommended. 
SOLLENBERGER, D. , PETTENOILL* H. J. Uranium Recovery Licensing Branch. 
81/06/23. 3pp. 08986:331. 


8107090392 Discusses 801002 insp of const of Lucky McMine 4 tailings 
embankment under License SUA-672. Approval of Amend 13 to 
revise License Condition 48 recommended. 

GILLEN* D. M. Uranium Recovery Licensing Branch. 81/06/23. 2pp. 
08986: 334. 


8107150329 Issues Amend 12 to License SUA-672* revising license 
Condition 10 to substitute new pages dtd Mar 1981 into 
770930 license renewal application re mgt organization it 
personnel, 

SCARANO* R. A. Uranium Recovery Licensing Branch. 81/06/23. Ip. 
09033: 295. 


8107160153 Issues Amend 11 to License SUA-672* revising Condition 19 to 
require written operating procedures for all work involving 
radioactive matls it radiation work permits for all 
nonroutine work including maint. 

SCARANO* R. A. Uranium Recovery Licensing Branch. 81/06/23. 2pp. 
09061:360. 


8107200047 Issues Amend 13 to License SUA-672* adding Item J re density 
testing frequency to Condition 48 re technical control 
documents for const of Embankment 4. 

SCARANO* R. A. Uranium Recovery Licensing Branch. 81/06/23. Ip. 
09079: 126. 


8107140121 Advises that License SUA-672* Condition 19* should be revised 
to require radiation work permit sys for all work or maint 
not covared by std operating procedures. Fee not required, 
SOLLENBERGER* D. * PETTENOILL* H. J. Uranium Recovery Licensing Branch. 
81/06/30. Ip. 09031:157. 
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8107270276 Submits costs incurred 8c manhours expended in reviewing 
810311 application for Amend 12 to License BUA-762. 

SOLLENBERGER, D. Uranium Recovery Licensing Branch. 81/07/08. Ip. 
09178: 171. 


8107210528 Advises that Amend 13 to License SUA-672 bias issued on 
810623 in response to items identified in scheduled 
embankment const insp. Amend is fee exempt. 

GILLEN* D. M. Uranium Recovery Licensing Branch. 81/07/13. Ip. 
09108:361. 


8107300223 Confirms intention to withdraw request for hearing re orders 
to modify Licenses SUA-442 8c SUA-672. Info sufficient to 
warrant modifying order conditions will be submitted to NRC 
by 810901. 

PENNINGTON, T. W. Pathfinder Mines Corp. 81/07/14. 2pp. 09209:333. 


DOCKET 40-2286 WESTINQHOUSE ELECTRIC CO. , LAMP DIV. 


8107130226 Forwards IE Insp Rept 40-2286/81-01 on 810129. No 
noncompliance noted. 

KINNEMAN, J. D. Materials Radiological Protection Section. Bl/06/26. 
2pp. 08999:329. 


—8107130231 IE Insp Rept 40-2286/81-01 on 810129. No noncompliance noted. 
Major areas inspected: announced, c loseout survey of Bldg 7 
basement area contaminated w/natural U, including earth 
sample analysis. 

CAMPBELL, M. A. , KINNEMAN. J. D. Materials Radiological Protection 
Section. 01/06/03. 4pp. 08999:331. 


DOCKET 40-3392 ALLIED CHEMICAL CORP. 


8107230359 Forwards one-fourth of each collection plate filter from 
nearest resident air sampling station. Samp les represent 
matl collected during 810401-0630. Samp les sent for lung 
fluid solubility testing, per 800324 License Amend 4. 

CIPOLLA, A. J. Allied Chemical Corp. 81/07/08. Ip. 09143:171. 


DOCKET 40-3453 ATLAS MINERALS 


8107130011 Submits results of NRC review Sc recommendations re licensee 
810323 proposed groundwater study. Well should be placed on 
all sides of pond to define d irection, rate of groundwater 
flow S< possible seepage. 

PETTENGILL, H. J. Uranium Recovery Licensing Branch. 81/06/24. 4pp. 
09024: 17 i. 


8107280463 Forwards IE Health Physics Appraisal Rept 40-3453/81-01 on 
810311-15, notice of violation 8c significant appraisal 
findings. 

COLLINS, J. T. Region 4, Dallas, Office of the Director <81/03/01). 
81/07/01. 5pp. 09174:287. 


—8107280465 Notice of violation from health physics appraisal on 
810311-13. 

BROUN, G. D. Technical Inspection Branch. 81/06/30. 3pp. 
09174:292, 


—8107280466 IE Health Physics Appraisal Rept 40-3433/B1-01 on 810311-13. 
Noncompliance noted: failure to post airborne radioactivity 
area, to implement engineering controls S< to investigate 8c 
correct contamination levels. 

CAIN, C. L. , EVERETT, R. J. Materials Radiation Protection Section. 
81/06/30. 38pp. 09174:293. 


8107310334 Forwards "Conceptual Design 8c Cost Estimate, Tailings Pile 
Reclamation," "Rept of Stability Analyses, 18-Ft Raise of 
Tailings Embankment to Elevation 4,076 Ft" 8c "Moab U Plant 
Preliminary Evaluation, Tailings Storage. " 

B LUBA UGH, R . E. Atlas Minerals. 81/07/10. 3pp. 09223:182. 


— 8107310537 "Conceptual Design 8i Cost Estimate, Tail ings Pile 
Reclemat ion, Moab, UT, for Atlas Minerals." 

TCLAND, O.C. Dames 8c Moore. 81/03/29. 61pp. 09223:188. 


—8107310341 "Rept of Stability Analyses, 18-Ft Raise of Tailings 
Embankment to Elevation 4,076 Ft, Moab, UT for Atlas 
Minerals. " 

TOLAND, G.C. , BODDY, J. R. Dames 8c Moore. 03467-028-06. 81/06/04. 

30pp. 09223: 230. 


—8107310343 "Moab U Plant Preliminary Evaluation, Tailings Storage 
Feasibility Study." 

LQNGWELL, R. L. Morrison Knudsen Co. , Inc. B0/08/30. BOOpp. 
09224:186. 


8107210017 Summarizes 810507-19 health physics appraisal re 
radiological safety program. Specif ic findings will be 
presented in Region 4 rept. 

K0T8CH, J. L. , PETTENGILL, H. J. Uranium Recovery Licensing Branch. 
81/07/13. 2pp. 09107:158. 


DOCKET 40-4492 FEDERAL AMERICAN PARTNERS (MINING) 


8107230337 Submits response to request for review of Dames 8c Moore 
rept entitled "Detailed Seepage Investigation of Mill 
Waste Disposal Alternatives, West Gas Hills, WY for Federal 
American Partners. “ Anomalous levels not caused by sewage. 

WILLIAMS, R. E. Will iams-Rob inette 8c Associates, Inc. 81/04/13. 7pp. 
09143: 174. 


8107240131 Forwards review of Dames 8c Moore rept "Detailed Seepage 
Investigation of Mill Waste Disposal Alternative, West Gas 
HiIltiWY,for Federal American Partners." Figures drafted for 
rept end. U/o ends. 

WILLIAMS, R. E. Will iams-Robinette 8c Associates, Inc. 81/04/16. Ip. 
09148:333. 


8107270133 Submits costs incurred 8c manhours used in reviewing 801014 
application for Amend 9 to License SUA-667. 

GILLEN, D. Uranium Recovery Licensing Branch. 81/04/30. ip. 
09163:339. 


8107230327 Forwards addendum to second half of 1980 Annual Rept, 
comprising 1980 analysis of soil vegetation samples plus 
Mill Stack monthly emission summaries. 

WATTS, K. 8. Federal American Partners. 81/07/01. 19pp. 09143:132. 


DOCKET 40-6264 MICHIGAN CHEMICAL CORP. 


8107210164 Forwards "Decontamination 8c Survey Plan for Velsico Chemical 
Corp Plant Site et St Louis, MI." External radioactivity 
readings 8c accompanying grid map will be furnished. 

RADEMACHER , U. M. Velsicol Chemical Corp. 81/03/27. 4pp. 09106:237. 


— 8107210170 "Decontamination 8c Survey Plan for Velsico Chemical Corp 
Plant Site at St Louis,MI." 

* Velsicol Chemical Corp. 81/07/13. 26pp. 09106:238. 


8107240031 Forwards "Clarif ication of Environ Security Plan St Louis, MI 
Plant Site," per 810611 telcon. Concurrence w/listed interim 
contamination control measures requested. USGS 600317 ltr, 
statement of water analysis 8c Dames 8c Moore 810613 ltr end. 
RADEMACHER, J. M. Velsicol Chemical Corp. 81/06/16. Bpp. 09149:233. 


— 8107240034 "Clarification of Environ Security Plan, St Louis, MI Plant 
Site." Three oversize drawings end. Aperture cards are 
available in PDR. 

* Dames & Moors. 81/03/01. 63pp. 09149:242. 


DOCKET 40-6622 PATHFINDER MINES CORP. 


8107240007 Extends appreciation for time spent reviewing preliminary 
p lan. Criti qua of document 8c statement of NRC objectives for 
plan will save applicant time in preparing acceptable plan. 

RUSSELL, J. E. Pathfinder Mines Corp. 81/06/12. Ip. 09148:333. 


8107170216 Responds to 810317 ltr re previous request for License 
SUA-442 amend for approval of change from Tedlar bag method 
to Track Etch device for radon gas monitoring. Inappropriate 
to approve request at this time. 

8CARAN0, R. A. Uranium Recovery Licensing Branch. 81/06/23. 3pp. 
09062: 332. 


8107160619 Forwards rept for last half of 1980 re radionuclide releases 
to unrestricted areas. 

MURDOCK, 8. Pathfinder Mines Corp. 81/06/30. 3pp. 09061:067. 


8107130342 Summary pf 810609 meeting w/Pathf inder Mines# Inc 8c UT Xntl 
In Silver Spring, MD re clarification of 810316 order 
implementing 10CFR190 8c discussion of 10CFR40, App A. 

PERSON, L. 8. Urenium Recovery Licensing Branch. 81/07/08. 3pp. 
09033:071. 


8107300225 Confirms intention to withdrew request for hearing re orders 
to modify Licenses 8UA-442 8c SUA-672. Info sufficient to 
warrant modifying order conditions will be submitted to NRC 
by 810901. 

PENNINGTON, T. W. Pathfinder Minee Corp. 81/07/14. 2pp. 09209:333. 
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DOCKET 40-6659 GETTY OIL CO. * PETROTOMICS CO. DIV. 


8107170321 Application for amend of License SUA-551 to allow disposal 
of barium chloride treatment residue in tailings 
impoundment. Fee end. 

PFAFF, S. J. Getty Oil Co. 81/06/10. 3pp. 09067:348. 


8107070045 Notifies that application 8c environ rept for renewal of 
License SUA-551 were filed per 10CFR40. 43( b ) requirements. 
License will not expire until application for renewal 
reviewed & licensing decision made. 

SCARANO* R. A. Uranium Recovery Licensing Branch. 81/06/18. Ip. 
08960: 174. 


8107100335 Notifies that Amend 8 for License SUA-551 issued on 810129* 
authorizing Petrotomics Co to receive* for disposal in 
tailings impoundment* U solution extraction process surface 
wastes. Amend 8 should be exempt from fees. 

KOTSCH* J. Uranium Recovery Licensing Branch. 81/06/18. Ip. 

09008: 269. 


8107230257 Advises of completion of preliminary review of application 
& environ rept for renewal of Source Matl License 551, 

General content acceptable. Addl info will be requested 
within next few months. 

PETTENGILL, H. J. Uranium Recovery Licensing Branch. 81/06/24. Ip. 
09146: 176. 


8107210012 Forwards radioactive effluent release rept for June-Dee 
1980. 

PFAFF. S. J. Getty Oil Co. 81/06/26. 2pp. 09107:142. 


8107270272 Recommends approval of Amend 11 to License SUA-551. Amend 
authorizes Petrotomics Co to receive for disposal in 
tailings impoundment water treatment pond sediments 
resulting from U mining activities. 

KOTSCH. J. L. Uranium Recovery Licensing Branch. 81/07/17. 2pp. 
09168: 349. 


DOCKET 40-6943 STANDARD OIL CO. 


8107080376 IE Insp Findings & Licensee Ack dtd 810622 of License 
SUB-686. In sp findings: no noncompliance noted. 

SLAWINSKI, W. J. Region 3* Chicago* Office of the Director <Bl/03/01>. 
81/06/22. lp. 08973:087. 


DOCKET 40-7106 J. R. M. BEQE CO. 


8107140114 Describes actions required in response to notice of 
violation. All radioactive matl must be placed in storage 
until valid license is obtained from NRC. Reply to notice of 
violation must be submitted in 20 days. 

KINNEMAN* J. D. Materials Radiological Protection Section. 81/02/20. 
2pp. 09031:155. 


8107280658 Forwards amend fee & proposal for use of treated raffinate 
produced at fac i 1 ity. Approx 1*690 acres will be used for 
treated raffinate fertilizer program during 1981 growing 
season. Oversi ze drawing enc 1. Aperture card will be in PDR. 

SHELLEY, W. J. Kerr-McGee Corp. 81/06/24. 11pp. 09180:099. 


DOCKET 40-8032 GULF RESEARCH 8< DEVELOPMENT CO. 


8107210034 Advises that matl is being put together re renewal of 
License SUA-1024 & will be sent as soon as possible* per NRC 
810414 ltr . 

RHODES* D. F. Gulf Oil Corp. 81/06/22. lp. 09107:170. 


DOCKET 40-8064 EXXON MINERALS CO. USA, EXXON CORP. 


8107230364 Forwards 810302 biweekly sampling results of excursion 
indicators per License SUA-1064. Ch lor ide & sulfate levels 
found over control limits in Wells E-0-7 8c E-0-8 due to 
testing of technique involving injection well production. 
SHANMON, J. B. Exxon Corp. 81/03/30. 4pp. 09145:284. 


8107170322 Submits monthly progress rept on monitoring of excursion in 
Well E-0-7 by weekly sampling from Wells E-0-6* 7* 8 it 9. 

Results summarized in end table it graphs. 

SHANNON* J. B. Exxon Corp. 81/06/15. 5pp. 09067:351. 


8107300221 Forwards results of weekly sample analyses of Wells E-0-6* 7* 
8 & 9 in support of monitoring excursion in Well E-0-7. 

Analysis indicates that Well E-08 has returned to normal 
pre excursion leve 1 s. Tab 1 es it graphs end. 

SHANMON, J. B. Exxon Corp. 81/07/09. 6pp. 09208:185. 


DOCKET 40-B073 THOMAS JEFFERSON UNIV. 


8107170225 Discusses IE insp of Licenses 37-00148-04,37-00148-06 8c 
SUB-1065 on 810423 8c forwards notice of violation. 

JOYNER, J. H. Technical Inspection Branch. 81/07/01. 2pp. 

09054: 051. 


— 8107170230 Notice of violation from insp on 810423. Noncompliance noted: 
failure to make surveys of radiation levels in rooms 
adjoining rooms of patients being treated w/radioactive 
implants to assure 1OCFR20. 105(b) limitation. 

JOYNER, J.H. Technical Inspection Branch. 81/07/01. lp. 

09054: 053. 


DOCKET 40-8084 LISBON MINE* RIO ALGOM CORP. 


8107140058 Recommends issuance of Amend 6 to License SUA-1119* deleting 
License Condition 18 8c revising Condition 36 to include QA 
program. 

K0T9CH, J. L. Uranium Recovery Licensing Branch. 81/06/11. 3pp. 
09030: 270. 


DOCKET 40-7455 DESCQ MARINE 


8107130457 Discusses IE Insp Rept 40-7455/81-01 conducted on 810430. No 
noncompliance noted. Major areas Inspected: selective exams of 
procedures 8c representative records* personnel interviews 8< 
inspector measurements 8t observations. 

KINNEMAN, J. D. Technical Inspection Branch. 01/07/02. 2pp. 

08997: 310. 


DOCKET 40-7869 PLATEAU RESOURCES* LTD. 


8107160494 Issues Amend 6 to License SUA-1 1 19* deleting Condition 18 8< 
revising Condition 36 re implementation of environ 
monitoring program presented in operational effluent 8c 
environ monitoring plan 8c GC program. 

SCARANO* R. A. Uranium Recovery Licensing Branch. 81/06/11. 2pp. 
09050: 152. 


8107170268 Requests that equipment assessment period per Reg Guide 
4. 14 be extended until late Jul* pending receipt of low 
background gas proportional counter. 

HARDY, B. Rio Algom, Ltd. 81/06/19. lp. 09062:315. 


8107220337 Discusses results of surface 8< groundwater hydrology review 
of semiannual effluent (1980-2) rept. Facility being 
decommissi oned. No monitoring of surface water required 
under license. 

WESTBROOK, K. B. Uranium Recovery Licensing Branch. 81/07/09. lp. 
09123: 346. 


DOCKET 40-8027 KERR-MCGEE CORP. 


8107240133 Forwards one set of split samples (six) from environ air 
particulates for performing verification of U solubility in 
lung fluid analyses. Split samples are first-quarter 1980 
hi-vol air samples taken from nearest residence. W/o end. 

DASGUPTA, A. K. Kerr-McGee Corp. 81/05/19. lp. 09148:332, 


8107210143 Advises that Amend 6 to License SUA-1119 should be fee 
exempt. Amend upgraded effluent 8c environ monitoring program 
8c QC program for benefit of NRC. 

KOTSCH* J. L, Uranium Recovery Licensing Branch. 81/07/13. lp. 
09107: 266. 


8107300226 “Six Month Upper Tailings Embankment Piezometer Rept. " 
HARDY, B. L. Rio Algom, Ltd. 81/07/27. lp. 09208:362. 


DOCKET 40-8102 EXXON MINERALS CO. UBA, EXXON CORP. 


8107280110 Forwards info It data re environ monitoring program. Figure 
2.3 from FES 8c draft QA program end. One oversize drawing 
end. Aperture card will be available in PDR. 

GILCHRIST* J. E. Exxon Corp. 81/06/26. 23pp. 09179:119. 



6 


DOCKETED ITEMS 


8107270321 Summary of 010618 meeting w/Exxon in Silver Spring, MD re 
vendor 40CFR190 order & 810618 ltr presenting comments re 
order. 

GARCIA/ P. J. Uranium Recovery Licensing Branch. 81/07/20. 3pp. 
09167: 395. 


DOCKET 40-8109 OAKWOOD HOSP. DEARBORN. MI 


8107100220 Discusses IE insp of Licenses 21-04915-01/21-04519-02 & 
SUB-1103 on 810519 & forwards notice of violation. 

SRENIAWSKI. D. J. Materials Radiation Protection Section 2. Bl/06/05. 

2pp. 08993:243. 


—8107100222 Notice of violation from insp on 810915. Noncompliance noted: 
calibr records not maintained. spotchec k measurements not 
performed month ly» sealed calibr sources not leak tested & 
ring badge not worn while injecting radiopharm. 

SRENIAWSKI. D. J. Materials Radiation Protection Section 2. 

81/06/05. 2pp. 08993:245. 


8107150151 Ack receipt of 810626 ltr informing NRC of steps taken to 
correct violations noted in IE insp of Licenses 21-04519-01. 
21-04515-02 & SUB-1103 on 810515. 

SRENIAWSKI, D. J. Materials Radiation Protection Section 2. 81/07/10. 

Ip. 09025:360. 


—8107150157 Responds to NRC 810605 ltr re violations noted in IE insp of 
Licenses 21-04915-01.21-04545-02 & SUB-1103 on 810515. 

Corrective actions: calibr records of instruments & 
spot-check measurements forwarded. 

KOONS, H. V. , TINKER, A. J. OakwoodHosp. Dearborn, MI. 81/06/26. 

18pp. 09026:001. 


DOCKET 40-8158 ARMY, DEPT. OF. COMMUNICATIONS & ELECTRONICS MATERIAL 


8107290008 Recommends approval of 810522 request for amend to Source 
Matl License SUB- 1 150. Amend changes name of licensee to 
Dept of Army. US Army Communicat ions-Electroni c s Command & 
changes possession limits Condition 8b to 2. 76 kg. 

TARAS, D. N. Army, Dept. of. 81/05/29. 3pp. 09189:123. 


DOCKET 40-8191 AIR FORCE, DEPT. OF 


8107300029 IE Insp Findings & Licensee Ack dtd 810714 of License 
SUB-1178. Insp findings: no items of noncompliance or unsafe 
conditions found. 

* Region 3, Chicago. Office of the Director (81/03/01). Bl/07/14. 

Ip. 09191:144. 


DOCKET 40-8200 CLEVELAND-CLIFFS IRON CO. 


8107240058 Forwards "North Rolling Pin In Situ U Mining Test 
Groundwater Restoration Rept. " Rept demonstrates that 
groundwater at North Rolling Pin site has been adequately 
restored. 

LOUDERBACK, T. E. Cleveland-Cl if f s Iron Co. 81/04/29. 2pp. 

09160: 302. 


—8107240062 "North Rolling Pin In-Situ U Mining Test Groundwater 
Restoration Rept." Four oversize drawings end. Aperture 
cards are available in PDR. 

4 Cleveland-Cliffs Iron Co. 81/04/29. 35pp. 09160:304. 


8107200010 Summarizes B10526 telcon w/DJ Wodek. Cleveland-Cliffs 
administrator, re contamination survey of North Rolling Pin 
site waste transport fc storage. Contamination survey 
adequately performed w/appropriate instrumentation. 

FLORY, C. A. Uranium Recovery Licensing Branch. 81/06/10. 2pp. 
09079: 078. 


8107300072 Requests expeditious review & approval of final groundwater 
restoration to facilitate proceeding w/radiation surveys to 
ascertain site decontamination prior to release for 
unrestricted use. 

LOUDERBACK, T. E. Cleveland-Cliffs Iron Co. 81/07/07. 2pp. 

09207: 267. 


DOCKET 40—8202 BATTELLE COLUMBUS LABORATORIES 


8107280071 Forwards "Radiological & Criticality Safety Training Manual" 
* addl calibr procedures rsquested by NRC 800514 ltr re 
application to renew License SMB-1197. 

TOY.H. L. Battelle Memorial Institute, Columbus Laboratories. 

81/06/17. 20pp. 09179:273. 


—8107280073 "Radiological & Criticality Safety Training Manual." 

* Battelle Memorial Institute, Columbus Laboratories. 81/06/17. 
43pp. 09179:293. 


—8107280077 "Calibr Intervals." 

WHITE, B. E. Battelle Memorial Institute, Columbus Laboratories. 
79/02/09. 5pp. 09179:336. 


— 8107280081 "Procedure for Calibr of Model PAC-1SAG Alpha Survey Meter. 
FLINT, R. D. Battelle Memorial Institute, Columbus Laboratories. 
78/12/15. 5pp. 09179:341. 


— 8107280087 "Calibr Procedure for Ludlum Micro R Survey Meter." 
FLINT, R. D. Battelle Memorial Institute, Columbus Laboratories. 
78/09/29. 4pp. 09179:346. 


— 8107280090 "Procedure for Calibr of Model 440 Low Energy Survey Meter. " 
FLINT, R. D. Battelle Memorial Institute, Columbus Laboratories. 
70/12/15. 4pp. 09179:350. 


— 8107280094 "Calibr of Nuclear Measurements PC3A or B Proportional 
Counting Sys (Modified)." 

FLINT, R. D. Battelle Memorial Institute, Columbus Laboratories. 
79/12/13. 7pp. 09179:354. 


— 8107280099 "Smear Survey-Shipping Packages Containing Radioactive 
Matl. « 

MOUSER , W . R . Battelle Memorial Institute, Columbus Laboratories. 
79/03/07. 8pp. 09179:361. 


DOCKET 40-8303 REMINGTON ARMS CO. 


8107080383 IE Insp Findings & Licensee Ack dtd 810624 of License 
SUB-1 195. Insp findings:no noncompliance noted. 

SHATTERLY, L. W. Region 3. Chicago, Office of the Director (81/03/01). 
81/06/24. Ip. 08973:133. 


DOCKET 40-8304 WYOMING MINERAL CORP. 


8107300063 Recommends revision to Condition 13 of License SUA-1204 
changing action levels for monitor wells at Irlgaray R&D 
solution mining site. 

HEYER, R. S. , MARTIN, D. E. Uranium Recovery Licensing Branch. 
81/07/13. 2pp. 09207:269. 


— 8107300069 Requests amend to License 8UA-1204 to incorporate new action 
levels for Monitor Wells 51-7-MI, M2, M3, NM3, M4, MS, M6, 517-9, 

M218, M21 9, M220, M221 & USMT 211C at 51-7 well field. 

VANDELL, T. D. Uranium Recovery Licensing Branch. 81/06/17. 2pp. 
09207: 271. 


8107280689 Amend to Condition 13 of Source Matl License SUA-1204 for WY 
Mineral Corp, spec if y ing action levels for monitor wells to 
identify unusual chemical conditions. 

8CARAN0, R. A. Uranium Recovery Licensing Branch. 81/07/16. 2pp. 
O910B: 198. 


DOCKET 40-8340 IN 8ITU URANIUM LEACHING PROJECT 


8107070089 Notifies that amend fee will be refunded re 801007 request 
for amend to License SUA-1223. Application not processed. 

WE 188, D. License Fee Management Branch. 81/06/22. Ip. 08963:273. 


DOCKET 40-8380 ROCKY MOUNTAIN ENERGY CO. 


8107160061 Forwards request for addl info re renewal of License 
8 U A— 1228 6 emend request for change of lixiviant. Renewal 
limited to groundwater restoration 6 surface 
decommissioning nseded to return site to unrestricted use. 
LXNEHAN, J. J. Uranium Recovery Licensing Branch. 81/06/29. 2pp. 
09061:336. 


DOCKET 40-8452 BEAR CREEK URANIUM CO. 


8107220038 Submits info re specific plans for meeting guidelines of 
Reg Guide 3. 11. 1. 

WEDLOCK, R. L. Beer Creek Uranium Co. 81/04/22. 9pp. 09127:287. 
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8107150326 Issues Amend 11 to License SUA-1310* c larify ing wording of 
Conditions 10 & 21 re definition of refined product area it 
implementation of program to minimise dispersal of dust from 
ore piles. 

SCARANO, R. A. Uranium Recovery Licensing Branch. 81/06/23. ip. 
09033: 296. 


8107200925 Forwards "Contaminant Migration Assessment Methodology 
B-l Disposal Option Bear Creek U Project" for review it 
approval. 

YELLICH, J. A. Rocky Mountain Energy Co. 81/06/23. 21pp. 09094:119. 


8107240590 Recommends revision of License Conditions 10 & 21 re 
interpretation of refined product areas it control of 
fugitive dust from ore piles* respectively. 

GARCIA* P. J. i PETTENGILL* H. J. Uranium Recovery Licensing Branch. 
81/06/23. 2pp. 09147:352. 


8107140480 Submits Amend 10 to License SUA-1310* revising Conditions 10* 
23*24*30*33*42*43 & 46. Amends will Incorporate new mgt 
organization for radiation safety officer it environ 
coordinator including personnel responsibilities. 

SCARANO* R. A. Uranium Recovery Licensing Branch. 81/06/24. 4pp. 
09030: 212. 


8107280009 Discusses review of 810202 amend application for Source 
Matl License SUA-1310 it addl info submitted 810316. 

Request includes revisions to License Conditions 23*24*30* 

33*42.43 it 46. 

SOLLENBEROER* D. * PETTENGILL* H. Uranium Recovery Licensing Branch. 
81/06/24. 6pp. 09180:015. 


8107090052 Notifies that Amend 11 to License SUA-1310 was issued 
810623 for NRC benefit. Amend is fee exempt. 

GARCIA* P. J. Uranium Recovery Licensing Branch. 81/06/25. Ip. 
08979: 287. 


DOCKET 40-8502 IRIGARAY MINE. WYOMING MINING CORP. 


8107270302 Forwards “Irigaray Mine Site Third Quarterly Rept for Jan - 
Mar 1981. " 

WICHERS* D. L. Wyoming Mineral Corp. 81/04/30. Ip. 09161:045. 


—8107270304 "Irigaray Mine Site Third Quarterly Rept for Jan-Mar 19B1. * 
Four oversize drawings end. Aperture cards will be available 
in 

* Wyoming Mineral Corp. 81/03/31. 250pp. 09161:047. 


8107220380 Forwards soil sample results revealing Re-226 level is 
within range of baseline for soil in Wellfield E spill area. 

No soil will be removed for disposal. 

WICHERS, D. L, Wyoming Mineral Corp. 81/05/05. 2pp. 09127:339. 


8107280439 Confirms info transmitted in 810507 telcon re coal zone 
research well RS-25. On 810505 weekly sample from research 
well RS-25 exceeded proposed reporting level for chloride. No 
corrective action taken. 

WICHERS* D. L. Wyoming Mineral Corp. 81/05/14. 3pp. 09180:167. 


8107210544 Confirms that on 810515* Coal Zone Monitor Wells 98M-4* 9SM-12 
it R9-22 exceeded respective reporting levels for chloride 
in 810323 submittal. Pertinent data end. 

WICHERS* D. L. Wyoming Mineral Corp. 81/05/26. 4pp. 09110:352. 


8107300295 Informs of commencement of surface discharge it discharge 
pipeline rupture identification plan for reverse osmosis 
permeate. 

CONROY* B. W. Wyoming Mineral Corp. 81/06/01. 2pp. 09209:317. 


8107280653 Confirms info transmitted in 810528 & 29 telcons.Coal zone 
research wells RS-21 it RS-23 exceeded reporting levels for 
chloride it sand monitor well S8M-5 exceeded proposed upper 
control limit for chloride. Data end. 

WICHERS, D, L. Wyoming Mineral Corp. 81/06/04. 4pp. 09180:353. 


8107220002 Forwards status rept on coal zone Monitor Wells R8-43 & 
9SM-4* located in Production Unit 4. Chloride levels in each 
well appear to be stabilizing. Water levels have not 
significantly f luctuated. Sampl ing will continue weekly. 

WICHERS, D. L. Wyoming Mineral Corp. 81/06/09. Ip. 09127: 05B. 


—8107220004 Recent chloride history of coal zone Monitor Wells RS-43 it 
98M-4, 810105-0601. Graphs end. 

* Wyoming Mineral Corp. 81/06/09. 6pp. 09127:059. 


8107100311 Provides contract costs incurred t< manhours expended in 
review of 810428 application for License SUA-1341. 

HEYER* R. * MARTIN* D. E. Uranium Recovery Licensing Branch. 81/06/10. 
Ip. 09002:082. 


8107280039 Submits status rept for Coal Zone Wells RS-21 . RS-22* RS-23 it 
RS-25* per License Condition 31. During May* wells exceeded 
chloride reporting levels. Affected areas will be sampled 
weekly. Oversi ze drawing end. Aperture card will be in PDR. 

WICHERS* D. L. Wyoming Mineral Corp. 81/06/10. 14pp. 09179:155. 


8107220010 Submits chloride sample info for Well RS-83. No corrective 
action p lanned. Fluctuat ion in chloride level probably due to 
effects from chloride perturbation around nearby Well RS-43. 
WICHERS* D. L. Wyoming Mineral Corp. 81/06/11. Ip. 09127:107. 


8107280033 Confirms 810605 telcon re Coal Zone Monitor Well 9SM-1 
exceeding upper control limit for chloride it alkalinity on 
810604. Sampl ing will continue weekly. One oversize drawing 
end. Aperture card will be available in PDR. 

WICHERS, D. L. Wyoming Mineral Corp. 81/06/11. 2pp. 09179:143. 


8107150210 Tabulates contract costs Incurred & manhours expended in 
reviewing 790629 application for withdrawal of amend to 
License SUA-1341. 

MARTIN* D. . SCARANO* R. A. Uranium Recovery Licensing Branch. 
81/06/15. Ip. 09033:325. 


8107230397 Confirms 810611 telcon which requested 2-month extension for 
surface discharge under NPDES Permit WY-0028801. Extension 
requested to continue treatment of excess operational water 
produced by actions to control migrations. 

WICHERS, D. L. Wyoming Mineral Corp. 81/06/15. Ip. 09145:359 


0107070106 Summarizes review of licensee 810309 status rept re monitor 
wells in shallow coal zone*Unit 1 sand zone & water table 
zone. Data should be carefully watched to enable action prior 
to irreversible water quality degradation. 

VANDELL, T. D. Uranium Recovery Licensing Branch. 81/06/17. 5pp. 
08963: 299. 


8107200202 Discusses review of WY Mining Corp 810330 request to 
amend License SUA-1341 revising Conditions 53(A) & (B) to 
eliminate requirement to install monitor wells. Recommends 
issuance of amend. 

VANDELL, T. D. Uranium Recovery Licensing Branch. 81/06/17. 4pp. 
09079: 258. 


8107210021 Discusses summary of events & NRC recommendations per 810513 
ltr re excursion of Monitor Well 9M-22 & 810529 followup 
call to D Wichers. No corrective action other than pumping fc 
weekly sampling/monitoring of 9M-22 necessary. 

VANDELL, T, D. Uranium Recovery Licensing Branch. 81/06/18. 3pp. 
09107: 161. 


8107220250 Requests extension of 2 months to 810831 in order to 
complete surface discharge of reverse osmosis permeate, Fee 
determination form attached. 

CONROY* B.W. Wyoming Mineral Corp. 81/06/18. 3pp, 09126:360. 


8107230275 Confirms 810612 info re coal zone monitor Well 9SM-1 
exceeding reporting level for chlorine on 810608 weekly 
sample. Approx eight cells of production in area of RS-25 
were shut down. Sampling will continue on weekly basis. 

WICHERS* D. L. Wyoming Mineral Corp. 81/06/18. 2pp. 09135:346. 


8107240056 Submits status rapt re Monitor Well 9M-22 at mine site. Well 
has remainad off excursion status since 810511. Total 
alkalinity levels have remained below upper control limit. 

WICHERS, D. L. Wyoming Mineral Corp. 81/06/18. 3pp. 09150:291. 


8107290223 Submits status rapt re coal zone monitor well 9SM-12. 
WICHERS, D. L, Wyoming Mineral Corp. 81/06/18. 4pp. 09206:222. 


8107280692 Forwards WY Dept of Environ Quality 810618 ltr authorizing 
extension of discharge permit to 810831. Enel supports 
810618 request for extension of surface discharge authorized 
by Amend 6 to License SUA-1341. 

CONROY* B.W. Wyoming Mineral Corp. 81/07/OB. 2pp. 09188:200. 


8107210149 Recommends that revised date of 810831 be incorporated into 
Condition 60 of License SUA-1341 re discharge flow. Date must 
be revised due to delays in initiating surface discharge. 

HEYER* R. S. * MARTIN, D. E. Uranium Recovery Licensing Branch. 

81/07/10. 3pp. 09107:269. 


DOCKET 40-8567 ST. JOSEPH MERCY HOSP. ANN ARBOR, MI 


8107300026 Discusses IE insp of Licensee 21-00943-03*21-00943-04 it 
SUB-1285 on 610514 & forwards notice of violation. 

N0REL1US, C. E. Division of Engineering it Technical Inspection. 
81/07/24. 2pp. 09191:138. 
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— 8107300028 Notice of violation from insp on 810514. Noncomp 1 iance noted; 
medical isotopes committee failed to meet during third 
quarter of 1980. Full calibr of teletherapy units not 
performed as required. 

NOR EL I US, C. E. Division of Engineering & Technical Inspection. 

81/07/24. 4pp. 09191:140. 


DOCKET 40-8584 UNION 76 MINERALS EXPLORATION CO. 


8107220377 Submits clarifications on 800604 info per Pettengill B10305 
ltr. Higher Pb-210 activity concentrations are not 
unprecedented & occur by progressive natural radioactive 
decay. Supporting documentation end. 

SNYQER.H, L. Minerals Exploration Co. (subs, of Union Oil Co. of 
California). 81/05/01. 16pp. 09123:329. 


8107240023 Forwards "Liner Seam Separation in Tailings Retention Basin 
of Sweetwater U Project. " 

SNYDER, H. L. Union 76 Minerals Exploration Co. 81/05/22. Ip. 
09150:335. 


■8107240027 "Liner Seam Separation in Tailings Retention Basin of 
Sweetwater U Project." Four oversize drawings enc 1. Aperture 
cards are available in PDR. 

* Union 76 Minerals Exploration Co. 81/05/31. 40pp. 09150:336. 


B 106050362 Forwards specs of QA program & detailed oversize topographic 
map of area within 5 miles of restricted area, per License 
Condition 51 of Source Matl License SUA-1350. Aperture card 
will be available in PDR. 

SNYDER, H. L. Union Minerals. 81/05/28. Ip. 90293:290. 


— 8106050363 QA program consisting of sampling tracking, verification of 
instrumentation performance, QC of analysis & qual if ication 
of personnel. 

* Union Minerals. 81/05/28. 79pp. 90293:291. 


8107220014 Confirms 810602 telcon w/NRC advising of proposal to receive 
residue from Molycorp, Louviers, CO to be processed as minor 
mill feed const! tuent. No amend to license assumed necessary. 

SNYDER, H. L. Union 76 Minerals Exploration Co. 81/06/03. Ip. 

09127: 140. 


8107150380 Tabulates contract costs incurred S« manhours expended in 
reviewing 800724 application for Amend 6 to License 
SUA-1350. 

OILLEN, D. , PETTENOILL, H. , HEYER, R. 8. Uranium Recovery Licensing 
Branch. 81/06/15. Ip. 09032:289. 


8107150321 Issues Amend 8 to License SUA-1350, revising Paragraph (g) of 
Condition 29 re licensee adherence to QC program for U in 
urine specimens as outlined in Jul 1978 Rag Guide 8.22, 

Section C. 7. 

SCARANO, R. Uranium Recovery Licensing Branch. 81/06/19. Ip. 

09046: 362. 


8107270055 Responds to 810316 request that License SUA-1350 be amended 
to require QC program for U in urine specimens, per Jul 197B 
Reg Guide 8. 22, Section C. 7. Proposed QC programs acceptable & 
amend recommended. 

SOLLENBERQER, D. , PETTENOILL, H. J. Uranium Recovery Licensing Branch. 
81/06/19. Ip. 09162:359. 


B1071S0347 Submits costs incurred St manhours expended during review of 
810316 application for Amend 8 to License SUA-1350. 

80LUENBER0ER, D. Uranium Recovery Licensing Branch. 81/07/01. Ip. 
09033: 113. 


8107220320 Informs that Mineral Exploration Co submitted proposal to 
receive residue from Molycorp, Louviers Co to be processed as 
minor mill feed constituent, per 810602 telcon between 
HL Snyder St H Pettengill. No license amend required, 

JONES, 8. 2. , PETTENOILL, H. J. Uranium Recovery Licensing Branch, 
81/07/08. Ip. 09125:311. 


DOCKET 40-B602 UNITED NUCLEAR CORP. 


8107220273 Forwards addl info per NRC 810326 order re Amend 2 to 
License SUA— 1356. Info addressed: water /air quality program, 
enc* t * ti0n/l,0il * lllb QA programs. Maps fc appendices 

WOLFF,C.E. United Nuclear Corp. UNC Mining St Milling Services, Inc. 
81/06/16. 500pp. 09133:211, 


8107160634 Informs that United Nuclear Corp decided to delay const 
schedules for License SUA— 1356. Amend 3 for license should be 
exempt from fees. 

J ‘ ' PETTENOILL, H. Uranium Recovery Licensing Branch. 
81/06/18. Ip. 09061:185. 


8107210527 Requests info re monitor & water well depths, locations of 
screened intervals & wells within 2 kilometers of potable 
water sources in order to review preoperational environ 
monitoring program for Morton Ranch project. 

LINEHAN, J. J. Uranium Recovery Licensing Branch. 81/07/09. Ip. 
09108: 360. 


8107270154 Notifies that info provided re abandonment process of Water 
Well SMX WW2 has been reviewed St found adequate. 

JONES, S, Z. Uranium Recovery Licensing Branch. 81/07/15. 2pp. 
09165:360. 


DOCKET 40-8610 STEPAN CHEMICAL CO. 


8107100195 Corrects 810327 ltr reporting results of water testing in 
facility vicinity. No thorium detected in water samples. 

KINNEMAN, J. D. Materials Radiological Protection Section. 81/06/24. 
Ip. 08994:332. 


8107160066 Confirms telcon between S Dubin,F Cosolito 6 WT Crow (NRC) 
re transfer of thorium contaminated soil from private 
residences in Maywood, NJ to Stepan Chemical Co. Source matl 
license amend would authorize receipt St storage of soil. 

PAGE, R. 0. Uranium Fuel Licensing Branch. 81/07/02. Ip. 09061:338. 


8107130179 Forwards IE Insp Rept 40-8610/81-03 on 810701. No 
noncompl iance noted. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/08. Ip. 08999:198. 


— 8107130186 IE Insp Rept 40-8610/81-03 on 810701. No noncompliance noted 
Major areas inspected: former thorium processing facility, 
including radiological analyses of products & raw matls. 

CAMPBELL, M. , MCGINNESS, J. » KINNEMAN, J. D. Materials Radiological 
Protection Section. 81/07/07. 3pp. 08999:199. 


8107240316 Forwards IE Insp Repts 40-8610/80-01,40-8610/81-03 Sc 
QA Program Insp Rept 99990001/81-05 & copy of aerial survey 
of Stepan facility per 810713 telcon request. W/o ends. 

KINNEMAN, J. D. Materials Radiological Protection Section. 81/07/17. 
2pp. 09141:097. 


8107280363 Forwards summary rept of NRC activities re thorium 
contamination in Maywood & Rochelle Park,NJ. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/24. 6pp. 09175:108. 


8107280367 Forwards summary rept of NRC activities re thorium 
contamination in Maywood & Rochelle Park,NJ. 

GRIER, B, H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/24. 6pp. 09175:083. 


DOCKET 40-8611 AIR FORCE, DEPT. OF, HILL AFB, UT 


8107280404 Advises that Captain RC Carmichael replaced by Lt Colonel 
MG Moody as radiation protection officer & Captain RA Skier 
continues to serve as alternate radiation protection 
officer. Qualifications of Moody end. 

MOYER, W. B. Air Force, Dept. of. 81/05/22. 7pp. 09180:345. 


8107290017 Forwards RA Skier qual if icat ions for alternate radiation 
protection officer, par 810706 request. 

MOYER, W. B. Air Force, Dept, of. Radioisotope Committee. 81/07/15. 
2pp. 09189:256. 


DOCKET 40-8647 KERR -MCGEE CORP. 


8107230266 Confirms 810616 telcon rt receipt of suppl to environ rept 
for mill by 810818. Suppl should address all questions 
raised by NRC. Existing schedule will be modified upon 
receipt of document. 

LINEHAN, U. J. Uranium Recovery Licensing Branch. 81/06/24. Ip. 
09135:355. 


DOCKET 40-8663 NUCLEAR DYNAMICS, INC. 


8107210003 Submits review of Nuclear Dynamics Nubeth joint venture 
1980 activity St restoration rept, 

POHLE, J. A. , LINEHAN, J. J. Uranium Recovery Licensing Branch. 
81/07/09. 4pp. 09106:357. 
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8107210132 Confirm* 810306 telcon re 1980 activity & restoration rept 
on in *itu mining test site. No need for further actions 
found re License SUA-1331, pend ing submittal of rept 
containing addl restoration data. 

LINEHAN, J. J. Uranium Recovery Licensing Branch. 81/07/09. 2pp. 
09107: 274. 


DOCKET 40-8672 AIR FORCE* DEPT. OF, HILL AFB, UT 


8107290010 Advises of RC Carmichael appointment as radiation protection 
officer. 

MOYER, W. B. Air Force, Dept. of. 81/09/22. 4pp. 09189:118. 


8107290017 Foruards RA Skier qualifications for alternate radiation 
protection of f icer, per 810706 request. 

MOYER, W. B. Air Force, Dept, of , Radioisotope Committee. 81/07/15. 
2pp. 09189:256. 


DOCKET 40-8674 PLATEAU RESOURCES, LTD. 


8107240016 Requests application for amend to License SUA-1326 for 
License Conditions 22 Sc 26 it forwards decommissioning & 
reclamation plan, blending ore buying station. Resume of 
A Raabe end. 

OUPTA, U. K. Plateau Resources, Ltd. 81/06/23. 4pp. 09131:013. 


— 8107240019 Decommissioning Si reclamation plan, blending ore buying 
station. One oversize drawing end. Aperture card is available 
in PDR. 

* Plateau Resources, Ltd. 81/06/23. 7pp. 09131:017. 


— 8107240020 Ack receipt of 810629 application Si payment for amend to 
License SUA-1326. Partial refund forthcoming. 

WEISS, D. License Fee Management Branch. 81/07/01. 2pp. 
09131:025. 


8107190406 Summary of 810629 meeting ui/Plateau Resources Ltd in 
Silver Spring, MD re ore buying station in Blending, UT. 

HEYER, R. S. Uranium Recovery Licensing Branch. 81/07/08. 9pp. 
09032:241. 


8107200073 Informs that Plateau Resources Limited submitted amend 
request on 810623 re ore buying station. NRC-initiated amend 
no longer required. New casework number will be established. 
HEYER, R. S. Uranium Recovery Licensing Branch. 81/07/10. Ip. 
09079: 134. 


DOCKET 40-8681 ENERGY FUELS NUCLEAR, INC. 


8107230286 Requests that future correspondence re Whit* Mesa License 
SUA-1338 be directed to CE Baker, Licensing Director. 

BAKER, C. E. Energy Fuels Nuclear, Inc. Bl/04/16. Ip. 09133:334. 


8107240048 Forwards "Engineering Rept: Second Phase Design-Cell 3 
Tailings Mgt Sys" supporting request for amend to License 
SUA-1338 to enlarge tailings sys at White Mesa U Mill. 

BAKER, C. E. Energy Fuels Nuclear, Inc. 81/03/20. 2pp. 09148:244. 


— 8107240092 "Engineers Rept: Second Phase Design - Cell 3 Tailings Mgt 
Sys." Four oversize drawings end. Aperture card* are 
available in PDR. 

* D'Appolonia Consulting Engineers, Inc. 81/03/20. 81pp. 

09148: 246. 


8107230299 Application to amend License SUA-1338, allowing expansion of 
mill to process 3,900 tons of ore per day fc to produce 
6,300,000 lb yellowcake annually. Forwards "Amend to FES, US 
NRC, White Mesa U Project." 

BAKER, C. E. Energy Fuels Nuclear, Inc. 81/03/29. 3pp. 09139:273. 


—8107230300 "Amend to FE8, US NRC, Whit* Mesa U Project. " 

* Impact Environmental Consultants, Ltd. 81/03/31. 66pp. 

09133: 279. 


8107230110 Forwards four vol archeology rept on 1979 excavations at 
White Mesa, per telcon. W/o end. 

BAKER, C. E. Energy Fuels Nuclear, Inc. 81/06/04. Ip. 09134:356. 


81072301 16 Concurs w/Energy Fuels Nuclear determination that "1980 
Excavation* on White Mesa" St proposed research design 
adequately show completion of certain stipulations of 
memorandum of agreement. Request* meeting. 

SMITH, M. T. Utah, State of. 81/06/08. Ip. 09134:357. 


8107210131 Confirms 810610 telcon re classification of archeological 
sites at Whits Mesa Mill. 

BAKER, C. E. Energy Fuels Nuclear, Inc. 81/06/11. 2pp. 09107:260. 


DOCKET 40-8684 P CORP. 


8107230403 Informs that interest in properties for which License 
SUA-1337 was obtained has been sold to AZ Public Svc Co. No 
activities have begun under license. New contact is C Deason. 
SCHAFER, R. N, J & P Corp. 81/06/19. Ip. 09145:340. 


DOCKET 40-8693 OGLE PETROLEUM, INC. 


8107200014 Discusses review of Ogle Petroleum, Inc, 810420 special rept 
re water quality data on monitor well M-2. Well M-2 should 
continue to be monitored on biweekly basis. Operations should 
be adjusted if well goes on excursion status again. 

VANEELL, T. D, Uranium Recovery Licensing Branch. 81/06/16. 2pp. 
09079: 082. 


DOCKET 40-8697 ROCKY MOUNTAIN ENERGY CO. 


8107280013 Discusses Reno Creek U-solution min* quarterly it semiannual 
monitoring repts. Levels of radioactive emissions are well 
within max permissible concentrations. Facility will be 
required to submit all excursion control monitor well data. 

ROSS, F. W. Uranium Recovery Licensing Branch. 81/06/24. 3pp. 
09180:033. 


DOCKET 40-8698 PLATEAU RESOURCES, LTD. 


8107290213 Requests 30 day extension to complete b submit specs for GA 
program b detailed topographic map showing land use within 3 
miles of restricted area boundary. Requests that sequence of 
license conditions in Amend 3 be modified. 

OUPTA, U. K. Plateau Resources, Ltd. 81/03/26. ip. 09206:214. 


8107240010 Forwards GA program for Plateau Resources Limited Shootering 
Canyon U Processing Facility it five oversize topographic 
drawings, in response to Amend 3 to License SUA-1371. Aperture 
cards are available in PDR. 

GUPTA, U. K. Plateau Resources, Ltd. 81/06/23. 3pp. 09130:319. 


— 8107240012 QA program for Plateau Resources Limited Shootering Canyon 
U Processing Facility. 

* Plateau Resources, Ltd. 01/06/23. 11pp. 09130:322. 


B107140782 Closes out current review on surety for Shootering Canyon 
mill. NRC reviewed Sc rejected licensee proposed surety. Mill 
startup will be delayed until 1982. New surety will not be 
submitted until late 19B1 or 1982. 

LINEHAN, J. J. Uranium Recovery Licensing Branch. 81/06/26. Ip. 
09032: 086. 


8107210010 Advises that primary concern of NRC at present is to insure 
that licensee has established adequate baseline data. Data 
for program is being reviewed. 

WESTBROOK, K. B. Uranium Recovery Licensing Branch. 81/07/09. Ip. 
09106:362. 


DOCKET 40-8714 CLEVELAND-CLIFFS IRON CD. 


8107200001 Issues Amend 3 to License SUA-1332, *1 iminating daily 
monitoring requirement for excursion well until 810601. 

Forwards request for addl info. Info should ba submitted by 
810315. 

8CARAN0, R. A. Uranium Recovery Licensing Branch. 81/03/06. 4pp. 
09077: 339. 


8107280030 Provides addl info requested in NRC 810306 ltr. Requests 
amend to License SUA-1332 to replace Monitor Well 238 
w/Monitor Well 298. Two oversize drawings end. Aperture cards 
will ba available in PDR. 

LOUDERBACK , T. E. Cleveland-Cl if f s Iron Co. 81/03/19. 32pp. 

09179: 166. 


8107210471 Issues Amend 4 to License SUA-1332, to include new Condition 
33. Amend allows facility to replace Monitor Well 238 w/n*w 
Monitor Well 298 per 810919 request. 

8CARAN0, R. A. Uranium Recovery Licensing Branch. 81/06/10. 2pp. 
09108:346. 
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8107280005 Reviews 810209,0519 & 0401 amend requests from Cleveland 
Cliffs Iron Co. Amends request mod of existing sulfate upper 
control limit replacement of Monitor Well 238 w/Well 298 it 
increased use of ion exchange Tesins. Recommends approval. 

POHLE, J. A. Uranium Recovery Licensing Branch. 81/06/10. 23pp. 

09179:226. 


8107160638 Discusses review of quarterly monitoring rept for License 
SUA-1352 for Jan-Mar 1981. Followup actions re ongoing 
excursion at Monitor Wells 283 St 241 are being pursued under 
other casework numbers. 

POHUE, J. A. , LINEMAN, J. J. Uranium Recovery Licensing Branch. 
81/06/24. 5pp. 09061:189. 


8107220029 Issues Amend 5 to License SUA-1352, al lowing expanded ion 
exchange resin utilization in effort to reduce calcium 
interference in elution process & reduce quantity of U 
disposed of in drain field. 

SCARANQ, R. A. Uranium Recovery Licensing Branch. 81/06/26. 2pp. 
09127: 245. 


DOCKET 40-8721 ROCKY MOUNTAIN ENERGY CQ. 


8107280437 Requests that source matl license application be withdrawn 
from consi deration. Also requests that Jan 1979 environ rept 
& subsequent response packages not needed for NRC docket 
files, be returned to applicant. 

YELLICH, J. A. Rocky Mountain Energy Co. 81/05/19. Ip. 09180:166. 


8107290151 Forwards sampling results for Pattern IV monitor wells for 
May 1981. Wells found below respective upper control limits 
for excursion indicator parameters w/exception of U in 
Pattern 3 Wells M-40 St h-43. 

NEUMANN.M. R. Rocky Mountain Energy Co. 01/06/11. 9pp. 09205:335. 


B 1071 40788 Informs that licensee withdrew application for commercial 
scale in situ operation at Nine Mile Lake site by 810519 
ltr.NRC completed draft of DES, pending further info from 
1 icensee. Future work would require new application. 

LINEHAN, J. J. Uranium Recovery Licensing Branch. 81/06/26. Ip. 
09032: 087. 


DOCKET 40-8722 BRUSH-WELLMAN, INC. 


8107210096 Recommends decommissioning p lan, w/1 isted mods.be 
Incorporated into revised License Condition 27 for Source 
Matl License SUA-1354. 

HEYER.R. S. Uranium Recovery Licensing Branch. 81/07/10. 3pp. 
09108: 052. 


8107210459 Issues Amend 1 to License SUA-1354, allowing licensee to 
provide stabilization 5e reclamation of U recovery operation 
& facility decommissioning. 

SCARANO, R.A. Uranium Recovery Licensing Branch. 81/07/10. 2pp. 
09108:343. 


DOCKET 40-8724 CHEMTRQN CQRP. 


8107010394 Responds to 810518 ltr re proposed decontamination of McGean 
site. Subj concerns being prepared for consideration by NRC 
as generic issue. Steps taken to correct noncompl ianc# noted 
in 901107 ltr requested within 20 days. 

KEPPLER, J. G. Region 3, Chicago, Office of the Director <81/03/01). 
81/06/23. 2pp. 08910:327. 


8107240029 Application for amend of License SUB-1357, extend ing 
expiration date to 820731 for decontaminating facility. 

Fee end. 

DESMAN, R. J. Chemtron Corp. 81/06/30. 2pp, 0914B: 360. 


DOCKET 40-8727 KERR-MCGEE NUCLEAR CORP. 


8107140776 Requests addl info under License Condition 20 re solar 
evaporation pond design prior to pond const, NRC approval 
must be obtained prior to initiating const, Most info 
submitted under License Condition 16 found acceptable. 

MARTIN,D. E. Uranium Recovery Licensing Branch. 81/06/26, 2pp. 
09032:012. 


DOCKET 40-8728 TETON EXPLORATION DRILLING CO. , INC. 


8107160644 Notifies that requirement for submission of ultimate plan 
for byproduct matl was deleted from License Condition 24 
through Amend 2 to License SUA-1373. Condition 24 requires 
final disposal of byproduct matl at licensed site. 

ROSS, F. W. , LINEHAN, J. J. Uranium Recovery Licensing Branch. 
81/06/12. Ip. 09061:195. 


8107270400 Forwards up-to-date restoration schedule in response to 
telcon request for addl info re Stipulation 15. 

APPEL, R.R. Teton Exploration Drilling Co. , Inc. 81/06/19. 2pp. 
09167:314. 


DOCKET 40-8743 CONOCO, SAND ROCK MILL PROJECT 


8107240558 Forwards rept re preliminary U processing criteria per 
Comment 15 of DE Martin 810413 request. 

QUIGLEY, T. W. Conoco Coal Development Co. 81/04/30. ip. 09147:201. 


— 8107240561 "Preliminary U Processing Criteria, Moore Ranch." 

LITZ, J. E. , LIGHT. R. H. Hazen Research, Inc. 79/06/05. 75pp. 

09147: 202. 


8107230220 Forwards 14 drill hole logs (electric St lithologic) from 
Sand Rock area, per T Fleming 810503 telcon request. Dupl icate 
set of matl forwarded to T Fleming of NRC under separate 
cover. 

QUIGLEY, T. W. CONOCO. Inc. (Continental Oil Co. ). 81/05/13. 20pp. 

09135:234. 


8107230273 Forwards contract to sign for 100% cultural resource survey 
of project area to begin 810525. Contour base map for 
proposed area St Jul 1980 rept on results of archeological St 
paleontlog ical surveys for project encl.W/o ends. 

QUIGLEY, T. W. Conoco Coal Development Co. 81/05/19. Ip. 09146:171. 


8107220399 Submits abbreviated status rept of Conoco/8and Rock project 
since Sept 1980 initiation. 

NELSON, J. D. , ABT, S. R. Colorado State Univ. 81/05/21. 4pp. 

09133: 178. 


8107220409 Forwards addl responses to NRC Comments 17,18,32,37,40 St 49 
on Sand Rock Mill Project per 800413 ltr. Responses to 
remaining comments will be forwarded by 810612. 

QUIGLEY, T. W. CONOCO, Inc. (Continental Oil Co. ). 81/05/29. 12pp. 

09133: 199. 


8107310062 Forwards correction to methodology of computing seepage 

rates. 

QUIGLEY, T. W. CONOCO, Inc. (Continental Oil Co. >. 81/06/02. 4pp. 

09221 : 100. 


8107070129 Forwards Conoco Inc 810507 St 29 ltrs per 810608 request. W/o 
ends. 

MARTIN, D. E. Uranium Recovery Licensing Branch. FIN B-7308. 

81/06/12. Ip. 08963:335. 


8107210108 Forwards replacement pages for Sections 2. 10 St 5. 1 of Sand 
Rock Mill environ rept, in response to 810603 meeting re 
radiological baseline data. 

QUIGLEY, T. W. CONOCO, Inc. (Continental Oil Co. ). 81/06/12. 6pp. 

09108:090. 


8107230296 Forwards response to NRC Comments 1,6,21 St 23. Response to 
Comment 26 will be forwarded on 810619. Three oversize 
drawings end. Aperture cards will be available in PDR. 

QUIGLEY, T. W. CONOCO, Inc. (Continental Oil Co. ). 81/06/12. 37pp. 

09146: 001. 


8107170329 Forwards hydro-engineering matls re correction of Figures 
5. 7 St 5. 9 of Sand Rock Mill environ rept. Concerns Ott Water 
Engineers 810601 inquiry. 

QUIGLEY, T. W. CONOCO, Inc. (Continental Oil Co. ). 81/06/15. 7pp. 

09077: 066. 


8107070061 Forwards outline to be used in preparing DES for Conoco San 
Rock U Mill project. Submits lists of sections under 
development by NRC St consultants. Sections will be 
incorporated into DES at later date. 

MARTIN, D. E. Uranium Recovery Licensing Branch. 81/06/17. 9pp. 
0B960: 334. 
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8107150434 Submits comments re review of radiological data presented 
in Section 2. 10 of Conoco S00731 source matl license 
application. Data fulfills Reg Guide 4.14 requirements for 
frequency of sample collection Sc analysis for sample types. 

EADIE, G. G. Uranium Recovery Licensing Branch. 81/06/17. 5pp. 
09049: 291. 


8107170314 Forwards final response to NRC 810413 Comment 26 w/ 
supplementary info on Comment 20 re liner Sc clay matls> 
initially addressed on 810512. 

QUIGLEY, T. W. CONOCO, Inc. (Continental Oil Co. ). 81/06/19. 25pp. 

09066: 338. 


8107230301 Forwards portions of DES for Conoco Sand 
project. Calculations of seepage from Tailings Pit 
been reviewed only briefly for draft. 

CERVERA, M. T. Ott Water Eng ineers, Inc . 81/06/19. 


Rock U mill 
35N have 

200pp. 09135:001. 


8107150453 Forwards US Fish Sc Wildlife Svc biological opinion on 
proposed project 8< effect on endangered black-footed ferret. 

Add 1 survey required prior to disturbance of prairie dog 
towns. W/o end. 

MARTIN, D. E. Uranium Recovery Licensing Branch. 81/06/29. ip. 
09049: 256. 


8107310050 Forwards hydrological ref repts for review re analysis of 
groundwater supply, preliminary evaluation of site Sc 
hydrology of evaporation pond Sc tailings disposal areas. 

W/o ends. 

QUIGLEY, T. W. CONOCO, Inc. (Continental Oil Co. ). 81/07/07. Ip. 

09221 : 082. 


8107210521 Comments on radiological data in Sections 2.10.1 Sc 2.10.4- 
2. 10. 10 of 810731 license application submittal for Sand 
Rock Mill project. Radiological monitoring program for 
sampling frequency under review. 

MARTIN, D. E. Uranium Recovery Licensing Branch. 81/07/08. 2pp. 
09108: 356. 


8107280670 Notifies that anticipated startup date is 810723, per 
Condition 31 of License SUA-1396. 

CATCHPQLE, G. J. Ogle Petroleum, Inc. 81/06/09. Ip. 09188:160. 


8107070063 Foruiards safety evaluation supporting issuance of License 
SUA-1396 for Ogle Petroleum, Inc, commercial scale in situ 
leach U mine Sc recovery Plant at Bison Basin. W/o end. 

PETTENGILL, H. J. Uranium Recovery Licensing Branch. 81/06/11. Ip. 
08960: 297. 


8107210140 Submits application for amend to License SUA-1396, requesting 
that KJ Brown be approved as radiation safety officer for 
project commercial phase per License Condition 13. Course 
schedule Sc fee end. 

CATCHPOLE, G. J. Ogle Petroleum, Inc. 81/06/23. 4pp. 09107:262. 


8107090553 Discusses review of proposed evaporation pond sys contained 
in Amend 1 to License SUA-1396. Recommends addition of 
License Conditions 81 Sc 82 to require reserve capacity to 
enable transfer of pond contents in event of leakage. 

GILLEN, D. M. , JOHNSON, T. L. Uranium Recovery Licensing Branch. 
81/06/29. 5pp. 08996:019. 


8107140129 Recommends that License Condition 65 be modified to reflect 
review of data re proposed evaporation ponds. Previously 
proposed license conditions should be. deleted. 

JOHNSON, T, L. , GILLEN, D. M. Uranium Recovery Licensing Branch. 
81/06/30. 3pp. 09031:281. 


8107160196 Issues Amend 1 to License SUA-1396, modify ing license 
Condition 65. Amend approves engineering, design, const plans, 
embankment details, leak detection sys & pond liner. Const of 
evaporation pond may begin. 

SCARANO, R. A. Uranium Recovery Licensing Branch. 81/06/30. 3pp. 
09062: 077. 


8107230317 Forwards QA program for evaporation ponds const. 

CATCHPOLE, G. J. Ogle Petroleum. Inc. 81/06/30. ip. 09145:138. 


8107300230 Forwards Apps D-5, D-5A Sc D-6 from Conoco Nov 1980 mine 
application to State of WY. per 810702 request. Item 1, Figures 
D-5-12, 13, 14 & 15 were previously forwarded on 810506. W/o 
end. 

QUIGLEY, T. W. CONOCO, Inc. (Continental Oil Co. ). 81/07/09. Ip. 

09208: 083. 


8107200509 Forwards addl list of questions & requests for info re 
Conoco, Inc application for source matl license for proposed 
Sand Rock U mill in Campbel 1 .County, WY. Inf o must be 
provided by 810730. 

MARTIN, D. E. Uranium Recovery Licensing Branch. 81/07/13. 2pp. 
09079:349. 


8107290013 Forwards revised & addl pages for Section 2. 10 Sc updated 
page 2-121 for Table 2.7-9 to environ rept. 

QUIGLEY, T. W. CONOCO, Inc. (Continental Oil Co. ) . 81/07/14. 51pp. 

09109: 066. 


8107300268 Advises of 2-month delay in completion schedule for 
evaluation of application for source matl license, due to 
applicant failure to respond to initial questions within 
specified time limit. 

SCARANO, R. A. Uranium Recovery Licensing Branch. 81/07/14. Ip. 
09207: 355. 


DOCKET 40-8745 OLGE PETROLEUM, INC. 


— 8107230318 QA program for evaporation ponds const. 

* Ogle Petroleum, Inc. 81/06/30. 6pp. 09145: 139. 


8107310072 Provides advanced notification, per Item I of Amend 1 to 
License SUA-1396, that const of first pond will be completed 
Sc ready for svc by 810803. 

CATCHPOLE, G. J. Ogle Petroleum, Inc. 81/07/07. Ip. 09221:111. 


8107280686 Submits request for addl info re proposed QA program for 
environ monitoring, Program deficiencies identified during 
810619 meeting. 

LINEHAN, J. J. Uranium Recovery Licensing Branch. 81/07/13. 2pp. 
09100: 1Q4. 


8107300270 Advises of need for addl investigation to document stability 
of existing embankments of RScD evaporation pond prior to 
start of commercial operations. Applicant 810513 response 
insufficient. 

LINEHAN, J. J. Uranium Recovery Licensing Branch. 81/07/14, ip. 
09207:356. 


8107300260 Responds to 810506 ltr expressing concern re potential 
vector-borne disease transmission at project. Potential 
temporary increase in emerging insects will not increase 
disease potential. 

SCARANO, R. A. Uranium Recovery Licensing Branch. 01/07/18. Ip. 
09207: 345, 


8107140193 Foruiards FES for Bison Basin Pro ject. Notice of availability 
should be published in 810424 FR. W/o end. 

FISHER, B. P. Uranium Recovery Licensing Branch. 80/04/22. Ip. 
09031:335. 


8107090048 Notifies that NUREG-0687, FES re Bison Basin Project has 
been completed. NRC has requested EPA to publish notice of 
availability on 810424, 

SCARANO, R. A. Uranium Recovery Licensing Branch. 81/04/22. Ip. 
08979:281. 


8107130532 Forwards draft FR notice of availability of FES. Transmittal 
lists end. 

SCARANO, R. A. Uranium Recovery Licensing Branch. 81/04/22. 4pp. 
09024: 357. 


8107270138 Submits review comments by EPA Region 8 re FES (NUREG-0687) 
for Ogle Petroleum Bison Basin Pro ject. Target restoration 
value for U should be current observed baseline range. 

WILLIAMS, R. L. Environmental Protection Agency. 81/05/22. 2pp. 
09159:279. 


DOCKET 40-8768 KERR -MCGEE CORP. 


8107230347 Forwards surety bonds posted w/WY Dept of Environ Quality. 
SHELLEY, W. J. Kerr-McGee Nuclear Corp. 81/05/01. 7pp. 09145:204. 


8107230351 Forwards NPDES Permit WY-0022411. 

SHELLEY, W. J. Kerr-McGee Nuclear Corp. 81/05/01. 16pp. 09145:188. 


8107230105 Forwards comments Sc recommendation on draft SER for Ogle 
Petroleum ip situ facility It Kerr-McGee Nuclear Corp R&D in 
situ facility. 

BROUN. 0. D. Technical Inspection Branch. 81/05/28. Ip. 09134:353. 


— 8107230107 Submits comments re draft SER It draft license conditions 
for Kerr-McGee RltD in situ facility, Suggests editorial 
changas. 

WILBORN, L. Region At Dallas, Office of the Director (81/03/01). 
81/05/28. 2pp. 09134: 354. 
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810720051 1 Forwards technical assessment of leaky aquifer conditions at 
Q Sand RbD project* Converse County* WY. 

SHELLEY, W. J. Kerr-McGee Corp. 81/05/29. 17pp, 09079:231. 


8107070122 Forwards safety evaluation supporting issuance of License 
SUA-138 for Kerr-McGee Nuclear Corp* South Powder River Basin 
Q Sand RbD In Situ Project. W/o end. 

PETTENOILL, H. J. Uranium Recovery Licensing Branch. 81/06/02. Ip. 
08963: 333. 


DOCKET 40—37 7 1 NUCLEAR ASSURANCE CORP. 


8107270296 Forwards addl info in support of application for source matl 
license* in response to NRC 801121 ltr. Three oversize maps 
end. Aperture cards will be available in PDR. 

WARD, R. Nuclear Assurance Corp. 81/05/26. 64pp. 09162:009. 


8107170226 Forwards two draft safety evaluations for RbD in-situ 
facilities proposed by U Resources* Inc* b AZ Public Svc 
Co. Comments received by 810710 will be considered for 
incorporation in final SERs b license conditions. 

PETTENOILL* H. J. Uranium Recovery Licensing Branch. 81/06/24. ip. 
09062:331. 


DOCKET 40-8772 MASON St HANQER-SILAS MASON CO. * INC. 


8107140551 Forwards IE Insp Findings & Licensee Ack dtd 810625 of 
License SUC-1381. 

ADAM* W. J. Region 3, Chicago* Office of the Director (Bl/03/01). 
81/07/07. Ip. 09015:297. 


—8107140559 IE Insp Findings b Licensee Ack dtd 810625 of License 
SUC-1381 . Insp findings:no items of noncompliance noted. 

ADAM* W. J. Region 3, Chicago* Office of the Director (81/03/01). 
81/06/25. Ip. 09015:298. 


DOCKET 40-8781 TETON EXPLORATION DRILLING CO. , INC. 


8107210032 Informs that distribution of addl copies of application St 
environ rept has been completed per instructions. Submittal 
ltr end. 

APPEL, R. R. Teton Exploration Drilling Co.* Inc. 81/06/19. 2pp. 
09107: 168. 


8107210030 Advises that no need exists for further involvement w/Teton 
Exploration project. Requests to review draft environ 
analysis document when released. 

EIKENBERRY, F. W. Interior, Dept. of. 01/06/23. Ip. 09107:167. 


DOCKET 40-B783 URANERZ USA* INC. 


8107140819 Forwards U Recovery Licensing Branch technical position* 
"'Design* Installation St Operation of Natural b Synthetic 
Liners at U Recovery Facilities. " Requests addl info re 
proposed eveporetion pond by 810717. 

LINEHAN* J. J. Uranium Recovery Licensing Branch. 81/06/30. 2pp. 
09029: 303. 


— 8107140824 "Design* Installation St Operation of Natural St Synthetic 
Liners at U Recovery Facilities. " 

* Uranium Recovery Licensing Branch. WM-BlOt. 81/06/30. 12pp. 

09029: 305. 


8107230316 Forwards response to NRC 810616 request re application 
for source matl 1 icense. Three oversize drawings end. 

Aperture cerds are evaileble in PDR. 

SCHMIDT* C. Urenerz USA* Inc, Bl/07/07. 56pp. 09146:040. 


8107210147 Forwards draft SER & draft license condition for RbD 
facility proposed by Uranerz USA* Inc. W/o end. 

PETTENOILL* H. J. Uranium Recovery Licensing Branch. 81/07/10. Ip. 
09107: 268. 


8107280425 Summary of 810707 meeting w/Uranerz USA, Inc in Silver 
Spring, MD re operational safety aspects of current 
application for source & byproduct matl license proposed for 
Ruth XsliR&D in-situ leech project. 

WOQLSEY# R. T. Uranium Recovery Licensing Branch. 81/07/16. 2pp. 
09100: 155. 


DOCKET 40-8786 URANIUM RESOURCES* INC. 


81072X372 Discusses initial hydrologic review for TFN 1 4/225 project* 
Converse County* WY. 

BRIhKMAN, J. Wyoming, State of. 81/06/10. 7pp. 09145:300. 


8107170226 Forwards two draft safety evaluations for RbD in-situ 
facilities proposed by U Resources* Inc* & AZ Public Svc 
Co. Comments received by 810710 will be considered for 
incorporation in final SERs & license conditions. 

PETTENOILL, H. J. Uranium Recovery Licensing Branch. 81/06/24. Ip. 
09062:331. 


81072X534 Requests addl info re proposed evaporation ponds as part of 
review of application for source matl license for North 
Platte RbD In-Situ project. Info should be submitted by 
810717. 

LINEHAN* J. J. Uranium Recovery Licensing Branch. 81/06/30. 14pp. 

09079: 328. 


DOCKET 40-8788 UNION CARBIDE CORP 1 . 


8107240035 Notifies that if NRC 810304 request for fee is not answered 
within 30 days* application for West Gas Hills Heap Leach 
Facility dtd 801222 will be considered abandoned. 

WEIS8* D, License Fee Management Branch. 81/05/11’ 3pp. 09149:001. 


— 8107240038 Forwards application for source matl license for West Ges 
Hills Heap Leach facility submitted as specs b drawings* 
including "Geotechnical Investigation for Proposed Heap 
Leach Facility in West Gas Hi 1 Is* Fremont County*WY. " 

DEUEL, J. K. Deuel & Associates. 80/12/22. Ip. 09149:002. 


— 8107240043 Application for source matl license for West Gas Hills Heap 
Leach facility submitted as specs b drawings* including* 

Geotechnical Investigation for Proposed Heap Leaching 
Facility in West Gas Hills, Fremont County, WY." 

* Deuel b Associates. 80/12/22. 200pp. 09149:006. 


8107210175 Forwards "Geotechnical Investigation for Proposed Heap 
Leaching Facility in West Gas Hi 11s* Fremont County* WY. " Rept 
submitted as application for source matl license. 

WONG, T. Union Carbide Corp. 80/12/22. Ip. 09107:001. 


— 8107210179 Application for source matl 1 icense, consi sting of FM Fox b 
Associates rept* "Geotechnical Investigation for Proposed 
Heap Leaching Facility in West Gas Hills* Fremont County, WY. " 

* Union Carbide Corp. 80/08/05. 150pp. 09107:002. 


DOCKET 40-8793 CONOCO* INC. 


81071X154 Summary of 810603 meeting w/Conoco* Inc re proposed Ruby 
Ranch in-situ facility in Campbell County* WY. 

EADIE, G. G. Uranium Recovery Licensing Branch. 81/06/17. 4pp. 
09001 : 330. 


81073X266 Advises that 810608 request for approval of PERM b lo/vol 
air-sampling for proposed U Project is acceptable. Sampling 
must be conducted continuously * w/monthly analysis. 

LINEHAN. J. J. Uranium Recovery Licensing Branch. 81/06/26. 2pp. 
09207: 353. 


DOCKET 40-8794 MOLYCORP 


8107240589 Forwards application for source matls license re chemical 
processing operetions in York* PA. Fee end. 

WARHOL, W. N. Molycorp, Inc. 81/06/18. ip. 09148:001. 


—8107240592 Application for source matl license* authorizing possession 
of up to 100*315 lb natural thorium plus natural U. Process 
descript ion* safety program b pollution prevention rept end. 

WARHOL, W. N. Molycorp. Inc. Bl/06/18. 31pp. 09148:002. 


—8107240594 "Molycorp* Inc Emergency Procedures Manual*York Plant." 
e Molycorp* Inc. 81/06/18. 12pp. 09148:040. 


—8107240595 Requests interim approval or enforcement action to allow 
continued shipment of cerium fluoride* pending completion of 
source metis licensing process in late 1981. 

WARHOL* W. N. Molycorp* Inc. 81/06/18. Ip. 09148:052. 
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— 8107240596 Discusses assembly of data necessary for application for 
source matls license. Only cerium fluoride contains thorium 
in concentrations of more than . 25%. Industrial customers 
being referred to NRC. 

WARHOL* W. N. Molycorp, Inc. 81/06/05. 4pp. 09148:053. 


DOCKET 40-8795 BUTT MINING CO. 


8107140773 Advises of receipt it review of 810529 ltr re proposed 
license applications for Yankee Girl Extraction Project. Info 
is not sufficiently detailed. In-depth info re physical plant 
required. 

MARTIN* D. E. Uranium Recovery Licensing Branch. 81/06/25. Ip. 
09032:011. 


DOMESTIC LICENSING OF PRODUCTION AND UTILIZATION FACILITIES 

DOCKET 50-2 UNIV. OF MICHIGAN RESEARCH REACTOR 


Q. Inspection reports* IE Bulletins Sc correspondence 


8107080451 Forwards IE Insp Rept 50-002/81-02 conducted on 810609-10. No 
noncompliance noted. Major areas inspected: procedures Sc 
representative records* observations Sc interviews 
ui/per sonne 1. Rept withheld <ref 10CFR2. 790). 

NORELIUS* C. E. Division of Engineering S< Technical Inspection. 
81/07/01. Ip. 08974: 121. 


R. Periodic operating reports Sc related correspondence 


8107010397 Forwards '‘Ultrasonic Imaging Lab Monthly Rept for May 1981. " 
WILLIAM, M. S. Michigan* Univ. of. 81/06/19. Ip. 08910:331. 


—8107010400 "Ultrasonic Imaging Lab Monthly Rept for May 1981. “ 
GANAPATHY* 8. Michigan. Univ. of. 81/06/17. 2pp. 08910:332. 


DOCKET 50-3 INDIAN POINT STATION* UNIT 1 


F. Security* medical, emergency Sc fire protection plans 


8107090396 Approves 810512 request for info re station blackout at 
operating nuclear power facilities per Paperwork Reduction 
Act. 

COLLINS. L. V. Office of Management Sc Budget. 81/05/22. 2pp. 
08986: 348. 


8107080047 Releases public version of emergency plan for facility. 
FELTON, J. M. Division of Rules and Records. 81/06/18. Ip. 
07806:001. 


— 8107080117 Forwards public version of emergency plan for fac i 1 ity. Plan 
includes Commonwealth of PA draft disaster operations plan Sc 
States of CT.NJ S< NY Sc Westchester* Putnam, Rockland S< Orange 
Counties, NY draft emergency plans. 

0 'TOOLE. J. D. Consolidated Edison Co. of New York. 80/12/30. Ip. 
07806:001. 


— 8107080121 Public version of emergency plan for facil ity. Plan includes 
Commonwealth of PA draft disaster operations plan Sc States 
of CT.NJ Sc NY Sc Westchester* Putnam. Rockland Sc Orange 
Counties. NY draft emergency plans. W/o ends. 

* Consolidated Edison Co. of New York. 80/12/30. 800pp. 

07806:001. 


8107130341 Requests confirmation that sys re prompt notification Sc 
instructions to public in emergency has been implemented. 

Info re compensating actions or procurement Sc installation 
problems requested. Response requested by B10724. 

GRIER* B. H. Region 1* Philadelphia* Office of the Director 
<81/03/01). 81/07/01. 4pp. 08997:091. 


8107300118 Releases public version of revised pages for facility 
emergency plan Sc implementing procedures. 

FELTON, J. M. Division of Rules and Records. 81/07/15. Ip. 
07806:001. 


—8107300120 Forwards public version of revised pages for emergency plan 
Sc Implementing procedures. W/o ends. 

LIEBLER* G. H. Consolidated Edison Co. of New York. 81/06/01. Ip. 
07806: 001. 


—8107300121 Forwards public version of revised pages for emergency plan 
Sc implementing procedures. 

LIEBLER* 0. H. Consolidated Edison Co. of New York. 81/06/01. Ip. 
07806:001. 


— 8107300122 Forwards public version of revised pages for emergency plan. 
LIEBLER, G. H. Consolidated Edison Co. of New York. 81/06/01. Ip. 
07806:001. 


— 8107300123 Public version of revised pages for emergency plan. Includes 
station mgt Sc operations organization Sc min staffing for 
emergency charts Sc emergency plan training responsibilities 
Sc frequencies table. 

LIEBLER, G. H. Consolidated Edison Co. of New York. 81/06/01. 

19pp. 07806:001. 


— 8107300124 Public version of revised pages for implementing procedures 
for emergency plan. Includes notification of unusual event, 
alert, site area emergency Sc planned discharge of containment 
atmosphere during accident conditions. 

LIEBLER. G. H. Consolidated Edison Co. of New York. 81/06/01. 

39pp. 07806:001. 


J. Insurance Sc indemnity information 


8107280272 Forwards Endorsement 115 to NELIA Policy NF-100 Sc 
Endorsement 101 to MAELU Policy MF-29, 

□ 'TOOLE, J, D. Consolidated Edison Co. of New York. 81/07/22. 3pp. 
0917B: 027. 


Q. Inspection reports, IE Bulletins Sc correspondence 


8107270217 Advises that IE Info Notice 81-05, "Degraded DC Sys at 
Palisades* " was sent to listed licensees. 

# Region 1, Philadelphia* Office of the Director <81/03/01). 
81/03/13. 4pp. 09167:273. 


8107270270 Advises that IE Info Notice 81-08. “Repetitive Failures of 
Limitorque Operator SMB-4 Motor-to-Shaf t Key, " was sent to 
listed licensees. _ t 

* Region 1, Philadelphia, Office of the Director <81/03/01). 
81/03/20. 4pp. 09178: 165. 


8107270243 Advises that IE Info Notice 81-10. “Inadvertent Containment 
Spray Due to Personnel Error," was sent to listed licensees. 

* Region 1, Philadelphia, Office of the Director <81/03/01). 
81/03/25. 4pp. 09167:296. 


8107270192 Advises that IE Info Notice 81-09. "Degradation of Residual 
Heat Removal (RHR) Sys* “ was sent to listed licensees. 

* Region 1, Philadelphia* Office of the Director <81/03/01). 
81/03/26. 4pp. 09167:267. 


8107230297 Advises that IE Bulletin Bl-02, "Failure of Gate Type 
Valves to Close Against Differential Pressure," was 
sent to listed licensee*. _ ^ 

# Region 1, Philadelphia* Office of the Director (81/03/01). 
81/04/09. 4pp. 09146:349. 


8107270256 Advises that IE Circular 81-06. "Potential Deficiency 
Affecting Certain Foxboro 10 to 50 Milliampere 
Transmitters," was sent to listed licensees. 

* Region 1* Philadelphia* Office of the Director <81/03/01). 
81/04/14. 4pp. 09167:280. 


8107150092 Forwards IE Circular 81-10, "Steam Voiding in RCS During 
Decay Heat Removal Cooldown. " No written response required. 

GRIER, B, H. Region 1, Philadelphia, Office of the Director 
<81/03/01). 81/07/02. 3pp. 09027:251. 


8107160315 Forward* IE Info Notice 81-19. "Lost Parts in Primary 
Coolant Sys." No written response required. 

GRIER. B. H. Region 1* Philadelphia* Office of the Director 
<81/03/01). 81/07/16. 5pp. 09041:092. 


8107290170 Forwards IE Info Notice 81-21* "Potential Los* of Direct 
Access to Ultimate Heat Sink. " No written response required. 

GRIER, B. H. Region 1, Philadelphia* Office of the Director 
(81/03/01). 81/07/21. 5pp. 09186:279. 


8107290201 Forward* IE Circular 81-12, "Inadequate Periodic-Test 
Procedure of PWR Protection 8ys. " No written response 
required. 

GRIER, B. H. Region 1* Philadelphia, Office of the Director 
<81/03/01). 81/07/22. 5pp. 09188:131. 


8107230258 Forwards IE Circular 81-09* "Containment Effluent Water That 
Bypasses Radioactivity Monitor." No written response 
required. 

GRIER, B. H. Region 1* Philadelphia* Office of the Director 
(81/03/01). 81/07/23. 5pp. 09133:080. 
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@107230293 Forwards IE Info Notice 81-20, "Test Failures of Electrical 
Penetration Assemblies. *' No written response required. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
<81/03/01). 81/07/23. 5pp. 09133:142. 


8107310253 Forwards emergency planning info for placement in LPDR. W/o 
8107100028. 

SOUOER, J. L. Division of Rules and Records. 81/07/21. Ip. 

09222: 350. 


8107090512 Advises that fees are not charged for deletion of 
nonrad iolog ical aquatic limiting conditions for operation & 
other nonrad iolog ical monitoring requirements. Fees will be 
refunded. 

MILLER, W. 0. License Fee Management Branch. 81/07/02. 2pp. 
08985: 203. 


DOCKET 50-10 DRESDEN NUCLEAR POWER STATION, UNIT 1 


F. Security, medical, emergency it fire protection plans 


8106190021 Ltr to all operating power reactor licensees 8* holders of 
CPs, requesting full cooperation w/NRC team during 
performance of emergency preparedness appraisal program. 

STELLO, V. Director's Office, Office of Inspection and Enforcement. 
81/05/13. 6pp. 


8107170250 Requests info on logistic support available at licensed 
activity sites prior to implementation of nationwide 
emergency notification sys. Coordination of actions to 
upgrade sys w/telecommunication planning personnel proposed. 
KEPPLER, J. G. Region 3, Chicago, Office of the Director (81/03/01). 
81/06/19. 7pp. 09058:213. 


8107100023 Releases public version of info booklets for revised 
emergency plan. 

FELTON, J. M. Division of Rules and Records. 81/06/26. Ip. 
07806: 001. 


— 8107100028 Forwards public version of info booklets for revised 
emergency plan. 

CHANEY, V. L. Commonwealth Edison Co. 81/03/31. Ip. 07806:001. 


— 8107100036 Public version of ltr summarizing major changes in util 
Apr 1981 revision of emergency plan. Offsite emergency 
response organization has been restructured. Major changes 
in director positions are listed. 

GOLDEN, J.C. Commonwealth Edison Co. 81/03/27. 2pp. 07806:001. 


— 8107100041 Public version of info booklets for revised emergency plan. 
* Commonwealth Edison Co. 81/03/31. 26pp. 07806:001. 


8107210200 Requests confirmation by 810724 that means have been 
established for alerting it instructing public within plume 
exposure emergency planning zone in event of emergency, per 
10CFR50, App E requirement. 

KEPPLER, J. G. Region 3, Chicago, Office of the Director (81/03/01). 
81/07/01. 2pp. 09102:071. 


G. Adjudicatory correspondence 


8107020391 Notice of appearance in proceeding. Certificate of Svc end. 
MINTZ, D. Citizens for a Better Environment. MINTZ, D. MINTZ, D. 
81/06/26. 2pp. 08950:054. 


8107020423 Notice of withdrawal of appearance in proceeding. 
GOLDSMITH, R. Goldsmith, R. 81/06/26. Ip.' 08936:279. 


8107090291 Answer that petitioners do not object to NRC 810629 motion 
for leave to defer response to 810622 petition until 810731. 
Certificate of Svc end. 

REYNOLDS, N. S. Commonwealth Edison Co. REYNOLDS, N. 8. Arkansas Power 
it Light Co. REYNOLDS, N. S. Baltimore Gas & Electric Co. 81/07/07. 
3pp. 00984:117. 


8107150286 Requests that NRC notify N Reynolds that 810622 petition 
for extension of deadline for compliance w/CLI-80-21 has 
been retitled. Svc should be made of all subsequent papers on 
parties to proceeding, including UCS. 

WEI 88, E. R. Harmon & Weiss. 81/07/10. 3pp. 09025:156. 


H. General correspondence 


8107200469 Informs that LO DelGeorge named Director of Nuclea 
Licensing & replaces JS Abel as principal correspondent for 
NRC communications on all facilities. 

TRAW,T. R. Commonwealth Edison Co. 81/07/13. Ip. 09068:001. 


P. Operating license stage documents it correspondence 


8106220468 Generic Ltr 81-18 submitting revised requirement for diverse 
instrumentation re implementation of mods to BWR scram 
discharge sys. Discusses 801201 safety evaluation Criterion 
3, Alternatives 1 it 2. Ltr sent to all BWRS it applicants. 

EISENHUT, D. G. Division of Licensing. 81/03/30. 5pp. 


8106190050 Generic Ltr 81-23 to all plants w/OL or CP, request ing Inst 
of Nuclear Power Operation plant-specific evaluation reptm 
for NRC appearances before ACRS. 

EISENHUT, D. G. Division of Licensing. 81/06/04. 6pp. 


8107310298 Forwards safety evaluation re licensee responses to 700829 it 
800110 Generic Ltr 81-24, Multi-Plant Issue B-56, re control 
rod failure to fully insert. Maint problem can be corrected 
by control rod drive overhaul during outage. 

EISENHUT, D. G. Division of Licensing. 81/06/15. Ip. 09222:357. 


8107210148 Forwards questionnaire requesting info on reliability of 
standby diesel generator units for use in analysis of 
Unresolved Safety Issue A-44 re station blackout. Response 
due within 90 days. 

IPPOLITO, T. A. Operating Reactors Branch 2. 81/07/09. 27pp. 

09108: 001. 


8107290002 Generic Ltr 81-27: requests that all emergency plans Sc 
implementing procedures be submitted w/pages marked to 
reflect privacy Sc proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT, D. G. Division of Licensing. 81/07/09. 5pp. 09189:059. 


— 8107310310 Safety evaluation re licensee responses to Generic Ltr Si- 
re control rod failure to fully insert on scram. Problem 
readily correctable by control rod drive overhaul during 
subsequent outage. 

* Division of Licensing. 81/06/15. 3pp. 09222:358. 


8107140851 Forwards Amends 62,34,53,72 Sc 65 to Licenses DPR-19, DPR-2, 
DPR-25, DPR-29 S< DPR-30, respectively, safety evaluation Sc 
notice of issuance Sc aval labil ity. Amend revises Tech Spec to 
clarify term operable. 

IPPOLITO, T. A. Operating Reactors Branch 2. 81/06/25. 3pp. 

09028: 272. 


8107200362 Advises that licensees must submit three copies of emergency 
plans, procedures St revisions to NRC regional ofc.All copies 
should be sent to Region 3 incident response ctr. 

KEPPLER, J. G. Region 3, Chicago, Office of the Director (81/03/01). 
81/07/10. 2pp. 09070:215. 


8107240324 Aek receipt of 810709 ltr re performance of Grundy County 
local emergency response organization in Oct Sc Nov 1980 
exercises at facilities. NRC will work w/FEMA to ensure 
more timely critique. 

KEPPLER, J. G. Region 3, Chicago, Office of the Director (81/03/01). 
81/07/20, lp. 09141:109. 


—8107240330 Responds to NRC 810602 notice of deficiency re Grundy County 
local emergency response organization. Sept 1981 exercise has 
been planned to demonstrate improved response capability. 

REEDiC. Commonwealth Edison Co. 81/07/09. 3pp. 09141:110. 


8107310251 Forwards emergency planning info for placement in LPDR. W/o 
8106260499. 

SOUOER, J. L. Division of Rulas and Records. 81/07/21. lp. 
09222:351. 


—8107140860 Amends 62,34,53.72 Sc 65 to Licenses DPR-19, DPR-2, DPR-25, 
DPR-29 Sc DPR-30, respectively, revising Tech Specs to clarify 
term operable re single failure criterion for safety sys, 
CRUTCHFIELD, D. Operating Reactors Branch 5. 81/06/25. 63pp. 

09028: 275. 


—8107140872 Safety evaluation supporting Amends 62,34,53,72 St 65 to 
Licenses DPR-19, DPR-2, DPR-25, DPR-29 Sc DPR-30, respectively . 

* Office of Nuclear Reactor Regulation, Director. 81/06/25. 3pp. 
09028: 336. 


•8107140879 Notice of issuance S. availability of Amends 62,34,53,72 It 
to Licenses DPR-19, DPR-2, DPR-25, DPR-29 Sc DPR-30, 
respectively. 

IPPOLITO, T. A. Operating Reactors Branch 2. 81/06/25. 2pp. 

09028: 339. 


8107070423 Forwards revised Pages 1-7,1-33.1-37 It 1-40 to CE-l-A, 0A 
Program, Revision 17, W/o Pages 1-7.1-37 Sc 1-40. 

TRAItl.T. R, Commonwealth Edison Co. 81/06/26. lp. 08950:038. 
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8107090210 Forwards responses to NUREO-0737 items. Including RCS vents, 
relief/safety value test requirements. aux i 1 iary feedwater 
sys evaluation/automatic initiation & flow indication it 
dedicated hydrogen penetration. 

DELGEORGE, L. 0. Commonwealth Edison Co. 81/07/01. 37pp. 08983:290. 


8107080411 Forwards addl commitments to TMI Action Plan Items II. B. 4. 
III. D. 3. 4. II. K. 3. 29 it II. F. 2. per NRC 810701 request. 

DELGEORGE. L. 0. Commonwealth Edison Co. 81/07/02. 4pp. 08973:073. 


8107310055 Generic Ltr 81-23A to all licensees & CP holders. advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation. per Generic Ltr 81-23. are unnecessary. 

EISENHUT, D. G. Division of Licensing. 81/07/06. 6pp. 09222:215. 


8107130417 Requests 810715 meeting in Bethesda. MD for utils to present 
positive indications of commitments to provide sufficient 
resources to support proposed SEP redirection approach it to 
complete SEP topic assessments per end schedules. 

EISENHUT, D. G. Division of Licensing. 81/07/07. 42pp. 08997:207. 


8107140437 Submits response to Generic Ltr 81-04 re implementation of 
NUREG-0313, Revision 1 re pressure boundary pip ing. Increased 
insp & leakage detection requirements are not warranted. 

Inservice insp program adequately ensures safe operation. 

DELGEORGE, L. 0. Commonwealth Edison Co. 81/07/07. 3pp. 09013:222. 


8107160360 Requests addl info for SEP Topics 1 1-3. A re hydrologic 
description & II-3. B re flooding potential & protection 
requirements. Info including site plans & vicinity maps, 
requested within 30 days of ltr receipt. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 81/07/10. 4pp. 

09034:001. 


8107200020 Forwards evaluation of BUR owners group generic response to 
TMI Action Plan Item II. K. 3. 46 (Michelson concerns). Item 
considered complete for facilities. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 81/07/10. 9pp. 

09079: 087. 


8107140577 Forwards Revision 18 to CE-l-A. QA program. Revi sion clarifies 
procurement of safety-related matls, parts, equipment, 
components & items. 

SWARTZ, E. D. Commonwealth Edison Co. 81/07/12. Ip. 09023:352. 


— 8107140590 Revision 18 to QA program for facility. 

* Commonwealth Edison Co. CE-l-A R18. Bl/07/12. 5pp. 

09023: 353. 


8107230358 Discusses NRC acceptance review of Revision 17 to CE-l-A, 
QA program for nuclear generating stations. Revision 
incorporates organizational changes. Rept acceptable. 

HAA88, W. P. Quality Assurance Branch. 81/07/14. 2pp. 09145:172. 


8107300024 Forwards draft Vois 4 it 5 t* apps of NUREC/CR-1582 re seismic 
hazard ana lysis. Repts served as theoretical basis for 
development of site-specific ground response spectra for 
eastern US SEP plants in 810717 ltr. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 81/07/22. 700pp. 

09196: 059. 


Q. Inspection reports, IE Bulletins & correspondence 


8107140753 Forwards IE Insp Repts 50-010/81-06, 50-237/81-13 & 
50-249/81-08 on 810404-0508 it notice of violation. 

HEISHMAN, R. F. Division of Resident Ik Project Inspection. 81/07/01. 
2pp. 09017: 166. 


—8107140757 Notice of violation from insp on 810464-0508. 

HEISHMAN, R. F. Division of Resident U Project Inspection. 
81/07/01. 2pp. 09017:168. 


—8107140764 IE Insp Repts 50-010/81-06, 50-237/81-13 «< 50-249/81-08 on 
810404-0508. Non comp li an ee noted: fai lure to follow chemistry 
procedure it improper valve lineup. 

TONGUE, T.M. , JORDAN, M. J. , REIMANN, F. W. Reactor Projects Section 
1C. 81/06/18. 10pp. 09017: 170. 


8107240306 Advises that IE Info Notice 81-19, "Lost Parts in Primary 
Coolant Sys," was forwarded to listed utils. 

« Region 3, Chicago, Office of the Director (81/03/01). 81/07/06. 

Ip. 09148:203. 


8107200402 Notifies that IE Info Notice 81-19, "Lost Parts in Primary 
Coolant Sys," w&s sent to listed utils on 810706. 

CARROLL, D. E. Word Processing & Document Control Section. 81/07/07. 
2pp. 09073: 323. 


8107150107 Advises that IE Circular 81-09, "Containment Effluent Water 
That Bypasses Rad ioact ivi ty Monitor," was sent to listed 
licensees on 810710. 

CARROLL, D. E. Word Processing & Document Control Section. 81/07/10. 
2pp. 09026:026. 


8107170236 Advises that IE Info Notice 81-20, "Test Failures of 
Electrical Penetration Assemblies, 11 was sent to listed utils 
on 810713, 

CARROLL, D, E. Word Processing it Document Control Section. 81/07/13, 
2pp. 09051:028. 


8107170245 Advises that IE Info Notice 81-20, "Test Failures of 
Electrical Penetration Assemblies, " was forwarded to 
listed licensees. 

* Region 3, Chicago, Office of the Director (81/03/01). 81/07/15. 

Ip. 09051:001. 


8107170251 Advises that IE Circular 81-09, "Containment Effluent Water 
That Bypasses Radioactivity Monitor," was forwarded to 
listed licensees. 

* Region 3, Chicago, Office of the Director (81/03/01). 81/07/15. 

Ip. 09058:209. 


8107280446 Forwards IE Insp Repts 50-010/81-07,50-237/81-18 it 
50-249/81-10 on 810509-0605. No noncompliance noted. 

HEISHMAN, R . F. Division of Resident it Project Inspection. 81/07/16. 
2pp. 09174:242. 


—8107280448 IE Insp Repts 50-010/81-07,50-237/81-18 it 50-249/81-10 on 
810509-0605. No noncompliance noted. Major areas inspected: 

IE bulletin & LER followup, monthly maint it surveillance 
observation it operational safety verification. 

TONGUE, T.M. , JORDAN, M. J. , REIMANN. F. W. Reactor Projects Section 
IC. 81/07/16. 7pp. 09174:244. 


8103300402 IE Info Notice 81-21, "Potential Loss of Direct Access to 
Ultimate Heat Sink. " 

* Director's Office, Office of Inspection and Enforcement. 
81/07/21. 5pp. 09162:348. 


8107270246 Advises that IE Info Notice 81-21, "Potential Loss of Direct 
Access to Ultimate Heat Sink, " was sent to listed licensees 
on 810721. 

CARROLL, D. E. Word Processing it Document Control Section. 81/07/21. 
2pp. 09160: 112. 


8107270218 Advises that IE Circular 01-12, "Inadequate Periodic Test 
Procedure of PWR Protection Sys," was sent to listed 
licensees on 810722. 

CARROLL, D. E. Word Processing it Document Control Section. Bi/07/22. 
2pp. 09160: 131. 


8107270253 Advises that IE Circular 81-12, "Inadequate Periodic Test 
Procedure of PWR Protection Sys, " was sent to listed 
licensees. 

* Region 3, Chicago, Office of the Director (81/03/01). 81/07/24. 

Ip. 09160:107. 


8107280196 Notifies that IE Circular 81-11, "Inadequate Decay Heat 
Removal During Reactor Shutdown, " was sent to licensees on 
810724. 

CARROLL, D. E. Word Processing & Document Control Section. 81/07/24. 
2pp. 09169:010. 


8107280626 Advises that IE Circular 81-11, "Inadequate Decay Heat 
Removal During Reactor Bhutdown, " has been forwarded to 
listed licensees. 

4 Region 3, Chicago, Office of the Director (81/03/01). 81/07/24. 

Ip. 09181:001. 


R. Periodic operating reports it related correspondence 


8107230223 Forwards monthly operating rept for June 1981. 

SCOTT, D. J. Commonwealth Edison Co. 81/07/08. Ip. 09128:010. 


•8107230224 Monthly operating rept for June 1981. 

MAXWELL, D. C, Commonwealth Edison Co. 81/07/02. 30pp. 0<i 


DOCKET 50-13 BABCOCK li WILCOX CO. CRITICAL FACILITY 


P. Operating license stage documents & correspondence 


8107150148 Forwards rept re critical experiment program author! 
Amend ll to License CX-10. Experimental measurements verified 
that core parameters are within prescribed license limits. 
OLSEN, A. F. Babcock * Wilcox Co. 81/07/09. 6pp. 09026:033. 
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DOCKET 50-18 VALLECITOS BOILING WATER REACTOR 


G. Adjudicatory correspondence 


8107170273 Requests info re public safety concerns for use in possible 
upcoming facility relicensing hearings. 

WILLIAMS* P. Public Interest Research Group* California. 81/07/10. 
2pp. 09205:333. 


Q. Inspection reports* IE Bulletins & correspondence 


8107270227 Forwards IE Insp Repts 50-018/81-01.50-070/81-02, 
50-073/81-02 & 50-183/81-01 on 810513-15,18,20 & 0604 & 
notice of violation. 

SPENCER, G. S. Division of Technical Inspection. 81/07/08. 2pp. 
09160: 031. 


— 8107270229 Notice of violation from insp on 810513-15*18,20 & 0604. 
NORTH, H. S. Radiological Safety Branch. 81/07/OB. 2pp. 

09160: 033. 


— 8107270232 IE Insp Repts 50-018/81-01,50-070/81-02,50-073/81-02 8, 
50-183/81-01 on 810513-15,18,20 it 0604. Noncomp 1 iance noted: 
measurements of airborne radioactive matls not performed 
prior to or during cleaning GETR tank on 810307. 

NORTH, H. S. , YOUNG* T. , WILLETT, D. Radiological Safety Branch. 
81/07/08. 19pp. 09160:035. 


DOCKET 50-19 FORD NUCLEAR REACTOR 


S. Reportable occurrences, LERs it related correspondence 


8107080184 RO: on 810609, reactor inadvertently operated for 20 minutes 
at incorrect power level. Caused by operator error. Operator s 
involved will undergo retraining program. 

KERR, W. Michigan, Univ. of. Bl/06/23. 2pp. 08962:189. 


DOCKET 50-29 YANKEE-ROWE NUCLEAR POWER STATION 


F. Security, medical, emergency it fire protection plans 


8107070384 Forwards functional description of upgraded meteorological 
program, per NUREG-0737, Item III. A. 2-4. Info responds to App 
2 to NUREG— 0654 it covers primary it backup meteorological 
measurements programs. 

KAY, J. A. Yankee Atomic Electric Co. 81/06/30. 3pp. 08942:264. 


8107130341 Requests confirmation that sys re prompt notification it 
instructions to public in emergency has been implemented, 

Info re compensating actions or procurement it installation 
problems requested. Response requested by 810724. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/01. 4pp. 08997:091. 


8107240169 Releases public version of util request for extension re 
completion it implementation of upgraded emergency 
notification sys. 

FELTON, J. M. Division of Rules and Records. 81/07/02. Ip. 
07806:001. 


—8107240171 Forwards public version of request for extension until 
811130 for completion & implementation of upgraded emergency 
notification sys. Status of work on sys & bases for request 
are provided. 

KAY, J. A, Yankee Atomic Electric Co. 81/06/17. 3pp. 07806:001. 


8107090231 Forwards Figure 1 drawing which should be attached to 810630 
ltr,per TMI Action Plan Item III. A. 2-4. Drawing shows 
locations of primary & backup meteorological towers. 

KAY, U. A. Yankee Atomic Electric Co. 81/07/03. 2pp. 08983:272. 


8107200478 Forwards questionnaire requesting data for 1976-80 re 
station blackout (Unresolved Safety Issue A-44) . Support ive 
documentation also end. Response requested within 90 days. 
CRUTCHFIELD, D. Operating Reactors Branch 5. 81/07/09. 15pp. 

09094: 075. 


— 8107200481 Forwards completed questionnaire re standby diesel 
generator units reliability, in response to 771215 ltr. 

GROCE, R. H. Yankee Atomic Electric Co. 78/01/20. 4pp. 09094:090. 


8107290002 Generic Ltr 81-27: requests that all emergency plans it 
implementing procedures be submitted w/pages marked to 
reflect privacy it proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT, D. G. Division of Licensing. 81/07/09, 5pp. 09189:059. 



G. Adjudicatory correspondence 


8107090291 Answer that petitioners do not object to NRC 810629 motion 
for leave to defer response to 810622 petition until 810731. 
Certificate of Svc end. 

REYNOLDS, N. S. Commonwealth Edison Co. 81/07/07. 3pp. 08984:117, 


8107150286 Requests that NRC notify N Reynolds that 810622 petition 
for extension of deadline for compliance w/CLI-80-21 has 
been retitled. Svc should be made of all subsequent papers on 
parties to proceeding, including UCS. 

WEISS, E. R. Harmon & Weiss. 81/07/10. 3pp. 09025:156. 


8107270164 Forwards order confirming licensee commitments to 
TMI-related requirements contained in NUREG-0737. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 81/07/10. 2pp. 

09165: 336. 


— 8107270167 Order confirming licensee commitments to post-TMI related 
issues set forth in NUREG-0737. 

PURPLE, R. A. Division of Licensing. 81/07/10. 10pp. 09165:338. 


H. General correspondence 


8107090387 Expresses appreciation for both 810602 ltrs complimenting 
NRC LPDR program it cooperation in establishment it maint of 
facility LPDR at Greenfield College Library. 

FELTON, J. M. Division of Rules and Records. 81/06/19. 2pp. 

08986: 262. 


— 8107090388 Opposes NRC efforts to upgrade LPDRs. 

HOWLAND, M. E. Greenfield Community College. 81/06/02. 2pp. 
08986: 264. 


P. Operating license stage documents it correspondence 


8107300102 Forwards safety evaluation re environ qualification of 
safety-related electrical equipment & technical evaluation 
rept, "Equipment Environ Qualification, Yankee Rowe." 

Response to safety evaluation due within 90 days. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 81/05/29. 5pp. 

09214:345. 


— 8107300104 Safety evaluation re environ qualification of safety-related 
electrical equipment finding no outstanding items that 
require immediate corrective action. Defic ient items 
rep laced , Equipment qualified for low probability events. 

# Office of Nuclear Reactor Regulation, Director. 81/05/29. 

28pp. 09214:350. 


— 8104240353 Nonproprietary version of "Equipment Environ Qualification, 
Yankee-Rowe Power Station, " final technical evaluation rept. 

CRANE, C. J. Franklin Institute/Franklin Research Center. 

NRC— 03-79-1 18. TER-C5257-197. 81/04/22. 146pp. 09215:016. 


8107100020 Trip rept of 810520 meeting in Rowe#MA to discuss proposed 
changes to Tech Specs to support operation after Core XV 
refueling as result of mods to auxiliary feedwater sys. 

CARUSO, R. Operating Reactors Branch 5. 81/06/05. 5pp. 09001:183. 


8107100022 Forwards request for addl info re operational QA program, per 
810309 it 0403 ltrs. 

HAASS, W. P. Quality Assurance Branch. 81/06/10. 5pp. 09001:190. 


8107060058 Responds to 801210 app 1 icatlon, as amended on 810326*0401 fit 
0505, to use lower plenum phase separation model in large 
break LOCA analyses. Changes acceptable. Safety evaluation 
end. 

CRUTCHFIELD, D. Operating Reactors Branch 5, 81/06/19. 2pp. 

08957:351. 


—8107060060 Safety evaluation supporting mods to large break LOCA model. I 
# Operating Reactors Branch 5. 81/06/19. 8pp. 08957:354. 


8106290351 Forwards 790121 memo re concentration of boric acid in 
reactor vessel during long-term cooling, omitted from safety 
evaluation of SEP Topic IX-4 re boron addition sys. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 81/06/23. 6pp. 

08868: 164. 


8107020336 Forwards 760121 memo entitled "Concentration of Boric Acid 
in Reactor Vessel During Long-Term Cooling - Method for 
Reviewing App K Submittals* " referenced in NRC evaluation of 
SEP Topic IX-4 re boron addition sys. ! 

CRUTCHFIELD, D. Operating Reactors Branch 5. 81/06/23. 6pp. | 

08936:290. i 


I 
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8107090059 Submits page changes to 810529 safety evaluation for environ 
qualification of safety-related electrical equipment. Changes 
result from inconsistencies between safety evaluation & 
technical evaluation rept. 

CRUTCHFIELD. D. Operating Reactors Branch 5. 81/06/23. 4pp. 

08979: 306. 


8107100069 Provides SEP topic format for DBE reviews per 
NRC Mar 1981 draft evaluation of plant transients & 
accidents. Complete topic assessments will facilitate final 
safety evaluation issuance. No schedule changes expected. 
CRUTCHFIELD. D. Operating Reactors Branch 5. 81/06/24. 2pp. 

09001:281. 


8107070406 Forwards YAEC-1263. "Seismic Response Spectra for Yankee 
Nuclear Power Station. Rowe. MA. " Rept summarizes seismic 
response spectrum for SEP Topics II-4A. B & C. 

KAY.J. A. Yankee Atomic Electric Co. 81/06/26. ip. 08947:352. 


— 8107070412 "Seismic Response Spectra for Yankee Nuclear Power Station. 
Rowe. MA. " 

* Yankee Atomic Electric Co. YAEC-1263. 81/06/30. 100pp. 

08947: 353. 


8107160632 Informs that NUREG-0737. TMI Action Plan Item II. K. 2. 19. 
"Sequential Auxiliary Feedwater Flow Analysis. " does not 
apply to NSSSs w/Uestinghouse it C-E inverted U-tube steam 
generators. No response to item required. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 81/06/26. 3pp. 

09061: 124. 


8107060402 Forwards SEP topic assessments, including 1 1-2. C, III-4. D, 
VI-7. A. 3. VI-10. A, XV-2, XV-3, XV-5, XV-7, XV-9, XV-10, XV-12, XV-14 
& XV- 15, 

KAY.J. A. Yankee Atomic Electric Co. 81/06/30. B3pp. 08899:034. 


8107070132 Forwards response to NRC action items discussed in 810605 
trip rept & summary of auxiliary feedwater sys mod public 
meeting at facility. Response also provides addl info & 
clarification on mod to upgrade feedwater sys. 

KAY.J. A. Yankee Atomic Electric Co. 81/06/30, 10pp. 08941:053. 


8107080262 Submits revised description it schedule for seismic 
evaluation program, per NRC 810424 request. Phase I, consisting 
of identification of critical sys & structures & const of 
analytical models, will be completed by 820331. 

KAY.J. A. Yankee Atomic Electric Co. 81/06/30. 6pp. 08966:338. 


8107090344 Forwards addl info re control of heavy loads. per Generic Ltr 
81-07. Review of plant arrangements performed & applicable 
overhead handling sys identified. Interim actions implemented 
by 810515. Final info delayed until fourth quarter of 1981. 

KAY, J. A. Yankee Atomic Electric Co. 81/06/30. 3pp. 08984:149. 


8107090265 Informs that Inst of Nuclear Power Operations detailed audit 
repts will not be submitted in response to Generic Ltr 
81-23. Repts would potentially reduce mgt prerogative re 
implementation. 

HEIDER.L. H. Yankee Atomic Electric Co. 81/07/02. 2pp. 089B4: 072. 


8107100141 Informs that shielding design review has provided possible 
alternative to substantial shielding mods. Required equipment 
would be remotely operated from control room. Final 
conceptual design expected within 2 months. 

KAY.J. A. Yankee Atomic Electric Co. 81/07/06. 2pp. 08991:109. 


8107310055 Generic Ltr 81-23A to all licensees & CP h old ers, advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation, per Generic Ltr 81-23, aTe unnecessary. 

EISENHUT, D. G, Division of Licensing. 81/07/06. 6pp. 09222:215. 


8107130417 Requests 810715 meeting in Bethesda.MD for utils to present 
positive indications of commitments to provide sufficient 
resources to support proposed SEP redirection approach & to 
complete SEP topic assessments per end schedules. 

EISENHUT, D. G. Division of Licensing. 81/07/07. 42pp. 08997:207. 


8107150010 Application for amend to License DPR-3, revising Tech Specs 
re high main coolant pressure trip setpoint & control rods. 
Application constitutes Suppl 1 to Proposed Change 173. 

HEIDER, L. H, Yankee Atomic Electric Co. 81/07/08. 2pp. 09025:322. 


•8107150018 Proposed Tech Spec Pages 2-6, 3/4 5-5, 3/4 5-6 & 5-4 re high 
main coolant pressure trip setpoint. HPSI flow conrol valve Sc 
control rods. 

* Yankee Atomic Electric Co. 81/07/08. 4pp. 09025:324. 


8107160325 Requests addl info for review of SEP Topics 1 1-3. A, 
"Hydrologic Description" it II-3. B, "Flooding Potential it 
Protection Requirements. " Local site plans re topography & 
finished grading plan & site vicinity maps requested. 
CRUTCHFIELD, D. Operating Reactors Branch 5. 81/07/10. 3pp. 

09034: 071. 


8107240572 Notifies that util 801215 response to NUREG-0737, Item II. F. 1 
is not acc eptable. Util should proceed w/design it procurement 
of equipment in order to meet 820101 implementation date. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 81/07/10. 3pp. 

09147:293. 


8107240576 Forwards clarification of post-accident sampling 
requirements of NUREG-0737, Item II. B. 3, in response to util 
801215 ltr . Util should proceed w/design & procurement in 
order to meet 820101 implementation date. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 81/07/10. 4pp. 

09147: 319. 


8107270164 Forwards order confirming licensee commitments to 
TMI-related requirements contained in NUREG-0737. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 81/07/10. 2pp. 

09165: 336. 


— 8107270167 Order confirming licensee commitments to post-TMI related 
issues set forth in NUREG-0737. 

PURPLE, R. A, Division of Licensing. 81/07/10. 10pp. 09165:338. 


8107300085 Forwards safety evaluation re adequacy of station electric 
distribution sys voltages. Voltage analysis it test results 
are acceptable. 

CRUTCHFIELD, D. Operating Reactors Branch 3. 81/07/13. 2pp. 

09207: 273. 


— 8107300086 Safety evaluation supporting adequacy of station electric 
distribution sys voltages. Technical evaluation end. 

* Operating Reactors Branch 3. 81/07/13. 8pp. 09207:275. 


8107200435 Forwards responses to NRC positions it clarifications of 
NUREG-0737, TMI Action Plan Item II. B. 1 reactor coolant sys 
vents. 

KAY.J. A. Yankee Atomic Electric Co. 81/07/14. 9pp. 09073:311. 


8107300220 Responds to 810611 ltr, expressing desire to pursue 
alternative schemes for mitigating hydrogen combustion 
concern re degraded core acc ident. Meeting w/NRC recommended. 
DIRCKS.W. J. Office of the Executive Director for Operations. 
81/07/14. 2pp. 09208:173. 


— 8107300223 Ac k receipt of 800501 ltr suggesting use of alternative to 
pre-inerted containment. Effort holds considerable potential 
for industry-wide safety benefits. 

VANDENBURGH, D. Yankee Atomic Electric Co. 81/06/11. 4pp. 

09208: 178. 


— 8107300227 Ac k receipt of 810324 ltr re containment inerting. Proposed 
rule on hydrogen control is being prepared for Commission 
consideration. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
Bl/05/01. 3pp. 09208:182. 


— 8107300229 Expresses concern re proposed rule concerning containment 
inerting. Cape Canaveral incident illustrates hazard involved 
w/nitrogen atmospheres in closed spaces. 

VANDENBURGH, D. Yankee Atomic Electric Co. 81/03/24. 2pp. 

09208: 183. 


8107230021 Informs that Tech Spec requirement for reporting main 
coolant activity reviewed. Util will notify NRC of 
significant changes in coolant activity which may indicate 
fuel failures, per NRC reporting requirement. 

KAY.J. A. Yankee Atomic Electric Co. 81/07/13. Ip. 09130:333. 


8107290005 Notification of 810728,29 & 30 meetings w/BfcW, Westinghouse fc 
C-E owners groups in Bethesda.MD to discuss thermal shock to 
reactor pressure vessel issue. 

VI SSI NO. G. Operating Reactors Branch 4. 81/07/20. 5pp. 09189:127. 


8107300024 Forwards draft Vols 4 it 5 & apps of NURE0/CR-15B2 re seismic 
hazard analysis. Repts served as theoretical basis for 
development of site-specific ground response spectra for 
eastern US SEP plants in 810717 ltr. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 81/07/22. 700pp. 

09196:059. 
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8107300297 Forwards Amend 69 to License DPR-3. safety evaluation & 
notice of issuance & availabi lity. Amend incorporates 
provisions into Tech Specs required for operation w/refueled 
Core XV. 

CRUTCHFIELD. D. Operating Reactors Branch 5. 81/07/22. 2pp. 

09209: 135. 


8107290201 Forwards IE Circular 81-12. "Inadequate Periodic-Test 
Procedure of PWR Protection Sys. " No written response 
required. 

GRIER. B. H. Region 1. Philadelphia. Office of the Director 
(81/03/01). 81/07/22. 5pp. 09188:131. 


— 8107300299 Amend 69 to License DPR-3. incorporating provisions into Tech 
Specs required for operation w/refueled Core XV & associated 
w/mods to main steam nonreturn valves & auxiliary feedwater 
sys. 

CRUTCHFIELD. D. Operating Reactors Branch 5, 81/07/22. 57pp. 

09209: 137. 


— 8107300301 Safety evaluation supporting Amend 69 to License DPR-3. 
a- Office of Nuclear Reactor Regulation. Director. 81/07/22. 
69pp. 09209: 196. 


— 8107300303 Notice of issuance & availability of Amend 69 to License 
DPR-3. 

SNAIDER. R. P. Operating Reactors Branch 5. 81/07/22. 2pp. 

09209: 265. 


8107280109 Notifies that util will commit by means of revision to QA 
Topical Rept YOGAP-l-A to positions of Reg Guides 1. 58 
(Revision 1) & 1.146 re qualification of insp personnel, in 
response to NRC 810610 ltr & Generic Ltr 81-01. 

KAY. J. A. Yankee Atomic Electric Co. 81/07/24. Ip. 09173:058. 


8107310279 Forwards proprietary rept. YAEC-1265P. "Methods for Analysis 
of Oxide Fuel Rod. Steady-State Thermal Effects (FROSSTEY) 

Code Qualification & Application." Affidavit end. Rept 
withheld (ref 10CFR2. 790). 

VANDENBURGH, D. Yankee Atomic Electric Co. 81/07/27. 3pp. 

09220: 036. 


G. Inspection reports. IE Bulletins 8t correspondence 


8107270217 Advises that IE Info Notice 81-05. "Degraded DC Sys at 
Palisades. 11 was sent to listed licensees. 

* Region 1. Philadelphia, Office of the Director (81/03/01). 
81/03/13. 4pp. 09167:273. 


8107270270 Advises that IE Info Notice 81-08. "Repetitive Failures of 
Limitorque Operator SMB-4 Motor-to-Shaf t Key. " was sent to 
listed licensees. 

* Region 1. Philadelphia, Office of the Director (81/03/01). 
81/03/20. 4pp. 09178:165. 


8107270243 Advises that IE Info Notice 81-10. "Inadvertent Containment 
Spray Due to Personnel Error," was sent to listed licensees. 

* Region 1, Philadelphia, Office of the Director (81/03/01). 
81/03/25. 4pp. 09167:296. 


8107270192 Advises that IE Info Notice 81-09. "Degradation of Residual 
Heat Removal (RHR ) Sys." was sent to listed licensees. 

* Region 1. Philadelphia, Office of the Director (81/03/01). 
81/03/26. 4pp. 09167:267. 


8107230297 Advises that IE Bulletin 81-02. "Failure of Gate Type 
Valves to Close Against Differential Pressure, " was 
sent to listed licensees. 

* Region 1, Philadelphia, Office of the Director (81/03/01). 
81/04/09. 4pp. 09146:349. 


8107270256 Advises that IE Circular 81-06. "Potential Deficiency 
Affecting Certain Foxboro 10 to 50 Milliampere 
Transmitters," was sent to listed licensees. 

* Region 1, Philadelphia. Office of the Director (Bl/03/01). 
81/04/14. 4pp. 09167:280. 


8107150092 Forwards IE Circular 81-10, "Steam Voiding in RCS During 
Decay Heat Removal Cooldown. " No written response required. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/02. 3pp. 09027:251. 


8107160315 Forwards IE Info Notice 81-19, "Lost Parts in Primary 
Coolant Sys. ” No written response required. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/16. 5pp. 09041:092. 


8107230258 Forwards IE Circular 81-09, "Containment Effluent Water That 
Bypasses Radioactivity Monitor. " No written response 
required. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/23. 5pp. 09133:080. 


8107230293 Forwards IE Info Notice 81-20, "Test Failures of Electrical 
Penetration Assemblies. " No written response required. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/23. 5pp. 09133:142. 


S. Reportable occurrences, LERs Sc related correspondence 


8107060291 Forwards LER 81-009/03L-0. 

AUTIO, H. A. Yankee Atomic Electric Co. 81/06/29. Ip. 08892:104. 


— 9107060296 LER 81-009/03L-0: on 810530, during refueling outage, primary 
vent stack noble gas monitor ratemeter failed. Caused by 
grounded capacitor in flow controller. Capacitor leads 
readjusted to eliminate ground. 

FRENCH, L.D. Yankee Atomic Electric Co. 81/06/29. Ip. 


8107130461 Forwards LER 81-010/03L-0. 

AUTIO, H. A. Yankee Atomic Electric Co. 81/07/03. ip. 08997:314. 


— 9107130466 LER 81-010/03L-0: on 810603, while in Mode 6, primary vent 
stack gaseous radiation monitoring channel failure alarm was 
received in control room. Caused by natural end of life of 
temp bypass valve in compressed air dryer. Dryer replaced. 

MAY, E. L. Yankee Atomic Electric Co. 81/07/03. Ip. 08997:315. 


8107170194 PN0-I-81-078: on 81071 1, technic ian identified small piece 
of highly radioactive matl while dewatering reactor vessel 
stud holes. Individual received 1. 1 rem to whole body & 

8 rem to extremities. Investigation underway. 

FOLEY, T. , GALLO, R. , BRUNNER, E. Region 1, Philadelphia, Office of the 
Director (81/03/01). 81/07/13. Ip. 09054:089. 


8107310284 Forwards LER 81-013/03L-0. 

AUTIO, H. A. Yankee Atomic Electric Co. 81/07/16. ip. 09220:033. 


—8107310287 LER 81-013/03L-0: on 810616,0 ring seals on penetrations 
failed to hold pressure. Caused by loose bolting on 
penetration flanges. Bolts retightened & penetrations 
retested. 

FRENCH, L.D. Yankee Atomic Electric Co. 81/07/16. Ip. 09220:034. 


8107290170 Forwards LER 81-014/03L-0. 

AUTIO, H. A. Yankee Atomic Electric Co. 81/07/17. Ip. 09169:008. 


'8107280173 LER S1-014/03L-0: on 810617, trip setpoint found to be below 
Tech Spec limit during low steam generator water level 
channel calibr. Caused by calibr drift of transmitter. 

Transmitter recalibr. 

MAY, E. L. Yankee Atomic Electric Co. 81/07/17. Ip. 09169:009. 


DOCKET 50-57 STATE UNIV. OF NEW YORK RESEARCH REACTOR 


F. Security, medical, emergency fire protection plans 


8107310102 Forwards proprietary version of comments on physical 
security p lan. Comments withheld (ref 10CFR2. 790). 

TEDESCO, R. L. Assistant Director for Licensing. 81/07/10. Ip. 
09222: 306. 


8. Reportable occurrences, LERs & related correspondence 


8107210268 RO: on 810710, solenoid valve would not release after routine 
check of ECCS was performed. Cause unknown. Vendor contacted 
& suggestion made to replace internal parts. 

HENRY, L. Q. New York, State Univ. of, Buffalo. 81/07/15. 2pp. 
09102:006. 


8107290170 Forwards IE Info Notice 81-21, "Potential Loss of Direct 
Access to Ultimate Heat Sink. " No written response required. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/21. 5pp. 09186:279. 


DOCKETED ITEMS 


DOCKET 30-70 GENERAL ELECTRIC TEST REACTOR 
Q. Adjudicatory correspondence 


8 1 07 1 50080 Forwards NRC exhibits which were received into evidence 
during GETR 810527-0610 show cause proceedings. W/o end. 

SWANSON, D. T. Hearing Branch 1. 81/07/09. 2pp. 09027:270. 


8107020297 Affidavit of G Barlow in support of intervenor Friends of 
the Earth updated answers to licensee interrogatories. 

Certificate of Svc end. Related correspondence. 

BERLOW, G. Friends of the Earth. 81/04/24. 2pp. 08926:304. 


8107170210 Errata to proposed findings of fact & conclusions of law. 
Certificate of Svc end. 

EDGAR, G. L. General Electric Co. 81/07/10. 3pp. 09057:137. 


8107060115 Affidavit in support of intervenor response to licensee 
810316 request for admissions (second set). Related 
correspondence. 

BARLOW, G. Friends of the Earth. 81/04/24. Ip. 08889:027. 


8107210089 Order modifying briefing schedule per GE 810701 ltr. 

GROSSMAN, H. Atomic Safety and Licensing Board Panel. 81/07/13. Ip. 
09104:086. 


H. General correspondence 


8107060116 Affidavit in support of intervenor response to licensee 
810316 request for admissions. Related correspondence. 

BARLOW, G. Friends of the Earth. 81/04/24. Ip. 08889:032. 


8107100106 Supports licensing of facilities. 

BARBEE, G. , BARBEE, J. J. Affiliation Unknown. 81/05/21. Ip. 
08990: 223. 


8107060117 Affidavit in support of intervenor answers to licensee third 

set of interrogator ies. Related correspondence. Q. Inspection reports, IE Bulletins 8c correspondence 

BARLOW, G. Friends of the Earth. 81/04/24. ip. 08889:033. 


8107060120 Affidavit in support of intervenor response to NRC 810316 
request for admissions. Related correspondence. 

BARLOW, G. Friends of the Earth. 81/04/24. Ip. 08889:034. 


8197270227 Forwards IE Insp Repts 50-018/81-01,50-070/81-02, 
50-073/81-02 Sc 50-183/81-01 on 810513-15,18,20 8c 0604 Sc 
notice of violation. 

SPENCER, G. S. Division of Technical Inspection. 81/07/08. 2pp. 
09160: 031. 


8107060481 Affidavit in support of intervenor Friends of the Earth 
answers to licensee second set of interrogator ies. Related 
correspondence. 

BARLOW, A. Friends of the Earth. 81/04/24. Ip. 08902:155. 


—8107270229 Notice of violation from insp on 810313-13,18,20 8c 0604. 
NORTH, H. 8. Radiological Safety Branch. 81/07/08. 2pp. 

09160: 033. 


8107020454 Response to licensee third set of interrogatories 8c second 
set of requests for production of documents. Certificate of 
Svc encl. Related correspondence. 

CADY, G. W. Friends of the Earth. 81/05/04. 13pp. 08932:256. 


— 8107020459 Comments re inadequacy of Vallecitos nuclear reactor 
analysis performed re probability of surface rupture offset. 
BRILLINGER, D. R. California, Univ. of, Berkeley. 81/04/19. 9pp. 
08932: 269. 


— 8107020464 Statement re earthquake safety of GETR. Facility cannot 
resist estimated amount of earth movement occurring beneath 
or directly adjacent to structure w/o structural damage. 
RUTHERFORD, J. B. Affiliation Unknown. 81/05/01. Ip. 08952:279. 


—8107270232 IE Insp Repts 30-018/B1-01, 50-070/81-02, 50-073/81-02 & 
30-183/81-01 on 810313-13,18,20 8c 0604. Non comp 1 iance noted: 
measurements of airborne radioactive matls not performed 
prior to or during cleaning GETR tank on 810307. 

NORTH, H. S. , YOUNG, T. , WILLETT, D. Radiological Safety Branch. 
81/07/08. 19pp. 09160.033. 


8. Reportable occurrences, LERs 8c related correspondence 


8107220260 RO: on 810622, during routine leak test of containment bldg 
ventilation sys isolation valves, inlet valves were found w/ 
unsatisfactorily high leak rate. Cause not stated. Valves will 
be repaired. 

DARMITZEL, R. W. General Electric Co. 81/07/01. Ip. 09118:122. 


— 8107020467 Testimony re geologic 8< seismic issues. GETR cannot be 
modified to withstand surface faulting. 

BARLOW. 0. Friends of the Earth. 81/03/01. 9pp. 08932:281. 


8107020303 Motion to classify G Barlow, formerly designated as expert 
witness on Issue 3, as expert on Issue 1 of show cause order. 
Certificate of Svc encl. 

CADY. G. W. , SHOCKLEY. B. . DELLUMS, R. V. Friends of the Earth. 
81/05/07. 4pp. 08934:349. 


8107020509 Forwards list of exhibits GE intends to enter into evidence 
in show cause proceeding. Certificate of Svc encl. Related 
correspondence. 

EDGAR, Q. L. Morgan, Lewis 8c Bockius. 81/03/08. 7pp. 08933:001. 


8107010442 Forwards substitutions of intervenor in pro per for 
atty of record for NC Lyon, EF Laub,U Turk, J Kamaoroff, 

J Buhowksy 8c J Skomer. Proof of svc encl. 

SOMIT, 0. Ibershof 8c Somit. 81/06/22. 10pp. 08918:306. 


8107100046 Order closing corrected record to proceeding 8c compelling 
parties to adhere to briefing schedule announced at close of 
hearing. 

GROSSMAN, H. Atomic Safety and Licensing Board Panel. Bl/06/29. Ip. 
08989:258. 


T. Hearing transcripts on non-antitrust matters 


8107020454 Response to licensee third set of interrogatories 8c second 
set of requests for production of documents. Certificate of 
Svc encl. Related correspondence. 

CADY, 0. W. Friends of the Earth. 81/03/04. 13pp. 08932:236. 


— 8107020439 Comments re inadequacy of Vallecitos nuclear reactor 
analysis performed re probability of surface rupture offset. 
BRILLINGER. D. R. California, Univ. of, Berkeley. 61/04/19. 9pp. 
08932: 269. 


— 8107020467 Testimony re geologic 8c seismic issues. GETR cannot be 
modified to withstand surface faulting. 

BARLOW, O. Friends of the Earth. 81/03/01. 9pp. 08932:281. 


8107020460 Errata sheet to show cause hearing transcript. 

EDGAR, G. L. General Electric Co. EDGAR, G. L. Edgar, 0. L. 81/06/30. 
2pp. 06934:248. 


DOCKET 30-73 GENERAL ELECTRIC NUCLEAR TEST REACTOR 


Q. Inspection reports, IE Bulletins 8c correspondence 


8107060299 Confirms agreement of parties to mods of filing schedules. 
All filing dates will be extended due to licensee filing 
date being federal holiday. Certificate of Svc encl. 

EDGAR, G. L. Morgan, Lewis 8< Bockius. EDGAR, G. L. General Electric 
Co. 81/07/01. 2pp. 08892: 160. 


8107090149 Advises that intervenors have no transcript corrections ti 
no objections to reduced size copies of NRC Exhibit 7. 

CADY, G. W. Cady, G. W. 81/07/01. 3pp. 08981:069. 


8107080190 Proposed findings of fact 8c conclusions of law. A8LB should 
specifically reject notion that design bases or design must 
be based upon or meet worst case. List of exhibits, 
witnesses 8c Certificate of Svc encl. 

EDGAR, G. L. , VASILE, J. B. General Electric Co. 81/07/06. 207pp. 

08962:211. 


8107270227 Forwards IE Insp Repts 30-01B/81-01, 50-070/81-02, 
30-073/81-02 8c 30-183/81-01 on 810313-13,18,20 8c 0604 8c 
notice of violation. 

SPENCER, G. 3. Division of Technical Inspection. 81/07/08. 2pp. 
09160:031. 


—8107270232 IE Insp Repts 30-018/81-01. 30-070/81-02, 50-073/B1-02 8c 
50-183/81-01 on 810513-13,18,20 8c 0604. Noncompliance noted: 
meesurements of airborne radioactive matls not performed 
prior to or during cleaning GETR tank on 810307. 

NORTH, H. 8., YOUNG, T. , WILLETT, D. Radiological Safety Branch. 
81/07/08. 19pp. 09160:035. 
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DOCKET 30-B7 WEST I NOHOUSE CRITICAL EXPERIMENT 


H. General correspondence 


8107200193 Forward* T Stern 810318 ltr explaining proper channel for 
official correspondence between vendor it NRC. 

NARDIi A. J. Westinghouse Electric Corp. 81/07/13. Ip. 09076:001. 


— 8107200198 Advise* that AJ Nardi has been appointed manager of NES 
License Administration, replacing RP DiPiaxxa, effective 
810301. 

STERN. T. Westinghouse Electric Corp. B1/03/1B. 2pp. 09076:002. 


8107200174 Advises that C Bach has been appointed manager of 
Instruction it Training Reactor, replacing J Roth. 

NARDI. A. J. Westinghouse Electric Corp. 81/07/14. Ip. 09073:043. 


DOCKET 30-99 BABCOCK it WILCOX TE8T REACTOR 


P. Operating license stage documents it correspondence 


8107290048 Application for amend to License R-47. authpri z ing 
dismantling of reactor Sc related facilities per enci. 
"Dismantling Plan for Lynchburg Pool Reactor. " termination 
of license & transferral to License SNM-778. Fee end. 

OLSEN. A. F. Babcock & Wilcox Co. 81/07/23. ip. 091B4:2B9. 


-8107290057 "Dismantling Plan for Lynchburg Pool Reactor. " 
# Babcock it Wilcox Co. 81/07/31. 26pp. 09184:290. 


DOCKET 30-112 UNIV. OF OKLAHOMA RESEARCH REACTOR 


R. Periodic operating reports Sc related correspondence 


8107210402 Submits annual rapt for Jul 1980-Jun* 1981 for License R-53. 
JAMES. J. Oklahoma. Univ. of. 81/06/13. 2pp. 09103:314. 


DOCKET 30-123 UNIV. OF MISSOURI RESEARCH REACTOR 


F. Security, medical, emergency & fire protection plans 


8107130489 Forwards revisions to proposed security plan. per 810630 
tclcon. Plan withheld (ref 10CFR2. 790). 

ELLIOTT, A. E. Missouri, Univ. of. Roll*. 81/07/02. Ip. 09000:097. 


DOCKET 30-128 TEXAS A8cM UNIV. RESEARCH REACTOR 
S. Reportable occurrences, LERs i< related correspondence 


8107280180 RO: on 810307, during check of reactor operator licenses tc 
status, Senior Operator License SOP-3478 found expired on 
810427. Caused by failure to follow administrative 
procedures. Operator relieved of duties. 

RANDALL, J. D. Texas A * M Univ. 81/03/13. 2pp. 09169:004. 


8107280211 PNO-IV-81-020: on 810721 release of gaseous fission products 
occurred during irradiation of chlorine sample in long tube. 

Max concentration less than Tech Specs. No overexposure 
or contamination occurred. Media has been notified. 

WESTERMAN, T. F. , BAIRD, J, B. Region 4, Dallas, Office of the Director 
(81/03/01). 81/07/22. Ip. 09172:219. 


DOCKET 30-133 HUMBOLDT BAY POWER PLANT, UNIT 3 


F. Security, medical, emergency it fire protection plans 


8107150234 Advises recipients of IE info notices, circulars Sc bulletin* 
of issuance of RH Engelken 810701 ltr to all licensees re 
demonstration of establishment of emergency alert methods. 

* Region 5, San Francisco, Office of the Director (81/03/01). 
81/07/01. Ip. 09028:218. 


—8107130238 Requests info re establishment of administrative Sc physical 
mean* for alerting Sc providing prompt instructions to public 
within plume exposure EPZ in event of emergency. 

ENOELKEN.R. H. Region 3. Ban Francisco, Office of the Director 
(81/03/01). 81/07/01. Ip. 09028:219. 


8107290002 Generic Ltr 81-27: requests that all emergency plans Sc 
implementing procedures be submitted w/pages marked to 
reflect privacy Sc proprietary matl. Info to be deleted from 
previous document* should be requested by 810731. 

EX8ENHUT, D. 0. Division of Licensing, 81/07/09. 3pp. 09189:039. 


H. General correspondence 


8107090296 Supports facility decommissioning. 

MCLEAN, L. Affiliation Unknown. 81/06/26. Ip. 08984:222. 


8107080172 Opposes licensing of Diablo Canyon 1 Sc 2 Sc supports 
decommissioning of Humboldt Bay. 

BOYKO, D. Affiliation Unknown. 81/06/27. Ip. 08963:347. 


8107090299 Requests continuation of public hearings. 

BROWN, N. Affiliation Unknown. 81/06/27. Ip. 08984:221. 


8107100143 Package of two ltrs supporting facility decommissioning. 
LAKIN.G. , TAYLOR, B. Affiliation Unknown. 81/07/08. 2pp. 

08991: 112. 


P. Operating license stage documents $< correspondence 


8107080039 RECONNAISSANCE REPORT: EFFECTS OF NOVEMBER 8,1980 EARTHQUAKE 
ON HUMBOLDT BAY POWER PLANT AND EUREKA, CALIFORNIA AREA. 

HERRING, K. S. , ROONEY, V. , CHOKSHI, N. C. Office of Nuclear Reactor 
Regulation, Director. NUREG-0766. 81/06/30. 38pp. Available at 

NT IS. *2. 50. 08973: 220. 


8107310053 Generic Ltr 81-23A to ell licensee* Sc CP holders, advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation rapt* to Ofc of Nuclear Reactor 
Regulation, per Generic Ltr 81-23, are unnecessary. 

EXSENHUT, D. 0. Division of Licensing. 81/07/06. 6pp. 09222:213. 


Q. Inspection reports, IE Bulletins Sc correspondence 


8107130240 Advises that IE Info Notice 81-19, "Lost Parts in Primary 
Coolant Sys, " was sent to listed licensees on B10706. 

* Region 3, Ban Francisco, Office of the Director (81/03/01). 
81/07/06. Ip. 09028:214. 


— B 1071 30244 Forwards IE Info Notica 81-19, "Lost Parts in Primary 
Coolant Sys. " No response required. 

ENGELKEN, R. H. Region 3. Ban Francisco, Office of the Director 
(81/03/01). 81/07/06. Ip. 09028:213. 


8107140607 Advises of issuance of end IE Circular 81-09, "Containment 
Effluent Water That Bypasses Radioactivity Monitor" to 
listed licensees. NRC 810710 transmittal ltr end. 

* Region 5, San Francisco, Office of the Director (81/03/01). 
81/07/10. Ip. 09013:221. 


— 8107140634 Forwards IE Circular 81-09, "Containment Effluent Water That 
Bypasses Radioactivity Monitor. " Response required prior to 
plant licensing. 

ENGELKEN, R. H. Region 3, San Francisco, Office of the Director 
(81/03/01). 81/07/10. lp. 09013:222. 


8107170081 Advises that IE Info Notice 81-20, "Test Failures of 
Electrical Penetration Assemblies, " was sent to listed 
licensees on 810713. 

* Region 3, San Francisco, Office of the Director (81/03/01). 
81/07/13. lp. 09033:211. 


—8107170093 Forwards IE Info Notice 81-20, "Test Failures of Electrical 
Penetration Assemblies. " Notice should be reviewed for 
possible applicability to facility. No specific action or 
response required at present. 

ENGELKEN, R. H. Region 5, San Francisco, Office of the Director 
(81/03/01). 81/07/13. lp. 09033:212. 


8107270063 Advises that IE Info Notice 81-21, "Potential Loss of Direct 
Access to Ultimate Heat Sink," was forwarded to listed utils 
on 810721. 

* Region 3, San Francisco, Office of the Director (81/03/01). 
81/07/21. lp. 09138:182. 


—8107270068 Forwards IE Info Notice 81-21, "Potential Loss of Direct 
Access to Ultimate Heat Sink. " No response requested. 

ENGELKEN, R. H, Region 3, San Francisco, Office of the Director 
(81/03/01). 81/07/21. lp. 09138:183. 


8. Reportable occurrences, LERs 8c related correspondence 


8107270036 Forward* LER 81-002/03L-0. 

CRANE, P. A. Pacific Gas 8c Electric Co. 81/07/20. lp. 09136:277. 
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— 8107270038 LER 81-002/03L-0: on 810619, stem of wash pump discharge valve 
separated from valve seat. Caused by corrosion of valve seat 
yolk. Valve will be replaced prior to returning unit to 
power operation. 

OETTY, B. C. Pacific Gas & Electric Co. 81/07/19. Ip. 09156:278. 


8107060233 Orders re applicant motion for protective order. other 
requests & adjusted discovery schedule. Discovery requests 
based on documents released on 810619 may be submitted no 
later than 30 days from date of order. 

BOWERS, E. S. Atomic Safety and Licensing Board Panel. 81/07/01. 
7pp. 08890:337. 


DOCKET 50-139 UNIV. OF WASHINGTON RESEARCH REACTOR 


F. Security, medical, emergency & fire protection plans 


8107300197 Forwards physical security plan. Plan withheld (ref 
10CFR2. 790). 

CHALK, W. S. Washington, Univ. of. 81/07/29. Ip. 09195:284. 


DOCKET 50-142 UCLA TRAINING REACTOR 
0. Adjudicatory correspondence 


8107020430 Informs that ASLB 810310 order did not grant motion to 
compel further answers to past interrogatories. in response 
to 810421 ltr. Order admonished licensee for less than frank 
Interrogatory responses. Related correspondence. 

WOODS, G. R. California, Univ. of, Los Angeles. 81/05/01. 2pp. 
08952:361. 


8107010366 Request for suspension of remaining discovery schedule w/ 
intent of issuing new schedule. Applicant can then await ASLB 
ruling on util protective order request before making 
required response to intervenor followup questions. 

CORMIER, W. H. California, Univ. of, Los Angeles. 81/06/19. 4pp. 
08911:340. 


8107010405 Order directing WH Cormier to furnish within 10 days 
affidavit as to whether article in 810626 SCIENCE, Vol 212, 
accurately reports interview. 

BOWERS, E. S. Atomic Safety and Licensing Board Panel. 81/06/25. Ip. 
08914:335. 


8107020288 Informs NRC of more appropriate description for Univ Council 
on Educational Development Committee. Council is faculty 
committee of academic senate which has student 
representatives. 

CORMIER, W. H. California, Univ. of, Los Angeles. 81/06/25. Ip. 
08926: 354. 


8107080206 Response in opposition to applicant motion to compel 
further answers to applicant first set of interrogatories. 

No addl info possessed it requests are overbroad it vague. 
Certificate of Svc end. 

POLLOCK, M. Committee to Bridge the Gap. 81/06/29. 11pp. 

08962: 134. 


8107100016 Supplemental responses to intervenor second set of 
interrogatories. Info re class use of facility it Certificate 
of Svc end. 

W00D6, 0. R. California, Univ. of, Los Angeles. 81/06/29. 19pp. 

08988: 333. 


8107100175 Response to Committee to Bridge the Gap 810612 motion to 
compel further answers from applicant to intervenor second 
set of interrogatories, 810612 motion for protective order 
* 810526 request for documents. Certificate of Svc end. 

REIDHAAR, D. L. , WOODS, 0. R. , HELWICK, C. California, Univ. of, Los 
Angeles. 81/06/29. 30pp. 08992:060. 


8107080278 Answers to NRC 810610 second round of Interrogatories re 
proposed renewal of license. Affidavit it Certificate of Svc 
end. Related correspondence. 

POLLOCK, M. Committee to Bridge the Cap. 81/06/30. 4pp. 08973:285. 


8107080283 Responds to applicant request for change in discovery 
schedule. Request to submit followup questions to 810520 
answers to first set of interrogatories should be denied. 

Applicant failed to meet 810610 svc deadline. 

POLLOCK, M. Committee to Bridge the Gap. 81/06/30. 2pp. 08973:333. 


8107080330 Followup interrogatories to Univ of CA further answers to 
Committee to Bridge the Gap first set of interrogatories. 

Responses should include all info available to applicant. 

Certificate of Svc end. 

POLLOCK, M. Committee to Bridge the Gap. 81/07/01. 6pp. 08972:092. 


8107170200 Forwards WH Cornier affidavit in response to ASLB 810625 
order re article in SCIENCE. 

CORMIER, W. H. California. Univ. of. Los Angeles. 81/07/09. Ip. 
09052: 183. 


— 8107170202 Affidavit re article in SCIENCE. Artie le it declaration of svc 
enc 1. 

CORMIER, W. H. California, Univ. of, Los Angeles. 81/07/09. 10pp. 

09052: 184. 


8107200270 Motion for reconsideration of certain portions of ASLB 
810701 protective order re second set of interrogatories, 
Contention VI, in particular 55a, b, c, 57e, 59 *< 60. Certificate 
of Svc end. Related correspondence. 

POLLOCK, M. Committee to Bridge the Gap. POLLOCK, M. Nuclear Law 
Center. 81/07/10. 7pp. 09074:281. 


8107200099 Order directing intervenor to update info requested per 
810612 motion to compel before ASLB ruling. Some items may 
be moot. Li censee must inform intervenor of efforts to 
furnish further info. 

BOWERS, E. S. Atomic Safety and Licensing Board Panel. 81/07/15. 
2pp. 09069:134. 


8107220253 Advises of 810623 notification of changes to svc list. 
Requests changes be made as soon as possible to avoid 
delays in proceeding. 

POLLOCK, M. Committee to Bridge the Gap. POLLOCK, M. Pollock, M. 
81/07/15. Ip. 09118:117. 


8107220283 Clarifies 810513 motion for sanctions re reimbursement of 
reasonable expenses by intervenor due to applicant failure 
to comply w/ASLB orders. Intervenor made three motions to 
compel, tak ing 8 months it imposing substantial burden. 

POLLOCK, M. Committee to Bridge the Gap. POLLOCK, M. Pollock, M. 
81/07/15. 4pp. 09119:065. 


8107220272 States univ position re intervenor request to qualify 
Hirsch as expert interrogator it schedule for summary 
disposition motions. Hirsch qualifications are vague & 
insufficient. Opposes intervenor request to delay proceeding. 
CORMIER, W. H. California, Univ. of, Los Angeles. 81/07/16. 2pp. 
09119:063. 


8107220148 Order denying UCLA request for motion to compel further 
answers from Committee to Bridge the Gap on Interrogatories 
19,23,34 it 39. No justification for such radical departure 
from normal discovery. 

BOWERS, E. S. Atomic Safety and Licensing Board Panel. 81/07/20. 

3pp. 09118:034. 

8107280228 Motion for extension until 810730 to respond to UCLA 810724 
response to D Hirsch qualif ications as expert interrogator. 
Certificate of Svc end. 

WOOEHEAD, C. P. Hearing Branch 3. 81/07/24. 3pp. 09173:303. 


DOCKET 50-148 UNIV. OF KANSAS RESEARCH REACTOR 


F. Security, medical, emergency it fire protection plans 


8107140426 Requests that response time to NRC 810701 ltr concerning 
physical security plan be extended to 810915. 

RQS90N, H. F. Kansas, Univ. of. 81/07/08. Ip. 09013:338. 


8107080305 Responds to 810616 request for addl info re D Hirsch 
educational & prof qualifications to serve es expert 
interrogator. W/Certif icete of Svc. 

HIRSCH, D. Committee to Bridge the Gap. 81/06/30. 3pp. 08972:025. 


—8107080310 Attests to D Hirsch prof standing in organiiation 8* 
technical expertise re small nuclear research reactors. 
NELSON, R.M. Los Angeles Federation of Scientists. 81/06/25. 
14pp. 08972:028. 


DOCKET 50-151 UNIV. OF ILLINOIS RESEARCH REACTOR 


P. Operating license stage documents fc correspondence 


8107210549 Notification of 810721 meeting w/Univ of IL in Urbana. IL for 
project manager to meet licensee staff 8» view facilities. 

CARTER, R. E. Standard i xation It Special Projects Branch. Bl/07/13. 

Ip. 09110:340. 
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DOCKETED ITEMS 


DOCKET 50-155 BIO ROCK POINT NUCLEAR PLANT 


F. Security, medical, emergency & fire protection plans 


8107170250 Requests info on logistic support available at licensed 
activity sites prior to implementation of nationwide 
emergency notification sys. Coordination of actions to 
upgrade sys w/te lecommunicat ion planning personnel proposed. 

KEPPLER, J. G. Region 3. Chicago. Office of the Director (Bl/03/01). 
81/06/19. 7pp. 09058:213. 


8107210200 Requests confirmation by 810724 that means have been 
established for alerting it instructing public uiithin plume 
exposure emergency planning zone in event of emergency . per 
1OCFR50. App E requirement. 

KEPPLER, J. G. Region 3* Chicago, Office of the Director <81/03/01). 
81/07/01. 2pp. 09102:071. 


B107070365 Informs that Deferral Request 7 requests interim relief from 
IMURE0-0654 requirements re meteorological data & immediate 
warning until NRC probabilistic risk assessment review is 
complete. 

HOFFMAN, D. P. Consumers Power Co. 81/07/03. Ip. 08942:053. 


8107140363 Provides correction to min on-shift description of 
notification/communications responsibility submitted in 
810622 ltr in response to Generic Ltr 81-10, NUREG-0654 it 
NUREG-0737, Item I. A. 1.3 re shift manning. 

HOFFMAN, D. P. Consumers Power Co. 81/07/07. 2pp. 09014:014. 


8107290002 Generic Ltr 81-27: requests that all emergency plans & 
implementing procedures be submitted w/pages marked to 
reflect privacy & proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT, D. G. Division of Licensing. 81/07/09. 5pp. 09189:059. 


8107200362 Advises that licensees must submit three copies of emergency 
plans, procedures & revisions to NRC regional ofc. All copies 
should be sent to Region 3 incident response ctr. 

KEPPLER, J. g. Region 3, Chicago, Office of the Director (81/03/01). 
81/07/10. 2pp. 09070:215. 


8107290161 Forwards request for addl info re Unresolved Safety Issue 
A-44, station blac kout. Questionnaire in tabular form for 
1976-80 should be filled in it returned. Plant-spec if ic LER 
documentation end. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 81/07/20. 51pp. 

09190:269. 


8107270102 Notification of 810728 forthcoming site visit to uialkdown & 
discuss plant areas involved in licensee proposed alternate 
shutdown capability for fire protection purposes. 

PAULSON, W. A. Operating Reactors Branch 5. 81/07/23. 2pp. 

09163:334. 


©. Adjudicatory correspondence 


8107020286 Motion to strike intervenors Christa-Maria, Mil Is it Bier 
810417 petition, O'Neill 810419 motion it J Leithauser 810423 
motion. Pleadings are unauthorized it do not warrant review of 
A8L.B decision by Commission. Certificate of Svc end. 

OALLO, J. , THORNTON, P. Consumers Power Co. 81/05/04. 11pp. 

08933:322. 


8107010378 Motion for 2-wk extension until 810714 to respond to 
Christa-Maria request for preparation of EIS to permit 
thorough & adequate response. Extension will have no schedule 
impact. Certificate of Svc end. 

THORNTON, P. Consumers Power Co. THORNTON, P. Isham, Lincoln it 
Beale. 81/06/22. 5pp. 08911:353. 


8107010392 Order granting applicant extension of time until 810714 in 
which to answer intervenor Christa-Maria request for 
preparation of EIS. 

P 08914°* H ‘ Atomic Safat ¥ Licensing Board Panel. 81/06/26. 2pp. 


8107020481 Order granting NRC extension until 810720 to answer 
intevinor Christa-Maria request for preparation of EIS. 

08934- 2 H ' Atomic Sa * at « and Licensing Board Panel. 81/06/30. Ip. 


8107210094 Response in opposition to intervenors Christa-Maria, et al 
request for preparation of EIS Sc for time to reply to 
filings of other parties. Certificate of Svc end. 

MOORE, J. E. Hearing Branch 2. 81/07/17. 16pp. 09104:089. 


P. Operating license stage documents & correspondence 


8107300075 Forwards safety evaluation re environ qualification of 
safety-related electrical equipment & nonproprietary rept, 
"Equipment Environ Gual if ication, Big Rock Point Plant." 

Response to safety evaluation due within 90 days. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 81/05/28. 5pp. 

09216:335. 


— 8107300078 Safety evaluation re environ qualification of safety-related 
electrical equipment finding no outstanding items that 
require immediate corrective action. Deficient items 
replaced . Equipment qualified for low probability events. 

* Office of Nuclear Reactor Regulation, Diractor. 81/05/28. 

33pp. 09216:340. 


— 8105200210 Nonproprietary version of "Equipment Environ Qualification, 
Big Rock Point," final technical evaluation rept. 

CRANE, C. J. Franklin Institute/Franklin Research Center. 

NRC-03— 79-1 1 8. TER-C 5257- 198. 81/05/18. 200pp. 09217:011. 


8107310298 Forwards safety evaluation re licensee responses to 780829 & 
800110 Generic Ltr 81-24, Mult i-Plant Issue B-56, re control 
rod failure to fully insert. Maint problem can be corrected 
by control rod drive overhaul during outage. 

EISENHUT, D. 0. Division of Licensing. 81/06/15. Ip. 09222:357. 


8107060524 Forwards safety evaluation of NUREG-0737, Item II. K.. 3. 20, 
"Loss of Svc Water for Big Rock Point. " Accepts consequences 
in event of offsite power loss except for cooling loss to 
recirculation pump seals. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 81/06/16. 7pp. 

08959: 187. 


8107070546 Provides guidance re SEP topic format for DBE reviews per 
NRC Mar 1981 draft evaluation. Stresses flexibility in 
following rept format. Comp lete topic reviews will greatly 
facilitate final safety evaluation issuance. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 81/06/23. 3pp. 

08964:336. 


8107150312 Forwards page changes to 810528 safety evaluation for 
environ qualification of saf ety-related electrical 
equipment. Changes are result of inconsistencies between 
safety it technical evaluations. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 81/06/23. 9pp. 

09049: 018. 


8107060220 Forwards util evaluation of SEP Topic XV-19 re loss of 
coolant accident resulting from spectrum of postulated 
piping breaks within reactor coolant pressure boundary. 

VINCENT, R. A. Consumers Power Co. 81/06/29. 4pp. 08890:128. 


8107060208 Responds to Generic Ltr 81-04 re implementation of 
NURED-0313, Revi sion 1. Efforts to confirm conclusion that 
facility does not have stress threshold levels necessary for 
intergranular stress corrosion cracking being pursued. 

HOFFMAN, D. P. Consumers Power Co. 81/06/30. 5pp. 08890:112. 


8107060160 Forwards evaluation of SEP Topic XV-13, "Spectrum of Rod 
Drop Accidents <BUR> - Sys Sc Radiological Portions." 

Based on evaluation of in-sequence control rod drop accident 
<RDA),no fuel failure due to RDA expected. 

* Consumers Power Co. 81/07/01. 12pp. 08889:041. 


8107070238 Forwards response to Generic Ltr 81-07 per NUREG-0612 re 
control of heavy loads. Evaluation indicated no formal 
definition for safe shutdown equipment. Reg Guide 1.29 
criteria used to develop list of necessary items. 

HOFFMAN, D. P. Consumers Power Co. 81/07/01. 18pp. 08940:273. 


8107070355 Forwards evaluations of SEP Topics XV-16 re radiological 
consequences of failure of small lines carrying primary 
coolant outside containment, XV-18 re consequences of main 
steam line failure St XV-19 re LOCA from piping breaks. 

HOFFMAN, D. P. Consumers Power Co. 81/07/01. 44pp. 08941:271. 


B1 2T5??2 90 Rft *P° n * a in opposition to intervenors Christa-Mar ia, et al 
B10615 request for preparation of EIS. Request lacks 
discretion. Certificate of Svc end. 

SSVii'i.' THORNTON, P. Consumers Power Co. 81/07/14. 21pp. 

09129:271 r 


8107080264 Forwards evaluation of SEP Topic XV-13 Sc proprietary 
XN-NF-78-51, "Exxon Nuclear Control Rod Drop Accident 
Analysis for Big Rock Point. " Rept withheld 
(ref 10CFR 2. 790). Affidavit for withholding end. 

VINCENT, R. A. Consumers Power Co. 81/07/01. 14pp. 08966:346. 


DOCKETED ITEMS 
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8107090158 Forwards util evaluation for SEP Topic XV-20 re radiological 
consequences of fuel damaging accidents. Previous analyses 
are acceptable it in conformance w/current NRC criteria. 

VINCENT* R. A. Consumers Power Co. 81/07/03. 2pp. 08981:078. 


8107310055 Generic Ltr 8 1-23 A to all licensees & CP holders. advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation* per Generic Ltr 81-23* are unnecessary. 

EISENHUT* D. G. Division of Licensing. 81/07/06. 6pp. 09222:215. 


8107130037 Notification of 810709 meeting w/util in Bethesda*MD to 
discuss licensee seismic evaluation program per SEP Topic 
III-*. 

PAULSON, W. A. Division of Licensing. 81/07/07. 2pp. 09024:031. 


8107130417 Requests 810715 meeting in Bethesda.MD for utils to present 
positive indications of commitments to provide sufficient 
resources to support proposed SEP redirection approach & to 
complete SEP topic assessments per end schedules. 

EISENHUT, D. G. Division of Licensing. 81/07/07. 42pp. 08997:207. 


8107210440 Forwards request for addl info re adequacy of station 
electric distribution voltages it degraded grid protection. 
Response should be submitted within 45 days of receipt of 
ltr. 

CRUTCHFIELD* D. Operating Reactors Branch 5. 81/07/07. 7pp. 

09108: 302. 


— 8107310386 Nonproprietary version of "Exxon Nuclear Control Rod Drop 
Accident Analysis for Big Rock Point*" June 1981. 

FEUERBACHER* R. Exxon Nuclear Co.* Inc. (subs, of Exxon Corp. ). 
XN-NF-7B-5HNP). 81/06/30. 41pp. 09220:108. 


8107300012 Discusses end proposed seismic reanalysis program for SEP 
Topic II 1—6 it describes work completed to date. Analyses 
verify seismic resistance of sys & structures installed. 

VINCENT, R. A. Consumers Power Co. 81/07/27. 11pp. 09191:008. 


Q. Inspection reports, IE Bulletins & correspondence 


8107140574 Forwards IE Insp Rept 50-155/81-07 on 810509-0612. No 
noncompliance noted. 

HEISHMAN* R. F. Division of Resident it Project Inspection. 81/06/29. 
2pp. 09015:073. 


--8107140580 IE Insp Rept 50-155/81-07 on 810509-0612. No noncompliance 
noted. Major areas inspected: operational safety verification* 
surveillance ob servation* maint & independent insp. 

WRIGHT* G.C.* PARKER* ME.* BOYD* D, C. Reactor Projects Section 1A. 
81/06/26. 4pp. 09015:075. 


8107240306 Advises that IE Info Notice 81-19* "Lost Parts in Primary 
Coolant Sys* 11 was forwarded to listed utils. 

* Region 3* Chicago* Office of the Director (81/03/01). 81/07/06. 

ip. 09148:203. 


8107140695 Responds to Generic Ltr 81-01 re qualification of insp, exam 
& testing & audit personnal* per NRC 810504 request. 

Implementation of requirements per Reg Guides 1. 146 & 1. 58 
will be completed by 830101. 

HOFFMAN, D. P. Consumers Power Co. 81/07/09. Ip. 09017:140. 


8107200402 Notifies that IE Info Notice 81-19* "Lost Parts in Primary 
Coolant Sys," was sent to listed utils on 810706. 

CARROLL* D. E. Word Processing it Document Control Section. 81/07/07. 
2pp. 09073:323. 


8107160167 Forwards updated response to NUREG-0737, provid ing status 8c 
schedule of util efforts to address items. Updated responses 
can be inserted into 801219 submittal. Changes re commitment 
dates in 810331 submittal discussed. 

HOFFMAN, D. P. Consumers Power Co. 81/07/09. 45pp. 09045:345. 


8107160186 Forwards addl info re SEP Topics III-2*III-7B 8< III-6 per 
NRC 810617 request. List of equipment weights 8c drawing index 
end. Seventy-one oversize drawings enc 1. Aperture cards are 
be available in PDR. 

VINCENT, R. A. Consumers Power Co. 81/07/09. 10pp. 09041:128. 


8107160230 Requests addl info to continue review of SEP Topics 1 1-3. A* 
hydrologic description Sc II-3. B* flooding potential Sc 
protection requirements. Response due within 30 days. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 81/07/10. 3pp. 

09045: 337. 


8107220149 Forwards "Plant Transient Analysis of Big Rock Point Nuclear 
Reactor." Rept contains evaluation of SEP Topics XV-l,XV-3, 

XV-4* XV— 5* XV— 7 Sc XV-9. Implementation of mods contingent 
upon NRC probabilistic risk assessment. 

VINCENT, R. A. Consumers Power Co. 81/07/15. 2pp. 09117:137. 


— 8107220158 "Plant Transient Analysis of Big Rock Point Nuclear 
Reactor. " 

* Consumers Power Co. 81/07/31. 154pp. 09117:139. 


8107140567 Ack receipt of 810629 ltr informing NRC of steps taken to 
correct violation noted in IE Insp Rept 50-155/81-05. 

HEISHMAN* R. F. Division of Resident Sc Project Inspection. 81/07/OB. 
Ip. 09015:085. 


— 8107140575 Responds to NRC 810527 ltr re violations noted in IE Insp 
Rept 50-155/81-05. Corrective actions: Master Training Plan 
revised to include requirements for special training 8< 
retesting of licensed operators. 

WITHROW* G. C. Consumers Power Co. 81/06/29. 4pp. 09015:086. 


8107150107 Advises that IE Circular 81-09* "Containment Effluent Water 
That Bypasses Radioactivity Monitor, " was sent to listed 
licensees on 810710. 

CARROLL* D. E. Word Processing 8< Document Control Section. 81/07/10. 
2pp. 09026:026. 


8107170236 Advises that IE Info Notice Bl-20, "Test Failures of 
Electrical Penetration Assemblies, " was sent to listed utils 
on 810713. 

CARROLL* D. E. Word Processing S< Document Control Section. 81/07/13. 
2pp. 09051:028. 


8107170245 Advises that IE Info Notice 81-20, "Test Failures of 
Electrical Penetration Assemblies," was forwarded to 
listed licensees. 

* Region 3* Chicago, Office of the Director (81/03/01). 81/07/15. 

Ip. 09051:001. 


8107220114 Forwards application for amend of License DPR-6 submitted as 
Tach Specs change request. Revision will provide snubber 
operability St surveillanca requirements in response to NRC 
810323 ltr. 

HOFFMAN* D. P. Consumers Power Co. 81/07/20. Ip. 09119:095. 


8107170251 Advises that IE Circular 81-09, "Containment Effluent Water 
That Bypasses Radioactivity Monitor* " was forwarded to 
listed licensees. 

* Region 3, Chicago* Office of the Director (81/03/01). 81/07/15. 

Ip. 09058:209. 


— 8107220117 Application for amend of License DPR-6 submitted as Tech 
Spec change request to formalize snubber operability St 
surveillance requirements. 

DEWITT, R.B. Consumer* Power Co. 81/07/20. 3pp. 09119:096. 


8107270216 Forwards response to NRC question re single-loop operation. 
Proposes new value of 20% for reduction of two-loop max 
average planar linear heat generation rate limits for 
Exxon fuel during single-loop operation. 

WITHROW* G. C. Consumers Powar Co. 81/07/22. 4pp. 09160:137. 


8103300402 IE Info Notice 81-21* "Potential Loss of Direct Access to 
Ultimate Heat Sink. " 

* Director's Office* Office of Inspection and Enforcement. 
81/07/21. 5pp. 09162:348. 


8107270246 Advises that IE Info Notice 81-21* "Potential Loss of Direct 
Access to Ultimate Heat Sink," was sent to listed licensees 
on 810721. 

CARROLL* D. E. Word Processing it Document Control Section. 81/07/21. 
2pp. 09160:112. 


8107300024 Forwards draft Vols 4 St 5 Sc apps of NUREG/CR-1582 re seismic 
hazard analysis. Repts served as theoretical basis for 
development of site-specific ground response spectra for 
eastern US 8EP plants in 810717 ltr. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 81/07/22. 700pp. 

09196: 059. 


8107310381 Forwards nonproprietary version of "Exxon Nuclear Control 
Rod Drop Accident Analysis for Big Rock Point, " June 1981 re 
8EP Topic XV— 13. 

VINCENT, R. A. Consumers Power Co. Bl/07/24. Ip. 09220:107. 


8107270218 Advises that IE Circular 81-12* "Inadequate Periodic Test 
Procedure of PWR Protection Sys* " was sent to listed 
licensees on 810722. 

CARROLL* D. E. Word Processing it Document Control Section. 81/07/22. 
2pp. 09160: 131. 


8107270253 Advises that IE Circular 81-12* "Inadequate Periodic Test 
Procedure of PWR Protection Sys* " was sent to listed 
licensees. 

4 Region 3* Chicago* Office of the Director (81/03/01). 81/07/24. 

ip. 09160:107. 
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8107280196 Notifies that IE Circular 81 - 11 , "Inadequate Decay Heat 
810724 DUrin9 R * act0,r Shutdown, " was sent to licensees on 

CARROLL, D. E. Word Processing Sc Document Control Section. 81/07/24. 
2 pp. 09169:010. 


— 8107140648 Environ rept for facility. 

* Dames & Moore. 81/05/12. 24pp. 09015:245. 


0. Adjudicatory correspondence 


8107280626 Advises that IE Circular 81-11, "Inadequate Decay Heat 
Removal During Reactor Shutdown, " has been forwarded to 
listed licensees. 

* 3 ' Chic *flO' Office of the Director (81/03/01). 81/07/24. 

ID. OV1B1 ■ OOl 


8107020518 Request to waive application of concentration & dose 
levels in 10CFR20, Apps B Sc C because of reactor proximity 
to densely populated area. 

ENTWISLE, E. B. Citizens for Nuclear Reactor Safety, Inc. 
ENTWISLE, E. B. Entwisle, E. B. 81/04/14. 2pp. 08934:338. 


?' occurrenc «S' LERs & related correspondence 


8107160336 Forwards LER S1-010/03L-0. 

WITHROW, 0. C. Consumers Power Co. 81/06/11. 


Ip. 09034:093. 


^ Bl-°10/ 0 3L- 0: on 810516, check valve CV4094 closing time 
exceeded Tech Specs limit. Cause unknown. Investigation will 
be made during future outage. Valve operating cylinder & 
external linkage hinge points lubricated & retested. 

* Consumers Power Co. 81/06/11. Ip. 09034:094. 


81 2r522S2 5 Forward * LERs B1-011/03L-0 S, 81-012/03L-0. 

WITWQW, ©. C. Consumers Power Co. 81/07/09. ip. 09069:074. 


8107200087 LER 81-01 1 /03L-0: on 810612, vacuum relief capability for 
containment bldg exhaust loop was inoperable on 810612, 16 
« 18. Cause not stated. 

* Consumers Power Co. 81/07/09. Ip. 09069:075. 


— 8107020519 Statement of position supporting admission of unstipulated 
Contentions 1 & 2 re accidents. Contention 3 re testing 
fac i lity . Contention 4 re siting, Contention 5 re routine 
emissions St Contention 6 re security. 

ENTWISLE, E. B. Citizens for Nuclear Reactor Safety, Inc. 

ENTWISLE, E. B. Entwisle, E. B. 81/04/14. 6pp. 08934:340. 


8107020415 Forwards position of petitioner on unstipulated contentions, 
petition for waiver of commission regulations, amend to 
unstipulated contentions, applicant environ release rept St 
ref citation as requested. W/o ends. 

ENTWISLE, E. Entwisle, E. B. ENTWISLE. E. Defense, Dept, of , Defense 
Nuclear Agency. 81/05/05. Ip. 08936:277. 


8107020517 Amends to unstipulated Contention 5 re routine emissions 
to clarify bases offered in support St correct citation date 
error. Certificate of Svc end. 

ENTWISLE, E. B. Citizens for Nuclear Reactor Safety, Inc. 

ENTWISLE. E . B . Entwi s 1 e, E. B. 81/05/05. 3p p . 08934: 346. 


8107200090 LER 81-012/03L-0: on 810615, special timing test revealed 
closure time of valve CV4095 to be between 8 S< 11-s, above 
Tech Spec limit of 6-s. Exact cause not determined. Valves 
replaced .w/valves having increased exhaust capability. 

* Consumers Power Co. 81/07/09. Ip. 09069:076. 


8107300148 Forwards licensee environ rept St SAR. Environ rept suppls 
EIA data previously submitted. SAR supersedes previously 
submitted hazard summary rept. 

BAChMANN, R. 0. Office of the Executive Legal Director. 81/07/27. 
Ip. 09195:036. 


81072A0378 Forwards LER B1-013/03L-0. 

VINCENT, R. A. Consumers Power Co. 81/07/16. Ip. 09141:189. 


— 810TO40383 LER ai- 0 13/0 3L - 0:o n 810617, reactor deprestur ization sys loo| 
B was removed from svc to check inverter power supply. Caused 
by defective electronic components in non-essential 
synchronizing c ircuit. Components will be replaced 
* Consumers Power Co. 81/07/16. Ip. 09141-190 


V. Operator Examinations 


K. Utility Final Safety Analysis Report < FSAR ) * amends 


8107140670 Forwards updated SAR for review. Rept supersedes revised 
final safeguards rept Sc all subsequent amends. 

TYLER, P. E. Defense, Dept, of. Defense Nuclear Agency. 81/07/10. Ip. 
09018:001. 


—8107140676 SAR for Armed Forces Radiobiological Research Inst TRIGA 
reactor facility, License R-84. 

* Dames Sc Moore. 81/05/12, 175pp. 09018:002. 


URtUt * d re *P° n * a to NURE0-0737, providing status 
schedule of util efforts to address items. Updated responses 
int ° 801219 *ubmittal. Changes re commitment 
dates in 810331 submittal discussed. 

HOFFMAN, D. P. Consumers Power Co. 81/07/09. 45pp. 09045:345. 


0. Inspection reports, IE Bulletins St correspondence 


8107100244 Forwards IE Insp Rept 50-170/81-01 on 810422-24. No 
noncompliance noted. 

BRUNNER, E. J. Projects Branch 1. 81/06/23. 2pp. 08995:048. 


OEOROIA INST - 0F TEC H. RESEARCH REACTOR 
R ‘ P *T*i odic operating reports St related correspondence 

al NRC 9 reJlest TU,aTd * aTmUal °P aratiT1 B nepts for 1978-80, in response to 
08981^114 R ‘ 8 ' ®* orB:ll, In *titute of Technology. 81/06/30. Ip. 

—8107090163 Annual operating rept for 1980. 

0898 i A U 5 R ' S ' J n*titute of Technology. 81/03/13. 8pp. 


8107090166 Annual operating rept for 1979. 

oS81^123 R ’ S ’ 0#Orfli * In » titu * a of Technology. 80/02/28. 7pp. 


8107100245 IE Insp Rept 50-170/81-01 on 810422-24. No noncompliance 
noted. Major areas inspected: licensee action on previously 
identified enforcement items, review of operations St followup 
on regional ofc circular. 

. ROTH, J. , CROCKER, H, W. Fuel Facility Projects Section. 81/06/18. 
5pp. 08995:050. 


DOCKET 50-171 PEACH BOTTOM ATOMIC POWER STATION. UNIT 1 


H. General correspondence 


8107210324 Advises of desire to remain on correspondence list re 
facility, per NRC 810708 communication. 

HOVIS, R. L. 8tock St Leader. 81/07/17. ip. 09104:187. 


—8107090169 Annual 
KIRKLAND, R. 8. 
08981: 130. 


operating rept for 1978. 

Georgia Institute of Technology. 


79/03/07. 


7pp. 


DOCKET 50-182 PURDUE UNIV. RESEARCH REACTOR 
V. Operator Examinations 


DOC KE T 50 -17° NATIONAL NAVAL MEDICAL CENTER 

C. Utility Env ironm ental Report <ER>, amends St correspondence 


rarss n, o « fc Of operator 

requal ification program for two senior operators. Both 

ar# ffl *"»b*Ts of committee on reactor operations. 
STANSBERRY, E. R. Purdue Univ. 81/07/20. ip. 09172:308. 


• nviron ra P* for Armed Forces Radiobiology Research 
i»llI! I 5 A / ,aet0r facll4t « u^er License R-84. Rept 

f0r r,vl *“ * incorporation into docket as part of 
Tvi*» r o h r#actor nmlieensing effort. 

09015:244 D#F#nta ' of, Defense Nuclear Agency. 81/07/19. Ip. 
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DOCKET SO-1B3 VALLECITQS EXPERIMENTAL SUPERHEAT REACTOR 


G. Adjudicatory correspondence 


8107170273 Requests info re public safety concerns for use in possible 
upcoming facility relicensing hearings. 

WILLIAMS, P. Public Interest Research Group* California. 81/07/10. 
2pp. 09205: 333. 


Q. Inspection reports* IE Bulletins tt correspondence 


8107270227 Forwards IE Insp Repts 50-018/81-01,50-070/81-02. 
50-073/81-02 it 50-183/81-01 on B10513-1S, 18,20 & 0604 8< 
notice of violation. 

SPENCER, G. S. Division of Technical Inspection. 81/07/08. 2pp. 
09160:031. 


— 8107270232 IE Insp Repts 50-018/81-01,50-070/81-02,50-073/81-02 & 
50-183/81—01 on 810513-15,18,20 & 0604. Noncompliance noted: 
measurements of airborne radioactive matls not performed 
prior to or during cleaning GETR tank on 810307. 

NORTH, H. S. Radiological Safety Branch. WENSLAWSKI, F. A. Reactor 
Radiation Protection Section. ZWETZIG, G. B. Reactor Projects 
Section 2. Bl/07/08. 19pp. 09160:035. 


DOCKET 50-184 NATIONAL BUREAU OF STANDARDS REACTOR 


Q. Inspection reports, IE Bulletins it correspondence 


8107100196 Forwards IE Insp Rept 50-184/81-01 on 810422-23. No 
noncompliance noted. 

BRUhNER, E. J. Projects Branch 1. 81/06/24. 2pp. 08993:146. 


—8107100199 IE Insp Rept 50-184/81-01 on 810422-23. No noncompliance 
noted. Major areas inspected: review of operations 8c followup 
on bulletins. 

ROTH, J. , CROCKER. H. W. Three Mile Island Resident Section. 
81/06/23. 4pp. 08993:148. 


8. Reportable occurrences, LERs 8< related correspondence 


8107280222 P NO- I -81 -082: on 810717, valve in injection fill line failed 
to seat fully resulting in slow draining into storage tank. 

On 810719, sample valve left open resulting in draining 
moderator. 

LAZARUS, W. , GREENMAN, E. , BRUNNER, E. Region 1, Philadelphia, Office 
of the Director (81/03/01). 81/07/22. 2pp. 09172:222. 


DOCKET 50-186 UNIV. OF MISSOURI RESEARCH REACTOR 


S. Reportable occurrences, LERs 8c related correspondence 


8107240146 RO: on 810601, during semiannual compliance check, low flow 
scram set point on pool coolant flow instrument 921B was 
below Tech Specs. Seram trip unit replaced & compliance check 
performed. 

BRUGGER, R. M. Missouri, Univ. of, Rolla. 81/06/29. 2pp. 09138:133. 


DOCKET 50-201 WEST VALLEY REPROCESSING PLANT 


H. General correspondence 


8107230381 Requests that study of geology of burial ground be made 
both before St during drillings. Study should include 
systematic, detailed survey of area to eliminate previous 
confusion. 

HAMILTON, M. Sierra Club. 81/06/03. 2pp. 09145:102. 


8107060093 Responds to 810501 request for info re NRC research programs 
at Nest Valley burial grounds. Research program project 
summary, describing program it providing budgetary info, end. 

HAUGHNEY, C . J. Advanced Fuel it Spent Fuel Licensing Branch. FIN 
B-6008. 81/06/09. 4pp. 08957:293. 


P. Operating licanse stage documents 8 < correspondence 


8107220408 Expresses concern that method of sampling sand license is 
inadequate in response to 810427 ltr. Further info re 
expanded research program in area of licensed burial ground 
requested. 

HAMILTON, M. Sierra Club. 81/05/01. 2pp. 09133:176. 


8107290011 Requests addl info re expanded research program in area of 
NRC licensed burial ground, per NRC 810427 ltr.Backhoe method 
of sampling is inadequate to demonstrate either depth or 
extent of sand lense. 

HAMILTON, M, Sierra Club. 81/05/01. 2pp. 09189:052. 


8107200518 Raises no objections to Rockwell Hanford Operations plans to 
carry out NRC program for insp $< evaluation of NFS West 
Valley high level waste storage facilit ies. In future 
permission will have to be obtained from DOE. 

LAROCCA, J. L. New York. State of. 01/06/08. Ip. 09079:351. 


Q. Inspection reports, IE Bulletins 8c correspondence 


8107080365 Forwards IE Insp Rept 50-201/81-03 on 810422-24 it notice of 
vio lation. 

JOYNER. J. H. Technical Inspection Branch. 81/06/16. 2pp. 

00973:07 7. 


— 8107080371 Notice of violation from insp on 810422-24. 

JOYNER, J. H. Technical Inspection Branch, 81/06/16. Ip. 
08973: 079. 


— 8107080379 IE Insp Rept 50-201/81-03 on 810422-24. Noncomp 1 iance noted: 
backup employee failed to sign special work permit for 
calibr of instrument lube valves. 

CLEMONS, P. , KNAPP, P. J. Facility Radiological Protection Section. 
81/06/15. 6pp, 08973:080. 


R. Periodic operating reports & related correspondence 


81Q72K>341 Forwards "Quarterly Rept for Jan-Mar 1981” per Paragraph 
5C<4) of Provisional License CSF-1. 

DUCKWORTH, J. p. Nuclear Fuel Services, Inc. (subs, of Getty Oil Co. ). 
81/04/22. Ip. 09123:347. 


— 8107220345 "Quarterly Rept for Jan-Mar 1981. " Rept contains info re low 
level ef fluents, gaseous eff luents, surveil lance tests, low 
level liquid waste treatment plant performance 8< radwaste. 

* Nuclear Fuel Services, Inc. (subs, of Getty Oil Co. >. 81/04/20. 

12pp. 09123:348. 


B107160621 Forwards SPDES discharge monitoring rept for Apr 1981, 

DUCKWORTH, J. P. Nuclear Fuel Services, Inc. (subs, of Getty Oil Co.). 
S 1/05/21. 8pp. 09061:073. 


8107280432 Forwards results & flow measurements for May 1981. 

DUCKWORTH, J. P. Nuclear Fuel Services, Inc. (subs, of Getty Oil Co.). 
81/06/15. Ip. 09180: 159. 


— 8107280435 "SPDES-Discharge Monitoring Rept. " for May 1981. 

DUCKWORTH, J. P. Nuclear Fuel Services, Inc. (subs, of Getty Oil 
Co.). 81/06/15. 6pp. 09180:160. 


V. Operator Examinations 


8107160015 Confirms info provided in 810701 tele on. Wri tten re-exam for 
plant-wide operator candidate RJ Miller will be on 810728. 

RJ Miller is exempt from walk-thru part of exam due to 
favorable exam results on 810326. 

TING, W. W. Advanced Fuel & Spent Fuel Licensing Branch. 81/07/01. 

Ip. 09061:316. 


DOCKET 50-206 SAN ONOFRE NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency it fire protection plans 


8107020277 Forwards corrective actions to address FEMA 810603 
determinations re status of state it local emergency 
preparedness. Full operation of health physics computer 
projected by Jul 1982. 

BASKIN, K. P. Southern California Edison Co. 81/06/26. 7pp. 
08935: 326. 


8107020429 Releases public version of util response to NRC comments on 
emergency plan. 

FELTON, J. M. Division of Rules and Records. 81/06/26. Ip. 

07806: 001. 


— 8107020431 Forwards public version of response to NRC 810319 comments 
on emergency plan. Page changes to plan Sc initial 
notification forms end. 

BASKIN, K. P. Southern California Edison Co. 81/05/29. 23pp. 

07806: 001. 
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8107130004 Releases public version of draft emergency plan for 
facility. 

FELTON, U.M. Division of Rules and Records. 81/06/29. Ip. 
07806: 001. 

— 8107130007 Forwards public version of draft emergency plan for 
f ac i 1 i ty . 

BASKIN* K. P. Southern California Edison Co. 81/01/02. 2pp. 
07806: 00 1 . 


8107290276 Forwards listings of CA residents who have filed petitions 
re plant seismic issue. First listing is alphabetical; second 
listing is chronological ui/addresses. B McMullin 800508 ltr 

SMITH* H. Operating Reactors Branch 5. 81/07/15. Ip. 09207:140. 


— 8107290278 Requests initiation of proceeding to suspend or revoke OL. 
Cites seismic dangers to public health & safety. 

MCMULLIN* B. Affiliation Unknown. 80/05/08. 43pp. 09207:141. 


— 8107130009 Public version of draft emergency plan. 

# Southern California Edison Co. 81/01/02. 150pp. 


07806: 001. 


8107150234 Advises recipients of IE info notices* circulars it bulletins 
of issuance of RH Engelken 810701 ltr to all licensees re 
demonstration of establishment of emergency alert methods. 

* Region 5* San Francisco* Office of the Director (81/03/01). 
81/07/01. Ip. 0902B: 218. 


8107140358 Notifies that response to 810225 request for assesi 
emergency procedures it training for station blackout events 
will be de layed. Delay caused by manpower required to return 
unit to operation after extensive mods. New date is 810717. 
MOODY* W. C. Southern California Edison Co. 81/07/02. Ip. 
09013: 357. 


I. Financial information 


8107230187 Forwards Annual Financial Repts 1980. 

BASKIN* K. P . Southern California Edison Co. 81/07/15. Ip. 
09129: 293. 


— 8107230191 Annual Financial Rept 1980. 

AULEN* H. P. * GOULD* W. R. Southern California Edison Co. 81/02/19, 
40pp. 09129:294. 


—8107230194 Annual Financial Rept 1980. 

* San Diego Gas it Electric Co. 81/07/15. 33pp. 

P. Operating license stage documents & correspondence 


09129:338. 


8107230368 Forwards questionnaire re Unresolved Safety Issue A-44 
concerning station blackout. Requests response & review of 
end LER documentation within 90 days to allow NRC to meet 
schedule requirements for resolution of issue. 

CRUTCHFIELD* D. Operating Reactors Branch 5. Bl/07/09. 19pp. 

09143: 312. 


8107300081 Forwards safety evaluation re environ qualification of 
safety-related electrical equipment & nonproprietary rept 
"Equipment Environ Qualif ication* San Onofre Station Unit 1." 
Response to safety evaluation due within 90 days. 

CRUTCHFIELD. D. Operating Reactors Branch 5. 81/06/02. 4pp. 

09215: 168. 


— 8107230370 Forwards completed questionnaire re standby diesel generator 
reliabi 1 ity. „ „ . 

BASKIN* K. P. Southern California Edison Co. 78/01/19. 4pp. 

09143: 331. 


8107290002 Generic Ltr Sl-27: requests that all emergency plans it 
implementing procedures be submitted w/pages marked to 
reflect privacy & proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT* D. G. Division of Licensing. 81/07/09. 5pp. 09189:059. 

8107300195 Forwards emergency planning info for placement in LPDR. W/o 
8106290415. 

SOUDERiJ, L. Division of Rules and Records. 81/07/16. Ip. 
09207:291. 


8107280475 Summariies results re implementation of emergency procedures 
it training programs for improving station blackout events* 
per NRC 810225 request. 

BASKIN* K. P. Southern California Edison Co. 81/07/21. 2pp. 

09174:353. 


8107310225 Forwards emergency planning info for placement in LPDR. W/o 
8107020431. 

SOUDER.J. L. Division of Rules and Records. Bl/07/21. Ip. 
09222:311. 


G. Adjudicatory correspondence 


8107090291 Answer that petitioners do not object to NRC 810629 motion 
for leave to defer response to 810622 petition until 810731. 
Certificate of Svc end. 

REYNOLDS* N. 8. Commonwealth Edison Co. 81/07/07. 3pp. 08984:117. 


8107270170 Forwards order confirming licensee commitments to 
TMI—related requirements contained in NUREG-0737. 

CRUTCHFIELD* D. Operating Reactors Branch 5. 81/07/07. 2pp. 

09165: 324. 


— 8107300083 Safety evaluation re environ qualification of safety-relat 
electrical equipment finding no outstanding items that 
require immediate corrective action. Defic lent items 
replaced . Equipment qualified for low probability events. 

* Office of Nuclear Reactor Regulation* Director. 81/06/02. 

30pp. 09215:172. 


—8104090625 Nonproprietary version of “Equipment Environ Qualification 
San Onofre Unit 1*" technical evaluation rept. 

CRANE* C. J. Franklin Institute/Franklin Research Center. 

NRC-03-79-1 18. TER-C 5257- 179. 81/04/06. 175pp. 09215:202. 


8107020336 Forwards 760121 memo entitled "Concentration of Boric Acid 
in Reactor Vessel During Long-Term Cooling - Method for 
Reviewing App K Submittals* " referenced in NRC evaluation of 
SEP Topic IX-4 re boron addition sys. 

CRUTCHFIELD* D. Operating Reactors Branch 5. 81/06/23. 6pp. 

08936: 290. 


8107070559 Submits page changes to 810602 safety evaluation for environ 
qualif ication of safety-related electrical equipment. Changes 
result from identification of inconsistencies between safety 
evaluation it technical evaluation rept. 

CRUTCHFIELD* D. Operating Reactors Branch 5. 81/06/23. 8pp. 

08964: 319. 


8107090093 Provides guidance re SEP topic format for design basis evenl 
reviews per NRC Mar 1981 draft evaluation. Stresses 
flexibility in following rept format. Comp let# topic reviews 
will greatly facilitate final safety evaluation issuance. 

CRUTCHFIELD. D. Operating Reactors Branch 5. 81/06/23. 2pp. 

08985: 348. 


8107010208 Requests addl info to complete review of SEP Topics III-2 ri 
wind St tornado loadings St 1 1 1-7. B re design codes* design 
criteria* load combinations St reactor cavity design. Response 
should be provided within 30 days. 

CRUTCHFIELD* D. Operating Reactors Branch 5. 81/06/29. 3pp. 

00907 : 237. 


— 8107270172 Order confirming licensee commitments to post-TMI related 
issues set forth in NUREG-0737. 

EISENHUT. D. G. Division of Licensing. 81/07/07. 10pp. 09165:326. 


8107150286 Requests that NRC notify N Reynolds that 810622 petition 
for extension of deadline for compliance w/CLI-80-21 has 
been retitled. Svc should be made of all subsequent papers on 
parties to proceeding* including UCS. 

WEISS* E. R. Harmon fc Weiss. 81/07/10. 3pp. 09025:156. 


H. General correspondence 


8107160024 Informs that NUREG-0737, TM I Action Plan Item II. K. 2. 19* 
"Sequential Auxiliary Feedwater Flow Analysis* " does not 
apply to NSSSs w/West inghouse it C-E inverted U-tube steam 
generators. No response to item required. 

CRUTCHFIELD* D. Operating Reactors Branch 5. 81/06/29. 2pp. 

09061:332. 


8107130366 Forwards NRC position on SEP Topic VIII-4 re protection of 
containment electrical penetrations against failures caused 
by fault it overload currents. Util requested to provide rept 
on subj concerns within 30 days. 

CRUTCHFIELD* D. Operating Reactors Branch 5. 81/06/30. 6pp. 

08997: 304. 


8107070319 Supports operation of facilities. 

ESPINOZA. L.* VANEKLASEN* D. * DAVIS, D. L. Affiliation Unknown. 
81/07/03. 22pp. 09029:001. 
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8107060326 Provides draft SEP topic assessments for design basis 
eventsiper 810407 commitment. Assessments for Topics XV-1, 

XV-2, XV-3. XV-5. XV-6, XV-7, XV-B, XV-10, XV-12, XV-14, XV-15 b 
XV- 19 end . Remaining assessments will be provided bg 810730. 
MOODY, W.C. Southern California Edison Co. 81/07/01. 30pp. 

08892: 192. 


8107310059 Generic Ltr 81-23A to all licensees 8 1 CP holders, advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation, per Generic Ltr 81-23, are unnecessary. 

EISENHUT, D. G. Division of Licensing. 81/07/06. 6pp. 09222:219. 


8107100034 Forwards summary & description of seismic re-evaluation of 
balance of plant mechanical equipment b piping, in response 
to W*C 810424 request re SEP Topic III-6. 

BASKIN, K. P. Southern California Edison Co. 81/07/07. 12pp. 

08989: 001. 


8107130417 Requests 810715 meeting in Bethesda,MD for utils to present 
positive indications of commitments to provide sufficient 
resources to support proposed SEP redirection approach Sc to 
complete SEP topic assessments per end schedules. 

EISENHUT, D. G. Division of Licensing. 81/07/07. 42pp. 08997:207. 


8107190362 Approves 800912 requests to withhold info re steam generator 
repair program at facility, per 10CFR2. 790. 

CRUTCHFIELD, D. Operating Reactors Branch 9. 81/07/07. 9pp. 

09033: 149. 


8107270170 Forwards order confirming licensee commitments to 
TMI-related requirements contained in NUREG-0737. 

CRUTCHFIELD, D. Operating Reactors Branch 9. 81/07/07. 2pp. 

09169: 324. 


— 8107270172 Order confirming licensee commitments to post-TMI related 
issues set forth in NUREG-0737. 

EISENHUT, D. G. Division of Licensing. 81/07/07. 10pp. 09169:326. 


8107160372 Requests addl info for SEP Topics 1 1-3. A re hydrologic 
description b I 1-3. B re flooding potential b protection 
requirements. Info including site plans b vicinity maps 
requested within 30 days of ltr receipt. 

CRUTCHFIELD, D. Operating Reactors Branch 9. 81/07/10. 2pp. 

09041:081. 


8107170270 Informs that relief b safety valves are being tested in EPRI 
program, per NUREG-0737, Item II. D. 1 requirements. Evaluations 
b other plant specific data will be submitted, per 801215 ltr 
as modified in 810701 ltr. 

BASKIN, K. P. Southern California Edison Co. 81/07/13. Ip. 

09051 : 027. 


8107210403 Notifies of plans to cease excavation of minimally 
contaminated beach sand b begin backfilling operations per 
810601-03 insp suggestion. Justification for backfill 
initiation discussed. 

BASKIN, K. P. Southern California Edison Co. 81/07/16. 3pp. 
09103:316. 


8107240240 Forwards final evaluation of SEP Topic I X-4. Evaluation will 
be basic input to integrated safety assessment for 
facility unless changes needed to reflect as-built 
conditions are identified. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 81/07/16. 2pp. 

09140: 263. 


8107270061 Forwards listing of 8T8 surveillance items Incompletely 
covered in facility Tech Specs, as result of preliminary 
review of surveillance requirements. Review b action 
requested. 

CHAFFEE, A. E. Division of Resident, Reactor Projects b Engineering 
Inspection. 81/07/20. 8pp. 09198:188. 


8107290009 Notification of 810728,29 b 30 meetings w/BbU, Meetinghouse b 
C-E owners groups in Bethesda, MD to discuss thermal shock to 
reactor pressure vessel issue. 

VXS81NG, G. Operating Reactors Branch 4. 81/07/20. 5pp. 09189:127. 


8107280469 Advises that license amend application will not be submitted 
within required 120-day period of NRC 810303 request. 

Submittal expected by 810814. 

MOODY, VI. C. Southern California Edison Co. 81/07/21. Ip. 

09175: 257. 


8107280140 Notification of 810730 meeting w/util in Bethesda, MD to 
discuss util commitment to seismically upgrade north b west 
turbine bldg extensions b review Interim measures b 
justification for continued operation. 

NOVIICKI, 8. J. Operating Reactors Branch 5. 81/07/23. 2pp. 

09180:091. 


8107270226 Forwards supplemental safety evaluation re SEP Topic 
1 11-10. A. Evaluation proposes mods to control circuits for 
motor operated valves 720 A b B. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 81/07/24. 4pp. 

09160: 095. 


8107300037 Forwards draft evaluation of SEP Topic VI-7. B re engineered 
switchover from injection to recirculation mode (automatic 
ECCS alignment). " Info re differences between as-built 
facility b evaluation requested within 30 days. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 81/07/24. 12pp. 

09191:098. 


8107300129 Forwards evaluation of SEP Topic VIII-3. B, "DC Power Sys Bus 
Voltage Monitoring b Annunciation." 

CRUTCHFIELD, D. Operating Reactors Branch 5. 81/07/24. 3pp. 

09195:016. 


8107300126 Trip rept of 810601-03 site visit re SEP seismic 
re-evaluation b seismic safety margins research program 
auxiliary feedwater sys seismic analysis. 

HERMANN, R. A. , HERRING, K. 8. Systematic Evaluation Program Branch. 
81/07/27. 10pp. 09195:001. 


8107300132 Forwards request for addl info re SEP Topic VI-4, 
"Containment Isolation Sys. " Response requested within 30 
days of receipt of ltr. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 81/07/27. 3pp. 

09192:245. 


Q. Inspection reports, IE Bulletins b correspondence 


8107090136 Advises that proposed automatic pump trip mods contained in 
790829,0926 b 810417 ltrs satisfy requirements of IE 
Bulletin 79-06C. Final requirements will be sent upon 
resolution of NUREG-0737, Item II. K. 3. 9. 

CRUTCHFIELD. D. Operating Reactors Branch 9. 81/06/09. 2pp. 

08979: 343. 


8107010295 Forwards IE Insp Repts 50-206/81-17 on 810423-0508. No 
noncompliance noted. 

ENQELKEN, R . H. Region 5, San Francisco, Office of the Director 
(81/03/01). 81/06/12. 2pp. 08905:310. 


—8107010299 IE Insp Rept 50-206/81-17 on 810423-0508. No noncompliance 
noted. Major areas inspectd : radioactive matl control program 
b alleged removal of radioactively contaminated tools b 
equipment from site. 

YUHA8, G. P. , JQUKOFF, P. V. , SHACKLETON. 0. C. Enforcement b 
Investigation Staff. 81/06/11. 11pp. 08905:312. 


8107010359 Forwards IE Insp Rept 50-206/81-14 on 810504-07. No 
noncompliance noted. 

CREUB, J. L. Reactor Operations Projects Branch. 81/06/15. 2pp. 
08888: 353. 


■8107010363 IE Insp Rept 90-206/81-14 on 810504-07. No noncompliance 
noted. Major areas inspected: surveillance (containment local 
leak rate testing ), fol lowup on IE Bulletin 80-24 b 
independent insp. 

CHAFFEE, A., ZWETZIQ, G. B. Reactor Projects Section 2. 81/06/12. 

4pp. 0BBB8: 359. 


8107060138 Forwards safety evaluation re acceptability of util response 
to IE Bulletins 79-06A b 79-06A, Revision 1. Response to IE 
Bulletin 79-06C re reactor coolant pump operation to be 
reviewed as part of Task Action Plan II. K. 3. 5. 

CRUTCHFIELD, D. Operating Reactors Branch 9. 81/06/19. 3pp. 

08997:327. 


— 8107060141 Safety evaluation accepting licensee response to IE Bulletin 
79-06A b 79-06A Revision 1. 

e Operating Reactors Branch 5. 81/06/19. 2pp. 08957:330. 


8107140499 Forwards IE Insp Rept 50-206/81-18 on 810504-29. No 
noncompliance noted. 

CREUB, J. L. Reactor Operations Projects Branch. 81/06/24. 2pp. 
09022: 300. 


—8107140904 IE Insp Rept 90-206/81-18 on 810504-29. No noncompliance 
noted. Major areas inspected: monthly maint b surveillance 
operations, containment integrated leak rate test witnessing 
b annual surveillance program review. 

MILLER, L., CANTER, H. , YOUNG, T. Reactor Projects Section 2. 
81/06/23. 6pp. 09022:302. 


8107010106 Forwards IE Insp Rept 50-20/ /Si-13 on 810427-0501 b 0518-22 
b notice of violation. Ends withheld (ref 10CFR2. 790). 

SPENCER, 0. S. Division of Technical Inspection. Bl/06/25. 2pp. 
08908:261. 
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8107150083 Ack receipt of 810624 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-206/31-15. 

CREWS* J. L. Reactor Operations Projects Branch. 81/07/01. 2pp. 
09027: 258. 


— 8107150087 Forwards response to NRC 810601 ltr re violations noted in 
IE Insp Rept 50-206/81-15. Correct ive acti ons: proc edures re 
request* approval & observation of equipment clearances will 
be adhered to w/o exception. 

PAPAY.L. T. Southern California Edison Co. 81/06/24. 8pp. 

09027: 260. 


8107150139 Forwards IE Circular 81-10* "Steam Voiding in RCS During 
Decay Heat Removal Cooldown. " 

* Region 5. San Francisco. Office of the Director <81/03/01). 
81/07/02. Ip. 09027:287. 


— 8107150144 Forwards IE Circular 81-10* "Steam Voiding in RCS During 
Decay Heat Removal Cooldown. " No response requested. 

ENQELKEN, R. H. Region 5* San Francisco* Office of the Director 
(81/03/01). 81/07/02. Ip. 09027:288. 


8107170098 Forwards IE Insp Rept 50-206/81-23 on 810601-03. No 
noncompliance noted. 

BOOK* H. E. Radiological Safety Branch. 81/07/02. 2pp. 09054:032. 


— 8107170111 IE Insp Rept 50-206/81-23 on 810601-03. No noncompliance 
noted. Major areas inspected: 1 icensee action re low level 
radioactive matl contamination of beach sand in area 
adjoining inactive tsunami wall penetration. 

YUHAS* 0. P. , WENBLAWSKI. F. A. Reactor Radiation Protection Section. 
BOOK* H. E. Radiological Safety Branch. 81/07/01. 9pp. 09054:034. 


8107150240 Advises that IE Info Notice 81-19* "Lost Parts in Primary 
Coolant Sys* " was sent to listed licensees on 810706. 

* Region 5, San Francisco* Office of the Director (81/03/01). 
81/07/06. Ip. 09028:214. 

8107280245 Forwards IE Insp Rept 50-206/81-20 on 810618. No 
noncompliance noted. 

BOOK* H. E. Radiological Safety Branch. 81/07/07. 2pp. 09173:158. 


— 8107280265 IE Insp Rept 50-206/81-20 on 810618. No noncompliance noted. 
Major areas inspected: independent measurements verification 
program. 

HAMADA, 0 . * WENSLAWSKIi F. Reactor Radiation Protection Section. 

BOOK* H. E. Radiological Safety Branch. 81/07/06. 4pp. 09173:160. 


8107270108 Forwards IE Insp Rept 50-206/81-21 on 810608-12. No 
noncompliance noted. 

CREWS. J. L. Reactor Operations Projects Branch. 81/07/09. 2pp. 
09159:284. 


— 8107270110 IE Insp Rept 50-206/81-21 on 810608-12. No noncompliance 
noted. Major areas inspected : training program* retraining 
program* pre-startup plant operations* implementation of TMI 
items, fire protection 8t IE bulletins. 

CHAFFEE, A. » YOUNG, T. Reactor Projects Section 2. 81/07/08. 8pp. 

09159: 286. 


8107270125 Forwards IE Insp Rept 50-206/81-22 on 810602-05 & notice of 
violation. 

FAULKENBERRY* B. Reactor Construction Projects Branch. 81/07/09. 

2pp. 09159:311. 


— 8107270127 Notice of violation from insp on 810602-05. 

WAGNER, W. J. Reactor Construction Projects Branch. 81/07/09. 3pp. 
09159:313. 


—8107270130 IE Insp Rept 50-206/81-22 on 810602-05. Noncompliance noted: 
radiographs for mechanical penetration did not contain 
adequate number of penetrameters. Inspector unable to 
identify IEEE 384 requirements for Panels C-69 & C-70. 

WAGNER, W. J. , ELIN.J. 0. , ECKHARDT, J. H. Reactor Projects Section 1 
(Construction). Bl/07/08. 6pp. 09159:316. 


8107140607 Advises of issuance of end IE Circular 81-09, "Containment 
Effluent Water That Bypasses Radioactivity Monitor" to 
listed licensees. NRC 810710 transmittal ltr end. 

* Region 5* San Francisco* Office of the Director (81/03/01). 
81/07/10. Ip. 09015:221. 


8107280276 Forwards IE Insp Rept 50-206/81-19 on 810511-15. No 
noncompliance noted. 

BOOKiH.E. Radiological Safety Branch. 81/07/10. 2pp. 09173:108. 


— 8107280282 IE Insp Rept 50-206/81-19 on 810511-15. No noncompliance 
noted. Major areas inspected : emergency plan exercise & 
related critiques. 

FISH, R. F. * CILLIS, M. , SCOWN* K. Reactor Radiation Protection 
Section. 81/07/10. 8pp. 09173:110. 


8107170081 Advises that IE Info Notice 81-20, "Test Failures of 
Electrical Penetration Assemblies," was sent to listed 
licensees on 810713. 

* Region 5. San Francisco* Office of the Director (81/03/01). 
81/07/13. Ip. 09053:211. 


8107270063 Advises that IE Info Notice 81-21. "Potential Loss of Dii 
Access to Ultimate Heat Sink* 11 was forwarded to listed utils 
on 810721. 

* Region 5* San Francisco, Office of the Director (81/03/01). 
81/07/21. Ip. 09158: 182. 


8107300034 Forwards draft evaluation of SEP Topic III-3. C re inserv 
insp of water control structures, which identifies facility 
program deficiencat & provides recommendations for 
improvement. Response requested within 30 days. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 81/07/27. 18pp. 

09191:120. 


R. Periodic operating reports & related correspondence 


8107230237 FOIA request for documents listed in App A to 810605 re 
radioactive emissions from facility. 

UZZI.P.J. Smith, S. L. 81/06/05. 2pp. 09134:344. 


8107230235 Addl response to FOIA request for documents listed in Ap 
to 810605 ltr re facility. Forwards 1975 rept on neutron 
activation products being emitted from facility. Addl 
documents are available in PDR. 

FELTON, J. M. Division of Rules and Records. 81/07/07. Ip. 

09134: 343. 


■8107230239 Excerpt from NURE0-0218 listing radioactive matls relc 
from facility in 1975. 

* NRC - No Detailed Affiliation Given. 75/12/31. 3pp. 

09134: 346. 


S. Reportable occurrences, LERs & related correspondence 


8107090236 Forwards LER 81-0OB/03X-0. Detailed event analysis also 
submitted. 

HAYNES* J. G. Southern California Edison Co. 81/06/23. 2pp. 
08984: 025. 


—8107090240 LER 81-008/03X-0: on 810504, insp of thermal sleeve 8. f< 
assembly on steam generator B found thermal sleeve 
deformation in feed nozzle area, radial indications at 
several feedring distribution holes & other defects. 

CIRRAN, J.M. Southern California Edison Co. 81/06/23. Ip. 
08984: 027. 


8107090280 Forwards LER 81-010/03L-0. Detailed event analysis also 
submitted. 

HAYNES, J. G. Southern California Edison Co. 81/06/25. 2pp. 
08904: 079. 


—8107090284 LER 81-010/03L-0: on 810603 & 05, inadvertent breach of 
primary containment occurred when both main containment 
personnel airlock doors were open. Caused by three worn cam 
followers & misaligned operating shaft. 

CURRAN, J. M. Southern California Edison Co. 81/06/25. Ip. 
08984: OBI. 


6107020264 PNO-V-8 1-035: on 810627, during limited appearances at AS 
hearing, four individuals alleged, in general terms, that Unit 
1 steam generator repair poorly done, work not inspected & 
employees using drugs. Investigation initiated. 

JOHNSON, A. , JOUKOFF, P. Region 5, San Francisco, Office of the 
Director (81/03/01). 81/06/29. Ip. 08926:352. 


8107090242 Forwards LER 80-024/01T-1. 

HAYNES* J. G. Southern California Edison Co. 81/07/08. 2pp. 
08984: 069. 


—8107090247 LER 80-024/01T-1: on 800516* five of six welds exceedir 
boiler & pressure vessel code found w/slag inclusion &/ar 
lack of penetration. Small cracks in root noted in one weld. 
Caused by plant const. Welds repaired. 

CIRRAN* 0. M. Southern California Edison Co. 01/07/08. Id. 
00984:071. 
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8107090270 Forwards LER 81-009/01T-0. Detai led event analysis also 
submitted. 

HAYNES, J. ©. Southern California Edison Co. 81/07/08. 2pp. 
08984: 075. 


— 8107290150 Order confirming licensee commitments to 
issues contained in NUREG-0737. 

EISENHUT, D. G. Division of Licensing. 81/07/07. 


post— TMI related 
10pp. 09190:324. 


— 8107090277 LER 81-009/01T-0: on 810609, low coolant flow rate & butterfly 
valve malfunctions occurred on saltwater discharge side of 
component cooling heat exchanger. Caused by impeded valve 
movement due to gooseneck barnacle growth. 

CURRAN, J. M. Southern California Edison Co. 81/06/09. Ip. 

08904: 077. 


H. General correspondence 


8107270239 Advises of changes in distribution list for correspondence. 
COUNSIL, W. G. Connecticut Yankee Atomic Power Co. COUNSIL. W.G. 
Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
81/07/21. Ip. 09160:130. 


8107090287 Forwards LER 80-01 4/03L-0. Detai led event analysis also 
submitted. 

HAYNES, J. G. Southern California Edison Co. 81/07/08. 3pp. 
08984: 120. 


— 8107090294 LER 80-014/03L-0: on 800414, secondary side leakage test 
revealed nine tubes to be leaking during refueling shutdown. 
Caused by intergranular attack at top of tubesheet on hot 
leg side in central region of steam generators. 

CURRAN, J. M. Southern California Edison Co. 81/07/08. ip. 
08984: 123. 


8107210365 PNO-V-8 1-039: on 810714, fire occurred in diesel generator 
room 1 w/fire suppression sys tagged out for maint. Caused by 
turbo charger oil igniting due to ruptured lube oil gauge 
line oil spraying onto intake manifold & turbo-charger. 

YOUNG, T. Region 3, San Francisco, Office of the Director (81/03/01). 

81/07/15. Ip. 09102:259. 


J. Insurance 8 < indemnity information 


8107080205 Forwards estimated 1981 cash flows for facility it sponsor 
companies. Cash flows are adequate to meet potential 
retrospective premium requirements under 1975 amends to 
Price Anderson Act. 

0 'CONNOR, L. A. Connecticut Yankee Atomic Power Co. 81/06/29. 4pp. 
08962: 145. 


P. Operating license stage documents & correspondence 


8107300174 Forwards safety evaluations re environ qualification of 
safety-related electrical equipment & nonproprietary rept, 
"Equipment Environ Qualification, Haddam Neck Plant." 

Response to safety evaluation due within 90 days. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 81/05/29. 4pp. 

09210:322. 


8107240055 PNO-V-8 1-042: on 810717, failure of gaseous waste decay 
tank occurred, releasing approx 8.8 Ci noble gas. Bolts on 
manway showed evidence of yielding, allowing gas to leak out. 

CREWS. J. L. , STERNBERG, D. M. Region 5, San Francisco, Office of the 
Director (81/03/01). 81/07/19. 2pp. 09137:154. 


-8107300177 Safety evaluation re environ qualification of safety-related 
electrical equipment finding no outstanding items that 
require immediate corrective action. Deficient items 
replaced. Equipment qualified for low probability events. 

* Office of Nuclear Reactor Regulation, Director. 81/05/29. 

31pp. 09210:326. 


8107270187 PN0-V-81-039A: on 810720, received notification update that 
ventilation exhaust monitors recorded step rise in reading 
from background reading. Apparently caused by hydrogen 

CHAFFEE, A. , YOUNG, T. Region 5, San Francisco, Office of the Director 
(81/03/01). 81/07/21. Ip. 09159:337. 


V. Operator Examinations 


8107130280 Forwards info in response to TMI Action Plan Item I. A. 1.3 re 
implementation schedule for licensed operators & shift 
technical advisors. Three oversize drawings end. Aperture 
cards will be in PDR. 

BASKIN, K. P. Southern California Edison Co. 01/07/01. 38pp. 

08999:007. 


DOCKET 90-213 HADDAM NECK PLANT 

F. Security, medical, emergency & fire protection plans 


8107130341 Requests confirmation that sys re prompt notification it 

instructions to public in emergency has been imp lamented^ 

re compensating actions or procurement & installation 
problems requested. Response requested by 810724. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
(01/03/01). 81/07/01. 4pp. 08997:091. 

8107290002 Generic Ltr 81 - 27 : requests that all emergency plans it 
implementing procedures be submitted 

reflect privacy & proprietary matl. Info to hi from 

previous documents should be requested by 810731. 059 

EISENHUT, D. G. Division of Licensing. Bi/07/09. 5pp. 0918 . 


8107290234 Requests info re Unresolved Safety Issue A-44, station 
blackout. Questionnaire *c LER documentation end. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 81/07/20. lopp. 

09206:263. 


—8107290239 Forwards completed questionnaire ™}* a ? i ™J 0 J tudV ° f 

standby diesel generator, in response to NRC 771215 & 780103 

SWIT*ER*b. C. Connecticut Yankee Atomic Power Co. 78/02/21. 4pp. 
09206:281. 


G. Adjudicatory correspondence 


8107290149 Forwards order confirming commitments to 

TMI-r elated requirements set forth in NUREG 0737. 
CRUTCHFIELD, D. Operating Reactors Branch 3. 81/07/07. *pp 

09190:322. 


— 8104020496 Nonproprietary version of "Equipment Environ Qualification, 
Haddam Neck Plant," final technical evaluation rept 
CRANE, C. J. Franklin Institute/Franklin Research Center. 

NRC -03-79-1 18. TER-C3257-202. Bl/03/30. 200pp. 09210:357. 

8107140830 Notifies that 30-day abeyance period for 801204 hearing 
request re environ qualification of safety-related 
electrical equipment will be extended to 90 days. Response 
due within 90 days of issuance of safety evaluation. 

EISENHUT, D. G. Division of Licensing. 81/06/12. 2pp. 09029:085. 


8107090045 Identifies deficiencies in Westinghouse owners group 
submittal for Action Plan I. C. 1 re guidance for evaluation & 
development of procedures for transients & accidents. 

NRC 810328 ltr to owners group end. - 

CRUTCHFIELD, D. Operating Reactors Branch 5. 81/06/16. Zpp. 

08979:276. 


8107200018 Responds to 790403 withholding request re Carborundum Co 
Test Program Rept CB0-N-79-064. Rept documents fourth test of 
spent fuel rack requalification program. Approves request on 
grounds that rept contains proprietary c?"""*™*** - n 

CRUTCHFIELD, D. Operating Reactors Branch 5. 81/06/19. 3pp. 


noo-TQ- no a 


1107010080 Forwards Amend 39 to License DPR-61, safety evaluation it 
notice of issuance it availability. Amend adds requirements to 
provide for redundancy in decay heat removal capability in 
all modes of operation. » *!_***% g,* 

CRUTCHFIELD, D. Operating Reactors Branch 5. 81/06/22. zpp- 


-8107010004 Am»nd 3? to Lien.. J»R-*l.«ddin« r»julTM»nt« to jrovid. 
for redundancy in decay heat removal capability in all modes 


CRUTCHFIELD, D, Operating Reactors Branch 5. 81/06/22. 9pp. 

00908: 037. 


-8107010086 Safety evaluation supporting Amend 39 to L1 * J^ol/aa^app. 
“ Office of Nuclear Reactor Regulation, Director, ai/o a/zz. pp. 




-8107010090 Notice of issuance Sc availability of Amend 39 to License 

CRUTCHFIELD, D. Operating Reactors Branch 5. 81/06/22. 2pp. 

08908: 069. 


107020336 Forwards 760121 memo entitled "Concentration of Boric Acid 
in Reactor Vessel During Long-Term Cooling ~ M®^od for 
Reviewing App K Submittals," referenced in NRC evaluation of 
SEP Topic IX-4 re boron addition sys. p«/o6/a3 a ob 

CRUTCHFIELD, D. Operating Reactors Branch 5. 81/06/23. 6pp. 

ns 936: 290. 
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8107080955 Submit* page changes to 810529 safety evaluation for environ 
qualif icat ion of saf ety-related electrical equipment. Changes 
result from identification of inconsistencies between safety 
evaluation 8t technical evaluation rept. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 81/06/23. 7pp. 

08979: 153. 


8107090099 Provides guidance re SEP topic format for design basis event 
reviews per NRC Mar 1981 draft evaluation. Stresses 
flexibility in following rept format. Complete topic reviews 
will greatly facilitate final safety evaluation issuance. 

CRUTCHFIELD* D. Operating Reactors Branch 5. 81/06/23. 2pp. 

08985:351. 


8107010323 Informs that utils will attend industry-wide 810707-10 
environ qual if ication meeting in Bethesda* MD. Utils intend to 
propose dates for docket-specific meetings to discuss safety 
St technical evaluation repts. 

COUNBIL* W. 0. Connecticut Yankee Atomic Power Co. COUNBIL* U. 0. 
Northeast Nuclear Energy Co. <subs. of Northeast Utilities). 
81/06/26. 2pp. 08888:342. 


8107160020 Informs that NUREG-0737, TMI Action Plan Item II. K. 2. 19. 
“Sequential Auxiliary Feedwater Flow Analysis* " does not 
apply to NSSSs w/Westinghouse & C-E inverted U-tube steam 
generators. No response to item required. 

CRUTCHFIELD* D. Operating Reactors Branch 5. 81/06/26. 2pp. 

09061 : 322. 


8107070114 Forwards safety assessment rept re SEP Topic II-l.C* 
“Potential Hazards or Changes in Potential Hazards Due to 
Transportation* Institutional. Industrial it Military 
Facilities. “ 

COUNBIL* W. 0. * WERNER. R. P. Connecticut Yankee Atomic Power Co. 
81/06/30. 5pp. 0B94 1:069. 


8107070120 Advises that revised inservice date for installing new level 
instrumentation on demineralized water storage tank 
estimated for 810801 per NUREG-0737* Item II. E. 1. 1. Uti 1 
currently testing new cabinets in control room. 

COUNBIL* W. G. . WERNER. R. P. Connecticut Yankee Atomic Power Co. 
81/06/30. 2pp. 08941:067. 


8107100042 Forward* safety assessment rept on SEP Topic IV-2 re 
reactivity control sys 3* functional design & protection 
against single failures* per NRC 810114 request. Failures will 
not cause more severe reactivity insertions. 

COUNBIL. W. G. Connecticut Yankee Atomic Power Co. 81/06/30. 5pp. 
08990: 050. 


8107100275 Forwards info in response to TMI Action Plan Item II. B. 1 re 
design it operation of high point vent sys. Fourteen end 
aperture card* are available in PDR. 

COUNBIL* W. G. Connecticut Yankee Atomic Power Co. Bl/07/01. 20pp. 

08995: 129. 


8107130390 Forwards responses to TMI Action Plan Items II. D. 1* II. E. 4. 1. 

II. E. 4. 2. II. F. 1. 3, II. K. 3. 1. II. K. 3. 14. II. K. 3. 25, II. K. 3. 5 it 

III. D. 3. 4. Ten oversize drawings end. Aperture card* will be 
available in PDR. 

COUNBIL, W. G. Connecticut Yankee Atomic Power Co. C0UN8IL* W. G. 
Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 

81/07/01. 138pp. 09000:155. 


8107150399 Discusses review of util submittals re NUREG-0737. Item 
II. E. 1. 1, Fac ility auxiliary feedwater sys does not meet SRP 
position on power source divsrsity. Requests mods to meet 
power source diversity position. Sample mod end. 

CRUTCHFIELD, D. Operating Raactors Branch 5. 81/07/01. 4pp. 

09033: 032. 


8107310055 Generic Ltr 81-23A to all licensee* tc CP holders, advising 
that direct submittals of plant-specific Inst for Nuclear 
Powar Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation* per Generic Ltr 81-23, are unnecessary. 

EI8ENHUT* D. G. Division of Licensing. 81/07/06. 6pp. 09222:215. 


8107130417 Requests 810715 meeting in Bethesda* MD for utils to present 
positive Indications of commitments to provide sufficient 
resources to support proposed 8EP redirection approach 6 to 
complete 8EP topic assessments per end schedule*. 

EI8ENHUT* D. G. Division of Lieensino. 81/07/07. 42«p. 08997:207. 


to 

app. 


8107160237 Requests addl info in support of review of SEP Topics 
1 1-3. A* 1 1-3, B it licensee safety assessments. Info re local 
site plans 6 site vicinity maps should be submitted within 
30 days. 

CRUTCHFIELD* D. Operating Reactors Branch 5. 81/07/10. 3pp. 

09045: 340. 


8107160468 Forwards draft evaluation of SEP Topic XV-16* “Radiological 
Consequences of Failure of Small Lines Carrying Primary 
Coolant Outside Containment. 11 Evaluation will be basic input 
to integrated safety assessment if no mods are identified. 
CRUTCHFIELD, D. Operating Reactor* Branch 5. 81/07/10. 7pp. 

09034:018. 


8107240075 Comment* on NRC 810527 ltr to all SEP licensee* re NRC plans 
for integrated assessment phase of SEP. Proposed priority 
ranking sys should include consideration of occupational 
exposure required to instell mods or perform maint 3c insp. 

COUNBIL. U. G. . CAGNETTA, J. P. Connecticut Yankee Atomic Power Co. 
COUNBIL* W. 0. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 81/07/15. 2pp. 09137:106. 


8107240375 Submits comments on 810707-10 environ qualification meeting 
in Bethesda* MD. Issuance of another bulletin suppl or generic 
ltr would further util understanding of NRC positions. 

COUNBIL* V). G. . CAGNETTA* J. P. Northeast Nucltar Energy Co. (subs, of 
Northeast Utilities). 81/07/16. 9pp. 09141:194. 


8107240082 Advises that no reduction in setpoint is planned per 
NUREG-0737, Item II. E. 4. 2. Containment isolation pressure 
setpoint is min compatible w/normal safe plant operation. 

COUNBIL, W. G. . CAGNETTA* J. P. Connecticut Yankee Atomic Power Co. 
81/07/17. 2pp. 09137:100. 


8107280271 Forwards response to NRC 801222*810203 3c 0625 ltr* re 
NUREG-0612* “Control of Heavy Loads at Nuclear Power 
Plants." Info providad : inter im actions, result* of review of 
overhead handling sys 3< verification of crane design. 

COUNBIL* W. G. Northeast Nuclear Energy Co. (tubs, of Northeast 
Utilities). Bl/07/20. 28pp. 09178:030. 


8107290005 Notification of 810728*29 8c 30 meetings w/B8cW* Westinghouse 3c 
C-E owners groups in Bethesda*MD to discuss thermal shock to 
reactor pressure vessel issue. 

VXS8XNG, Q. Operating Reactors Branch 4. Bl/07/20. 5pp. 09189:127. 


8107290234 Requests info re Unresolved Safety Issue A-44. station 
blackout. Questionnaire 8< LER documentation end. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 81/07/20. 16pp. 

09206: 265. 


— 8107290239 Forwards completed questionnaire for reliability study of 
standby diesel generator* in response to NRC 771215 3c 780103 
requests. 

SWITZER. D. C. Connecticut Yankee Atomic Power Co. 78/02/21. 4pp. 
09206: 281. 


81072900 SB Forwards marked-up operating procedures re total loss of ac* 
auxiliary feed pump monthly functional 8c flow capacity 
tests lc rsactor/p lent startup* to resolve remaining concerns 
on auxiliary feedwater sys. 

COUNBIL, W. G. Connecticut Yankee Atomic Power Co. 81/07/22. 43pp. 

09182:306. 


8107300024 Forwards draft Volt 4 8c 5 8c apps of NUREO/CR-1582 re seismic 
hazard analysis. Repts served as theoretical basis for 
development of site-specific ground response spectra for 
eastern US SEP plant* in 810717 ltr. 

CRUTCHFIELD* D. Operating Reactors Branch 5. 81/07/22. 700pp. 

09196: 059. 


Q. Inspection reports* XE Bulletins 3c correspondence 


8107160172 Forwards XE Insp Rept 50-213/81-01 on 810105-09 «c notice of 
violation. 

CARLBON, R. T. Region 1* Philadelphia* Reactor Construction It 
Engineering Support Branch. 81/02/04. 2pp. 09062:062. 


—8107160176 IE Insp Rept 50-213/81-01 on 810105-09. No noncompliance 
noted. Major areas inspectad: f ire protection/prevention 
program* fire brigade training St review St observation of 
plant modi, 

KQLTAY* P. 8. * EBNETER* B. D. Region 1* Philadelphia. Reactor 
Construction St Engineering Support Branch. 81/02/02. 7pp. 
09062:064. 


8107270217 Advises that IE Info Notlcs 61-05* “Degraded DC 8yt at 
-TMI related Palisades* " was sent to listed licensees. 

* Region 1, Philadelphia* Office of the Director (81/03/01). 

09190:324. 81/03/13. 4pp. 09167:273. 
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8107270270 Advises that IE Info Notice 81-08. "Repetitive Failures of 
Limitorque Operator SMB-4 Motor-to-Shaf t Keg. " was sent to 
listed licensees. 

* Region 1, Ph i ladelph ia. Office of the Director <81/03/01). 
81/03/20. 4pp. 09178: 165. 


8107140211 Forwards IE Insp Rept 50-213/80-26 on 801216-810118 & 
notice of violation. Details withheld (ref 10CFR2. 790). 

BRUNNER. E. J. Projects Branch 1. 81/03/23. 2pp. 09031:060. 


— 8107140215 Notice of violation from insp on 801216-8101 IS. Detai 1 s 
withheld (ref 10CFR2. 790). 

* Projects Branch 1. 81/03/23. Ip. 09031:062. 


— 8107140222 IE Insp Rept 50-213/80-26 on 801216-8101 18. Noncomp 1 iance 
noted: fa i lure to properlg search personnel admitted to 
protected area. Portions withheld (ref 10CFR2. 790). 

SMITH, T. H. . KEIMIO, R. R. Reactor Projects Section IB. 81/03/19. 
8pp. 09031:063. 


R. Periodic operating reports & related correspondence 


8107230250 Forwards monthly operating rept for June 1981. 

GRAVES, R. H. Connecticut Yankee Atomic Power Co. 81/07/10. Ip. 
09133: 070. 


— 8107230252 Monthly operating rept for June 1981. 

* Connecticut Yankee Atomic Power Co. 81/07/10. 9pp. 09133:071. 


S. Reportable occurrences. LERs & related correspondence 


8106010419 Part 21 rept re failure of GA Co instrument cable to meet 
IEEE temp requirements, initially reported on 810512. 

Defective matl was supplied by Rockbestos Corp. Each user 
should evaluate installation. User list end. 

RICKARD, C. L. General Atomic Co. (subs, of Gulf Oil Co.). 81/05/15. 

4pp. 08663: 008. 


8107270243 Advises that IE Info Notice 81-10, "Inadvertent Containment DOCKET 50-219 OYSTER CREEK NUCLEAR POWER PLANT 

Spray Due to Personnel Error, " was sent to listed licensees. 

•* Region 1, Philadelphia, Office of the Director (81/03/01). F. Security, medical, emergency & fire protection plans 

81/03/25. 4pp. 09167:296. 


8107270192 Advises that IE Info Notice 81-09, "Degradation of Residual 
Heat Removal (RHR) Sys. " was sent to listed licensees. 

* Region 1, Philadelphia, Office of the Director (81/03/01). 
81/03/26. 4pp. 09167:267. 


8107130341 Requests confirmation that sys re prompt notification & 
instructions to public in emergency has been implemented. 

Info re compensating actions or procurement & installation 
problems r equested. Response requested by 810724. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/01. 4pp. 08997:091. 


8107230297 Advises that IE Bulletin 81-02. "Failure of Gate Type 
Valves to Close Against Differential Pressure, " was 
sent to listed licensees. 

* Region 1, Philadelphia, Office of the Director (81/03/01). 
81/04/09. 4pp. 09146:349. 


8107140563 Forwards Revision 10 to physical security plan. Revision 
withheld (ref 10CFR2. 790). 

FINFROCK, I . R, General Public Utilities - GPU Service Corp. 
FINFROCK, I. R. Jersey Central Power & Light Co. 81/07/08. 2pp. 
09015:234. 


8107270256 Advises that IE Circular 81-06, "Potential Deficiency 
Affecting Certain Foxboro 10 to 50 Milliampere 
Transmitters," was sent to listed licensees. 

* Region 1, Philadelphia, Office of the Director (81/03/01). 
81/04/14. 4pp. 09167:280. 


8107130216 Responds to IE Bulletin 80-11. Mods to concrete masonry walls 
at facility have been completed w/exception of one wall in 
turbine bldg. Final response will be submitted following mods 
completion estimated by 810901. 

C0UN5IL, W. G. Connecticut Yankee Atomic Power Co. 81/06/26. 3pp. 
08999: 302. 


8107140598 Forwards proprietary version of notification of temporary 
change to physical security plan re mod to protected area 
perimeter. Plan withheld (ref 10CFR2. 790). 

FINFROCK, I. R, General Public Utilities - GPU Service Corp. 
FINFROCK, I . R. Jersey Central Power & Light Co. 81/07/08. 2pp. 
09015:238. 


8107290002 Generic Ltr 81-27: requests that all emergency plans & 
implementing procedures be submitted u/pages marked to 
reflect privacy & proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT, D. G. Division of Licensing. 81/07/09. 5pp. 09189:059, 


8107130404 Responds to IE Bulletin 80-24 re water leakage inside 
containment. Due to lack of certification of detector by 
vendor, red undant level detection sys installation extended 
to 820101. 

COUNSIL, W. G. Connecticut Yankee Atomic Power Co. 81/07/02. 2pp. 
08997: 040. 


8107290023 Requests info re station blackout (Unresolved Safety Issue 
A-44). dues tionnaire & LER documentation end. Reply 
requested within 120 days. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 81/07/20. 15pp. 

09189:200. 


8107150092 Forwards IE Circular 81-10, “Steam Voiding in RCS During 
Decay Heat Removal Cooldown. “ No written response required. 

GRIER, B. H. Region 1. Philadelphia, Office of the Director 
(81/03/01). 81/07/02. 3pp. 09027:251. 


— 8107290027 Forwards completed questionnaire re standby diesel 
generator units. 

ROBS, D. A. Jersey Central Power St Light Co. 78/01/25. 5pp. 
09189:215. 


8107160315 Forwards IE Info Notice 81-19, "Lost Parts in Primary 
Coolant Sys. " No written response required. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/16. 5pp. 09041:092. 


8107290170 Forwards IE Info Notice 81-21, "Potential Loss of Direct 
Access to Ultimate Heat Sink. " No written response required. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/21. 5pp. 09186:279. 


8107290201 Forwards IE Circular 81-12, "Inadequate Periodic-Test 
Procedure of PWR Protection Sys. " No written response 
required. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/22. 5pp. 09188:131. 


8107230258 Forwards IE Circular 8i-09, "Containment Effluent Water That 
Bypasses Radioactivity Monitor. " No written response 
required. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/23. 5pp. 09133:080. 


8107230293 Forwards IE Info Notice 81-20, "Test Failures of Electrical 
Penetration Assemblias. " No written response required. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/23. 5pp. 09133:142. 


G. Adjudicatory correspondence 


8107270163 Forwards order confirming licensee commitments to 
TMI-related requirements contained in NUREG-0737. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 81/07/07. 2pp. 

09165: 348. 


— 8107270168 Order confirming licensee commitments to post-TMI related 
issues set forth in NUREG-0737. 

EISENHUT, D. G, Division of Licensing. 81/07/07. 10pp. 09165:350. 


P. Operating license stage documents & correspondence 


8107300087 Forwards safety evaluation re environ qualification of 
safety-related electrical equipment & nonproprietary 
rept, "Equipment Environ Gual if ication. Oyster Creek." 

Response to safety evaluation due within 90 days. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 81/06/10. 4pp. 

09214: 139. 


— 8107300089 Safety evaluation re environ qualif ication of safety-relatad 
electrical equipment finding no outstanding items that 
require immediate corrective action. Deficient items 
replaced . Equipment qualified for low probability events. 

* Office of Nuclear Reactor Regulation# Director. 81/06/10, 

31pp. 09214: 143. 
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— 8104220510 Nonpropr ietary version of "Equipment Environ Qualification* 
Oyster Creek Plant* " final technical evaluation rept. 

CRANE, C. J. Franklin Institute/Franklin Research Center. 
NRC-03-79-118. TER-C5257-195. 81/04/20. 155pp. 09214:174. 


8107310298 Forwards safety evaluation re licensee responses to 7B0B29 & 
800110 Generic Ltr 81-24. Multi-Plant Issue B-56, re control 
rod failure to fully insert. Maint problem can be corrected 
by control rod drive overhaul during outage. 

EISENHUT, D. G, Division of Licensing. 81/06/15. Ip. 09222:357. 


8107020224 Forwards safety evaluation of SEP Topic VI 1 1-3. A re battery 
capacity tests. Facility meets current licensing criteria. 

CRUTCHFIELD* D. Operating Reactors Branch 5. 81/06/29. Ip. 

08926: 334. 


—8107020226 Safety evaluation of SEP Topic VI 1 1-3. A re battery capacity 
tests. Fa c i lity meets current licensing criteria. 

# Operating Reactors Branch 5. 81/06/29. Ip. 08926:336. 


8107020231 Forwards safety evaluation of SEP Topic III-10. A re thermal 
overload protection for motors of motor operated valves. 

Facility designs do not satisfy current licensing criteria, 
CRUTCHFIELD* D. Operating Reactors Branch 5. 81/06/29. 2pp. 

08926: 323. 


— 8107020236 Safety evaluation of SEP Topic III-10. A re thermal overload 
protection for motors of motor operated valves. Licensee 
should provide design mods to bypass thermal overloads 
during ECCS operations. 

* Operating Reactors Branch 5, 81/06/29, 2pp. 08926:326. 

8107020243 Forwards NRC safety evaluation of SEP Topic VII-2, 

"Engineered Safety Features <E5F) Sys Control Logic 8< 

Design*" for facility. 

CRUTCHFIELD* D. Operating Reactors Branch 5. 81/06/29. 4pp. 

08954: 198. 


8107020248 Forwards NRC safety evaluation of SEP Topic VIII-2* "Onsite 
Emergency Power Sys - Diesel Generator." for facility. 

CRUTCHFIELD* D. Operating Reactors Branch 5. 81/06/29. 5pp. 

08926: 299. 


8107020313 Forwards evaluation of SEP Topic VI-7. C. 1* App K* 
"Electrica 1* Instrumentation & Control Re-reviews." for 
facility. Recommends mods to onsite power distribution sys. 
CRUTCHFIELD* D. Operating Reactors Branch 5. Bl/06/29. 4pp. 

08935: 344. 


8107020330 Forwards safety evaluation of SEP Topic VI 1 1-3. B re dc power 
sys bus voltage monitoring & annunc iation. Recommended mods 
to dc sys will be determined during integrated safety 
assessment. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 81/06/29. Ip. 

08950: 051. 


— 8107020334 Safety evaluation of SEP Topic VI 1 1-3. B re dc power sys bus 
voltage monitoring 8t annunc iation. Listed indications it 
alarms should be provided in control room. 

# Operating Reactors Branch 5. 81/06/29. 2pp. 08950:053. 


8107070264 Forwards info re status of Mark I containment mods. All mods 
will be completed prior to Fuel Cycle 10. Attached piping 
analyses it mods are dependent upon results of torus analysis 
w/all mods incorporated. 

CLARK, P. R. General Public Utilities - GPU Service Corp. 81/06/29. 
9pp. 08941:086. 


8107100240 Forwards MI-LR-81-02* "Mark 1 Plant Containment Mod Status 
Summary. " Info provided for all Mark I plants except Hope 
Creek it Oyster Creek. Hope Creek not yet operating. Oyster 
Creek will be providing info separately. 

STARK, S. J. General Electric Co. 81/06/29. Ip. 08995:166. 


— 8107100285 "Mark I Plant Containment Mod Status Summary. " 

* General Electric Operating Plant Owners Group. MI-LR-81-02. 
81/06/29. 116pp. 08995:167. 


8107080530 Responds to Generic Ltr 81-04 requesting review of ASME Code 
Class 1 & 2 at facility, per NUREG-031 3. Augmented inservice 
insp, addl leak detection requirements or matl replacement 
considered unnecessary, 

FINFROCK, I. R. Jersey Central Power & Light Co. 81/06/30. 4pp. 
08973:241. 


8107130433 Forwards contractor draft evaluation of SEP Topic VI-10. A r* 
testing of reactor trip sys & engineered safety features. 

Tech Spec surveillance requirements do not identify 
instrument (channel) for safety sys. Addl info requested. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 81/06/30. 17pp. 

08997: 161. 


8107300002 "Degraded Grid Protection for Class IE Power Sys, Oyster 
Creek Nuclear Station Unit 1," technical evaluation rept. 

WEBER, D. A. EG&G Idaho, Inc. FIN A-6429. 8107300002. 81/06/30. 

11pp. 09207: 196. 


8107150343 Grants exemption from fee for 800714 application to 
incorporate Tech Specs re fire protection sys installed 
during 1980 refueling outage. 

MILLER, W. 0. License Fee Management Branch. 81/07/06. Ip. 
09033: 074. 


B107310055 Generic Ltr 81-23A to all licensees & CP holders, advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation » per Generic Ltr 81-23. are unnecessary. 

EISENHUT, D. G. Division of Licensing. 81/07/06. 6pp. 09222:215. 


8107130417 Requests 810715 meeting in Bethesda, MD for utils to present 
positive indications of commitments to provide sufficient 
resources to support proposed SEP redirection approach Sc to 
complete SEP topic assessments per end schedules. 

EISENHUT* D. G. Division of Licensing. 81/07/07. 42pp. 08997:207. 


8107270163 Forwards order confirming licensee commitments to 
TMI-related requirements contained in NUREG-0737. 

CRUTCHFIELD* D. Operating Reactors Branch 5. 81/07/07. 2pp. 

09165: 348. 


— 8107270168 Order confirming licensee commitments to post-TMI related 
issues set forth in NUREG-0737. 

EISENHUT* D. G. Division of Licensing. 81/07/07. 10pp. 09165:350. 


8107130408 Forwards safety evaluation for SEP Topic V-li.A*re 
requirements for isolation of high/low pressure sys, 
supplementing contractor rept. Redundant interlocks should be 
installed on reactor water cleanup suction valve. 

CRUTCHFIELD* D. Operating Reactors Branch 5. 81/07/08. 4pp. 

08997: 104. 


8107160353 Forwards draft technical evaluation for 8EP Topic ZZX-1, 
"Classification of Structures* Components it Sys" it draft 
safety evaluations for Topics V-ll. B* "RHR Interlock 
Requirements" it VII-3* "Sys Required for Safe Shutdown. " 
CRUTCHFIELD* D. Operating Reactors Branch 5. 81/07/09. 2pp. 

09034:095. 


8107270287 Forwards corrected Page 3. 5. 13a to Tech Spec App A contained 
in License DPR-16 Amend 54 dtd 810508. Incorrect drywell sump 
pump valve was inadvertently designated on Table 3. 5. 2. Valve 
should be V-22-29 rather than V-27-29. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 81/07/09. 2pp. 

09168:356. 


— 8107270290 Corrected Page 3. 5. 13a to Tech Spec App A of License DPR-|6 
Amend 54 dtd 810508. Incorrect drywell sump pump valve was 
inadvertently designated on Table 3.5.2. 

* Operating Reactors Branch 5. 81/07/09. Ip. 09168: 35B. 


8107160295 Requests addl info re local site plans & finished grading 
plan, in order to continue review of SEP Topics II-3. A, 
hydrologic description it II-3. B, flood ing potential it 
protection requirements. Requests info within 30 days. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 81/07/10. 3pp. 

09046: 292. 


0107200417 Responds to 810129 ltr re low level radwaste disposal. 
Forwards safety evaluation it applicable process control 
program. 

FINFRQCK, I . R. General Public Utilities - GPU Service Corp. 
81/07/13. Ip. 09073:212. 


— 8107200422 "Process Control Program for In-Container Solidification of 
Concentrated Liquid Waste it Filter Sludge. " 

* General Public Utilities - GPU Service Corp. 81/07/07. 16pp. 

09073: 21 3. 


8107240185 Forwards evaluations of SEP Topics XV-3, XV-4 it XV-14 in 
response to 810507 safety assessment repts. Evaluations will 
be basic input to integrated safety assessment. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 81/07/16. 12pp. 

09141:064. 


8107270037 Changes report number to NUREG/CR-1939, Volume 1, 

ECOLOGICAL STUDIES OF WOOD-BORING BIVALVES IN THE VICINITY 
OF THE OYSTER CREEK NUCLEAR GENERATING STATION. 

# Lehigh Univ. * Division of Technical Information it Document 
Control, FIN B-5744. NUREG/CR-1939 ERR. 81/07/17. ip. Available 
at NTIS. 09162:320. 
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3107290023 Requests info re station blackout (Unresolved Safety Issue 
A-44). dues tionnaire & LER documentation end. Reply 
requested within 120 days. 

CRUTCHFIELD. D. Operating Reactors Branch 5. 81/07/20. 15pp. 

09199: 200. 


— 8107290027 Forwards completed questionnaire re standby diesel 
generator units. 

ROSS. D. A. Jersey Central Power & Light Co. 78/01/25. 5pp. 
09189: 21 5. 


8107290251 Advises re adequacy of util 810409 & 0522 info re 
implementation of Unresolved Safety Issue A-10. BWR nozzle 
cracking. Mods to control rod drive hydraulic sys will 
require NRC approval. 

CRUTCHFIELD. D. Operating Reactors Branch 5. 81/07/20. 2pp. 

09206: 356. 


3107300024 Forwards draft Vols 4 & 5 & apps of NUREO/CR-1582 re seismic 
hazard ana lysis. Rep ts served as theoretical basis for 
development of site-specific ground response spectra for 
eastern US SEP plants in 810717 ltr. 

CRUTCHFIELD. D. Operating Reactors Branch 5. 81/07/22. 700pp. 

09196: 059. 


Q. Inspection reports. IE Bulletins & correspondence 


8107270217 Advises that IE Info Notice 81-05. “Degraded DC Sys at 
Palisades. M was sent to listed licensees. 

* Region 1. Philadelphia. Office of the Director (81/03/01). 
81/03/13. 4pp. 09167:273. 


8107270270 Advises that IE Info Notice 81-08. "Repetitive Failures of 
Limitorque Operator SMB-4 Motor-to-Shaf t Key. " was sent to 
listed licensees. 

* Region 1, Philadelphia. Office of the Director (81/03/01). 
81/03/20. 4pp. 09178: 165. 


8107270243 Advises that IE Info Notice 81-10. "Inadvertent Containment 
Spray Due to Personnel Error. " was sent to listed licensees. 

* Region 1. Philadelphia. Office of the Director (81/03/01). 
81/03/25. 4pp. 09167:296. 


8107270192 Advises that IE Info Notice 81-09. "Degradation of Residual 
Heat Removal (RHR) Sys. " was sent to listed licensees. 

* Region 1, Philadelphia. Office of the Director (81/03/01). 
81/03/26. 4pp. 09167:267. 


8107230297 Advises that IE Bulletin Bl-02. "Failure of Oate Type 
Valves to Close Against Differential Pressure. " was 
sent to listed licensees. 

* Region 1. Philadelphia. Office of the Director (81/03/01). 
81/04/09. 4pp. 09146:349. 


8107270256 Advises that IE Circular 81-06. "Potential Deficiency 
Affecting Certain Foxboro 10 to 50 Milliampere 
Transmitters. " was sent to listed licensees. 

* Region 1, Philadelphia. Office of the Director (81/03/01). 
81/04/14. 4pp. 09167:280. 


8107060459 Forwards IE Insp Rept 50-219/80-37 conducted by State of NU 
on 801230. No noncompliance noted. 

ORIBR.B. H. Region 1. Philadelphia. Office of the Director 
<81/03/01). 81/06/02. 2pp. 08902:111. 


— 8107060467 IE Insp Rept 50-219/80-37 conducted by State of NV on 
801230. No noncompliance noted. Major areas inspected: review 
of shipping papers, placarding, mark ing Sc labeling 
requirements Sc radiation measurements. 

GRAY.B. Nevada. State of. ROTH. J. . CROCKER, H. W. Region 1, 
Philadelphia, Fuel Facility Sc Materials 8afety Branch. 81/02/25. 
22pp. 08902:113. 


8107060417 Forwards IE Insp Rept 50-219/81-07 on 810324-27.0406-10 Sc 
0512-15. No noncompliance noted. 

MARTIN, T. T. Engineering Inspection Branch. 81/06/17. 2pp. 

08920: 008. 


■8107060422 IE Insp Rept 50-219/81-07 on 810324-27,0406-10 Sc 0512-15. No 
noncompliance noted. Major areas inspected: 1 icensee action on 
previous findings Sc inservice insp activites. including 
review of insp data. 

MCBREARTY, R. A. . TRIPP, L. E. Materials Sc Processing Section. 

81/06/11, 8pp. 08920:010. 


8107070323 Ack receipt of 810522 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-219/81-08. 

ORIER.B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/06/24. Ip. 08939:061. 


— 8107070324 Responds to NRC 810408 ltr re violations noted in IE Insp 
Rept 50-219/81-08. Corrective actions: inservice tests 
performed during Apr-May maint outage, test schedule 
accelerated 8< test procedures being revised. 

FINFROCK, I. R. Jersey Central Power & Light Co. 81/05/22. 6pp. 
08939: 062. 


8107100223 Forwards IE Insp Rept 50-219/81-04 on 810303-06 Sc notice of 
violation. 

MARTIN. T. T. Division of Engineering S< Technical Inspection. 

81/06/24. 2pp. 08993:222. 


— 8107100224 Notice of violation from insp on 810303-06. 

MARTIN, T.T. Division of Engineering & Technical Inspection. 
81/06/24. Ip. 08995:048. 


— 8107100225 IE Insp Rept 50-219/81-04 on 810303-06. Noncomp liance noted: 
failure to change procedures & to perform smearable 
contamination checks prior to removal of lumber from 
contaminat ion control point. 

NIMITZ. R , L. , KNAPP, P. J. Region 1, Philadelphia, Office of the 
Director (81/03/01). 81/05/12. 18pp. 08993:225. 


8107170177 Forwards IE Insp Rept 50-219/81-11 on 810501-31 *< notice of 
vi o lat ion. 

KEIMIO.R.R. Projects Branch 2. 81/07/01. 2pp. 09053:296. 


— 8107170179 Notice of violation from insp of 810501-31. 

KEIMIO.R.R. Projects Branch 2. 81/07/01. 2pp. 09053:298. 


— 8107170188 IE Insp Rept 50-219/81-11 on 810501-31. Noncomp 1 lance noted: 
several electrical jumpers were found improperly installed 
or disconnected. 

THOMAS, J. A., BRIGGS, L. E. , GREENMAN. E. G. Projects Branch 2. 

81/06/30. 15pp. 09053:300. 


8107150200 Responds to NRC 810520 ltr re findings of 801230 insp. 
Corrective actions: training program developed & initiated to 
instruct & train all individuals involved w/radwaste. 

Radwaste containers will be inspected for integrity. 

BARTNQFF. S. Jersey Central Power & Light Co. 81/07/08. 9pp. 
09027: 338. 


8107200408 Forwards revised update to util 800317 response to IE Insp 
Rept 50-219/79-18. Significant increase in manpower, expanded 
training program & improved OA program implemented. 

CLARK, P. R. General Public Utilities - GPU Service Corp. 81/07/11. 
39pp. 09073:111. 


8107160315 Forwards IE Info Notice 81-19, "Lost Parts in Primary 
Coolant Sys." No written response required. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/16. 5pp. 09041:092. 


8107290170 Forwards IE Info Notice 81-21, "Potential Loss of Direct 
Access to Ultimate Heat Sink." No written response required. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
( 81/03/01 ) . 81/07/21. 5pp. 09186:279. 


8107290201 Forwards IE Circular 81-12, "Inadequate Periodic-Test 
Procedure of PWR Protection Sys. " No written response 
required. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/22. 5pp. 09188:131. 


8107230258 Forwards IE Circular 81-09, "Containment Effluent Water That 
Bypasses Radioactivity Monitor. " No written response 
required. 

ORIER.B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/23. 5pp. 09133:080. 


8107230293 Forwards IE Info Notice 81-20, "Test Failures of Electrical 
Penetration Assemblies. " No written response required. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/23. 5pp. 09133:142. 


8107290166 Forwards IE Circular 81-11, "Inadequate Decay Heat Removal 
During Reactor Shutdown. " No written response required. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/24. 3pp. 09185:322. 


R. Periodic operating reports & related correspondence 


8107010219 Forwards monthly operating rept for May 1981 & revision to 
monthly operating rept for Apr 1981. 

FINFROCK, I . R. General Public Utilities - GPU Service Corp. 

81/06/19. 2pp. 08907:243. 
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— B107010224 Monthly operating rept for May i981. DOCKET 50-220 NINE MILE POINT NUCLEAR STATION, UNIT 1 

SKLAR.J. B. General Public Utilities - GPU Service Corp. 81/06/11. 

12pp. 08907:245 F. Security, medical, emergency & fire protection plans 


— 8107010229 Revision to monthly operating rept for Apr 1981. 

SKLARiU. 8. General Public Utilities - GPU Service Corp. 81/06/11. 
2pp. 08907:257. 


8107230074 Forwards monthly operating rept for June 1981. 

CARROLL, J. T. General Public Utilities - GPU Service Corp. 81/07/15. 
Ip. 09132:288. 


— 8107230075 Monthly operating rept for June 1981. 

SKLAR, J. B. General Public Utilities - GPU Service Corp. 81/07/10. 
11pp. 09132:289. 


8107310387 Forwards "Ecological Studies at Oyster Creek Nuclear 
Generating Station, Progress Rept, Sept 1980-Feb 1981." 

CLARK, P, R, Jersey Central Power S< Light Co. 81/07/24. 2pp. 
09220: 158. 


—8107310392 "Ecological Studies at Oyster Creek Nuclear Generating 
Station, Progress Rept, Sept 1980-Feb 1981." 

* Ecological Analysts, Inc. JCPlill. 81/05/31. 50pp. 

09220: 160. 


8, Reportable occurrences, LERs & related correspondence 


8107.130316 Forwards LER S1-00S/03L-1. Detai led event analysis end. 
F INFROCK, I. R. Jersey Central Power it Light Co. 81/06/29. 4pp. 
08999:001. 


— 8107130319 LER B1-008/03L-1 : on 810210, operator observed water seepage 
along west wall of new radwaste bldg. Caused by unusually 
high levels in tank vaults & concrete wall not containing 
water. Wall sealed. 

FITZGERALD, M. J. Jersey Central Power it Light Co. 81/06/29. Ip. 
08999: 005. 


8107130293 Forwards LER 81-021 /03L-Q. Detai led event analysis end. 
FINFROCK, I . R. Jersey Central Power Sc Light Co. 81/07/01. 3pp. 
08998: 349. 


— 8107130301 LER 81-021/03L-0: on 810603, high pressure sensor switches 
RE03B, C ?< D were found tripping within 8 lb of setpoint. 

Caused by sensor repeatobi lity. Switches reset. Switches will 
be replaced during next refueling outage. 

RIGGLE, E. I . Jersey Central Power & Light Co, Bl/07/01. Ip. 
08998: 352. 


8107130462 Forwards LER 81-025/01T-0, Detai led event analysis end. 
FINFROCK, I . R. Jersey Central Power & Light Co. 81/07/01. 3pp. 
08997:005. 


8107130020 Forwards FEMA 810423 ltr to NRC & 810406 ltr to State of NY 
listing deficiencies in State of NY Sc local emergency 
response plans for area around reactor site. Deficiencies 
must be corrected within 120 days. 

GRIER, B. H. Region 1, Philadelphia, Offica of the Director 
(81/03/01). 81/04/24. 30pp. 09024:213. 


8107100063 Forwards NRC positions re 810427 Sc 0507 changes to facility 
security plan. End withheld (ref 10CFR2. 790). 

IPPOLITO, T. A. Operating Reactors Branch 2. 81/06/17. 2pp. 

09001 : 325. 


8107010304 Releases public version of revised pages for site emergency 
plan. 

FELTON, J. M. Division of Rulas and Records. 81/06/22. Ip, 

07806:001. 


— 8107010305 Forwards public version of revised pages for site emergency 
plan, rep lacing errata sheet for typographical errors. 

DISE, D. P . Niagara Mohawk Power Corp. 81/03/10. Ip. 07806:001. 


— 8107010307 Public version of revised pages for site emergency plan, 
replacing errata sheet for typographi cal errors. 

* Niagara Mohawk Power Corp. 81/01/06. 56pp. 07806:001. 


8107010112 Forwards security training 8c qualification plan revisions. 
End withheld (ref 10CFR2. 790). 

SUNSER, J. J. Niagara Mohawk Power Corp. 81/06/26. Ip. 08908:263. 


8107060349 Releases public version of revision to emergency plan for 
facility. 

FELTON, J. M. Division of Rules and Records. 81/06/29, lp. 

08894: 361. 


— 8107060353 Forwards public version of Revision 8 to site emergency 
plan,Vols 1 & 2. Plan addresses comments provided in NRC 
800327 ltr it 0416 technical meeting. 

DISE, D. P. Niagara Mohawk Power Corp. 80/12/30. Ip. 08894:362. 


—8107060356 Public version of Revision 8 to site emergency plan.Vols I 

ROMAN, T. U. , SILLIMAN, M. A. . LEMPOES, T. E. Niagara Mohawk Power Corp. 
90/12/30. 900pp. 08895:001. 


8107060174 Advises of delay re requirement for alerting it providing 
instruction to public within exposure plume pathway. Early 
warning sys will not ba installed by 810701 due to equipment 
delivery d elays. Completion S< testing scheduled for Oct 1981. 

DISE, D. P. Niagara Mohawk Power Corp. 81/06/30. lp. 08890:001. 


— 8107130460 LER 81-025/01T-0: on 810617, secondary containment was broken 
when both reactor bldg railroad airlock doors were opened 
together . Caused by failure of top inner door latch 8, 
operator error. Operators will be reinstructed. 

RIGGLE, E. I. Jersey Central Power it Light Co. 81/07/10. lp. 

08997: 008. 


8107130453 Forwards LER 81-023/03L-0. Detai led event analysis end. 
FINFROCK, I . R. Jersey Central Power it Light Co. 81/07/06. 3pp. 

noom.AAi 


to reduce 
sure 

.cation of 
s eviewed. 
t/07/06. lp. 


it stac k 
ct 


8107060335 Provides functional description of upgraded meteorological/ 
dost assessment tys it schedule for installation & operation, 
per App 2 to NUREQ-0654. Sy s will be installed it operational 
by 820701. 

DISE, D. P. Niagara Mohawk Power Corp. 81/06/30. 2pp. 08892:230. 


8107130341 Requests confirmation that sys re prompt notification it 
Instructions to public in emergency has been implemented. 

Info re compensating actions or procurement Sc installation 
problems requested. Response requested by 810724. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/01, 4pp. 08997:091. 


8107130211 Forwards security plan. Plan withheld (ref 10CFR2. 790). 

SUNSER, J. J, Niagara Mohawk Power Corp. Bl/07/06. lp. 08999:29a. 


8107170152 Ack receipt of 810526 ltr informing NRC of steps taken to 
correct deficiencies noted in FEMA comments on NY state S< 
county radiological emergency response plans. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01), 81/07/09. lp. 09053:216. 


ork. 

phia, Office of 


urvtillance at 
d to 
ed to 

>7/15. 3pp. 


—8107170157 Responds to NRC 810424 ltr re deficiencies noted in FEM£ 
comments on NY state Sc county radiological emergency 
response plans. Corrective actions: film badgas Sc/or TLDs 
will be provided to eaeh county. 

DISE, D. P. Niagara Mohawk Power Corp. 81/05/26. 29pp. 09053: 213 


8107220022 Forwards questionnaire re Unresolved Safety Issue A-44 
concerning station blackout. Requests response Sc review of 
end LER documentation within 90 days to allow NRC to meet 
schedule requirements for resolution of issue. 

IPPOLITO, T. A. Operating Reactors Branch 2 . 81/07/09. 15 oo. 

OSIOT’ 17ft r 
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— 8107220025 Forwards partially completed questionnaire re emergency 
diesel generators per 771215 request. Completed questionnaire 
will be supplied by 750220. 

DISE.D, P. Niagara Mohawk Power Corp. 78/01/20. 3pp. 09127:185. 


8107310055 Generic Ltr 01-23A to all licensees it CP holders. advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation. per Generic Ltr 81-23. are unnecessary. 

EISENHUT, D, G. Division of Licensing. 81/07/06. 6pp. 09222:215. 


8107290002 Generic Ltr 81-27: requests that all emergency plans it 
implementing procedures be submitted w/pages marked to 
reflect privacy & proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT. D. G. Division of Licensing. 81/07/09. 5pp. 09189:059. 


8107300167 Forwards emergency planning info for placement in LPDR. W/o 
8107060353. 

SOUDER.J. L. Division of Rules and Records. 81/07/16. Ip. 
09207:285. 


8107140304 Advises that applicant is evaluating alternative designs to 
comply w/requirements of NUREG-0737, Items II. F. 1.1 & 

1 3. F. 1. 2. Addl time until 830101 required to implement final 
mods. Descr iption of mods will be filed by 811001. 

DISE, D.P. Niagara Mohawk Power Corp. 81/07/07. ip. 09018:332. 


8107150022 Modifies SPDES Permit NY-000 1075 to enable unit to operate 
under full load conditions. Discharge temp difference 
limitations raised to 115 F. 

LOVER IDGE. W. E. New York, State of. 81/07/09. Ip. 09025:333. 


8107310206 Forwards emergency planning info for placement in LPDR. W/o 
8107010307. 

SOUDER.J. L. Division of Rules and Records. 81/07/21. Ip. 
09222:335. 


8107300248 Ack receipt of 810706 ltr transmitting change to security 
plan. Change will be withheld <ref 10CFR2. 790). 

IPPQLITQ, T. A. Operating Reactors Branch 2. 81/07/27. 2pp. 

09208: 096. 


G. Adjudicatory correspondence 


8107170269 Advises that existing valve was removed from drain line. Two 
new valves installed in series on drain line. Discharge from 
holding tank routed to reactor bldg floor drain sump. 

Changes to outline will not decrease capability. 

DISE.D. P. Niagara Mohawk Power Corp. 81/07/10. Ip. 09053:200. 


8107220366 Accepts 801229 proposed actions re implementation of 
Unresolved Safety Issue A-10 (8WR feedwater nozzle cracking) 
per NUREG-0619. Addl info requested re feedwater sys low flow 
controller & review & upgrade of procedures. 

IPPQLITO, T. A. Operating Reactors Branch 2. 81/07/10. 2pp. 

09121: 224. 


8107290135 Forwards order confirming licensee commitments to post-TMI 
related requirements of NUREG-0737, based on util 801231 ltr. 
Explicit statements of requirements set forth in attachment 
to order. 

IPPQLITO. T. A. Operating Reactors Branch 2. 81/07/10. 2pp. 

09190: 214. 


8107290135 Forwards order confirming licensee commitments to post-TMI 
related requirements of NUREG-0737, based on util 801231 ltr. 
Explicit statements of requirements set forth in attachment 
to order. 

IPPOLITO, T. A. Operating Reactors Branch 2. 81/07/10. 2pp. 

09190:214. 


— 8107290139 Order confirming licensee commitments on post-TMI related 
issues. Licensee required to satisfy specific requirements 
described in attachment to order within 30 days after 
effective date of order. 

EISENHUT, D. G. Division of Licensing. Bl/07/10. 10pp. 09190:216. 


P. Operating license stage documents it correspondence 


8107310298 Forwards safety evaluation re licensee responses to 780829 & 
800110 Generic Ltr 81-24, Mult i-Plant Issue B-56, re control 
rod failure to fully insert. Maint problem can be corrected 
by control rod drive overhaul during outage. 

EISENHUT, D. G. Division of Licensing. 81/06/15. Ip. 09222:357. 


8107100240 Forwards MI-LR-B1-02, "Mark I Plant Containment Mod Status 
Summary. " Info provided for all Mark I plants except Hope 
Creek it Oyster Creek. Hope Creek not yet op trating. Oyster 
Creek will be providing info separately. 

STARK, S. J. General Electric Co. 81/06/29. Ip. 08995:166. 


— 8107290139 Order confirming licensee commitments on post-TMI related 
issues. L icensee required to satisfy specific requirements 
described in attachment to order within 30 days after 
effective date of order. 

EISENHUT. D. G. Division of Licensing. 81/07/10. 10pp. 09190:216. 


8107210350 Revises 731121 commitment in Amend 1 to petition for 
conversion from provisional to full-term OL. Installation of 
pipe whip restraints on recirculation loops based on unduly 
conservative acceptance criterion. No restraints now planned. 

DISE, D.P. Niagara Mohawk Power Corp. 81/07/14. 2pp. 09104:041. 


8107210358 Informs that response to 801222 ltr re heavy loads will be 
further delayed until 810801, due to info verification 
requirements. 

DISE, D.P. Niagara Mohawk Power Corp. 81/07/17. Ip. 09102:224. 


Q. Inspection reports, IE Bulletins & correspondence 


— 8107100285 “Mark I Plant Containment Mod Status Summary. " 

* General Electric Operating Plant Owners Group. MI-LR-B1-02. 
81/06/29. 116pp. 08995:167. 


8107080140 Advises that NUREQ-0737 mod providing automatic isolation of 
containment vent it purge valves on high isolation, committed 
to in util 801217 & 31 ltrs.will not be Implemented. 

DISE, D.P. Niagara Mohawk Power Corp. 81/06/30. Ip. 08962:071, 


8107070307 Responds to 810226 request for review of ASME Code Class 1 
Sc 2 pressure boundary piping, per NUREG-0313 & for plans Sc 
schedules for svc sensitive line replacement. Util 771216 
proposed Tech Spec mods address NUREG-0313 requirements. 

DISE, D.P. Niagara Mohawk Power Corp. 81/07/01. 2pp. 08940:069. 


8107080263 Advises that final rept re safety/relief valve performance 
testing per NUREG-0737, Item II. D. 1 will be provided by 
811001. 

DISE, D.P. Niagara Mohawk Power Corp. 81/07/01. Ip. 08966:344. 


8107140662 Provides implementation status of 791231 response to 
NUREG-0578 Item 2. 2. 2b. Permanent monitor for airborne 
radioactivity contaminants has not yet been delivered. 

Portable monitor will be used until 811001. 

DISE, D.P. Niagara Mohawk Power Corp. 81/07/06. Ip. 09018:213. 


8107140730 Submits lists of sys containing nonconforming matl# 

7. identified in 771216 ltr re NUREG-0313, Revision 1. No 

immediate plans to replace matl due to high man rem exposure 
expected to accomplish change out of effected sys. 

DISE, D.P. Niagara Mohawk Power Corp. 81/07/06. Ip. 09017:183. 


8107270217 Advises that IE Info Notice 81-05, "Degraded DC Sys at 
Palisades, 11 was sent to listed licensees. 

* Region 1, Ph iladelphia, Office of the Director (81/03/01). 
81/03/13. 4pp. 09167:273. 


8107270270 Advises that IE Info Notice 81-08, "Repetitive Failures of 
Limitorque Operator SMB-4 Motor-to-Shaf t Key, " was sent to 
listed licensees. 

* Region 1, Philadelphia, Office of the Director (81/03/01). 
81/03/20. 4pp. 09178:165. 


8107100053 Ack receipt of 810309 ltr. Approves requested extension until 
810430 for reply to items of noncompliance noted in IE 
Health Physics Appraisal Rept 50-220/80-11. 

GRIER, B. H. Region 1# Philadelphia, Office of the Director 
(81/03/01). 81/03/25. Ip. 08996:036. 


— 8107100057 Requests extension until 810430 for reply to items of 
noncompliance noted in IE Health Physics Appraisal Rept 
50*220/80-11 due to vol it complexity of responses. 

LEMP0E8, T. E. Niagara Mohawk Power Corp. 81/03/09. Ip. 

08996: 037. 


— 8107100060 Forwards revised pages to 810302 ltr forwarding IE Health 
Physics Appraisal Rept 50-220/80-1 1, notice of violation it 
rept. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/03/12. ip. 08996:038. 


—8107100065 Revisad page to 810302 forwarding ItT for IE Health Physics 
Appraisal Rept 50-220/80-11. 

* Region 1, Philadelphia# Offict of the Director (81/03/01). 
81/03/02. Ip. 08996:039. 
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— 8107100068 Revised page to notice of violation for insp on 800929-1010. 
* Region 1, Philadelphia. Office of the Director (81/03/01). 
81/03/02. Ip. 08996:040. 


— 8107100072 Revised cover page to IE Health Physics Appraisal Rept 
30-220/80-1 1. 

WHITE. J. R. . BAER.R. E. . FLACK, E. D. Region 1, Philadelphia, Fuel 
Facility S < Materials Safety Branch. 81/02/18. Ip. 08996:041. 


— 8107100079 Forwards IE Health Physics Appraisal Rept 50-220/80-11 on 
801003-10, notice of violation 8< significant appraisal 
findings. 

GRIER, B. H ; Region 1, Philadelphia, Office of the Director. 
81/03/02. 11pp. 08996:042. 


— 8107100086 Notice of violation from health physics appraisal on 
801003-10. 

* Region 1, Philadelphia, Office of the Director. 81/03/02. 5pp. 
00996:033. 


— 8107100092 IE Health Physics Appraisal Rept 50-220/80-11 on 801003-10. 
Noncompliance noted: approx 7554 of personnel had not had 
whole body count within 2 yrs & guard was not on 
radiation work permit for area. 

WHITE, J. R. , BAER, R. E. Region 1, Ph i ladelph ia, Office of the 
Director. FLACK, E. D. NRC - No Detailed Affiliation Given. 

81/02/18. 294pp. 08996:038. 


8107270243 Advises that IE Info Notice 81-10, "Inadvertent Containment 
Spray Due to Personnel Error," was sent to listed licensees. 

* Region 1, Philadelphia, Office of the Director (81/03/01). 
81/03/25. 4pp. 09167:296. 


8107270192 Advises that IE Info Notice 81-09, "Degradation of Residual 
Heat Removal (RHR ) Sys. " was sent to listed licensees. 

* Region 1, Philadelphia, Office of the Director (81/03/01). 
81/03/26. 4pp. 09167:267. 


8107230297 Advises that IE Bulletin 81-02. "Failure of Gate Type 
Valves to Close Against Differential Pressure, " was 
sent to listed licensees. 

* Region 1, Philadelphia, Office of the Director (81/03/01). 
81/04/09. 4pp. 09146:349. 


8107270236 Advises that IE Circular 01-06. "Potential Deficiency 
Affecting Certain Foxboro 10 to 50 Milliampere 
Transmitters, " was sent to listed licensees. 

* Region 1, Philadelphia, Office of the Director (81/03/01). 
81/04/14. 4pp. 09167:280. 


8107140963 Forwards IE Insp Rept 50-220/81-01 on 810116-0216 & notice 
of violation. 

BRUNNER, E. J. Projects Branch 1. 81/05/07. 2pp. 09029:099. 


—8107140964 Notice of violation from insp on 810116-0216. 

BRUNNER, E. J. Projects Branch 1. 81/05/07. 2pp. 09029:101. 


—8107140965 IE Insp Rept 50-220/81-01 on 8101 16-0216. Noncomp 1 iance 
noted: snow plow/sanding truck was released & used in 
unrestricted area w/o contamination check & High Radiation 
Gate 103 left open & unattended. 

HUDSON, 8 . D. , MCBREARTY, R. A. , KISTER, H. B. Reactor Projects Section 
1C. 81/05/05. 12pp. 09029:106. 


8107060241 Forwards IE Insp Rept 50-220/81-11 on 810312-13. No 
noncompllance noted. 

MARTIN, T. T. Division of Engineering Sc Technical Inspection. 
81/06/17. 2pp. 08890:336. 


—8107060242 IE Insp Rept 50-220/81-11 on 810312-15. No noncompliance 
noted, Major areas inspected: licensee response Sc actions re 
IE Bulletin 80-11, "Masonry Wall Design. " 

CHAUDHARY, 8. K. , TRIPP, L. E. Materials Sc Processing Section. 
81/06/10. 3pp. 0B890: 338. 


8107070282 Updates B10324 response to IE Bulletin 81-01, "Surveillance 
of Mechanical Snubbers. 11 Testing Sc exam results provided. 

No corrective action or further evaluation required. Approx 
16 manhours expended in review Sc preparation of rept. 

DXSEiD.P. Niagara Mohawk Power Corp. 81/06/24. 2pp. 08938:237. 


8107100171 Forwards IE Insp Rept 50-220/81-12 on 810401-0301 Sc notice 
of violation. 

BRUNNER, E. J. Projects Branch 1. 81/06/23. 2pp. 08992:043. 


—8107100173 Notice of violation from insp on 810401-0301. 

BRUNNER, E. J. Projacts Branch 1. 81/06/23. Ip. 08992:045. 


—8107100176 IE Insp Rept 50-220/81-12 on 810401-0501. Noncompl iance 
noted: fa ilure to establish procedures for discharging waste 
sample tanks 8< failure to establish calibr frequency. 

HUDSON, S. D. , KISTER, H. B. Reactor Projects Section 1C. 81/06/24. 

8pp. 08992:046. 


8107170139 Forwards IE Insp Rept 50-220/81-13 on 810302-31 Sc notice of 
violation. 

BRUNNER, E. J. Projects Branch 1. 81/07/01. 2pp. 09053:266. 


— 8107170163 Notice of violation from insp on 810502-31. 

BRUNNER, E. J. Projects Branch 1. 81/07/01. Ip. 09033:268. 


— 8107170169 IE Insp Rept 30-220/B1-13 on 810302-31. Noncompliance noted: 
hole discovered in fire wall between 102 Sc 103 emergency 
diesel generator power board rooms. 

HUDSON, S. D. , KISTER, H. B. Reactor Projects Section 1C. 81/06/29. 

8pp. 09053:269. 


8107170173 Forwards IE Insp Rept 30-220/81-15 on 810601-04. No 
noncompliance noted. 

MARTIN, T. T. Engineering Inspection Branch. 81/07/01. 2pp. 
09053: 329. 


—8107170178 IE Insp Rept 30-220/81-15 on 810601-04. No noncompliance 
noted. Major areas inspected: plant fire protection/prevention 
program Sc implementation of administrative procedures. 

KOLTAY, P.S. , EBNETER, S. D. Plant Systems Section. 81/06/30. 8pp. 
09053: 331. 


8107210338 Forwards IE Insp Rept 50-220/81-02 on 810209-13 Sc 24-27 Sc 
notice of violation. 

SNYDER, G. L. Emergency Preparedness Sc Operational Support Branch. 
81/07/06. 2pp. 09102:274. 


— 8107210340 Notice of violation from insp on 810209-13 Sc 24-27. 

* Emergency Preparedness Sc Operational Support Branch. 81/07/06. 
Ip. 09102:276. 


—8107210343 IE Insp Rept 50-220/81-02 on 810209-13 8* 24-27. Noncomp 1 iance 
noted: airborne 1-131 not adequately monitored at 11 of 13 
stations for extended period of time, including date of 
sample station insp. 

JACKSON, T. J. , BORES, R. J. Independent Measures Sc Environmental 
Protection Section. 81/06/29. 13pp. 09102:277. 


8107280436 Forwards IE Insp Rept 30-220/81-14 on 810603-11. No 
noncomplianc* noted. 

BRUMMER, E. J. Division of Resident S. Project Inspection. 81/07/09. 
2pp. 09173:245. 


—8107280458 IE Insp Rept 50-220/81-14, on 810605-11. No noncompliance 
noted. Major areas inspected : containment leak rate testing, 

IE bulletins & previously identified items. 

HIGGINS, J. C. , KISTER, H. B. Reactor Projects Section 1C. 81/07/08. 

7pp. 09175:247. 


8107160313 Forwards IE Info Notice 81-19, "Lost PaTts in Primary 
.Coolant Sys. 11 No written response required. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
( 81/03/01 ) . 81/07/16. 5pp. 09041:092. 


8107290170 Forwards IE Info Notice 81-21, "Potential Loss of Direct 
Access to Ultimate Heat Sink. “ No written response required. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/21. 3pp. 09186:279. 


8107290201 Forwards IE Circular 81-12, "Inadequate Periodic-Test 
Procedure of PWR Protection Sys. " No written response 
required. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/22. 3pp. 09188:131. 


8107230238 Forwards IE Circular 81-09, "Containment Effluent Mater That 
Bypasses Radioactivity Monitor. " No written response 
required. 

GRIER, B. H. Region 1, Philadelph ia, Office of the Director 
(81/03/01). 81/07/23. 5pp. 09133:080. 


8107230293 Forwards IE Info Notice 81-20, "Test Failures of Electrical 
Penetration Assemblies. 11 No written response required. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/23. 3pp. 09133:142. 


8107290166 Forwards IE Circular 81-11, "Inadequate Decay Heat Removal 
During Reactor Shutdown. " No written response required. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/24. 3pp. 09183:322. 
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S. Reportable occurrences# LERs & related correspondence 


8106010419 Part 21 rept re failure of GA Co instrument cable to meet 
IEEE temp requirements# initially reported on 810512. 

Defective matl uias supplied by Rockbestos Corp. Each user 
should evaluate installation. User list end. 

RXCKARD,C. L. General Atomic Co. (subs, of Gulf Oil Co. ). 81/05/15. 

4pp. 08663:008. 


— 8107280137 IE Insp Rept 50-225/81-01 on 810122 - 23 . Noncompliance noted: 
failure to perform notifications required by Tech Specs, 
failure to maintain records consistent W/10CFR20 it failure 
to establish procedures per Tech Specs. 

NIMITZ.R.L, » KNAPP. P. J. Region 1. Philadelphia. Office of the 
Director (81/03/01). 81/02/27. 9pp. 09173:032. 


DOCKET 50-232 NUCLEAR SHIP SAVANNAH 


8107130432 Forwards LERs 81 - 023 / 03 L- 0 . 81-020/03L-0 & 81-022/03L-0. 

LER 81-023/03L-0 only end. 

BARTLETT. J. Niagara Mohawk Power Corp. 81/07/02. Ip. 09000:102. 


— 8107130438 LER 81-023/03L-0: on 810603. while performing local leak rate 
testing, during refueling outage# torus vacuum breaker valve 
68-08 failed to meet Tech Spec requirements. Caused by worn 
seating St packing matl. Rubber goods replaced. 

RttlDALL, R. Niagara Mohawk Power Corp. 81/07/02. Ip. 09000:103. 


8107140007 Forwards LERs 81 - 022 / 03 L- 0 # 81-020/03L-0 it 81-023/03L. W/o LER 
81-023/03L-0. 

BARTLETT, J. Niagara Mohawk Power Corp. 81/07/02. Ip. 09021:319. 


— 8107140009 LER 81-020/03L-0: on 810605# during refueling outage# check 
valves X-81R it X-71E failed when tested. Caused by improper 
seating of valves during test procedure. Valves replaced & 
tested successfully. 

NEILD, R. Niagara Mohawk Power Corp. 81/06/29. Ip. 09021:320. 


— 8107140012 LER 81-022/03L-0: on 810603# during refueling outage# while 
performing local leak rate test ing# reactor bldg to torus 
vacuum breaker valve 68-09 failed to meet Tech Spec 
requirements. Caused by worn seating & packing matls. 

RANDALL# R. Niagara Mohawk Power Corp. 81/07/02. Ip. 09021:321. 


8107240223 Forwards LER 81-024/03L-0. 

LEMPQES# T. E. Niagara Mohawk Power Corp. 81/07/14. Ip. 09139:288. 


— 8107240227 LER 81-024/03L-0: on 81061 5, containment oxygen sampling 
isolation valve 201.2-23 failed to meet acceptance criteria 
of N1-1SP-25. 6 during local leak rate testing. Caused by dirt 
under seat. Valve bonnet removed it body St seat cleaned. 

NEILD, R. Niagara Mohawk Power Corp. 81/07/15. Ip. 09139:289. 


8107290066 Forwards LER 81-029/03L-0. 

LEMPGES# T. E. Niagara Mohawk Power Corp. 81/07/21. 


Ip. 09183:023. 


— 8107290071 LER 81-029/03L-0: on 810623, during carbon dioxide hazards 
puff test# hazards 1.2# 5# 9 & 12 were found inoperable. Caused 
by loose wires on 1 k 12 k sticky relays on 2# 5 k 9. Loose 
wires tightened & sticky relays lubricated. 

NIELD.R. Niagara Mohawk Power Corp. 81/07/21. Ip. 09183:024. 


8107290075 Forwards LER 81-027/03L-0. 

LEMPGES, T. E. Niagara Mohawk Power Corp. 81/07/21. ip. 09183:019. 


— 8107290081 LER 81-027/03L-0: on 810623# leak rate test on reactor 
feedwater isolation valves 31-03 it 31-04 showed unacceptable 
leakage. Caused by Limitorque operator failing to put out 
enough torque to make valve seat properly. Setting increased. 
NEILD, R. Niagara Mohawk Power Corp. 81/07/21. 2pp. 09183:020. 


DOCKET 50-223 UN IV. OF LOWELL RESEARCH REACTOR 


F, Security, medical, emergency 8c fire protection plans 


8107090205 Forwards Revision 2, Page 16 of security plan. Enel withheld 
(ref 10CFR2. 790). 

WALLACE, T, U. Lowell, Univ. of. 81/06/24. Ip. 08984:028. 


DOCKET 50-225 RPI CRITICAL EXPERIMENT 

G. Inspection reports, IE Bulletins 8< correspondence 


H. General correspondence 


8107280453 Package of two ltrs opposing licensing of facilities. 
SOLOMON, H. M. , MARTINEZ, R. Affiliation Unknown. 81/07/24. 2pp. 
09174: 240. 


DOCKET 50-237 DRESDEN NUCLEAR POWER STATION, UNIT 2 
F. Security, medical, emergency 8t fiTe protection plans 


8107170250 Requests info on logistic support available at licensed 
activity sites prior to implementation of nationwide 
emergency notification sys. Coord inat ion of actions to 
upgrade sys w/telecommunication planning personnel proposed. 
KEPPLER, J. G. Region 3# Chicago, Office of the Director (81/03/01). 
81/06/19. 7pp. 09058:213. 


8107100023 Releases public version of info booklets for revised 
emergency plan. 

FELTON, J. M. Division of Rules and Records. 81/06/26. Ip. 
07806: 001. 


— 8107100028 Forwards public version of info booklets for revised 

emergency plan. . 

CHANEY, V.L. Commonwealth Edison Co. 81/03/31. Ip. 07806:001. 

— 8107100036 Public version of ltr summarizing major changes in util 
Apr 1981 revision of emergency plan. Offsite emergency 
response organization has been restructured. Major changes 
in director positions are listed. 

GOLDEN, J. C. Commonwealth Edison Co. 81/03/27. 2pp. 07806:001. 

— 8107100041 Public version of info booklets for revised emergency plan. 
* Commonwealth Edison Co. 81/03/31. 26pp. 07806:001. 


8107210200 Requests confirmation by 810724 that means have been 
established for alerting St instructing public within plume 
exposure emergency planning zone in event of emergency# per 
10CFR50# Ap p E requirement. 

KEPPLER# J. G. Region 3# Chicago# Office of the Director (81/03/01). 
81/07/01. 2pp. 09102:071. 


8107210148 Forwards questionnaire requesting info on reliability of 
standby diesel generator units for use in analysis of 
Unresolved Safety Issue A-44 re station b lockout. Response 
due within 90 days. 

IPPOLITO. T. A. Operating Reactors Branch 2. 81/07/09. 27pp. 

09108: 001. 


8107290002 Generic Ltr 81-27: requests that all emergency plans it 
implementing procedures be submitted w/pages marked to 
reflect privacy it proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT# D. G. Division of Licensing. 81/07/09. 5pp. 09189:059. 


8107200362 Advises that licensees must submit three copies of emergency 
p Ians# proc edures 8< revisions to NRC regional ofc.All copies 
should be sent to Region 3 incident response ctr. #««#«.» 

KEPPLER# J. G. Region 3# Chicago# Office of the Director (81/03/01). 
81/07/10. 2pp. 09070:215. 


8107240324 Ack receipt of 810709 ltr re performance of Grundy County 
local emergency response organization in Oct kc Nov 1980 
exercises at facilities. NRC will work w/FEMA to ensure 
more timelu critique. 

KEPPLER, J. G. Region 3, Chicago, Office of the Director (81/03/01). 
81/07/20. Ip. 09141:109. 


8107280127 Forwards IE Insp Rept 50-225/81-01 on 810122-23 it notice of 
violation. 

MARTIN, T. T. Division of Engineering & Technical Inspection. 

81/07/10. 2pp. 09173:028. 


—8107240330 Responds to NRC 810602 notice of deficiency re Grundy County 
local emergency response organization. Sept 1981 exercise has 
bean planned to demonstrate improved response capability. 

REED, C. Commonwealth Edison Co. 81/07/09. 3pp. 09141:110. 


*8107280130 Notice of violation from insp on 810122-23. 

MARTIN, T. T. Division of Engineering * Technical Inspection. 
81/07/10. 2pp. 09173.030. 


G. Adjudicatory correspondence 


07020473 Forwards RF Jantcek affidavit re corrections to record of 
spent fuel pool mod hearing. Related correspondence. 

STEPTOE, P. P. Isham, Lincoln it Beale. 81/05/06. Ip. 08934:129. 
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— 8107020479 Affidavit re inconsi stenc ies in util testimony in spent 
fuel pool mod hearing. 

JANECEK, R. F. Commonwealth Edison Co. 81/05/06. 2pp. 08934:130. 


8107020500 Forwards RB Hubbard affidavit in response to ASLB Question 2 
8 < K Kneil affidavit re spent fuel pool mod. Related 
correspond enee. 

MURRAY* M. J. Illinois* State of. 81/05/07. 2pp. 08935:045. 


— 8107020504 Affidavit re ASLB Question 2* unresolved safety issues in 
spent fuel pool mod proceeding. Generic unresolved safety 
issues have not been adequately addressed by NRC. 

HUBBARD* R. B. MHB Technical Associates. 81/05/05. 13pp. 

08935: 047. 


8107150391 Requests that Board refrain from issuing initial decision 
on matters in controversy until issue re SEP review of 
spent fuel rank seismic analyses resolved. Meeting scheduled 
on 810630 between applicant it NRC. 

LAINAS* G. C . Assistant Director for Safety Assessment. 81/06/29. 
3pp. 09033:036. 


8107090223 Notice of appearance in proceeding. Certificate of Svc encl. 
BLUhE* M. B. Antitrust Division. 81/07/07. 2pp. .08983:277. 


8107090291 Answer that petitioners do not object to NRC 810629 motion 
for leave to defer response to 810622 petition until 810731. 
Certificate of Svc encl. 

REYNOLDS, N. S. Commonwealth Edison Co. REYNOLDS* N. S. Southern 
California Edison Co. REYNOLDS, N. S. Texas Utilities Generating Co. 
81/07/07. 3pp. 08984:117. 


8107160036 Discusses applicant request for 810615 hearing re environ 
qualification of saf ety-related equipment. Requests issues 
applicant intends to raise in proceeding. NRC available for 
meeting prior to 810707-10 meeting w/all licensees. 

EISENHUT, D. G. Division of Licensing. 81/07/07. 3pp. 09061:252. 


8107170182 Forwards RF Janecek affidavit notifying ASLB of possible 
change in util plans re disposition of old spent fuel racks 
following removal from pools, pursuant to ALAB-143. 

FITZGIBBONS* R. Commonwealth Edison Co. FITZGIBBQNS. R. Isham* 
Lincoln it Beale. 81/07/09. 2pp. 09054:009. 


-8107170190 Affidavit informing ASLB of possible change in util plans re 
disposition of spent fuel storage racks following removal 
from poo Is. Transfer of racks will not begin prior to 810901. 

JANECEK, R. F. Commonwealth Edison Co. ai/07/09. 4pp. 09054:011. 


8107150286 Requests that NRC notify N Reynolds that 810622 petition 
for extension of deadline for compliance w/CLI-80-21 has 
been retitled. Svc should be made of all subsequent papers on 
parties to proceeding, including UCS. 

WEISS* E. R. Harmon 8, Weiss. 81/07/10. 3pp. 09025:156. 


8107290025 Forwards order confirming licensee commitments to post-TMI 
related requirements of NUREG-0737, based on listed util 
ltrs. Expl i c it statements of requirements set forth in 
attachment to order. 

IPPOLITO, T. A. Operating Reactors Branch 2. 81/07/10. 2pp. 

09109: 188. 


—8107290028 Order confirming licensee commitments on post-TMI related 
issues. Licensee required to satisfy specific requirements 
described in attachment to order within 60 days after 
effective date of order. 

PURPLE, R. A. Division of Licensing. 81/07/10. 10pp. 09189:190. 


8107280328 Motion for partial initial decision on all litigated issues. 
Decision would not authorize installation of new racks, 
would prejudice no party & would minimize uncertainty re 
acceptability of proposal. Certificate of Svc encl. 

STEPTOE, P. Commonwealth Edison Co. STEPTOE* P. Isham* Lincoln & 
Beal*. 81/07/24. 6pp. 09173:200. 


H. General correspondence 


8107200469 Informs that LO DelGeorge named Director of Nuclear 
Licensing Si replaces JS Abel as principal correspondent for 
NRC communications on all facilities. 

TRAttl, T. R. Commonwealth Edison Co. 81/07/13. Ip. 09068:001. 


P. Operating license stage documents it correspondence 


8107210306 Submits supplemental info to 780524 proposed amend to 
Licenses DPR-19 St 25 re control rod coupling integrity. 

RAUSCH* T. J. Commonwealth Edison Co. 81/05/15. 2pp. 09104:178. 


8107300189 Forwards safety evaluation re environ qualification of 
safety-related electrical equipment it technical evaluation 
rept* "Equipment Environ Qualification, Dresden* Unit 2. 11 
Response to safety evaluation due within 90 days. 

CRUTCHFIELD* D. Operating Reactors Branch 5. 81/06/10. 4pp. 

09212:032. 


— 8107300192 Safety evaluation re environ qualification of saf ety-relate 
electrical equipment finding no outstanding items that 
require immediate corrective action. Defic lent items 
rep laced . Equi pment qualified for low probability events. 

* Office of Nuclear Reactor Regulation* Director. 81/06/10. 

32pp. 09212:036. 


— 8105060309 Nonproprietary version of "Equipment Environ Qualification* 
Dresden Unit 2* " final technical evaluation rept. 

CRANE* C. J. Franklin Institute/Franklin Research Center. 

NRC-03-79-1 18. TER-C5257-194. 81/05/04. 300pp. 09212:068. 


8107310298 Forwards safety evaluation re licensee responses to 780B29 it 
800110 Generic Ltr 81-24, Multi-Plant Issue B-56, re control 
rod failure to fully insert. Maint problem can be corrected 
by control rod drive overhaul during outage. 

EISENHUT* D. G, Division of Licensing. 81/06/15. Ip. 09222:357. 


8107070094 Concurs w/calculation of 73 months as min reinspection 
interval re 810512 summary of findings of shrunk-on wheels 
from LPA* LPB & LPC rotors of facility turbine. 

CRUTCHFIELD* D. Operating Reactors Branch 5. 81/06/16. 2pp. 

08963:280. 


8107090173 Provides guidance re SEP topic format for design basis event 
reviews per NRC Mar 1981 draft evaluation. Stresses 
flexibility in following rept format. Comp lete topic reviews 
will greatly facilitate final safety evaluation issuance. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 81/06/23. 2pp. 

08985: 232. 


8107010477 Notification of 810630 meeting w/util in Bethesda,MD to 
discuss spent fuel pool storage rack seismic design. 

0 'CONNOR, P, W. Operating Reactors Branch 5. 81/06/25. 2pp. 

08918: 340. 


8107020299 Confirms 810630 meeting w/NRC it util in Bethesda,MD re 
potential sliding & tilting of spent fuel racks. 

FITZGIBBONS* R. Isham* Lincoln it Beale. 81/06/25. Ip. 08926:355. 


8107020344 Forwards Sargent it Lundy documentation re SEP Topic VIII-4, 
"Electrical Penetrations of Reactor Containment." Includes 
oversize drawing. Aperture card will be available in PDR. 

RAUSCH, T. J. Commonwealth Edison Co. 81/06/25. 16pp. 00936:001. 


8107140851 Forwards Amends 62,34,53,72 it 65 to Licenses DPR-19, DPR-2* 
DPR-25* DPR -29 it DPR-30, respectively, safety evaluation it 
notice of issuance & aval lab i 1 ity. Amend revises Tech Spec to 
clarify term operable. 

IPPOLITO* T. A. Operating Reactors Branch 2. 81/06/25. 3pp. 

09028: 272. 


—8107140860 Amends 62*34,53,72 & 65 to Licenses DPR-19, DPR-2, DPR-25* 
•DPR -29 it DPR-30* respectively* revising Tech 8p*cs to clarify 
term operable re single failure criterion for safety sys. 
CRUTCHFIELD, D. Operating Reactors Branch 5. 81/06/25. 63pp. 

09028:27 5. 


— 8107140872 Safety evaluation supporting Amends 62,34,53,72 8< 65 to 
Licenses DPR-19, DPR-2, DPR-25, DPR-29 *< DPR-30, respect ively. 

* Office of Nuclear Reactor Regulation, Director. 81/06/25. 3pp. 
09028: 336. 


—8107140879 Notice of issuance & availability of Amends 62,34,53,72 St 6! 
to Licenses DPR-19* DPR-2, DPR-25, DPR-29 it DPR-30, 
respectively. 

IPPOLITO, T. A. Operating Reactors Branch 2. 81/06/25. 2pp. 

09028: 339. 


8107020158 Forwards marked-up table completing or correcting inf o* re 
SEP Topic III-l, "Classification of Structure Sys it 
Components." Forty marked-up oversize P&IDs enc 1. Aperture 
cards are available in PDR. 

RAUSCH* T. J. Commonwealth Edison Co. 81/06/26. 17pp. 08952:328. 


8107020300 Forwards safety evaluation of SEP Topic VI I 1-3. B* "DC Power 
Sys Bus Voltage Monitoring & Annunciation. " 

CRUTCHFIELD* D. Operating Reactors Branch 5. 81/06/26. 3pp. 

08952: 357. 
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8107020331 Forwards evaluation of SEP Topic VIII-2, "Onsite Emergency 
Power Sys Diesel Generator*" for fac i 1 ity. Recommends mods 
to diesel generator protective interlocks. 

CRUTCHFIELD. D. Operating Reactors Branch 5. 81/06/26. 4pp. 

08936: 285. 


8107020369 Forwards supplemental safety evaluation of contractor 
evaluation of SEP Topic III. 10. A. "Thermal-Overload 
Protection for Motors of Motor-Operated Valves. “ 

CRUTCHFIELD. D. Operating Reactors Branch 5. 81/06/26. 4pp. 

0895Q: 345. 


8107070423 Forwards revised Pages 1-7.1-33,1-37 & 1-40 to CE-l-A, QA 
Program, Revision 17. W/o Pages 1-7,1-37 & 1-40. 

TRAMM. T. R. Commonwealth Edison Co. 81/06/26. Ip. 08950:038. 


8107100240 Forwards MI-LR-81-02, "Mark I Plant Containment Mod Status 
Summary." Info provided for all Mark I plants except Hope 
Creek & OysteT Creek. Hope Creek not yet operating. Oyster 
Creek will be providing info separately. 

STARK, 8. J. General Electric Co. 81/06/29. Ip. 08995:166. 


8107060425 Application for amends to Licenses DPR-19, DPR-25, DPR-29 it 
DPR-30, allowing continued operation w/recirculation loop 
out-of-*vc during maint & providing permanent OL provisions 
allowing restricted operation. 

DELGEORGE, L. 0. Commonwealth Edison Co. 81/06/30. 4pp. 08920:027. 


8107130374 Forwards draft evaluation of SEP Topic XV-16, re radiological 
consequences of failure of small lines carrying primary 
coolant outside containment. Assessment compares facility 
w/criteria used by NRC for licensing new facilities. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 81/06/30. 5pp. 

08997: 125. 


8107130382 Forwards draft evaluation of SEP Topic IX-3, re station svc & 
cooling water sys. Assessment compares facility w/criteria 
used by NRC for licensing new facilities. Response requested 
within 30 days. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 81/06/30. 14pp. 

08997: 290. 


8107140733 Forwards design output data for reactor water recirculation 
sys, in response to SEP Topics III-6 re seismic design 
considerations & III-ll re component integrity. Aperture 
cards will be available in PDR. 

RAUSCH, T. J. Commonwealth Edison Co. 81/06/30. 119pp. 09017:235. 


8107090210 Forwards responses to NUREG-0737 items, inc lud ing RCS vents, 
rel ief /safety value test requirements, aux i 1 iary feedwater 
sys evaluation/automatic initiation it flow indication & 
dedicated hydrogen penetration. 

DELGEORGE, L. 0. Commonwealth Edison Co. 81/07/01. 37pp. 08983:290. 


8107080411 Forwards addl commitments to TMI Action Plan Items II. B. 4, 

I II. D. 3. 4, II. K. 3. 29 it II. F. 2, per NRC 810701 request. 

DELGEORGE, L. 0. Commonwealth Edison Co. 81/07/02. 4pp. 08973:073. 


8107130447 Forwards safety evaluation for SEP Topic VI-10. A re testing 
of reactor trip sys it engineered safety features, including 
response time. Mods to Tech 3pecs & equipment to implement 
response time testing program proposed. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 81/07/03. 3pp. 

09000: 120. 


8107100194 Forwards info Inadvertently omitted from 810602 revised 
response to NRC questions re containment vent & purge valve 
operability. 

RAUSCH, T. J. Commonwealth Edison Co, 81/07/06. 16pp. 08994:315. 


8107310055 Generic Ltr 81-23A to all licensees & CP holders, advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation, per Generic Ltr 81-23, are unnecessary. 

EISENHUT, D. G. Division of Licensing. Bl/07/06. 6pp. 09222:215. 


8107130385 Forwards NRC evaluation of SEP Topic VI 1-3. A re station 
battery capacity test requirements it recommendations to 
modify Tech Specs. Need to implement changes will be 
determined during integrated plant safety assessment. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 81/07/07. 3pp. 

08997: 287. 


8107130403 Forwards NRC final safety evaluation it contractor technical 
evaluation re SEP Topic VII-3, re sys required for safe 
shutdown. Facility needs addl ac onsite electrical source in 
order to satisfy all safe shutdown requirements. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 81/07/07. 19pp. 

08997: 188. 


8107130413 Forwards safety evaluation for SEP Topic VI-10. B, re 
electrical instrumentation it control portions of shared sys. 
Mods to plant sys it Tech Specs recommended. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 81/07/07. 6pp. 

08997: 178. 


8107130417 Requests 810715 meeting in Bethesda.MD for utils to present 
positive indications of commitments to provide sufficient 
resources to support proposed SEP redirection approach & to 
complete SEP topic assessments per end schedules. 

EISENHUT, D. G. Division of Licensing. 81/07/07. 42pp. 0B997: 207. 


8107140437 Submits response to Generic Ltr 81-04 re implementation of 
NUREG-03 13, Revision 1 re pressure boundary piping. Increased 
insp it leakage detection requirements are not warranted. 

Inservice insp program adequately ensures safe operation. 

DELGEORGE, L. Q. Commonwealth Edison Co. 81/07/07. 3pp. 09013:222. 


8107160348 Forwards evaluation for SEP Topics II-4, "Geology it 
Seismology" it 1 1-4. B, "Proximity of Capable Tectonic 
Structures in Plant Vicinity. " Evaluation will be basic 
input to integrated safety assessment for facility. 
CRUTCHFIELD, D. Operating Reactors Branch 5. 81/07/09. 14pp. 

09041 : 333. 


8107210077 Notification of 810717 meeting w/util it NSC/Quadrex in 
Bethesda,MD to discuss spent fuel pool storage rack seismic 
design. 

0 'CONNOR, P . W. Operating Reactors Branch 5. 81/07/09. 2pp. 

09107: 318. 


8107210157 Forwards Amends 63,54,73 8t 66 to Licenses DPR-19, DPR-25, 
DPR-29 & DPR-30, respectively, safety evaluation it notice of 
issuance it ava i lab i 1 ity . Amends authorize operation w/one 
recirculation pump out of svc. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 81/07/09. 2pp. 

09106: 163. 


—8107210166 Amends 63.54,73 it 66 to Licenses DPR-19, DPR-25, DPR-29 it 
DPR-30, respectively, authorizing operation w/one 
recirculation pump out of svc. 

CRUTCHFIELD, D. Operating Reactors Branch 5. IPPOLITO, T. A. 
Operating Reactors Branch 2. 81/07/09. 8pp. 09106:165. 


— 8107210174 Safety evaluation supporting Amends 63,54.73 it 66 to 
Licenses DPR-19, DPR-25, DPR-29 it DPR-30, respectively. 

# Office of Nuclear Reactor Regulation, Director. 81/07/09. 5pp. 
09106: 173. 


— 8107210177 Notice of issuance it availability of Amends 63,54,73 S< 66 to 
Licenses DPR-19, DPR-25, DPR-29 it DPR-30, respectively. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 81/07/09. 2pp. 

09106: 178. 


8107160327 Forwards safety evaluation of SEP Topics V-ll.A 8. V-U.B. 
Mods to reactor water cleanup suction valve control 
circuitry proposed. Need to implement changes will be 
determined during integrated plant safety assessment. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 81/07/10. 5pp. 

09041:351. 


8107160360 Requests addl info for SEP Topics II-3. A re hydrologic 
description & II-3. B re flooding potential & protection 
r equiremen ts. Inf o including site plans it vicinity maps, 
requested within 30 days of ltr receipt. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 81/07/10. 4pp. 

09034:001. 


8107200020 Forwards evaluation of BWR owners group generic response to 
TMI Action Plan Item II. K. 3. 46 (Michelson concerns). Item 
considered complete for facilities. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 81/07/10. 9pp. 

09079: 087. 


8107290025 Forwards order confirming licensee commitments to post-TMI 
related requirements of NUREG-0737, based on listed util 
1 trs. Exp 1 i ci t statements of requirements set forth in 
attachment to order. 

IPPOLITO, T, A. Operating Reactors Branch 2. 81/07/10. 2pp. 

09189: 188. 


— 8107290028 Order confirming licensee commitments on post-TMI related 
issues. Licensee required to satisfy specific requirements 
described in attachment to order within 60 days after 
effective date of order. 

PURPLE, R. A. Division of Licensing. 81/07/10. 10pp. 09189:190. 


8107140577 Forwards Revision 18 to CE-l-A, QA program. Revision clarifies 
procurement of safety-related metis, parts, equipment, 
components & items. 

SWARTZ, E. D, Commonwealth Edison Co. 81/07/12. Ip. 09023:352. 
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— 8107140590 Revision 18 to QA program for facility. 

a Commonwealth Edison Co. CE-l-A R18. 81/07/12. 5pp. 

09023: 353. 


8107230358 Discusses NRC acceptance review of Revision 17 to CE-l-A. 
QA program for nuclear generating stations. Revision 
incorporates organizational changes. Rept acceptable. 

HAA8S. W. P. Quality Assurance Branch. 81/07/14. 2pp. 09145:172. 


8107270100 Summary of 810630 meeting w/Comm Ed & NSC-Quadrex in 
Bethesda.MD re analytic methods & seismic inputs used by 
NSC-Quadre x. List of addl info needed by SEP Branch to 
complete review of spent fuel pool rack design end. 

0 'CONNOR. P. W. Operating Reactors Branch 5. 81/07/15. 6pp. 

09213: 003. 


8107280640 Summary of 810717 meeting u/util & NSC-Quadrex in Bethesda. 
MD re seismic design of proposed spent fuel pool storage 
racks. Draft response to seven questions proposed during 
810630 meeting & attendance list end. 

0 'CONNOR. P . W. Operating Reactors Branch 5. 81/07/20. 21pp. 

09180: 172. 


8107300024 Forwards draft Vols 4 & 5 tc apps of NUREG/CR-1 582 re seismic 
hazard ana lysis. Repts served as theoretical basis for 
development of site-specific ground response spectra for 
eastern US SEP plants in 810717 ltr. 

CRUTCHFIELD. D. Operating Reactors Branch 5. 81/07/22. 700pp. 

09196:059. 


Q. Inspection reports. IE Bulletins & correspondence 


8107140753 Forwards IE Insp Repts 50-010/81-06.50-237/81-13 tc 
50-249/81-08 on 810404-0508 Sc notice of violation. 

HEXSHMAN. R. F. Division of Resident Sc Project Inspection. 81/07/01. 
2pp. 09017: 166. 


—8107140757 Notice of violation from insp on 810404-0508. 

HEXSHMAN. R. F. Division of Resident Sc Project Inspection. 
81/07/01. 2pp. 09017:168. 


—8107140764 IE Insp Repts 50-010/81-06.50-237/81-13 Sc 50-249/81-08 on 
810404-0508. Noncompliance noted : failure to follow chemistry 
procedure Sc improper valve lineup. 

TONGUE. T. M. . JORDAN. M. J. , REIMANN. F. W. Reactor Projects Section 
1C. 81/06/18. 10pp. 09017:170. 


8107150060 Forwards IE Insp Rept 50-237/81-16 on 810514 Sc 0609-10. No 
noncompliance noted. 

NORELIUS. C . E. Division of Engineering Sc Technical Inspection. 
81/07/02. 2pp. 09025:311. 


—8107150061 IE Insp Rept 50-237/81-16 on 810514 S< 0609-10. No 
noncompliance noted. Major areas inspected: startup test 
procedures, control rod drive scram time tests Sc core 
thermal power evaluation. 

ROBINSON. D. L. . JACK I W, I. N. Tast Program Section. 81/06/25. 6pp. 
09025:313. 


8107140402 Forwards IE Insp Repts 50-237/81-14 Sc 50-249/81-11 on 
810622-25. No noncompliance noted. Repts withheld (ref 
10CFR2. 790). 

NORELIUS. C. E. Division of Engineering Sc Technical Inspection. 
81/07/03. 2pp. 09014:026. 


8107140378 Forwards monthly status evaluation rept. re IE Bulletin 
79-14. "Seismic Analysis for As-Built Saf ety-Related Piping 
Sys. " W/o end. 

RAUSCH. T. J. Commonwealth Edison Co. 81/07/06. Ip. 09014:003. 


8107200406 Ack receipt of 810629 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-237/81-09. tc 
50-249/81-06. 

NORELIUS. C. E. Division of Engineering Sc Technical Inspection. 
81/07/06. Ip. 09071:361. 


—8107200411 Responds to NRC 810604 ltr re violations noted in IE Insp 
Repts 50-237/81-09 Sc 50-249/81-06. Corrective actions: 
permanent fire stops installed to seal fire barrier 
penetrations. Step added to hydrostatic test procedure. 

REED. C. Commonwealth Edison Co. 81/06/29. 9pp. 09072:001. 


8107240306 Advises that IE Info Notice 81-19. “Lost Parts in Primary 
Coolant Sys." was forwardad to listad utils. 

* Region 3, Chicago. Office of the Director (81/03/01). 81/07/06. 

Ip. 09148:203. 


8107200402 Notifies that IE Info Notice 81-19. “Lost Parts in Primary 
Coolant Sys." was sent to listed utils on 810706. 

CARROLL. D. E. Word Processing Sc Document Control Section. 81/07/07. 
2pp. 09073:323. 


8107150107 Advises that IE Circular 81-09, "Containment Effluent Water 
That Bypasses Radioactivity Monitor, " was sent to listed 
licensees on 810710. 

CARROLL, D. E. Word Processing Sc Document Control Section. 81/07/10. 
2pp. 09026:026. 


8107200298 Forwards civil penalty payment, in accordance w/NRC 810223 
order Sc 810610 settlement of proceeding on order imposing 
civil monetary panalty. 

REED, C. Commonwealth Edison Co. 81/07/10. Ip. 09076:343. 


8107170236 Advises that IE Info Notice 81-20, "Test Failures of 
Electrical Penetration Assemblies, " was sent to listed utils 
on 810713. 

CARROLL, D. E. Word Processing Sc Document Control Section. 81/07/13. 
2pp. 09051:028. 


8107170245 Advises that IE Info Notice 81-20, "Test Failures of 
Electrical Penetration Assemblies, " was forwarded to 
listed licensees. 

# Region 3, Chicago, Office of the Director (81/03/01). 81/07/15. 

Ip. 09051:001. 


8107170251 Advises that IE Circular 81-09, "Containment Effluent Water 
That Bypasses Radioactivity Monitor, “ was forwarded to 
listed licensees. 

* Region 3» Chicago, Office of the Director (81/03/01). 81/07/15. 

Ip. 09058:209. 


8107200254 Ack receipt of 810526 S< 0615 ltrs informing NRC of steps 
taken to correct violations noted in IE Insp Repts 
50-237/81-06, 50-249/81-04, 50-254/81-03, 50-265/81-03, 

50-295/81-05 & 50-304/81-03. 

NORELIUS, C. E. Division of Engineering tc Technical Inspection. 
81/07/15. 2pp. 09074:359. 


—8107200260 Responds to NRC 810501 ltr re violations noted in IE Insp 
Repts 50-237/81-06, 50-249/81-04, 50-254/81-03, 50-265/81-03, 
50-295/81-05 tc 50-304/81-03. Corrective actions:QA topical 
rept will be revised tc submitted by 810713. 

ABEL, J. S. Commonwealth Edison Co. 81/06/15. 2pp. 09074:361. 


— 8107200269 Responds to NRC 810501 ltr re violations noted in IE Insp 
Repts 50-237/81-06, 50-249/81-04, 50-254/81-03, 50-265/81-03, 
50-295/81-05 tc 50-304/81-03. Corrective actions: Tech Spec 
changes to be submitted to identify proper QA stds. 

ABEL, J. S. Commonwealth Edison Co. 81/05/26. 6pp. 09075:001. 


8107280446 Forwards IE Insp Repts 50-010/81-07, 50-237/81-18 tc 
50-249/81-10 on 810509-0605. No noncompliance noted. 

HEXSHMAN, R. F. Division of Resident tc Project Inspection. 81/07/16. 
2pp. 09174:242. 


—8107280448 IE Insp Repts 50-010/81-07,50-237/81-18 tc 50-249/81-10 on 
810509-0605. No noncompliance noted. Major areas inspected: 

IE bulletin tc LER followup, monthly main! tc surveillance 
observation Sc operational safety verification. 

TONGUE, T.M., JORDAN, M. J. , REIMANN, F. W. Reactor Projects Section 
1C. 81/07/16. 7pp. 09174:244. 


8103300402 IE Info Notice 81-21, "Potential Loss of Direct Access to 
Ultimate Heat Sink. ” 

* Director's Office, Office of Inspection and Enforcemant. 

81/07/21. 5pp. 09162:348. 


8107270246 Advises that IE Info Notice 81-21, "Potential Loss of Direct 
Accass to Ultimate Heat Sink," was sent to listed licensees 
on 810721. 

CARROLL, D. E. Word Processing tc Document Control Section. 81/07/21. 
2pp. 09160:112. 


8107270218 Advises that IE Circular 81-12, "Inadequate Periodic Test 
Procedure of PUR Protection 6ys, " was sent to listad 
licensees on 810722. 

CARROLL, D. E. Word Processing tc Document Control 8ectlon. 81/07/22. 
2pp. 09160: 131. 


8107270253 Advises that IE Circular 81-12, "Inadequate Periodic Test 
Procedure of PUR Protection Sys," was sent to listad 
licensees, 

* Region 3, Chicago, Office of the Director (81/03/01). 81/07/24. 

Ip. 09160:107. 
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8107280196 Notifies that IE Circular 81-11# "Inadequate Decay Heat 
Removal During Reactor Shutdown# 11 was sent to licensees on 
810724. 

CARROLL# D. E. Word Processing & Document Control Section. 81/07/24. 
2pp. 09169:010. 


8107280626 Advises that IE Circular 81-11# "Inadequate Decay Heat 
Removal During Reactor Shutdown# 11 has been forwarded to 
listed licensees. 

* Region 3# Chicago# Office of the Director (81/03/01). 81/07/24. 

Ip. 09181:001. 


8. Reportable occurrences# LERs & related correspondence 


—8107300070 LER 81-041 /03L-0: on 810624# pointer on level instrument 
263-73A found hanging up during DIS 1500-3 (reactor water 
level containment spray inter loc ks ). Caused by needle 
rubbing on instrument housing. Need le adjusted & tested. 

ZIRWAS# K . Commonwealth Edison Co. 81/07/22. 2pp. 09192:087. 


T. Hearing transcripts on non-ant i trust matters 


8107060428 Forwards SC Pedigo testimony & affidavit addressing control 
of heavy loads St AK Singh affidavit addressing seismic 
design criteria# in response to ASLE Question 2. Related 
correspond ence. 

STEPTOE# P. P. Isham# Lincoln & Beale. STEPTOE«P.P. Commonwealth 
Edison Co. 81/05/05. 2pp. 08920:039. 


8107160304 Forwards LER 81-036/01T-0. 

SCOTT# D. J. Commonwealth Edison Co. 81/06/09. Ip. 09042:012. 


—8107160312 LER S1-036/01T-0: on 810602# CRD P-10 inserted slowly# 
exceeding limits for one four control rod array. Caused by 
sticking scram solenoid valve S02-0305-1 18. CRD rebuilt & 
returned to svc. 

HOLLAND# P. Commonwealth Edison Co. 81/06/12. 3pp. 09042:013. 


8107200226 Forwards updated LER 81-005/03X-L. Deviation rept end. 
SCOTT# D. J. Commonwealth Edison Co. 81/06/16. 2pp. 09077:062. 


—8107200232 Updated LER 81-005/03X-1 : on 810117# during local leak rate 
testing# measured leakage of single isolation valve exceeded 
Tech Specs. Caused by normal deterioration of valve seat. 

Valve replaced. 

ZIRWAS# K. Commonwealth Edison Co. 81/06/15. 2pp. 09077:064. 


8107240208 Forwards updated LER 81-006/01X-1. 

SCOTT# D. J. Commonwealth Edison Co. 81/06/16. 2pp. 09139:274. 


—8107240210 Updated LER 81-006/01 X-l : on 810123# excessive leakage 
indicated various penetrations in feedwater check valves. 

Caused by cracked 0 ring & worn swing pins. Valves repaired 
& broken components replaced. 

ZIRWAS, K. Commonwealth Edison Co. 81/06/06. 3pp. 09139:276. 


8107100009 Forwards LER 81-035/03L-0. 

SCOTT, D. J. Commonwealth Edison Co. 81/06/30. Ip. 08988:330. 


— 8107100011 LER 81-035/03L-0: on 810601# recorder readings on plant 
chimney discovered below normal expectation. Caused by 
uncoupling of sample line on stack gas filter assemb ly . Line 
reconnected. Personnel reinstructed re proper lineup. 

RHEE. 8. Commonwealth Edison Co. 81/06/30. 2pp. 08988:331. 


8107140375 Forwards LER 81-037/03L-0. 

SCOTT# D. J. Commonwealth Edison Co. 81/07/02. Ip. 09014:005. 


— 8107140381 LER 81-037/03L-0: on 810607 during normal operation# vacuum 
breaker 2-1632-D position indication was lost during 
testing. Cause unknown. Breaker retested w/o problem. 

HOLLAND# P. Commonwealth Edison Co. 81/07/02. 2pp. 09014:006. 


8107200054 Forwards LER 81-03B/03L-0. 

SCOTT, D. J. Commonwealth Edison Co. 81/07/08. Ip. 09069:083. 


—8107200058 LER B1-03B/03L-0: on 810609# vacuum breaker found binding 
during suppression chamber to drywell vacuum breaker 
operability test. Caused by improper clearance on shaft 
seals. Seals adjusted. 

ZIRWAS# K. Commonwealth Edison Co. 81/07/07. 2pp. 09069:084. 


8107300065 Forwards LER 81-040/03L-0. 

SCOTT# D. J. Commonwealth Edison Co. 81/07/21. Ip. 09192:096. 


—8107300067 LER 81-040/03L-0: on 810624, relay 590-123D failed to drop out 
after initial pickup w/DIS 500-7 in progress. Caused by 
contact on auxiliary relay 590-123D sticking c losed. Reactor 
half scram initiated on affected channel. 

MORGAN# U. Commonwealth Edison Co. 81/07/21. 2pp. 09192:097. 


8107300074 Forwards LER 81-039/03L-0. 

SCOTT# D. J. Commonwealth Edison Co. 81/07/21. Ip. 09192:101. 


■8107300076 LER 81-039/03L-0: on 810624, pressure switch PS 504C found 
tripping at rate exceeding Tech Spec limits. Caused by 
instrument setpoint drift. Instrument inspected & switch 
reset & checked for repeatability. 

MORGAN# W. Commonwaalth Edison Co. 81/07/21. 2pp. 09192:102. 


8107300068 Forwards LER 81-041 /03L-0. 

SCOTT# D. J. Commonwealth Edison Co. 81/07/22. Ip. 09192:086. 


— 8107060436 Testimony by SC Pedigo re control of heavy loads at 
fac i lity . Affidavit end. 

PEDIGO# S. C. Commonwealth Edison Co. 81/05/04. 11pp. 08920:041. 


— 8107060442 Testimony by AK Singh re facility seismic design criteria. 
Certificate of Svc# affidavit it prof qualifications end. 

SINGH. A. K. Commonwealth Edison Co. SINGH. A, K. Sargent & Lundy# 
Inc. 81/05/05. 15pp. 08920:052. 
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P. Operating license stage documents & correspondence 


8107200098 Requests that NRC it FEMA provide joint monthly rept of 
status of radiological emergency planning review It approval 
activities. Required info outlines should begin 810630. 

Request based on NRC it FEMA testimony at 810427 hearing. 

HART# G. Senate. Environment it Public Works. 81/06/08. 3pp. 
09079: 135. 


—8107200139 Ack receipt of 810619 ltr it MARAD 810616 request for license 
amend. No difficulty expected in completing action on 
Patriots Point amend. Suggests D Eisenhut# Director of Div of 
Licensing# as new NRC contact re amend. 

HENDRIE. J. M. Commissioners. 81/06/25. Ip. 09079:202. 


— 8107200142 Responds to request for MARAD 810616 ltr requesting license 
amend. Ex presses appreciation for meeting earlier in wk. 

HARTNETT, T. F. House of Rep. 81/06/19. ip. 09079:203. 


8107170295 Submits bareboat charter agreement between Maritime 
Administration it Patriots Point Development Authority of 
State of SC in support of Maritime Administration 
application to amend License NS-1. 

LEVINE. Z. Commerce, Dept, of # Maritime Administration. 81/07/16. 

14pp. 09052: 169. 
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F. Security# medical# emergency & fire protection plans 


8107130019 Forwards FEMA 810423 ltr to NRC it 810406 ltr to State of NY 
listing deficiencies in State of NY it local emergency 
response plans for area around reactor si te. Deficiencies 
must be corrected within 120 days. 

GRIER# B. H. Region 1# Philadelphia# Office of the Director 
(81/03/01). 81/04/24. 30pp. 09024:182. 


8107100128 Releases public version of radiological emergency plan for 
facility. 

FELTON# J. M. Division of Rules and Records. 81/06/12. Ip. 
07806:001. 


— 8107100132 Forwards public version of radiological emergency response 
plan# con sitting of State of NY radiological emergency 
preparedness plan it Monroe & Wayne Counties# NY radiological 
emergency response plans. 

MAIER, J. E. Rochester Gas & Electric Corp. 80/12/30. Ip. 

07806: 001. 


—8107100136 Public version of radiological emergency response plan# 
consisting of State of NY radiological emergency 
preparedness plan it Monroe it Wayne Counties# NY radiological 
emergency response plans. 

* Roche *ter Gas it Electric Corp. 80/12/30. 850pp. 07806:001. 


8107150430 Forwards Suppl 3 to fire protection safety evaluation 
revising fire door supervision requirements per 810603 
request. No schedule extension to meet requirements included. 
CRUTCHFIELD# D. Operating Reactors Branch 5. 81/06/22. 2pp. 

09049:301. 
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—8 1 071 50433 Suppl 3 to fire protection safety evaluation supporting 
810603 request for alternative means of fire door 
supervis ion. 

* Office of Nuclear Reactor Regulation# Director. 81/06/32. 3pp. 
09049: 304. 


8107140013 Extends completion date of fire protection items to 811117# 
in response to 810619 request. Tech Specs approved by Amend 
39 to License DPR-18 are extended for implementation upon 
completion of necessary sys mods. 

DENTON#H. R. Office of Nuclear Reactor Regulation# Director. 

81/06/30. 6pp. 09031:001. 


-*-8107140014 Notice of extension of completion dates for eight fire 
protection sys mods & Tech Spec provisions approved by Amend 
39 to License DPR-18. 

CABE.E. 0. Office of Nuclear Reactor Regulation# Director. 
81/06/30. Ip. 09031:007. 


8107080288 Forwards functional description of upgraded meteorological 
measurements Si analysis program t< schedule for 
implementation# per NURE0-0737# Item III. A. 2 & NURE0-0654# 

Revision l#App 3. 

MAIER# J. E. Rochester Qas & Electric Corp. 81/07/01. 11pp. 

08970:301. 


8107130341 Requests confirmation that sys re prompt notification St 
instructions to public in emergency has been implemented. 

Info re compensating actions or procurement b installation 
problems requested. Response requested by 810724. 

ORIER#B. H. Region 1# Philadelphia# Office of the Director 
(81/03/01). 81/07/01. 4pp. 08997:091. 


8107170140 Ack receipt of 810333 ltr informing NRC of steps taken to 
correct violations noted in FEMA review of NY state b county 
emergency plans. 

GRIER# B. H. Region 1* Philadelphia# Office of the Director 
(81/03/01). 81/07/09. Ip. 09053:187. 


—8107170144 Responds to NRC 810424 ltr re violations noted in 810406 
FEMA review of state b county emergency p Ians. Corrective 
actions: revised state/county plans will be submitted by 
responsible state official. 

MAIER# J. E. Rochester Oas b Electric Corp. 81/03/22. 7pp. 

09033: 188. 


P. Operating license stage documents b correspondence 


8107300107 Forwards safety evaluation re environ qualif ication of 
safety-related electrical equipment b nonproprietary rept# 
"Equipment Environ Qual if ication# R. E. Ginna Plant." 

Response to safety evaluation due within 90 days. 

CRUTCHFIELD. D. Operating Reactors Branch 3. 81/06/01. 4pp. 

09216: 106. 


— 8107300110 Safety evaluation re environ qualif ication of saf ety-relate 
electrical equipment finding no outstanding items that 
require immediate corrective action. Defic lent items 
replaced. Equipment qualified for low probability events. 

* Office of Nuclear. Reactor Regulation# Director. 81/06/01. 

30pp. 09216:110. 


— 8103240212 Nonproprietary version of "Equipment Environ Qualification! 
RE Ginna Unit 1* " final technical evaluation rept. 

CRANE# C. J. Franklin Institute/Franklin Research Center. 

NRC -03-79-1 IB. TER-C 3257- 178. 81/03/20. 207pp. 09216:140. 


8107150381 Forwards safety evaluation re 801114 b 810423 QA program. 
List of structures# sys b components is under separate review 
in SEP Topic III-l.NRC 810504 Generic Ltr 80-01 addressed 
updated reg guide commitments re personnel qualif ication. 
CRUTCHFIELD# D. Operating Reactors Branch 3. 81/06/22. 3pp. 

09032: 290. 


— 8107130385 Safety evaluation supporting QA program for full-term OL. 

* Office of Nuclear Reactor Regulation# Director. 81/06/22. 9pp, 
09032: 293. 


8107150402 Corrects erroneous response date in 810601 safety evaluation 
for environ qualification Df saf ety-related equipment. 

Correct interval is 90 days# not 30. 

CRUTCHFIELD. D. Operating Reactors Branch 3. 81/06/22. 2pp. 

09033: 029. 


8107020336 Forwards 760121 memo entitled "Concentration of Boric Acid 
in Reactor Vessel During Long-Term Cooling - Method for 
Reviewing App K Submittals# " referenced in NRC evaluation of 
SEP Topic IX-4 re boron addition sys. 

CRUTCHFIELD# D. Operating Reactors Branch 3. 81/06/23. 6pp. 

08936: 289. 


8107210480 Requests response to end comments re guard training plan 
within 30 days of receipt of ltr. Review of training b 
qualification plan continuing. 

CRUTCHFIELD# D. Operating Reactors Branch 5. 81/07/09. 4pp. 

09108: 236. 


8107090039 Submits page changes to 810601 safety evaluation for environ 
qualif icat ion of saf ety-related equipment. Changes result 
from Inconsistencies between safety evaluation b technical 
evaluation rept. 

CRUTCHFIELD# D. Operating Reactors Branch 5. 81/06/23. 4pp. 

08979:271. 


8107290002 Generic Ltr 81-27: requests that all emergency plans b 
implementing procedures be submitted w/pages marked to 
reflect privacy b proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EZBENHUT# D. G. Division of Licensing. 81/07/09. 5pp. 09189:039. 


B 107280426 Forwards emergency planning info for placement in LPDR. W/o 
8107100132. 

BQUDER# J. L. Division of Rules and Records. 81/07/16. Ip. 

09180: 137. 


810^290228 Forwards emergency planning info for placement in LPDR. W/o 
8106290422. 

SOUDER# J. L. Division of Rules and Records. 81/07/16. Ip. 

09206: 230. 


8107290021 Requests info re station blackout (Unresolved Safety Issue 
A-44). Questionnaire b LER documentation end. Reply 
Requested within 120 days. 

CRUTCHFIELD# D. Operating Reactors Branch 5. 81/07/20. 17pp. 

09189: 263. 


—8107290022 Forwards completed questionnaire re standby diesel 
generator units. 

WHITE# L. D. Rochester Gas b Electric Corp. 78/01/18. 4pp. 
09189: 280. 


8107020326 Forwards evaluation of SEP Topic 
Safety Features <ESF) Sys Control Logic b 
contractor document. Proposes mods to some 
improve electrical isolation. 

CRUTCHFIELD# D. Operating Reactors Branch 
08930: 128. 


VIII-l.A# "Engineered 
Design# " based on 
equipment to 

3. 81/06/26. 4pp. 


8107020408 Forwards evaluations for SEP Topics XV-i# XV-2# XV-3. XV-4# 
XV— 5# XV-6, XV-7, XV-B# XV-IO. XV-12, XV-14. XV-13 b XV-17 re 
DBE-accidents b transients. 

CRUTCHFIELD# D. Operating Reactors Branch 3. 81/06/29. 49pp. 

08934:251. 


8107160012 Informs that NUREG-0737# TMI Action Plan Item II. K. 2. 19# 
"Sequential Auxiliary Feedwater Flow Analysis# " does not 
apply to NSSSs w/Westinghouse b C-E Inverted U-tube steam 
generators. No response to item required. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 81/06/29. 2pp. 

09061:313. 


8107020346 Forwards draft evaluation of SEP Topic 1 1 1-5. A# "Effects of 
Pipe Break on Structures# Sys b Components Inside 
Containment. " Evaluation will be basic input to integrated 
safety assessment unless as-built facility differs. 

CRUTCHFIELD# D. Operating Reactors Branch 5. 81/06/30. 19pp. 

08936: 017. 


G. Adjudicatory correspondence 


8107290113 Forwards ordar confirming licensee commitments to 
TMI-r elated requirements set forth in NUREG-0737. 

CRUTCHFIELD# D. Operating Reactors Branch 5. 81/07/10. 2pp. 

09189: 288. 


—8107290117 Order confirming licensee commitments to post-TMI related 
issues contained in NUREG-0737. 

PURPLE# R. A. Division of Licensing. 81/07/10. 10pp. 09189:290. 


8107080182 Forwerds responses to NRC questions re SEP Topic XV-7 
concerning locked rotor transient. Effect of pump coastdown 
on locked rotor transient b comparison of loss of flow It 
locked rotor transients# calculated by vendors# provided. 

MAIER# J. E. Rochester Gas b Electric Corp. 81/06/30. 23pp. 

08962: 166. 


8107080192 Forwards assessment of SEP Topic 11-4. D# "Stability of 
Slopes# " per NRC 810417 ltr. Slopes near plant site ara in 
stable condition. 

MAIER# J. E. Rochester Gas b Electric Corp. 81/06/30. 4pp. 
08963: 077. 
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8107080294 Forward* results of independent review of draft safety 
evaluation of SEP Topic II-2. C* ’‘Atmospheric Transport Sc 
Diffusion Characteristics for Accident Analysis. 11 Suggested 
dispersion coefficients provided. 

MAKER* U. E. Rochester Oas & Electric Corp. 81/06/30. 17pp. 

08974:010. 


8107130397 Forwards evaluation for SEP Topics II-4 re geologic & 
seismology & 1 1-4. B re proximity of capable tectonic 
structures in plant vie inity. Inf o for developing site 
specific spectra adequate. No capable faults determined. 
CRUTCHFIELD. D. Operating Reactors Branch 9. 81/07/09. 14pp. 

08997:249. 


8107080324 Forwards assessment of SEP Topic II-4. F. "Settlement of 
Foundations & Buried Equipment. " in response to NRC 810417 
ltr. 

MAIER* J.E. Rochester Oas Sc Electric Corp. 81/06/30. 9pp. 

08972: 085. 


8107130228 Forwards Amend 44 to License DPR-18. safety evaluation & 
notice of issuance Sc availability. Amend revise* Tech Specs 
re safety-related shock suppressors (snubbers). 

CRUTCHFIELD. D. Operating Reactors Branch 5. 81/06/30. 3pp. 

09024: 037. 


—8107130234 Amend 44 to License DPR-18. revising Tech Specs re 
safety-related shock suppressors (snubbers). 

CRUTCHFIELD. D. Operating Reactors Branch 3. 81/06/30. 7pp. 

09024: 040. 


—8107130237 Safety evaluation supporting Amend 44 to License DPR-18. 

* Office of Nuclear Reactor Regulation. Director. 81/06/30. 2pp. 
09024: 047. 


— 8107130239 Notice of issuance Sc availability of Amend 44 to License 
DPR-18. 

CRUTCHFIELD* D. Operating Reactors Branch 9. 81/06/30. 3pp. 

09024: 049. 


8107080287 Submits info in response to TMI Action Plan Items II. B. 1. 
II. D. 1. II. E. 4. 1. II. E. 4. 2. II. F. 1, II. K. 3. 1 Sc 1 1. K. 3. 3. Seven 
oversize dr airings end. Aperture cards are available in PDR. 

MAIER, J.E. Rochester Oas Sc Electric Corp. 81/07/01. 3pp. 

08979: 020. 


— 8107080289 "Reactor Head Vent Solenoid Valves Position Verification. " 
BCDXNEi J. C. Rochester Gas 8< Electric Corp. 81/04/10. 3pp. 

08979: 023. 


—8107080291 "Reactor Head Vent Operation. " 

SCHULER. T. R. Rochester Oas Sc Electric Corp. 80/06/09. 4pp. 
08979: 026. 


— 8107080299 "Reactor Vessel Head Vent Operation* " Revision 0. 

* Rochester Gas Sc Electric Corp. 81/02/28. 11pp. 08979:030. 


8107080347 Informs that containment tendon surveillance program Sc 
testing schedule revised* based on 810603 telcon w/NRC. 

Proposed program includes testing of 18 tendons. Lift-off 
testing will occur during wk of 810713. 

MAIER* U. E. Rochester Oas Sc Electric Corp. 81/07/01. 2pp. 
08972:303. 


8107140601 Informs that applicant will suppl responses previously 
provided for NUREQ-0737, Items II. B. 2 Sc III.D. 3. 4 re plant 
shialding Sc control room habitabi lity* within 60 days. 

Responsa will describe plans for complying w/NUREG position. 
MAIER* U. E. Rochester Oas Sc Electric Corp. 81/07/06. Ip. 

09019: 183. 


8107310099 Generic Ltr 81-23A to all licensees Sc CP holders* advising 
that direct submittel* of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation* per Generic Ltr 81-23* ere unnecessary. 

EISENHUT, D. G. Division of Licensing. 81/07/06. 6pp. 09222:219. 


8107130417 Requests 810719 meeting in Bethesda«MD for utils to present 
positive indications of commitments to provide sufficient 
resources to support proposed 8EP redirection epproach Sc to 
eomplota SEP topic assessments per end schedules. 

EISENHUT* D. 0. Division of Licensing. 81/07/07, 42pp. 08997:207. 


8107140702 Amends 810611 request for change in Feb 1964 8AR Pages 6-8* 
Lines 21* 22* tc 23 tc Pages 6-9* Line 1. Clarifies types of 
personnel working around raactor who must have physical 
axams ovary 24 months. 

KAPLAN* S. N. California* Unlv. of* Berkeley. 81/07/07. 2pp. 

09017: 222. 


8107190098 Agrees W/8EP Topic III-7, C info re delamination of 
prestrassad concreta containment structures* per NRC 810624 
ltr. 

MAIER* J. E. Rochester Gas lc Elactric Corp. 81/07/07. Ip. 

09029: 310. 


8107190011 Responds to NRC 810612 ltr re SEP Topic VI 1 1-3. A* "Station 
Battery Capacity Test Requirements. " Tech Spec 4.6.2 
specifies battery sve test to be conducted at 12-month 
intervals. Copy of EGScG "Battery Capacity Tests" requested. 

MAIER* J. E. Rochester Ges It Electric Corp. 81/07/10. 2pp. 
09029:337. 


6107290119 Forwards order confirming licensee commitments to 
TMI-related requirements set forth in NUREQ-0737. 

CRUTCHFIELD* D. Operating Reactors Branch 9. 81/07/10. 2pp. 

09189:288. 


— 8107290117 Order confirming licensee commitments to post-TMI related 
issues contained in NUREQ-0737. 

PURPLE* R . A. Division of Licensing. 81/07/10. 10pp. 09189:290. 


8107170094 Advise* that proposed Tech Spec changes re snubbber 
surveillance will not be completed until mid Sept 1981* in 
response to NRC B10323 request. 

MAIER, J. E. Rochester Gas St Electric Corp. 81/07/13. ip. 
09093: 201. 


8107170193 Responds to Generic Ltr Bl-14. "Seismic Qualification of 
Auxiliary Feedwater Sys. " Final response will be submitted 
by 810727. 

MAIER, J. E. Rochester Gas 8* Electric Corp. 81/07/13. Ip. 

09094: 023. 


8107170197 Responds to NRC B10708 telcon re boron dilution at shutdown. 
Existing plant procedures combined w/ganeric Meetinghouse 
criteria allow adequate time for termination of dilution 
event before return to critical occurs. 

MAIER, J. E. Rochester Gas Sc Electric Corp. 81/07/13. 2pp. 

09094: 094. 


8107200145 Updates 810609 submittal on SEP Topic VIII-4 re electrical 
penatrations of raactor containment* per 810625 telcon. SEP 
Position 2. per NRC 810330 ltr, will be used for circuits 
w/environmentel ly qualified equipment inside containment. 

MAIER* J. E. Rochester Gas Sc Electric Corp. 81/07/14. 2pp. 

09068: 356. 


8107200359 Forwards "Short Circuit Sc Failure Analyses on Class IE 
Direct Current (DC) Sys, SEP Topic VI-7. C. 1. " No single 
failures in existing sys that could result in parallel 
operation of two Class IE dc trains. 

MAIER* J. E. Rochester Gas Sc Electric Corp. 81/07/14. Ip. 

09070: 296. 


— 8107200360 "Short Circuit Sc Failure Analytes on Class IE Direct Current 
(DC) Sys, SEP Topic VI-7. C. 1. " On# oversize drawing end. 

Aperture card is available in PDR. 

* Rochester Ges Sc Electric Corp. 81/07/14. 22pp. 09070:257. 


8107240086 Forwards final evaluation of SEP Topic Il-i. A* exclusion area 
authority Sc control* incorporating ravision to exclusion area 
boundary provided in util 810626 ltr. Util has authority to 
determine all activities within exclusion area. 

CRUTCHFIELD, D. Operating Reactor* Branch 5. 81/07/17. 5pp. 

09137:253. 


8107290005 Notification of 810728*29 Sc 30 maetings w/BScW* VJestinghouse Sc 
C-E owntrs groups in Bathesda*MD to discuss thermal shock to 
reactor pressure vessel issue. 

VIBSING, G. Operating Reactors Branch 4. 81/07/20. 5pp. 09189:127. 


8107290021 Raquests info re station blackout (Unresolved Saffty Issue 
A-44). Questionnaire Sc LER documentation end. Reply 
requested within 120 days. 

CRUTCHFIELD, D. Operating Reactor* Branch 5, 81/Q7/20. 17pp. 

09189:263. 


— 8107290022 Forward* complated questionnaire re standby dlesal 
generator units. 

WHITE, L. D. Rochestar Gas tc Electric Corp. 78/01/18. 4pp. 
09189:280. 


8107240143 Forwards NRC final evaluations of SEP Topics XX-l.B, 
population distribution tc III-4. D* site proximity missiles. 

Site conforms to current licensing criteria. 

CRUTCHFIELD, D. Operating Reactor* Branch 5. 81/07/21. 13pp. 

0913B: 135. 
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8107270072 Forwards revised safety evaluation re SEP Topic V-li. A, 
isolation of high & low pressure sys. Evaluation revised to 
reflect util 810623 ltr. NRC still requires mods to discharge 
check valves in charging subsys. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 81/07/22. 2pp. 

09156:343. 


—8107270076 Revised safety evaluation of SEP Topic V-U. A, isolation of 
high & low pressure sys. Charging pump discharge check valves 
should be modified to include position indication or testing 
program should be implemented to assure valves seat. 

* Operating Reactors Branch 3. Bl/07/22. 3pp. 09136:345. 


81071001 18 Forwards IE Health Physics Appraisal Rept 50-244/80-16 on 
801207-19 & significant appraisal findings. No noncompliance 
noted. 

GRIER/ B. H. Region 1, Philadelphia! Office of the Director 
(81/03/01). 81/06/15. 4pp. 08990:228. 


— 8107100121 IE Health Physics Appraisal Rept 30-244/80-16 on 801207-19. 
No noncompliance noted. Major areas inspected: radiation 
protection program it accident response capabilities. 

WHITEi J. R. Division of Emergency Preparedness & Operational 
Suppport. CARROLL. R. TERA Corp. HADLOCK. D. Battel le Memorial 
Institute. Pacific Northwest Laboratory. 81/03/29. 83pp. 

08990: 232. 


B107270210 Forwards revised draft evaluation of SEP Topic V-5 re 
RCPB leakage detection. Leakage detection sys is acceptable. 
CRUTCHFIELD. D. Operating Reactors Branch 5. 81/07/22. 7pp. 

09160: 148. 


8107100254 Forwards IE Insp Rept 50-244/81-07 on 810322-26 it notice of 
violation. 

JOYNER. J. H. Technical Inspection Branch. 81/06/22. 2pp. 

08995: 283. 


8107300024 Forwards draft Vole 4 k 5 Si apps of NUREG/CR-1S82 re seismic 
hazard analysis. Repts served as theoretical basis for 
development of site-specific ground response spectra for 
eastern US SEP plants in 810717 ltr. 

CRUTCHFIELD. D. Operating Reactors Branch 5. 81/07/22. 700pp. 

09196: 059. 


8107300246 Forwards request for addl info re underfrequency setpoint 
reduction. Answers should be submitted w/revised analysis 
justifying setpoint reduction it specifically analyzing rate 
of frequency decay. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 81/07/23. 3pp. 

09208: 093. 


8107300043 Forwards draft evaluation of SEP Topic XV-19, LQCA. Requests 
info re whether as-built facility differs from licensing 
basis assumed in assessment within 30 days of receipt of 
ltr. 

CRUTCHFIELD. D. Operating Reactors Branch 5. 81/07/27. 5pp. 

09191: 115. 


8107300125 Forwards SEP Branch draft evaluation of SEP Topic IX-4 re 
boron addition sys. Method for prevention of boron 
precipitation is acceptable. 

CRUTCHFIELD. D. Operating Reactors Branch 5. 81/07/27. 5pp, 

09191:317. 


Q. Inspection reports, IE Bulletins 8* correspondence 


8107270217 Advises that IE Info Notice 81-05. "Degraded DC Sys at 
Palisades, " was sent to listed licensees. 

* Region 1, Philadelphia, Office of the Director (81/03/01). 
81/03/13. 4pp, 09167:273. 


8107270270 Advises that IE Info Notice 81—08. "Repetitive Failures of 
Limitorque Operator SMB-4 Motor-to-Shaf t Key, " was sent to 
listed licensees. 

* Region 1, Philadelphia, Office of the Director (81/03/01). 
81/03/20. 4pp. 09178: 165. 


8107270243 Advises that IE Info Notice 81-10, "Inadvertent Containment 
Spray Due to Personnel Error." was sent to listed licensees. 

* Region 1, Philadelphia, Office of the Director (81/03/01). 
81/03/25. 4pp. 09167:296. 


8107270192 Advises that IE Info Notice 81-09, "Degradation of Residual 
Heat Removal (RHR) Sys, " was sent to listed licensees. 

* Region i, Philadelphia, Office of the Director (81/03/01). 
81/03/26. 4pp. 09167:267. 


8107230297 Advises that IE Bulletin 81-02, "Failure of Gate Type 
Valves to Close Against Differential Pressure, " was 
sent to listed licensees. 

* Region 1, Philadelphia, Office of the Director (81/03/01), 
01/04/09. 4pp. 09146:349. 


8107270256 Advises that IE Circular 81-06, "Potential Deficiency 
Affecting Certain Foxboro 10 to 50 Milliamptre 
Transmitters," was sent to listed licensees. 

* Region 1, Philadelphia, Office of the Director (81/03/01). 
81/04/14. 4pp. 09167:280. 


8107150040 Forwards IE Insp Rept 50-244/80-13 on 800923-26 it 1124-26. 
No noncompliance noted. 

JOYNER, J. H, Technical Inspection Branch. 81/05/18. 2pp. 


— 8107150043 IE Insp Rept 50-244/80-13 on 800923-26 it 1124-26. No 
noncompl iance noted. Major areas inspected: procedures, advance 
planning 6 preparation, training it corrective actions on 
previously identified items. 

PUJMLEE, K. E. , KNAPP, P. J. Facility Radiological Protection Section. 
81/04/24. ilpp, 09048:346. 


— 8107100257 Notice of violation from insp on 810322-26. 

JOYNER, J.H. Technical Inspection Branch. 81/06/22. 2pp. 
08995: 285. 


—8107100261 IE Insp Rept 50-244/81-07 on 810322-26. Noncompliance noted 
failure to utilize respiratory protective equipment. 

NIMITZ, R . L. , KNAPP, P. J. Facility Radiological Protection Section. 
81/06/18, 12pp. 08995: 2B7. 


8107070277 Confirms initial response to IE Bulletin 81-01, 
"Surveillance of Mechanical Snubbers. “ Snubber checked on 
810602 it found in good operating cond ition. New snubbers 
checked prior to instal lation. 

MAIER. J. E. Rochester Gas & Electric Corp. 81/06/25. Ip. 
08938: 213. 


8107150092 Forwards IE Circular 81-10, "Steam Voiding in RCS During 
Decay Heat Removal Cooldown. " No written response required. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/02. 3pp. 09027:251. 


8107160315 Forwards IE Info Notice 81-19, "Lost Parts in Primary 
Coolant Sys." No written response required. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
( 81/03/01 ) . 81/07/16. 5pp. 09041:092. 


8107240298 Ack receipt of B10629 ltr informing NRC of approval of 
Administrative Procedure A-1306 re housekeeping control per 
IE Insp Rept 50-244/81-01. 

GRIER, B. H. Region l, Philadelphia, Office of the Director 
(81/03/01). 81/07/20. Ip. 09141:095. 


— 8107240301 Advises that Administrative Procedure A-1306 re housekeej 
control has been approved for use. 

MAIER, J. E. Rochester Gas 8c Electric Corp. 81/06/29. Ip. 
09141:096. 


8107290170 Forwards IE Info Notice 81-21, “Potential Loss of Direct 
Access to Ultimate Heat Sink. " No written response required. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/21. 5pp. 09186:279. 


8107290201 Forwards IE Circular 81-12, "Inadequate Periodic-Test 
Procedure of PWR Protection Sys. " No written response 
required. 

GRIER, B. H. Region 1, Phi ladtlph ia, Office of the Director 
(81/03/01). 81/07/22. 5pp. 09188:131. 


8107230258 Forwards IE Circular 81-09, "Containment Effluent Water Tl 
Bypasses Radioactivity Monitor. " No written response 
required. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/23. 5pp. 09133:080. 


B 107230293 Forwards IE Info Notice 81-20, "Test Failures of Electric 
Penetration Assemblias. " No writtan respons# raquired. 

GRIER, B. H, Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/23. 5pp. 09133:142. 


DOCKET 50-245 MILLSTONE NUCLEAR POWER STATION, UNIT 1 


B. Utility Preliminary Safety Analysis Report, amends 


8107240064 Forwards Figure 2. 4. 1-1 of PSAR inadvertently omitted P<rt 
info on SEP Topic II. 3. A re hydrologic description. 

COUNBIL, W. G, , CAGNETTA, J. P. Northeast Nuclear Energy Co. (subs, c 
Northeast Utilities). 01/07/15. 2pp. 09137:168. 
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F. Security, medical, emergency it fire protection plane 


8107130341 Requests confirmation that sys re prompt notification & 
instructions to public in emergency has been implemented. 

Info re compensating actions or procurement & installation 
problems requested. Response requested by 810724. 

GRIER. B. H. Region 1. Philadelphia. Office of the Director 
(81/03/01). 81/07/01. 4pp. 08997:091. 


8107160454 Advises that NRC completed review of Revision 4 changes to 
modified amended security plan transmitted by 810409 ltr. 

Changes are consistent ui/10CFR50. 54. 

CLARK. R. A. Operating Reactors Branch 3. 81/07/02. 3pp. 09050:219. 


8107290002 Generic Ltr 81-27: requests that all emergency plans Si 
implementing procedures be submitted u/pages marked to 
reflect privacy Si proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT.D. 0. Division of Licensing. 81/07/09. 5pp. 09189:059. 


0. Adjudicatory correspondence 


8107090291 Answer that petitioners do not object to NRC 810629 motion ' 
for leave to defer response to 810622 petition until 810731. 
Certificate of Svc end. 

REYNOLDS. N. S. Commonwealth Edison Co. 81/07/07. 3pp. 08984:117. . 


8107270157 Forwards order confirming licensee commitments to 
TMI-related requirements contained in NUREQ-0737. 

CRUTCHFIELD, D. Operating Reactors Branch 5. Bl/07/07. 2pp. 

09168:320. 


— 8107270160 Order confirming licensee commitments to post-TMX related 
issues set forth in NURE0-0737. 

EISENHUT, D. 0. Division of Licensing. 81/07/07. 10pp. 09168:322. 


8107150286 Requests that NRC notify N Reynolds that 810622 petition 
for extension of deadline for compliance u»/CLI-B0-21 has 
been retitled. Svc should be made of all subsequent papers on 
parties to proceeding, including UCB. 

WEISS, E. R. Harmon Si Weiss. 81/07/10. 3pp. 09025:156. 


H. General correspondence 


8107270239 Advises of changes in distribution list for correspondence. 
COUNBIL. W. Q. Connecticut Yankee Atomic Power Co. COUNSIL, W. 0. 
Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
ai/ 07 / 21 . Ip. 09160:130. 


P. Operating license stage documents & correspondence 


8107300182 Forwards safety evaluation re environ qualification of 
safety-related electrical equipment St nonproprietary rept. 
"Equipment Environ Qualification, Millstone. Unit 1." 

Response to safety evaluation due within 90 days. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 81/06/10. 4pp. 

09209: 335. 


— 8107300184 Safety evaluation re environ qualification of safety-related 
electrical equipment finding no outstanding items that 
require immediate corrective action. Deficient items 
replaced . Equipment qualified for low probability events. 

* Office of Nuclear Reactor Regulation, Director. 81/06/10. 

30pp. 09209:339. 


— 8105070463 Nonproprietary version of "Equipment Environ Qualif ication, 
Millstone Point Unit 1#'* technical evaluation rept. 

CRANE, C. U. Franklin Institute/Franklin Research Center. 

NRC— 03-79— 1 18. TER-C5257-204. 81/05/05. 300pp. 09210:009. 


8107140830 Notifies that 30-day abeyance period for 801204 hearing 
request re environ qualification of saf ety-related 
electrical equipment will be extended to 90 days. Response 
due within 90 days of issuance of safety evaluation. 

EISENHUT, D. 0. Division of Licensing. 81/06/12. 2pp. 09029:085. 


8107310298 Forwards safety evaluation re licensee responses to 780829 It 
800110 Generic Ltr 81-24, Multi-Plant Issue B-56, re control 
rod failure to fully insert. Maint problem can be corrected 
by control rod drive overhaul during outage. 

EISENHUT, D. G. Division of Licensing. 81/06/15. Ip. 09222:357. 


8107200018 Responds to 790405 withholding request re Carborundum Co 
Test Program Rept CBQ-N-79-064, Rept documents fourth test of 
spent fuel rack requalification program. Approvas raquest on 
grounds that rapt contains proprietary commercial info. 
CRUTCHFIELD, D. Operating Raactors Branch 5. 81/06/19. 3pp. 

09079: 084. 


8107090099 Provides guidance re SEP topic format for design basis event 
reviews per NRC Mar 1981 draft evaluation. Stresses 
flexibility in following rept format. Complete topic reviews 
will greatly facilitate final safety evaluation issuance. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 81/06/23. 2pp. 

08985:351. 


8107010325 Requests extension of time from 810701 to 0807 to respond to 
NRC 810522 request for completion of table It addl info for 
NRC review of SEP Topic XIX-1, "Classif ication of 
Structures , Sys Si Components." 

COUNBIL, W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 81/06/25. Ip. 08888:344. 


8107010323 Informs that utils will attend industry-wide 810707-10 
environ qualification meeting in Bethesde, MD. Utils intend to 
propose dates for docket-specific meetings to discuss safety 
Si technical evaluation repts. 

COUNBIL, W. G. Connecticut Yankee Atomic Power Co. COUNSIL, W. G. 
Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
81/06/26. 2pp. 08888:342. 


8107010350 Forwards safety assessment rept of SEP Topic XI. 3. 8, 
"Flooding Potential 6 Protection Requirements. " 

COUNSIL, W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 81/06/26. 5pp. 08888:345. 


8107160090 Accepts BWR owners group response to TMI Action Plan Item 
1 1. K. 3. 46 re C Michelson of TVA concerns. NRC 810612 ltr 
transmitting evaluation of response end. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 81/06/26. 3pp. 

09061 : 339. 


— 8107160094 Forwards favorable review of BWR owners group generic 
responses to NUREG-0660, TMI Action Plan Item II. K. 3. 46 re 
C Michelson of TVA concerns. No further action required. 

EISENHUT , D. G. Division of Licensing. 81/06/12. 12pp. 09061:342. 


8107100240 Forwards MI-LR-01-02. "Mark I Plant Containment Mod Status 
Summery. " Info provided for all Mark I plants except Hope 
Creek it Oyster Creek. Hop* Creek not yet operating. Oyster 
Creek will be providing info separately. 

STARK, S. U. General Electric Co. 81/06/29. Ip. 08995:166. 


— 8107100285 "Mark I Plant Containment Mod Status Summary. " 

# General Electric Operating Plant Owners Group. MI-LR-81-02. 
81/06/29. 116pp. 08995:167. 


8107020218 Forwards draft safety evaluation it contractor evaluation of 
SEP Topic VI-7. A. 3 re ECCS actuation sys. Assessment compares 
facility w/criteria currently used for licensing new 
facilities. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 81/06/30. 15pp. 

08926: 306. 


B107070183 Advises that util intends to establish common water level 
ref of 482.5 inches above bottom of reactor vessel, per 
NURB0-0737, Item 1 1. K. 3. 27. Tech Spec change requests will be 
submitted by B10B01. 

COUNBIL, W. G. > WERNER, R. P. Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities). 81/06/30. 2pp. 08937:099. 


8107070320 Submits info re containment purge/vent valves, in response to 
NRC 801126 ltr. Util has determined that unlimited purging 
operations are justified. 

COUNBIL, W. G. , WERNER, R. P. Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities). 81/06/30. 4pp. 08940:217. 


8107100202 Forwards safety assessment rept on SEP Section XV topics re 
design basis events, in response to 810114 ltr. 

COUNBIL, W. G. , WERNER, R. P. Northeast Utilities. 81/06/30. 61pp. 

08993: 061. 


8107130370 Forwards draft evaluation of SEP Topic V1I-2, re engineered 
safety feature sys control logic Sc design, to be used as 
basic input to 8ER. Request for addl info end. Response 
requested within 30 days. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 81/06/30. 16pp. 

09000:061. 


8107070341 Notifies that util will submit status of compliance w/ 
NUREG-031 3, Revision 1 re BWR coolant pressure boundary 
piping Sc necessary Tech 8pec change requests by 811001, in 
response to NRC 810226 ltr. 

COUNBIL, W. G. , WERNER, R. P. Northeast Nuclear Energy Co. (subs, of 
Northeast Utilitiss). Bl/07/01. 2pp. 08940:247. 
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8107130390 Forwards responses to TMI Action Plan Items II. D. 1, II. E. 4. 1, 

I I. E. 4. 2, 1 1. F. 1. 3, II. K. 3. 1, II. K. 3. 14, II. K. 3. 25, II. K. 3. 5 & 

III. D. 3. 4. Ten oversize drawings end. Aperture cards will be 
available in PDR. 

COUNSIL, W.G. Connecticut Yankee Atomic Power Co. COUNSIL, W. G. 
Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 

81/07/01. 138pp. 09000:155. 


8107150008 Forwards revised Tech Spec Page 3/4 5-7 to Amend 76 to 
License DPR-21, Page 3/4 7-7 to Amend 51 to License DPR-21 & 
Page 3. 1-16 to Amends 75 & 65 to Licenses DPR-21 S< DPR-65i 
respective ly . 

CRUTCHFIELD/ D. Operating Reactors Branch 5. 81/07/01. 2pp. 

09048: 237. 


— 8107150009 Revised Tech Spec Page 3/4 5-7 to Amend 76 to License 
DPR-21. 

* Operating Reactors Branch 5. 81/07/01, lp. 09048:239. 


— 81071 50012 Revised Tech Spec Page 3/4 7-7 to Amend 51 to License 
DPR-21. 

* Operating Reactors Branch 5. 81/07/01. lp. 09048:240. 


— 8107150015 Revised Tech Spec Page 3.1-16 to Amends'75 & 65 to Licenses 
DPR-21 & DPR-65. respectively. 

* Operating Reactors Branch 5. 81/07/01. lp. 09048:241. 


8107100130 Submits results of evaluation of safety-related electrical 
equipment within drywell.Only three components are affected 
by limiting pressure profile change. Continued safe operation 
is justified. 

COUNSIL, W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 81/07/02. 4pp 08990:328. 


8107310055 Generic Ltr 81-23A to all licensees & CP holders, advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation, per Generic Ltr 81-23, are unnecessary. 

EISENHUT, D. G. Division of Licensing. 81/07/06. 6pp. 09222:215. 


8107130388 Forwards safety evaluation re SEP Topic VI 1-4, c one erning 
electrical penetrations of reactor containment. Facility 
meets licensing criteria. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 81/07/07. 12pp. 

08997:275. 


81071X417 Requests 810715 meeting in Bethesda, MD for utils to present 
positive indications of commitments to provide sufficient 
resources to support proposed SEP redirection approach & to 
complete SEP topic assessments per end schedules. 

EISENHUT, D. G. Division of Licensing. 81/07/07. 42pp. 08997:207. 


8107160297 Forwards 16 aperture cards, in response to NRC 810609 request 
for addl info for evaluation of SEP Topic VII-3 re sys 
required for safe shutdown. Aperture cards are in PDR. 

COUNSIL, W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 81/07/07. 2pp. 09034:122. 


8107270157 Forwards order confirming licensee commitments to 
TMI-related requirements contained in NUREG-0737. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 81/07/07. 2pp. 

09166: 320, 


— 8107270160 Order confirming licensee commitments to post-TMI related 
issues set forth in NUREG-0737. 

EISENHUT. D. G. Division of Licensing. 81/07/07. 10pp. 09168:322. 


81071X378 Forwards final version of contractor technical evaluation 
& safety evaluation re SEP Topic V-tl.A, re requirements for 
isolation of high & loui pressure sys. Mods to reactor water 
cleanup control circuity proposed. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 81/07/08. 11pp. 

09000: 133. 


8107160334 Forwards draft technical evaluation for SEP Topic VI-10. A, 
"Testing of Reactor Trip Sys & Engineered Safety Features. " 
Comments requested within 30 days. Need to implement changes 
will be determined during integrated safety assessment. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 81/07/09. 18pp. 

09034:074. 


81071X237 Requests addl info in support of review of SEP Topics 
1 1-3. A, 1 1-3. B & licensee safety assessments. Info re local 
site plans St site vicinity maps should be submitted within 
30 days. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 81/07/10. 3pp. 

09040:340. 


81072X168 Forwards evaluation of SEP Topic II 1-6, seismic design 
c onsi derat ions. Li sts completion dates for reviews & analyses 
needed to address 18 open issues. 

COUNSIL, W. G. Northeast Utilities. 81/07/13. 8pp. 09069:092. 


8107210391 Comments on NUREG/CR-0672, "Summary of Technology, Safety & 
Costs of Decommissioning Ref BWR Power Station. " Problems 
effecting cost estimates identified. "Nuclear Power Plant 
Decommissioning Study for Millstone Units 1 & 2, " end. 

COUNSIL, W. G. Northeast Utilities. 81/07/14. 3pp. 09103:051. 


— 8107210395 "Nuclear Power Plant Decommissioning Study for Millstone 
Units 1 & 2. " 

* Northeast Utilities. 81/05/31. 108pp. 09103:036. 


8107240457 Responds to 810625 ltr requesting info re 810619-22 
unmonitored release of radioactivity through storm sewers 
into Niantic Bay. Potential for similar leakage is limited to 
older BHRs. Description of release end. 

DIRCKS, W. J, Office of the Executive Director for Operations. 
81/07/14. 4pp. 09148:234. 


— 8107240464 Requests info re radioactive releases to environ via starrr 
drain. 

BRADFORD, P. A. Commissioners. 81/06/25. lp. 09148:243. 


8107210333 Comments on draft evaluation of SEP Topic VII-l.A re 
isolation of reactor protection sys from nonsafety sys. 

Evaluation accurately characterizes as-built condition of 
facility. 

COUNSIL, W. G. , CAQNETTA, J. P. Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities). 81/07/15. lp. 09102:190. 


8107240075 Comments on NRC 810527 ltr to all SEP licensees re NRC plan 
for integrated assessment phase of SEP. Proposed priority 
ranking sys should include consideration of occupational 
exposure required to install mods or perform maint & insp. 

COUNSIL, W. G. , CAGNETTA, 0. P. Connecticut Yankee Atomic Power Co. 
COUNSIL, W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 81/07/13. 2pp. 09137:106. 


8107240375 Submits comments on 810707-10 environ qualification meeting 
in Bethesda, MD. Issuance of another bulletin suppl or generic 
ltr would further util understanding of NRC positions. 

COUNSIL. W. G. i CAGNETTA, J. P. Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities). 81/07/16. 9pp. 09141:194. 


81072X271 Forwards response to NRC 801222,810203 it 0623 ltrs re 
NUREC-0612, "Control of Heavy Loads at Nuclear Power 
Plants." Info provided: interim actions, results of review of 
overhead handling sys it verification of crane design. 

COUNSIL, W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 81/07/20. 28pp. 09170:030. 


8107270230 Advises that continued use of REDY transient model poses m 
safety ris k . Performance of redundant ODYN analysis during 
Cycle 8 is not justified. First reload application using ODYN 
for transient analysis will be submitted for Cycle 9. 

COUNSIL, W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 81/07/21. 2pp. 09160:096. 


81072X060 Comments on NRC evaluation of SEP Topics V-10. B, RHR 
rel lability, V-I I. B, RHR interlock requirements it VII-3, sys 
required for safe shutdown. Uti 1 has upgraded isolation 
condenser to safety-grade ECCS. 

COUNSIL, W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 81/07/22. 2pp. 09169:044. 


81073X024 Forwards draft Vols 4 & 5 it apps of NUREG/CR-1382 re seittv 
hazard ana lysis. Repts se.rved as theoretical basis for 
development of site-specific ground response spectra for 
•astern US SEP plants in 810717 ltr. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 81/07/22. 700pp. 

09196: 059. 


81072X490 Forwards safety evaluation of SEP Topic VIII-1. A, isolatioi 
of reactor protection sys from nonsafety sys, inc luding 
qualification of isolation devices. Mods to reactor 
protection sys recommended. 

CRUTCHFIELD, D. Operating Reactors Branch 3. 81/07/23. 4pp. 

09175:039. 


81072X501 Forwards safety evaluation of SEP Topic VXII-3. 6, dc power 
sys bus voltage monitoring & annuciation, supporting mods to 
Class IE dc power sys in control room. Need for change will 
be determined during integrated safety assessment. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 81/07/23. 3pp. 

09175: 195. 
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Q. Inspection reports* IE Bulletins & correspondence 


8107070523 Forwards IE Insp Rept 50-245/80-23 on 801105-07 it 1212-14 it 
notice of violation. 

SMITH* 0. H. Region 1* Philadelphia! Fuel Facility it Materials Safety 
Branch. 81/02/24. 2pp. 08964:235. 


— 8107070524 Notice of violation from insp on 801105-07 it 1212-14. 
SMITH, 0. H. Region 1* Philadelphia, Fuel Facility & Materials 
Safety Branch. 81/02/24. 2pp. 08964:237. 


—8107070526 IE Insp Rept 50-245/80-23 on 801105-07 & 1212-14. 
Noncompliance noted: failure to wear assigned personal 
dosimeter devices & to post signs at entrance to radiation 
areas after admitting vehicle. 

PLUMLEE* K. E. * KNAPP, P. J. Region 1, Philadelphia, Fuel Facility & 
Materials Safety Branch. 81/02/12. 11pp. 08964:239. 


8107270217 Advises that IE Info Notice 81-05. "Degraded DC Sys at 
Palisades, 11 was sent to listed licensees. 

* Region 1, Philadelphia, Office of the Director (81/03/01). 
81/03/13. 4pp. 09167:273. 


B 107270270 Advises that IE Info Notice 81-00, "Repetitive Failures of 
Limitorque Operator SMB-4 Motor-to-Shaft Key, " was sent to 
listed licensees. 

* Region 1, Philadelphia, Office of the Director (81/03/01). 
81/03/20. 4pp. 09178: 165. 


8107270243 Advises that IE Info Notice 81-10, "Inadvertent Containment 
Spray Due to Personnel Error," was sent to listed licensees. 

* Region 1, Philadelphia, Office of the Director (81/03/01). 
81/03/25. 4pp. 09167:296. 


8107270192 Advises that IE Info Notice 81-09, "Degradation of Residual 
Heat Removal <RHR> Sys." was sent to listed licensees. 

* Region 1, Philadelphia. Office of the Director (81/03/01). 
81/03/26. 4pp. 09167:267. 


8107230297 Advises that IE Bulletin 81-02, "Failure of Gate Type 
Valves to Close Against Differential Pressure, " was 
sent to listed licensees. 

* Region 1, Philadelphia, Office of the Director (81/03/01). 
81/04/09. 4pp. 09146: 349. 


8107270256 Advises that IE Circular 81-06, "Potential Deficiency 
Affecting Certain Foxboro 10 to 50 Milliampere 
Transmitters," was sent to listed licensees. 

* Region 1, Philadelphia, Office of the Director (81/03/01). 
81/04/14. 4pp. 09167:280. 


8107200036 Forwards IE Insp Repts 50-245/81-04 it 50-336/81-03 on 
810302-06. No noncompliance noted. 

JOYNER, J. H. Technical Inspection Branch. 81/04/16. 2pp. 
09079: HO. 


—8107200041 IE Insp Repts 50-245/81-04 it 50-336/81-03 on 810302-06. No 
noncompliance noted. Major areas inspected: security plan, 
security program aud it, physical barriers, acc ess controls & 
detection aids. Details withheld (ref 10CFR2. 790). 

MCKEOWN, L. M. , DEVLIN, J. W. Technical Inspection Branch. 81/04/02. 
Ip. 09079: 112. 


8107170299 Forwards IE Insp Repts 50-245/81-05 & 50-336/81-04 on 
810215-0404. No noncompliance noted. Insp rept withheld (ref 
10CFR2.790). 

BRUNNER, E. J. Projects Branch 1. 81/07/01. 2pp. 09055:159. 


8107290129 Forwards IE Waste Packaging Insp Rept 15000046/81-04 on 
810309-13 it notice of violation. 

JOYNER, J. H. Technical Inspection Branch. 81/07/13. 2pp. 

09185: 080. 


—8107290132 Notice of violation from waste packaging insp on B10309-13. 
JOYNER, J. H. Technical Inspection Branch. 81/07/13. Ip. 

09185: 082. 


—8107290136 IE Waste Packaging Insp Rept 15000046/81-04 on 810309-13. 
Noncompliance noted: three packages were not stencilled 
radioactive-LSA to identify contents. 

* Region 1, Philadelphia, Office of the Director (81/03/01). 
RIEDLINGER* B. A. , THOMAS* R. D. Radiological Safety Branch. 

81/03/27. 6pp. 09185:083, 


810716)315 Forwards IE Info Notice 81-19, "Lost Parts in Primary 
Coolant Sys. " No written response required. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
<81/03/01). 81/07/16. 5pp. 09041:092. 


8107290170 Forwards IE Info Notice 81-21* "Potential Loss of Direct 
Access to Ultimate Heat Sink. " No written response required. 

GRIER, B. H. Region 1, Philadelphia* Office of the Director 
(81/03/01). 81/07/21. 5pp. 09186:279. 


8107290201 Forwards IE Circular 81-12* "Inadequate Periodic-Test 
Procedure of PWR Protection Sys." No written response 
required. 

GRIEF, B. H. Region 1. Philadelphia* Office of the Director 
(81/03/01). 81/07/22. 5pp. 09188:131. 


8107230258 Forwards IE Circular 81-09, "Containment Effluent Water That 
Bypasses Radioactivity Monitor. " No written response 
required, 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/23. 5pp. 09133: OBO. 


8107230293 Forwards IE Info Notice 81-20, "Test Failures of Electrical 
Penetration Assemblies. " No written response required. 

GRIER. B. H. Region 1. Philadelphia, Office of the Director 
(81/03/01). 81/07/23. 5pp. 09133:142. 


8107290166 Forwards IE Circular 81-11* "Inadequate Decay Heat Removal 
During Reactor Shutdown. " No written response required. 

GRIER* B. H. Region 1* Philadelphia* Dffice of the Director 
(81/03/01). 81/07/24. 3pp. 09185:322. 


R. Periodic operating reports it related correspondence 


0107240040 Forwards monthly operating rept for June 1981. 

MROCZKA, E. J. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 81/07/14. Ip. 09137:196. 


— 8107240044 Monthly operating rept for June 1981. 

HARRAN, G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 81/07/07. Bpp. 09137:197. 


S. Reportable occurrences* LERs it related correspondence 


8106010419 Part 21 rept re failure of GA Co instrument cable to meet 
IEEE temp requirements, initially reported on 810512. 

Defective matl was supplied by Rockbestos Corp.Each user 
should evaluate installation. User list encl. 

RICKARD, C. L. General Atomic Co. (subs, of Gulf Oil Co.). 81/05/15. 

4pp. 00663:008. 


8107130481 Forwards LER 81-012/03L-0. 

MROCZKA, E. J, Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 81/07/03. Ip. 00997:148. 


— 8107130486 LER 81-012/03L-0: on 810603, while performing surveillance 
isolation condenser pressure actuation instrument 
functional calibr.time delay relay 595-1 17B tripped outside 
setpoint range, Caused by setpoint drift. Setpoint reset, 

BIOI ARELLI , M. J. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 81/07/02. 2pp. 08997:149. 


8107230083 Part 21 Tept re apparent degradation of Rosemount, Inc 
resistance temp d etec tors. Th irteen safety-related detectors 
& five nonsafety-related detectors for Unit 3 have been 
refurbished. 

COUNSIL, W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 81/07/10. 3pp. 09128:001. 


8107310117 Forwards LER 81-013/03L-0. 

MROCZKA, E. J. Northeast NucleaT Energy Co. (subs, of Northeast 
Utilities). 81/07/10, ip. 09218:214. 


— 8107310119 LER 81-013/03L-0: on 010612* flow rates found to be lower than 
expected while using standby gas treatment sys to ventilate 
primary containment. Caused by HEPA filter fouling. Filters 
replaced it sys returned to svc. 

BIG I ARELLI, M. J. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 81/07/10. 3pp. 0921B: 215. 


8107280485 Forwards LER 81-015/03L-0. Detail ad event analysis end. 
MROCZKA* E. J. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 81/07/17. 2pp. 09175:307. 


—8107280486 LER 81-015/03L-0: on 810617* fai lure to perform routine 
primary containment personnel airlock door leak Tate test 
i dentifi ed. Cause attributed to personnel oversight. Test 
completed & added to shift surveillance schedule log. 

B IGIARELLI* M. J. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). Bl/07/17. Ip. 09175:309. 


8107280632 Forwards LER B1-016/03L-0. 

MROCZKA, E. J. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 81/07/17. Ip. 09176:109. 
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— 8107280635 LER 81-016/03L-0: on 810618* uihi le performing main steam 
isolation valve closure functional surveillance test* relay 
did not de-energize w/MSI V-1-MS-1C actuated to 107. closed 
position. Caused by actuating arm misad justment. 

THULL*T. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 81/07/17. 2pp. 09176:110. 


8107290138 Forwards LER 81-01 7/03L-0. 

MROCZKA, E. J. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 81/07/17. Ip. 09185:247. 


— 8107290143 LER S1-017/03L-0: on 810620* oxygen level in torus exceeded 
Tech Specs. Caused by primary containment not being inerted 
within required time period due to inadequate nitrogen 
supp ly. Inert ing w/nitrogen brought concentration below 5%. 

THULL* T. S. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 81/07/20. 2pp. 09185:248. 


DOCKET 50-247 INDIAN POINT STATION, UNIT 2 


F. Security* medical* emergency Sc fire protection plans 


8107080047 Releases public version of emergency plan for facility. 
FELTON* J. M. Division of Rules and Records. 81/06/18. Ip. 
07806: 001. 


— 8107080117 Forwards public version of emergency plan for fac ility. Plan 
includes Commonwealth of PA draft disaster operations plan & 

States of CT* NJ & NY & Uestch ester* Putnam* Roc k land & Orange 
Counties* NY draft emergency plans. 

O'TOOLE* J. D. Consolidated Edison Co. of New York. 80/12/30. Ip. 
07806: 001. 


— 8107080121 Public version of emergency plan for facility. Plan includes 
Commonwealth of PA draft disaster operations plan & States 
of CT* NJ S< NY & Westchester, Putnam. Rockland Sc Orange 
Counties* NY draft emergency plans. W/o ends. 

* Consolidated Edison Co. of New York. 80/12/30. 800pp. 

07806: 001. 


8107130041 Releases public version of info re conceptual design for 
emergency response facilities. 

FELTON. J, M. Division of Rules and Records. 81/06/26. Ip. 

07806: 001. 


— 8107130044 Forwards public version of info re conceptual design for 
emergency response facilities* requested in NRC 810218 ltr. 

O'TOOLE. J. D. Consolidated Edison Co. of New York. 81/06/01. 

49pp. 07806:001. 


8107130341 Requests confirmation that sys re prompt notification (k 
instructions to public in emergency has been implemented. 

Info re compensating actions or procurement it installation 
problems requested. Response requested by 810724. 

DRIER* B. H. Region 1* Philadelphia* Office of the Director 
(81/03/01). 81/07/01. 4pp. 08997:091. 


8107170131 Ack receipt of 810526 ltr informing NRC of steps taken to 
correct deficiencies noted in FEMA comments on NY state it 
county radiological emergency response plans. 

DRIER* B. H. Region 1* Philadelphia. Office of the Director 
(81/03/01). 81/07/09. Ip. 09057:270. 


— 8107170133 Responds to NRC 810424 ltr re deficiencies noted in FEMA 
comments on NY state & county radiological emergency 
response plans. Corrective actions: film badges &/or TLDs will 
be provided to each county. 

O'TOOLE, J. D. Consolidated Edison Co. of New York. 81/05/26. 

29pp. 09057:271. 


8107290002 Generic Ltr 81-27: requests that all emergency plans it 
implementing procedures be submitted w/pages marked to 
reflect privacy & propriatary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EXSENHUT, D. 0, Division of Licensing. 81/07/09. 5pp. 09189: 059. 


8107300118 Releases public version of revised pages for facility 
emergency plan & imp lamenting procedures. 

FELTON, J. M, Division of Rules and Records. 81/07/15. Ip. 
07806:001. 


—8107300120 Forwards public version of revised pages for emergency plan 
it implementing procedures. W/o ends. 

LXEBLER* 0. H. Consolidated Edison Co. of New York. 81/06/01. Ip. 
07806:001. 


—8107300121 Forwards public version of revised pages for emergency plan 
it implementing procedures. 

LXEBLER* 0, H. Consolidated Edison Co. of New York. 81/06/01. ip. 
07806:001. 


— 8107300122 Forwards public version of revised pages for emergency pla 
LIEBLER* G. H. Consolidated Edison Co. of New York. 81/06/01. Ip. 
07806: 001. 


— 8107300123 Public version of revised pages for emergency plan. Include 
station mgt & operations organization it min staffing for 
emergency charts Sc emergency plan training responsibilities 
Sc frequencies table. 

LIEBLER. G. H. Consolidated Edison Co. of New York. 81/06/01. 

19pp. 07806:001. 


— 8107300124 Public version of revised pages for implementing procedure 
for emergency plan. Includes notification of unusual event* 
alert, site area emergency Sc planned discharge of containment 
atmosphere during accident conditions. 

LIEBLER, G. H. Consolidated Edison Co. of New York. 81/06/01. 

39pp. 07806:001. 


G. Adjudicatory correspondence 


8107290077 Forwards order confirming licensee commitments to post-TMI 
related requirements of NUREG-0737* based on util 810226*0512 
& 0701 ltrs. Explicit statements of requirements set forth in 
attachment to order. 

VARGA* S. A. Operating Reactors Branch 1. 81/07/10. 4pp. 09189:220 


— 8107290079 Order confirming licensee commitments on post-TMI related 
issues. Licensee must comply w/encl specified items within 60 
days. 

PURPLE, R. A. Division of Licensing. 81/07/10. 10pp. 09189:224. 


0. Advisory Committee on Reactor Safeguards reports & correspondence 


8107100348 Discusses ACRS Subcommittee on Metal Components 810519 
meeting in Washington. DC re Indian Point reactor pressure 
vessel flooding it component support fracture toughness. 

ZUDANS. Z. Franklin Institute/Franklin Research Center. 01/05/27. 
2pp. 09002:152. 


P. Operating license stage documents it correspondence 


8H07080053 Identifies deficiencies in Westinghouse owners group 
submittal re TMI Action Plan Item I. C. 1 concerning guidance 
for evaluation it development of procedures for transients it 
acc idents. NRC 810528 ltr to owners group end. 

VARGA, S. A. Operating Reactors Branch 1. 81/06/08. 2pp. 08976: 11^ 


8107150446 Forwards page changes to NRC 810521 safety evaluation for 
environ qualification of safety-related equipment. Changes 
result from inconsistencies identified between safety it 
technical evaluation repts. 

VARGA, S. A. Operating Reactors Branch 1. 81/06/25. 8pp. 09049: 13« 


8107300001 "Degraded Grid Protection for Class IE Power Sys. Indian 
Point Nuclear Station Unit 2," technical evaluation rept. 

WEBER* D. A. EG&G Idaho* Inc. FIN A-6429. 8107300001. 81/06/30. 

12pp. 09207:212. 


.8107070391 Forwards response to NUREG-0737* "Clarification of TMI 
Action Plan Requirements. " Remaining response to Item II. F. 2 
will be provided by 810831. 

O'TOOLE* J. D. Consolidated Edison Co. of New York. 81/07/01. 5pp. 
08942: 204. 


8107090512 Advises that fees are not charged for deletion of 
nonradiological aquatic limiting conditions for operation & 
other nonradiological monitoring requirements. Fees will be 
refunded. 

MILLER* W. 0. License Fee Management Branch, 81/07/02. 2pp. 
08985:203. 


8107310055 Generic Ltr 81-23A to all licensees it CP holders* advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation* per Generic Ltr 81-23* are unnecessary. 

EXSENHUT* D. G. Division of Licensing. 81/07/06. 6pp. 09222:215, 


8107290077 Forwards order confirming licensee commitments to post-TMI 
related requirements of NUREG-0737* based on util 810226*0512 
it 0701 ltrs. Explicit statements of requirements set forth in 
attachment to order. 

VARGA* S. A. Operating Reactors Branch 1, 81/07/10, 4pp. 09189:25 


—8107290079 Order confirming licensee commitments on post-TMX relaii 
issues. Licensee must comply w/encl specified items within 60 
days. 

PURPLE* R. A. Division of Licensing, 81/07/10. 10pp. 09189:224, 
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8107290005 Notification of 810728*29 & 30 meetings w/B&W, Westinghoust it 
C-E owners groups in BethesdaiMD to discuss thermal shock to 
reactor pressure vessel issue. 

VISSING* Q. Operating Reactors Branch 4. 81/07/20. 5pp. 09189:127. 


8107290188 Forwards response to NRC 781128 it 790927 ltrs re containment 
purging & venting during normal operation. Containment purge 
& pressure relief valves will close against DBA-LOCA 
ascending pressure. Isolation will be achieved. 

0 'TOOLE# J. D. Consolidated Edison Co. of New York. 81/07/22. 55pp. 

09188: 222. 


Q. Inspection reports# IE Bulletins & correspondence 


8107270217 Advises that IE Info Notice 81-05. "Degraded DC Sys at 
Palisades* " was sent to listed licensees. 

* Region 1. Philadelphia* Office of the Director (81/03/01). 
81/03/13. 4pp. 09187:273. 


8107270270 Advises that IE Info Notice 81-08* "Repetitive Failures of 
Limitorque Operator SMB-4 Motor-to-Shaf t Key* " was sent to 
listed licensees. 

* Region 1* Philadelphia* Office of the Director (81/03/01). 
81/03/20. 4pp. 09178: 165. 


8107270243 Advises that IE Info Notice 81-10* "Inadvertent Containment 
Spray Due to Personnel Error* " was sent to listed licensees. 

* Region 1, Philadelphia* Office of the Director (81/03/01). 
81/03/25. 4pp. 09187:296. 


8107270192 Advises that IE Info Notice 81-09# "Degradation of Residual 
Heat Removal (RHR ) Sys# " was sent to listed licensees. 

* Region 1* Philadelphia* Office of the Director (81/03/01). 
81/03/26. 4pp. 09167:267. 


8107230297 Advises that IE Bulletin Bl-02* "Failure of Gate Type 
Valves to Close Against Differential Pressure. " was 
sent to listed licensees. 

* Region 1* Philadelphia. Office of the Director (81/03/01). 
81/04/09. 4pp. 09146:349. 


8107270256 Advises that IE Circular 81-06, "Potential Deficiency 
Affecting Certain Foxboro 10 to 50 Milliampere 
Transmitters." was sent to listed licensees. 

* Region 1* Philadelphia* Office of the Director (81/03/01). 
81/04/14. 4pp. 09167:280. 


8107070517 Forwards IE Insp Rept 50-247/81-03 on 810104-0228 * notice 
of violation. 

BRUNNER# E. J. Projects Branch 1. 81/04/29. 2pp. 08964:216. 


— 8107070520 Notice of violation from insp on 810104-022B. 

BRUNNER, E. J. Projects Branch 1. 81/04/29. Ip. 08964:218. 


— 8107070522 IE Insp Rept 50-247/81-03 on 810104-0228. Noncompl iance 
noted: tools & equipment were not attached to lanyard or 
equivalent device. 

REBELOWSKI, T. , KENNY, T. # KISTER. H. Region 1* Philadelphia. Reactor 
Operations Nuclear Support Branch. 81/04/28. 16pp. 08964:219. 


8107070302 Requests Commission approval of criteria fc justification for 
re-evaluation of concrete masonry walls to insure that 
repairs/mods meet appropriate stds* per 810217 submittal & 

IE Bulletin 80-11# "Masonry Wall Design. " 

0 'TOOLE, J. D. Consolidated Edison Co. of New York. 81/06/17. 2pp. 
08940:226. 


8107150092 Forwards IE Circular 81-10* "Steam Voiding in RCS During 
Decay Heat Removal Cooldown. " No written response required. 

DRIER* B. H. Region 1# Philadelphia* Office of the Director 
(81/03/01). 81/07/02. 3pp. 09027:251. 


8107240117 Informs that during recent refueling outage# previously 
planned actuation circuitry mods were implemented* changing 
actuation of valves from automatic to manual. Planned revert 
changes to FCV-1111 it FCV-1112 circuits no longer needed. 

0 'TOOLE* J. D. Consolidated Edison Co. of New York. 81/07/10. 2pp. 
09137:085. 


8107160315 Forwards IE Info Notice 81-19* "Lost Parts in Primary 
Coolant Sys. " No written response required. 

GRIER* B. H. Region 1* Philadelphia* Office of the Director 
(81/03/01). 81/07/16. 5pp. 09041:092. 


8107290170 Forwards IE Info Notice 81-21. "Potential Loss of Direct 
Access to Ultimate Heat Sink. " No written response required. 

GRIER. B. H. Region 1. Philadelphia* Office of the Director 
(81/03/01). 81/07/21. 5pp. 09186:279. 


8107290201 Forwards IE Circular 81-12# "Inadequate Periodic-Test 
Procedure of PWR Protection Sys. " No written response 
required. 

GRIER* B. H. Region 1# Philadelphia. Office of the Director 
(81/03/01). 81/07/22. 5pp. 09188:131. 


8107230258 Forwards IE Circular 81-09* “Containment Effluent Water That 
Bypasses Radioactivity Monitor. " No written response 
required. 

GRIER* B. H. Region 1* Philadelphia. Office of the Director 
(81/03/01). 81/07/23. 5pp. 09133:080. 


8107230293 Forwards IE Info Notice Bl-20* "Test Failures of Electrical 
Penetration Assemblies. " No written response required. 

GRIER.B. H. Region 1* Philadelphia* Office of the Director 
(81/03/01). 81/07/23. 5pp. 09133:142. 


R. Periodic operating reports & related correspondence 


8107210019 Forwards monthly operating rept for June 1981. 

O'TOOLE* J. D. Consolidated Edison Co. of New York. 81/07/15. Ip. 
09095: 060. 


— 8107210025 Monthly operating rept for June 1981. 

EICH.E. Consolidated Edison Co. of New York. 81/07/07. 4pp. 
09095:061. 


S. Reportable occurrences* LERs & related correspondence 


B105140410 Forwards addl examples of LERs typifying util inadequacies 
in ascertaining significance, cause* corrective action & 
probable consequences of events. Ongoing efforts to improve 
accuracy of licensee reporting strongly supported. 

MICHELSON. C. Director's Office. 81/05/01. 2pp. 08536:248. 


8107060215 P NO- 1 -8 1—071 : on 810628* during dewatering operati on. res in 
cask overflowed* spilling resin/water mi xture. Caused by 
reversal of suction it discharge hoses on pump connections. 

Cleanup it review procedures in progress. 

REBELOWSKI, T. . KISTER, H. * BRUNNER. E. Region 1, Philadelphia. Office 
of the Director (81/03/01). 81/06/29. ip. 08890:117. 
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F. Security* medical# emergency it fire protection plans 


8107170250 Requests info on logistic support available at licensed 
activity sites prior to implementation of nationwide 
emergency notification sys. Coord ination of actions to 
upgrade sys w/telecommunication planning personnel proposed. 
KEPPLER, J. G. Region 3* Chicago, Office of the Director (81/03/01). 
81/06/19. 7pp. 09058:213. 


B107100023 Releases public version of info booklets for revised 
emergency plan. 

FELTON, J. M. Division of Rules and Records. 81/06/26. Ip. 
07806:001. 


— 8107100028 Forwards public version of info booklets for revised 
emergency plan. 

CHANEY, V. L. Commonwealth Edison Co. 81/03/31. Ip. 07806:001. 


—8107100036 Public version of ltr summarizing major changes in util 
Apr 1981 revision of emergency plan. Off site emergency 
response organization has been restructured, Major changes 
in director positions are ’listed. 

GOLDEN* J.C. Commonwealth Edison Co. 81/03/27. 2pp. 07806:001. 


—8107100041 Public version of info booklets for revised emergency plan. 
* Commonwealth Edison Co. 81/03/31. 26pp. 07806:001. 


8107210200 Requests confirmation by 810724 that means have been 
established for alerting & instructing public within plume 
exposure emergency planning zone in event of emergency, per 
10CFR50*App E requirement. 

KEPPLER, J. Q. Region 3. Chicago* Office of the Director (81/03/01). 
81/07/01. 2pp. 09102:071. 


8107210148 Forwards questionnaire requesting info on reliability of 
standby diesel generator units for use in analysis of 
Unresolved Safety Issue A-44 re station blackout. Response 
due within 90 days. 

IPPQLITO* T. A. Operating Reactors Branch 2. 81/07/09. 27pp. 

09108:001. 
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8107290002 Generic Ltr 81-27: requests that all emergency plans it 
implementing procedures be submitted u/pages marked to 
reflect privacy Sc proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EIS0MHUT, D. G. Division of Licensing. 81/07/09. 5pp. 09189:059. 


8107200362 Advises that licensees must submit three copies of emergency 
plansi procedures & revisions to NRC regional ofc.All copies 
should be sent to Region 3 incident response ctr. 

KEPPLER, J. Q. Region 3. Chicago* Office of the Director (81/03/01). 
81/07/10. 2pp. 09070:215. 


8107240324 Ack receipt of 810709 ltr re performance of Grundy County 
local emergency response organization in Oct Sc Nov 1980 
exercises at facilities. NRC will work w/FEMA to ensure 
more timely critique. 

KEPPLER* J. G. Region 3* Chicago* Office of the Director (81/03/01). 
81/07/20. Ip. 09141:109. 


—8107240330 Responds to NRC 810602 notice of deficiency re Grundy County 
local emergency response organization. Sept 1981 exercise has 
been planned to demonstrate improved response capability. 

REED.C. Commonwealth Edison Co. 81/07/09. 3pp. 09141:110. 


G. Adjudicatory correspondence 


8107020473 Forwards RF Janecek affidavit re corrections to record of 
spent fuel pool mod hearing. Related correspondence. 

STEPTGE, P. P, Xsham* Lincoln Sc Beale. 81/05/06. Ip. 08934:129. 


8107290025 Forwards order confirming licensee commitments to post-TMI 
related requirements of NUREG-0737* based on listed util 
ltrs. Explicit statements of requirements set forth in 
attachment to order. 

IPPOLITQ* T. A. Operating Reactors Branch 2. 81/07/10. 2pp. 

09189: 188. 


— 8107290028 Order confirming licensee commitments on post-TMI related 
issues. Licensee required to satisfy specific requirements 
described in attachment to order within 60 days after 
effective date of order. 

PURPLE* R. A. Division of Licensing. 81/07/10. 10pp. 09189:190. 


8107280328 Motion for partial initial decision on all litigated issues. 
Decision would not authorize installation of new racks* 
would prejudice no party Sc would minimize uncertainty re 
acceptability of proposal. Certificate of Svc end. 

8TEPT0E* P. Commonwealth Edison Co. ST£PTQE*P. Isham* Lincoln Sc 
Beale. 81/07/24. 6pp. 09173:200. 


H. General correspondence 


8107200469 Informs that LO DelGeorge named Director of Nuclear 
Licensing it replaces JS Abel as principal correspondent for 
NRC communications on all facilities. 

TRAhM* T. R. Commonwealth Edison Co. 81/07/13. Ip. 09068:001. 


P. Operating license stage documents Sc correspondence 


8107210306 Submits supplemental info to 780524 proposed amend to 

— 8107020479 Affidavit re inconsistencies in util testimony in spent Licenses DPR-19 Sc 25 re control rod coupling integrity. 

fuel pool mod hearing. RAUSCH* T. J. Commonwealth Edison Co. 81/03/13. 2pp. 09104:170. 

JANECEK* R. F. Commonwealth Edison Co. 81/05/06. 2pp. 08934:130. 


8107020500 Forwards RB Hubbard affidavit in response to ASLB Question 2 
K Kntil affidavit re spent fuel pool mod. Related 
correspond ence. 

MURRAY, M. J. Illinois, State of. 81/03/07. 2pp. 08935:043. 


— 8107020304 Affidavit re ASLB Question 2* unresolved safety issues in 
spent fuel pool mod proceeding. Generic unresolved safety 
issues have not been adequately addressed by NRC. 

HUBBARD* R. B. MHB Technical Associates. 81/03/05. 13pp. 

08933: 047. 


8106190059 Responds to FOIA request for documents re radioactive 
effluents S< ground/surface water monitoring Sc sampling in 
State of IL. Forwards documents listed in app. W/o end 
NUREG/CR-1 195* NUREG— 0321 Sc Std Review Plan 11.3. 

FELTON* J. M. Division of Rules and Records. 81/06/08. 2pp. 
08805: 176. 


■8106190068 Recommends that ETS include requirements for periodically 
monitoring groundwater for redioac tivi ty. 

HIGGINBOTHAM, L. Radiological Safety Branch. 81/01/07. 19pp. 


8107150391 Requests that Board refrain from issuing initial decision 
on matters in controversy until issue re SEP review of 
spent fuel rank seismic analyses resolved. Meeting scheduled 
on 010630 between applicant Sc NRC. 

LAINAS, G. C. Assistant Director for Safety Assessment. 81/06/29. 
3pp. 09033: 036. 


8107090223 Notice of appeerance in proceeding. Certificate of Svc end. 
BLUME* M. B. Antitrust Division. 81/07/07. 2pp. 08983:277. 


8107310298 Forwards safety evaluation re licensee responses to 780829 & 
800110 Generic Ltr 81-24* Multi-Plant Issue B-56*re control 
rod failure to fully insert. Maint problem can be corrected 
by control rod drive overhaul during outage. 

EISENHUT, D. G. Division of Licensing. 81/06/15. Ip. 09222:337. 


8107010477 Notification of 010630 meeting w/util in Bethesda»MD to 
discuss spent fuel pool storage reck seismic design. 

0 'CONNOR, P. W. Operating Reactors Branch 3. 81/06/23. 2pp. 

08918: 340. 


8107090291 Answer that petitioners do not object to NRC 810629 motion 
for leave to defer response to 810622 petition until 810731. 
Certificate of Svc end. 

REYNOLDS, N. S. Commonwealth Edison Co. REYNOLDS* N. S. Toledo Edison 
Co. REYNOLDS* N. 8. Virginia Electric Sc Power Co.’ 81/07/07. 3pp. 
08984: 117. 


8107160036 Discusses applicant request for 810615 hearing re tnviron 
qualification of safety-related equipment. Requests issues 
applicant intends to raise in proceed ing. NRC available for 
meeting prior to 810707-10 meeting w/all licensees. 

EISENHUT* D. G. Division of Licensing. 81/07/07. 3pp. 09061:232. 


8107170182 Forwards RF Janecek affidavit notifying ASLB of possible 
change in util plans re disposition of old spent fuel recks 
following removal from pools* pursuant to ALAB-143. 

FITZGIBBONS* R. Commonwealth Edison Co. FITZGIBBONS* R. Isham* 
Lincoln it Beale. 81/07/09. 2pp. 09054:009. 


—8107170190 Affidavit informing ASLB of possible change in util plans re 
disposition of spent fuel storage recks following removal 
from pools. Transfer of racks will not begin prior to 810901. 

JANECEK, R. F. Commonwealth Edison Co. 81/07/09. 4pp. 09034:011. 


8107150286 Requests that NRC notify N Reynolds that 810622 petition 
for extension of deadline for complimnce w/CLI-80-21 has 
been retitled. Svc should be made of all subsequent papers on 
parties to proceeding, including UCS. 

WEISS* E. R. Harmon |c Weiss. 81/07/10. 3pp. 09023:156. 


8107020299 Confirms 810630 meeting w/NRC it util in Bethesda, MD re 
potential sliding it tilting of spent fuel racks. 

FITZGIBBONS* R. Isham. Lincoln it Beale. 81/06/23. Ip. 08926:333. 


8107140851 Forwards Amends 62,34,33*72 Sc 63 to Licenses DPR-19, DPR-2, 
DPR-23* DPR -29 Sc DPR-30, respectively, safety evaluation Sc 
notice of issuance Sc availability. Amend revises Tech Spec to 
clarify term operable. 

IPPCLITO* T. A. Operating Raactors Branch 2. 81/06/25. 3pp. 

09028: 272. 


—8107140860 Amends 62*34,33,72 Sc 63 to Licenses DPR-19, DPR-2, DPR-23, 
DPR— 29 Sc DPR-30, respectively, revising Tech Specs to clarify 
term operable re single failure criterion for safety sys. 
CRUTCHFIELD* D. Operating Reactors Branch 3. 81/06/25. 63pp. 

09028: 273. 


— 8107140872 Safety evaluation supporting Amends 62* 34, 33, 72 Sc 63 to 
Licenses DPR-19* DPR-2* DPR-23, DPR-29 Sc DPR-30. respectively. 

■* Office of Nuclear Reactor Regulation, Director. 81/06/23. 3pp. 
09028:336. 


— 8107140879 Notice of issuance Sc availability of Amends 62,34*33*72 Sc 
to Licenses DPR-19* DPR-2* DPR-23, DPR-29 Sc DPR-30, 
respectively. 

IPPOLITO* T. A. Operating Reactors Branch 2. 81/06/25. 2pp. 

09028: 339. 


8107020138 Forwards marked-up table completing or correcting info,r* 
SEP Topic 1X1-1, "Classification of Structure Sys Sc 
Components." Forty marked-up oversize PScXDs end. Aperture 
cards are available in PDR. 

RAUSCH, T. J. Commonwealth Edison Co. 81/06/26. 17pp. 08932:328. 
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8107070423 Forwards revised Pages 1-7* 1-33, 1-37 b 1-40 to CE-l-A, QA 
Program, Re vision 17. W/o Pages 1-7,1-37 & 1-40. 

TRAMM, T. R. Commonwealth Edison Co. 81/06/26. Ip. 08950:038. 


8107100240 Forwards MI-LR-81-02, "Hark I Plant Containment Mod Status 
Summary. 11 Info provided for all Mark I plants except Hope 
Creek b Oyster Creek. Hope Creek not yet operating. Oyster 
Creek will be providing info separately. 

STARK, S. J. General Electric Co. 81/06/29. Ip. 08995:166. 


— 8107100285 "Mark I Plant Containment Mod Status Summary. " 

* General Electric Operating Plant Owners Group. MI-LR-81-02. 
81/06/29. 116pp. 08993: 167. 


8107060425 Application for amends to Licenses DPR-19, DPR-23, DPR-29 b 
DPR-30, allowing continued operation w/rec irculation loop 
out-of-svc during maint & providing permanent OL provisions 
allowing restricted operation. 

DELGEORGE, L. 0. Commonwealth Edison Co. 81/06/30. 4pp. 08920:027. 


8107090210 Forwards responses to NUREG-0737 items, including RCS vents, 
relief /safety value test requirements, auxiliary feedwater 
sys evaluation/automatic initiation b flow indication b 
dedicated hydrogen penetration. 

DELGEORGE, L. 0. Commonwealth Edison Co. 81/07/01. 37pp. 08983:290. 


8107080411 Forwards addl commitments to TMI Action Plan Items II. 0. 4, 
III. D. 3.4, II. K. 3. 29 b II. F. 2, per NRC 810701 request. 

DELGEORGE, L. 0. Commonwealth Edison Co. 81/07/02. 4pp. 08973:073. 


8107100194 Forwards info inadvertently omitted from 810602 revised 
response to NRC questions re containment vent b purge valve 
operability. 

RAUSCH, T. J. Commonwealth Edison Co. 81/07/06. 16pp. 08994:313. 


8107310055 Generic Ltr 81-23A to all licensees b CP holders, advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation, per Generic Ltr 81-23, are unnecessary. 

EISENHUT, D. G. Division of Licensing. 81/07/06. 6pp. 09222:213. 


8107140437 Submits response to Generic Ltr 81-04 re implementation of 
NUREG-0313, Revision 1 re pressure boundary piping. Increased 
insp b leakage detection requirements are not warranted. 

Inservice insp program adequately ensures safe operation. 

DELGEORGE. L. 0. Commonwealth Edison Co. 81/07/07. 3pp. 09013:222. 


8107210077 Notification of 810717 meeting w/util b NSC/Guadrex in 
Bethesda.MD to discuss spent fuel pool storage rack seismic 
design. 

0 'CONNOR, P . W. Operating Reactors Branch 5. 81/07/09. 2pp. 

09107:318. 


8107210137 Forwards Amends 63.54.73 b 66 to Licenses DPR-19, DPR-23, 
DPR-29 b DPR-30, respectively, safety evaluation b notice of 
issuance b availability. Amends authorize operation w/one 
recirculation pump out of svc. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 81/07/09. 2pp. 

09106: 163. 


—8107210166 Amands 63,34,73 b 66 to Licenses DPR-19, DPR-23. DPR-29 b 
DPR-30, respectively, authorizing operation w/one 
recirculation pump out of svc. 

CRUTCHFI ELD, D. Operating Reactors Branch 3. IPPOLITO, T. A. 
Operating Reactors Branch 2. 81/07/09. 8pp. 09106:165. 


— 8107210174 Safety evaluation supporting Amands 63,34,73 b 66 to 
Licenses DPR-19. DPR-23. DPR-29 b DPR-30. respectively . 

* Office of Nuclear Reactor Regulation, Director. 81/07/09. 3pp. 
09106: 173. 


—8107210177 Notice of issuance b availability of Amends 63,34.73 b 66 to 
Licenses DPR-19, DPR-23, DPR-29 b DPR-30, respectively. 

CRUTCHFIELD# D. Operating Reactors Branch 3. 81/07/09. 2pp. 

09106: 178. 


8107200020 Forwards evaluation of BWR owners group generic response to 
TMI Action Plan Item II.K. 3. 46 (Michelson concerns). Item 
considered complete for facilities. 

CRUTCHFIELD, D. Operating Reactors Branch 3. 81/07/10. 9pp. 

09079:087. 


8107290023 Forwards order confirming licensee commitments to post-TMI 
related requirements of NUREG-0737, based on listed util 
ltrs. Explicit statements of requirements set forth in 
attachment to order. 

IPPOLITO, T. A. Operating Reactors Branch 2. 81/07/10. 2pp. 

09189: 188. 


— 8107290028 Order confirming licensee commitments on post-TMI related 
issues. L icensee required to satisfy specific requirements 
described in attachment to order within 60 days after 
effective date of order. 

PURPLE, R. A. Division of Licensing. 81/07/10. 10pp. 09189:190. 


8107140577 Forwards Revision 18 to CE-l-A, QA program. Revision clarifies 
procurement of safety-related matls, parts, equipment, 
components b items. 

SWARTZ, E. D. Commonwealth Edison Co. 81/07/12. Ip. 09023:352. 


— 8107140590 Revision 18 to QA program for facility. 

* Commonwealth Edison Co. CE-l-A R18. 81/07/12. 5pp. 

09023: 333. 


8107230338 Discusses NRC acceptance review of Revision 17 to CE-l-A, 
QA program for nuclear generating stations. Revi si on 
incorporates organizational changes. Rept acceptable. 

HAASS, W. P. Quality Assurance Branch. 81/07/14. 2pp. 09145:172. 


8107280640 Summary of 810717 meeting w/util b NSC-Quadrex in Bethesda, 
MD re seismic design of proposed spent fuel pool storage 
racks. Draft response to seven questions proposed during 
810630 meeting b attendance list end. 

0 'CONNOR, P , W. Operating Reactors Branch 5. 81/07/20. 21pp. 

09180: 172, 


Q. Inspection reports, IE Bulletins b correspondence 


8107140753 Forwards IE Insp Repts 50-010/81-06.30-237/81-13 b 
50-249/81-08 on 810404-0308 b notice of violation. 

HEI9HMAN, R, F. Division of Resident b Project Inspection. 81/07/01. 
2pp. 09017: 166. 


— 8107140757 Notice of violation from insp on 810404-0308. 

HEISHMAN, R, F. Division of Resident b Project Inspection. 
81/07/01. 2pp. 09017:168. 


—8107140764 IE Insp Repts 50-010/81-06,30-237/81-13 b 50-249/81-08 on 
810404-0308. Noncompl iance noted : fai lure to follow chemistry 
procedure b improper valve lineup. 

TONGUE, T.M., JORDAN, M. J. , REIMANN, F. W. Reactor Projects Section 
1C. 81/06/18. 10pp. 09017: 170. 


8107140402 Forwards IE Insp Repts 30-237/81-14 b 50-249/81-11 on 
810622-25. No noncompliance noted. Repts withheld (ref 
10CFR2. 790 ). 

NORELIUS, C . E. Division of Engineering b Technical Inspection. 
81/07/03. 2pp. 09014:026. 


8107140378 Forwards monthly status evaluation rept, re IE Bulletin 
79-14, "Seismic Analysis for As-Built Safety-Related Piping 
Sys. " W/o end. 

RAU9CH, T. J. Commonwealth Edison Co. 81/07/06. Ip. 09014:003. 


8107200406 Ack receipt of 810629 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-237/81-09 b 
50-249/81-06. 

NORELIUS, C, E. Division of Engineering b Technical Inspection. 
81/07/06. Ip. 09071:361. 


— 8107200411 Responds to NRC 810604 ltr re violations noted in IE Insp 
Repts 30-237/81-09 b 30-249/81-06. Correct ive actions: 
permanent fire stops installed to seal fire barrier 
penetrat ions. Step added to hydrostatic test procedure. 

REED, C. Commonwealth Edison Co. 81/06/29. 9pp. 09072:001. 


8107240306 Advises that IE Info Notice 81-19, "Lost Parts in Primary 
Coolant Sys, 11 was forwarded to listed utils. 

* Region 3, Chicago, Office of the Director (81/03/01). 81/07/06. 

Ip. 09148:203, 


8107200402 Notifies that IE Info Notice 81-19, "Lost Parts in Primary 
Coolant Sys," was sent to listed utils on 810706. 

CARROLL, D. E. Word Processing b Document Control Section. Bl/07/07. 
2pp. 09073:323. 


8107130107 Advises that IE Circular 81-09, "Containment Effluent* Water 
That Bypasses Radioactivity Monitor," was sent to listed 
licensees on B10710. 

CARROLL, D. E. Word Processing b Document Control Section. 81/07/10. 
2pp. 09026:026. 


8107200298 Forwards fcivil penalty payment, in accordance w/NRC 810223 
order b 810610 settlement of proceeding f.n order imposing 
civil monetary penalty. 

REED, C. Commonwealth Edison Co. 81/07/10. Ip. 09076:343. 
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8107170236 Advises that IE Info Notice 81-20, "Test Failures of 
Electrical Penetration As&embl ies, " was sent to listed utils 
on 810713. 

CARROLL, 0. E. Word Processing Si Document Control Section. 81/07/13. 
2pp. 09051:028. 


8107170245 Advises that IE Info Notice 81-20, "Test Failures of 
Electrical Penetration Assemblies," was forwarded to 
listed licensees. 

* Region 3, Chicago, Office of the Director <81/03/01). 81/07/15. 

ip. 09051:001. 


8107170251 Advises that IE Circular 81-09, "Containment Effluent Water 
That Bypasses Radioactivity Monitor," teas forwarded to 
listed licensees. 

* Region 3, Chicago, Office of the Director <81/03/01). 81/07/15. 

Ip. 09058:209. 


— 8107240224 Updated LER B0-048/03X-1 : on 801223, shutdown cooling syi 
inboard isolation valve did not close during shutdown, while 
testing group 2 Sc 3 isolation circuitry. Caused by breaker 
door interlock out of adjustment. Interlock adjusted. 

ZIRWAS, K. Commonwealth Edison Co. 81/06/15. 2pp. 09139:297. 


8107210298 Forwards LER 81-016/03L-0. 

SCOTT, D. J. Commonwealth Edison Co. 81/07/09. Ip. 09104:172. 


—8107210304 LER 81-016/03L-0: on 810618* water level instrument 
surveillance found LIS 263-57A tripping above Tech Spec 
levels for low level scram Sc low water level isolation. 

Caused by instrument setpoint drift. Setpoint adjusted. 

SCHROEDER, B. Commonwealth Edison Co. 81/07/08. 2pp. 09104:173, 


8107240229 Forwards LER S1-01B/03L-0. 

SCOTT, D. J. Commonwealth Edison Co. 81/07/09. Ip. 09140:168. 


8107200254 Ack receipt of 810526 Sc 0615 ltrs informing NRC of steps 
taken to correct violations noted in IE Insp Repts 
50-237/81-06, 50-249/81-04, 50-254/81-03. 50-265/81-03, 

50-295/81-05 & 50-304/81-03. 

NORELIUS, C. E. Division of Engineering Sc Technical Inspection. 
81/07/15. 2pp. 09074:359. 


—8107200260 Responds to NRC 810501 ltr re violations noted in IE Insp 
Repts 50-237/81-06, 50-249/81-04, 50-254/81-03, 50-265/81-03, 
50-295/81-05 «c 50-304/81-03. Corrective actions: QA topical 
rept will be revised & submitted by 810713. 

ABEL, J. S. Commonwealth Edison Co. 81/06/15. 2pp. 09074:361. 


— 8 1 07200269 Responds to NRC 810501 ltr re violations noted in IE Insp 
Repts 50-237/81-06, 50-249/81-04, 50-254/81-03, 50-265/81-03, 
50-295/81-05 Si 50-304/81-03. Corrective actions:Tech Spec 
changes to be submitted to identify proper QA stds. 

ABEL, J. 3. Commonwealth Edison Co. 81/05/26. 6pp. 09075:001. 


8107280446 Forwards IE Insp Repts 50-010/81-07, 50-237/81-18 Sc 
50-249/81-10 on 810509-0605. No noncompliance noted. 

HEISHMAN, R. F. Division of Resident Si Project Inspection. 81/07/16. 
2pp, 09174:242. 


—8107280448 IE Insp Repts 50-010/81-07,50-237/81-18 St 50-249/81-10 on 
810509-0605, No noncompliance noted. Major areas inspected: 

IE bulletin & LER followup, monthly maint Sc surveillance 
observation Sc operational safety verification. 

TONGUE, T . M. , JORDAN, M. J. , RE I MANN, F. W. Reactor Projects Section 
1C. 81/07/16. 7pp. 09174:244, 


8103300402 IE Info Notice 81-21, "Potential Loss of Direct Access to 
Ultimate Heat Sink." 

* Director's Office, Office of Inspection and Enforcement. 
01/07/21. 5pp. 09162:348. 


8107270246 Advises that IE Info Notice 81-21, "Potential Loss of Direct 
Access to Ultimate Heat Sink, “ was sent to listed licensees 
on 810721. 

CARROLL, D. E. Word Processing Sc Document Control Section. 81/07/21. 
2pp. 09160:112. 


8107270218 Advises that IE Circular 81-12, "Inad eq.ua te Periodic Test 
Procedure of PWR Protection Sys, " was sent to listed 
licensees on 810722. 

CARROLL, D. E. Word Processing Si Document Control Section. 81/07/22. 
3pp. 09160:131. 


8107270253 Advises that IE Circular 81-12, "Inadequate Periodic Test 
Procedure of PWR Protection Sys, 11 was sent to listed 
licensees. 

* Region 3, Chicago, Office of the Director (81/03/01). 81/07/24. 

Ip. 091&0: 107. 


8107280196 Notifies that IE Circular 81-11, "Inadequate Decay Heat 
Removal During Reactor Shutdown, " was sent to licensees on 
810724. 

CARROLL, D. E. Word Processing Sc Document Control Section. Bi/07/24. 
2pp. 09169:010. 


8107280626 Advises that IE Circular 81-11, "Inadequate Decay Heat 
Removal During Reactor Shutdown," has been forwarded to 
listed licensees. 

* Region 3, Chicago, Office of the Director (81/03/01). 81/07/24. 

Ip. 09181:001. 


S. Reportable occurrences, LERs St related correspondence 


8107240219 Forwards updated LER 80-04B/03X-1. 

SCOTT, D. J. Commonwealth Edison Co. 81/06/16. Ip. 09139:296. 


-8107240234 LER 81-018/03L-0: on 810619, LIS 263-72B found tripping abtvi 
Tech Spec limit during monthly water level ECCS instrument 
surveillance. Caused by instrument setpoint drift. Setpoint 
adjusted . Deviation rept end. 

SCHROEDER, B. Commonwealth Edison Co. 81/07/09. 2pp. 09140:169. 


8107200124 Forwards LER B1-017/03L-0. 

SCOTT, D. J. Commonwealth Edison Co. 81/07/10. Ip. 09069:112. 


—8107200128 LER 81-017/03L-0: on 810619, during reactor protection syi 
motor generetor set relay calibr,3B set undervoltage relay 
failed to trip on undervoltage signal. Cause will be 
determined when relay can be broken down 8c examined. 

MORQAN, W. Commonwealth Edison Co. 81/07/10. 2pp. 09069:113. 


8107240354 Forwards LER 81-O14/03L-0. 

SCOTT, D. J. Commonwealth Edison Co. 81/07/10. Ip. 09141:314. 


— 8107240366 LER 81-014/03L-0: on 810616, during scram air sys header 
pressure switch calibr, pressure switches 3-302-99A Sc B 
actuated w/setpoint lower than required. Caused by instrument 
setpoint drift. Switches reset. 

MANCINI , B. Commonwealth Edison Co. 81/07/09. 2pp. 09141:315. 


8107240188 Forwards LER 81-015/03L-0. 

SCOTT, D. J. Commonwealth Edison Co. 81/07/13. Ip. 09139:251. 


— 8107240191 LER 81-015/03L-0: on 810618, switch actuated at 32.8 inchti 
during calibr of isolation condenser steam/condensate line 
high flow. Caused by instrument drift. Switch reset. 

MANCINI, B. Commonwealth Edison Co. 81/07/13. 2pp. 09139:252. 


T. Hearing transcripts on non-antitrust matters 


8107060428 Forwards SC Padigo testimony St affidavit addressing control 
of heavy loads Si AK Singh affidavit addressing seismic 
design criteria, in response to ASLB Question 2. Related 
correspondence. 

STEPTOE, P. P. I sham, Lincoln it Beale. STEPTOE, P. P. Commonwealth 
Edison Co. 81/05/05. 2pp. 08920:039. 


—8107060436 Testimony by SC Pedigo re control of heavy loads at 
facility. Affidavit end. 

PEDIOO, S. C. Commonwealth Edison Co. 81/0B/04. ilpp. 08920:041. 


—8107060442 Testimony by AK Singh re facility seismic design criteria. 
Certificate of Svc, affidavit Sc prof qualif ications end, 

8IN0H, A. K. Commonwealth Edison Co. SINOH, A. K. Sargent & Lundy, 
Inc. 81/05/05. 15pp. 08920:052. 


DOCKET 50-250 TURKEY POINT PLANT, UNIT 3 


F. Security, medical, emergency St fire protection plans 


8107100067 Forwards NRC positions St request for addl info re 791212, 
800508 S< 1013 revisions to security plan. Util should either 
revert to original plan or raspond to issues within 60 days. 

End withheld (ref 10CFR2. 790). 

VARDA, 8. A. Operating Reactors Branch 1. 81/06/19. 2pp. 09001:327. 


B1 070601 81 Forwards Revision 2 to security training St qualif ication 
plan. Revision withheld (ref 10CFR2. 790). 

UHRIO, R.E. Florida Power Sc Light Co. 81/06/23. 3pp. 09890:022. 


8107080514 Requests exemption from requirement of 10CFR50, App E to 
establish procedures for alerting S< providing prompt 
instructions to public within plume exposure pathway. 

Bummary of past avents end. 

UHRIO, R.E. Florida Power Sc Light Co. 81/07/01. 3pp. 08973:260. 


DOCKETED ITEMS 
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B 107070392 Informs that Revision 4 to security plan c omp 1 ete. Simi lar 
revision to St Lucie Unit 1 security plan also prepared. 

Submission of Revision 4 delayed, pend ing resolution of 
concerns expressed in S Varga 810619 ltr. 

UHRIG, R. E. Florida Power St Light Co. 81/07/02. Ip. 08942:203. 


8107290002 Generic Ltr 81-27: requests that all emergency plans S< 
implementing procedures be submitted w/pages marked to 
reflect privacy & proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT, D. G. Division of Licensing. 81/07/09. 5pp. 09189:059. 


8107090291 Answer that petitioners do not object to NRC 810629 motion 
for leave to defer response to 810622 petition until 810731. 
Certificate of Svc end. 

REYNOLDS, N. S. Commonwealth Edison Co. 81/07/07. 3pp. 08984:117. 


8107150156 Response in opposition to suppl to intervenor 810708 
application for stay of final order. Work presently being 
done is being performed per 810619 final order re amend to 
OL. Certif i cate of Svc end. 

COLL, N. A. Florida Power St Light Co. COLL, N. A. Steel, Hector Sc 
Davis. 81/07/10. 4pp. 09026:022. 


8107300145 Forwards emergency planning info for placement in LPDR. W/o 
8106260391. 

SOUDER, J. L. Division of Rules and Records. 81/07/16. Ip. 

09207: 341. 


8107150163 Answer in opposition to intervenor Oncavage 810627 
application for stay of final order. Intervenor does not 
establish that any of four factors weigh in favor of stay. 

COLL, N. A. Florida Power & Light Co. COLL. N. A. Steel, Hector Sc 
Davis. 81/07/10. 10pp. 09025:340. 


8107300178 Forwards emergency planning info for placement in LPDR. W/o 
8106290432. 

SOUDER, J. L. Division of Rules and Records. 81/07/16. Ip. 

09207: 287. 


— 8107150167 Affidavit re intervenor Oncavage 810627 application for 
stay of final order. 

MANTZ, H. D. Florida Power & Light Co. 81/07/10. 6pp. 09025:350. 


8107300180 Forwards emergency planning info for placement in LPDR. W/o 
8106290432. 

SOUDER, J. L. Division of Rules and Records. 81/07/16. ip. 

09207: 288. 


G. Adjudicatory correspondence 


8107060170 Response in support of NRC 810427 motion for summary 
disposition of Contention 4D. Repair schedule should not be 
based on timing of hurricane season or low probability of 
tornadoes. 

REIS, H. F. Florida Power Sc Light Co. REIS, H. F. 

Lowenstein, Newman, Reis, Axelrad & Toll. 81/05/05. 2pp. 08889:174. 


— 8107060178 Affidavit re risks posed by hurricanes St tornadoes on 
repair activity S< SOLA storage. Prof qual if ications S< 
Certificate of Svc end. 

FLUGGER, F. G. , JABALI, H. H. Florida Power Sc Light Co. WAN, P. D. 
Bechtel Corp. 81/05/04. 28pp. 08889:176. 


— 8107060185 "Comparative Study of FL Most Severe Tornadoes W/Those in 
Other Parts of Continental US. " 

BROOKS, E. M. Boston College. GERRISH, H. P. , HISER, H. W. Miami, FL, 
Univ. of. 74/12/20. 36pp. 08889:204. 


8107020470 Exceptions to 810619 final order permitting facility steam 
generator repair. Certif icate of Svc end. 

CHONIN, N. Chonin, N. CHONIN, N. Oncavage, M. 81/06/27. 5pp. 

08934; 307. 


— 8107020477 Application for stay of 810619 final order authorizing 
issuance of license amends permitting proposed steam 
generator repair. Certif icate of Svc end. 

CHONIN, N. Oncavage, M. CHONIN, N. Chonin, N. 81/06/27. 6pp. 
08934:312. 


— 8107020485 Responds, on behalf of util, to ASLB 810528 order that parties 
state positions re solid waste resulting from steam 
generator repair. Repairs should take place immediately, 
concurrently w/present outage. 

CHONIN, N. Chonin, N. 81/06/12. 3pp. 08934:318. 


— 8107020490 Affidavit re probability St result of hurricane damage to 
containers in which low specific activity waste resulting 
from steam generator repair would be stored. Prof 
qualifications end. 

PARDUE, L, G. Florida Power «t Light Co. 81/05/11. 4pp. 08934:321. 


— 8107020497 Affidavit re lack of adequate precautions in storing wastes 
resulting from steam generator repair. Prof qualifications 
enc 1 . 

KING, D. Affiliation Unknown. 81/06/27. 5pp. 08934:325. 


8107140365 Responds to 810615 request for info re cancellation of 
facility steam generator repair bearing, per JH Rothwell 8t 
MB Frank ltrs. Hearings cancelled due to lack of factual 
dispute. ASLB 810328 order end. 

DIRCKS, W. U, Office of the Executive Director for Operations. 
81/07/02. 2pp. 09030:122. 


— 8107140369 Order granting summary disposition of all contentions & 
cancelling evidentiary hearing. W/Certif icata of Svc. 

LUEBKE, E, A. , PARIS, 0. H. , MILLER, M. E. Atomic Safety and Licensing 
Board Panel. 81/05/28. 43pp. 09030: 124. 


8107150173 Affidavit re intervenor Oncavage 810627 application for 
stay of final order. 

GOULD, A. J. Florida Power & Light Co. 81/07/10. 4pp. 09025:356. 


8107150286 Requests that NRC notify N Reynolds that 810622 petition 
for extension of deadline for compliance w/CLI-80-21 has 
been retitled. Svc should be made of all subsequent papers on 
parties to proceeding, including UCS. 

WEISS, E. R. Harmon & Weiss. 81/07/10. 3pp. 09025:156. 


8107310116 Forwards order confirming licensee commitments to post-TMI 
related requirements of NUREG-0737, based on util 801226, 

810302,0501 St 0623 1 trs. Exp 1 1c i t statements of requirements 
set forth in attachment to order. 

VARGA, S. A. Operating Reactors Branch 1. 81/07/10. 3pp. 09222:225. 


— 8107310120 Order confirming licensee commitments re post-TMI related 
requirements of NUREG-0737. App 1 leant must satisfy specific 
requirements of NUREG, described in attachment, within 30 
days. 

EISENHUT, D. G. Division of Licensing. 81/07/10. 10pp. 09222:228. 


8107280010 Forwards corrected Page 2 to 810716 response to intervenor 
application for stay of final order. Footnote 1 incorrectly 
cited. 

YOUNG, M. A. Office of the Executive Legal Director. 81/07/23. Ip. 
09169: 055. 


— 8107280194 Corrected Page 2 to 810716 response to intervenor 
application for stay of final order. Footnote 1 incorrectly 
c ited. 

* Office of the Executive Legal Director. 81/07/23. Ip. 
09169: 056. 


8107280008 Notice of appearance in proceeding. Certif icate of Svc end. 
YOUNG, M. A. Office of the Executive Legal Director. 81/07/24. 2pp. 
09173:014. 


8107300005 Order that licensee St NRC immediately provide ASLB w/info 
re apparent breaching of Unit 3 containment wall. 

LUEBKE, E. A., PARIS, 0. H. , MILLER, M. E. Atomic Safety and Licensing 
Board Panel. 81/07/2S. 4pp. 09191:313. 


H. General correspondence 


8107140132 Requests response to constituents UH Rothwell & MB Frank 
810602 St 08 ltrs re cancellation of facility steam generator 
repair hearing. 

FASCELL, D. B. House of Rep. 81/06/15, 4pp. 09031:087. 


8107140581 Forwards constituent E Bennet 810628 comments for review S< 
reply. 

FASCELL, D. B. House of Rep. 81/07/01. 2pp. 09023:349. 


8107140026 Forwards SER St FES r* facility steam generator repair 
efforts, in response to 810619 ltr. ASLB concluded, based on 
documents St supplemental testimony, that hearing was 
unnecessar y. W/o end. 

VARGA, S. A. Operating Reactors Branch 1. 81/07/02. Ip. 09031:039. 


— 8107140029 Expresses indignation over ' 
re leaking steam generator St diepos 
containing radiological contaminant 
FLEISHMANN, G. Affiliation Unkno— 
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8107140360 Responds to 810610 request for info re cancellation of 
facility steam generator repair hearing* per JH Rothwell 
ltr. Hearings cancelled due to lack of factual dispute. 

DIRCKS/W. J. Office of the Executive Director for Operations. 

81/07/02. 2pp. 09030: 120. 

8107300008 Forwards constitutent B Goldman 810713 ltr for investigation 
% comments. 

FASCELL, D. B. House of Rep. 81/07/17. 2pp. 09191:020. 


P. Operating license stage documents & correspondence 


8107070041 Forwards request for addl auxiliary feedwater automatic 
initiation St flow indication info for review of TMI Action 
Plan Item II. E. 1. 2. Requests response within 30 days. 

VARGA, S. A. Operating Reactors Branch 1. 81/06/08. 4pp. 08960:257. 


8107020120 Forwards Amends 59 fc 67 to Licenses DPR-41 Sc DPR-31, 
respectively & safety evaluation. Amend revises Tech Specs to 
permit continued operation of Unit 3 for 6 months. W/o notice 
of issuance. 

VARGA, S. A. Operating Reactors Branch 1. 81/06/23. 3pp. 08920:322. 


—8107020127 Amends 59 Sc 67 to Licenses DPR-41 St DPR-31, respectively , 
revising Tech Specs to permit continued operation of Unit 3 
for 6 months St to modify steam generator insp license 
conditions for both units. 

VARGA, 8. A. Operating Reactors Branch i. 81/06/23. 15pp. 

08920: 325. 


— 8107020130 Safety evaluation supporting Amends 59 & 67 to Licenses 
DPR-41 & DPR-31, respectively. 

a Office of Nuclear Reactor Regulation, Director. 81/06/23. 
10pp. 08920:337. 


8107020169 Forwards Amends 68 & 60 to Licenses DPR-31 Sc DPR-41, 
respectively, safety evaluation & notice of issuance Sc 
availability. Amend changes Tech Specs to incorporate results 
of revised ECCS analysis. 

VARGA, 8. A. Operating Reactors Branch 1. Bi/06/23. 3pp. 08920:139. 


—8107020174 Amends 68 & 60 to Licenses DPR-31 & DPR-41, respectively, 
revising Tech Specs to incorporate results of ECCS analysis 
for steam generator plugging level of 2851. 

VARGA, S. A. Operating Reactors Branch 1. 81/06/23. 9pp. 

08920: 142. 


—8107020179 Safety evaluation supporting Amends 6B St 60 to Licenses 
DPR-41 Sc DPR-31, respectively. 

* Office of Nuclear Reactor Regulation, Director. 81/06/23. 
lipp. 08920: 131. 


•8107020184 Notice of issuance Sc availability of Amends 68 Sc 60 to 
Licenses DPR-41 Sc DPR-31, respectively. 

VARGA, S. A. Operating Reactors Branch i. 81/06/23. 4pp. 

08920: 162. 


B1 07090244 Forwards Amends 69 Sc 61 to Licenses DPR-31 St DPR-41, 
respectively, safety evaluation & notice of issuance St 
availabili ty. Amends approve steam generator repair program 
8t provide license conditions re repair operation. 

VARGA, 8. A. Operating Reactors Branch 1. 81/06/24. 2pp. 08986:133. 


—8107090249 Amends 69 & 61 to Licenses DPR-31 St DPR-41, respectively, 
approving steam generator repair program S< providing license 
conditions re repair operation. 

EISENHUT * D. 0. Division of Licensing. 81/06/24. 19pp. 08986:137. 


— 8107090253 Notice of issuance St availability of Amends 69 St 61 to 
Licenses DPR-31 St DPR-41, respectively. 

VARGA, 8. A. Operating Reactors Branch 1. 81/06/24. 3pp. 

08986: 156. 


8107010014 Forwards conceptual design description of sys intended to 
monitor reactor vessel water level, per NUREG-0737, Item 
II. F. 2. Ltr of intent issued to purchase sys developed by 
C-E owners group. 

UHRIG, R. E. Florida Power St Light Co. 81/06/25. 17pp. 08907:213. 


8107070338 Forwards check in payment for end list of amend requests 
made from Bept 1980 to May 1981, in response to 810612 ltr. 

UHRIO, R. E. Florida Power 8< Light Co. 81/06/29. 2pp. 08940:079. 


8107100013 Notifies that no further action necessary re TMI Action Plan 
Item II. K. 2. 19. Concerns expressed in Item II. K. 2. 19 not 
applicable to N888 w/inverted U-tube steam generators 
designed by Meetinghouse St C-E. 

VARGA, 8. A. Operating Reactors Branch i. 81/07/01. 2pp. 09001:174, 


8107150198 Requests review of 740927 St 761220 Tech Spec submittals & 
update of 761027 request for OL emend per end model Tech 
Specs re steam generator insp. ASLB 810619 order ending steam 
generator repair proceeding cited. 

VARGA, S, A. Operating Reactors Branch 1. 81/07/01. 2pp. 09048:253. 


—8107150203 Model Tech Specs 3.4.6-3.4.11 St 4. 4. 6-4. 4. 11 for steam 
generator insp. 

* Operating Reactors Branch 1. 80/09/10. 23pp. 09048:255. 


8107210178 Forwards Amends 70 Sc 63 to Licenses DPR-31 S< DPR-41, 
respec tive ly, safety evaluation St notice of issuance St 
availabili ty. Amends revise Tech Specs to incorporate certain 
Lessons Learned Category A requirements. 

VARGA, S. A. Operating Reactors Branch 1. 81/07/06. 2pp. 09106:182. 


— 8107210185 Amends 70 St 63 to Licenses DPR-31 St DPR-41, respectively, 
revising Tech Specs to incorporate certain Lessons Learned 
Category A requirements. 

VARGA, 8. A. Operating Reactore Branch 1. 81/07/06. 19pp. 

09106: 184. 


— 8107210193 Safety evaluation supporting Amends 70 Sc 63 to Licenses 
DPR-31 St DPR-41, respectively. 

* Office of Nuclear Reactor Regulation, Director. 81/07/06. 4pp. 
09106: 203. 


— 8107210198 Notice of issuance St availability of Amends 70 St 63 to 
Licenses DPR-31 St DPR-41, respec tively. 

VARGA, S. A. Operating Reactors Branch 1. 81/07/06. 2pp. 

09106:207. 


8107310055 Generic Ltr 81-23A to all licensees St CP h olders, advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation , per Generic Ltr 81— 23, are unneceseary. 

EISENHUT, D. G. Division of Licensing. 81/07/06. 6pp. 09222:215. 


8107140292 Forwards control room habitability study, in response to 
TMI Action Plan Item I II. D. 3. 4. Long-term mods to reduce 
leakage rate will be implemented by 030101. Five oversize 
drawings enc 1. Aperture cards are in PDR. 

UHRIO, R. E. Florida Power St Light Co. 81/07/09. 20pp. 09023:323. 


8107310116 Forwards order confirming licensee commitments to post-TMI 
related requirements of NUREG-0737, based on util 801226. 

810302,0501 8< 0623 ltrs. Explicit statements of requirements 
set forth in attachment to order. 

VARGA, S.A. Operating Reactors Branch 1. 81/07/10. 3pp. 09222:225. 


8107310120 Order confirming licensee commitments re post-TMI related 
requirements of NUREG-0737. Applicant must satisfy specific 
requirement* of NUREG, described in attachment, within 30 
days. 

EISENHUT, D. G. Division of Licensing. 81/07/10. 10pp. 09222:228. 


8107230225 Provides info re EPRI safety & relief valva test program. 
Copes -Vulcan D-100-160 relief valve Sc Crosby Model HB-BF-86 
safety valve are being tested as part of program. Evaluations 
& plant-specific data will be submitted. 

UHRIO, R. E. Florida Power Sc Light Co. 81/07/14. Ip. 09129:270. 


8107210331 Responds to Generic Ltr 81-14 re seismic qualif ication of 
auxiliary feedwater sye. Sys is seismically designed per F8AR 
& constructed Sc maintained consistent w/other safety-grade 
sys inplant. Addl info will be provided by 810915. 

UHRIO, R.E. Florida Power Sc Light Co. 81/07/16. Ip. 09102:140. 


8107240382 Forwards description of RC8 vent sys Sc seven oversize 
drawings in response to TMI Action Plan Item II. B. 1. 

Aperture cards are available in PDR. 

UHRIO, R.E. Florida Power Sc Light Co. 81/07/16. 81pp. 09139:025. 


8107290005 Notification of 810728,29 Sc 30 meetings w/BStW, Meetinghouse Sr 
C-E owners groups in Bethesda, MD to discuss thermal shock to 
reactor pressure vessel issue. 

VISSIN©,©. Operating Reactors Branch 4. 81/07/20. 5pp. 09189:127. 


8107280510 Forwards response to NRC 810608 request for addl info re 
auxiliary feedwater automatic initiation St flow indication. 
Preliminary diagrams provided. 

UHRIO, R.E. Florida Power Sc Light Co. 81/07/23. 9pp. 09176:189. 


Forwards Revision 4 to topical QA rept, in respoonse to NRC 
810514 request. 

UHRIO, R.E. Florida Power Si Light Co. 81/07/23. 2pp. 09185:103. 


—8107290152 Revision 4 to topical QA rept. 

HUDIBURG, J. J. Florida Power St Light Co. FPLTGAR 1-76A R04. 
81/03/31. 14Bpp. 09185:107. 
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8107310148 Application for amend to App A of Licenses DPR-31 & DPR-40, 
allowing up to 36 assemblies of Unit 3 Region 10 fuel to be 
removed from Unit 3 spent fuel pit after decay period of 
95 days* instead of required 120 days. Fee end. 

UHRIO, R. E. Florida Power 8c Light Co. 81/07/23. 2pp. 09218:199. 


—8107310152 Proposed Tech Spec Page 3. 12-1 adding footnote to change 
period for decay of Region 10 fuel in Unit 3 reactor from 
120 to 95 days. Safety analysis & bases Sc background end. 

* Florida Power it Light Co. 81/07/23. 6pp. 09218:201. 


Q. Inspection reports* IE Bulletins & correspondence 


8107150277 Forwards IE Circular 81-06* "Potential Deficiency Affecting 
Certain Foxboro 10 to 50 Milliampere Transmitters. " No 
written response required. 

0 'REILLY* J. P. Region 2* Atlanta* Office of the Director (81/03/01). 
81/04/14. Ip. 09033:333. 


DOCKET 50-251 TURKEY POINT PLANT, UNIT 4 


F. Security* medical, emergency it fire protection plans 


8107060181 Forwards Revision 2 to security training it qualif ication 
plan. Revision withheld (ref 10CFR2. 790). 

UHRIG.R. E. Florida Power it Light Co. 81/06/23. 3pp. 0B890: 022. 


8107080514 Requests exemption from requirement of 10CFR50*App E to 
establish procedures for alerting it providing prompt 
instructions to public within plume exposure pathway. 

Summary of past events end. 

UHRIO, R. E. Florida Power it Light Co. 81/07/01. 3pp. 08973:260. 


8107070392 Informs that Revision 4 to security plan comp lete. Simi lar 
revision to St Lucie Unit 1 security plan also prepared. 

Submission of Revision 4 delayed. pending resolution of 
concerns expressed in S Varga 810619 ltr. 

UHRIO* R. E. Florida Power it Light Co. 81/07/02. Ip. 08942:203. 


8107240339 Ack receipt of 810615 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-250/81-09 it 
50-251/81-09. 

LEWIS* R. C. Division of Resident it Reactor Project Inspection. 
81/07/02. lp. 09141:225. 


8107290002 Generic Ltr 81-27: requests that all emergency plans & 
implementing procedures be submitted w/pages marked to 
reflect privacy it proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT, D. G. Division of Licensing. 81/07/09. 5pp. 09189:059. 


—8107240342 Ack receipt of IE Insp Repts 50-250/81-09 8* 50-251/81-09 on 
810406-10 & 13-17. No proprietary info. Corrective actions: ltr 
issued emphasizing proper review channels for special tests. 

UHRIO* R. E. Florida Power it Light Co. 81/06/15. 6pp. 09141:226. 


8107300178 Forwards emergency planning info for placement in LPDR. W/o 
8106290432. 

SOUDER.J. L. Division of Rules and Records. 81/07/16. lp. 

09207: 287. 


8107240463 Forwards results of snubber insp in response to IE Bulletin 
81-01 re testing of mechanical snubbers on safety-related 
sys. 

UHRIG.R. E. Florida Power it Light Co. 81/07/06. 4pp. 09138:274. 


8107270011 Forwards IE Circular 81-09, "Containment Effluent Water 
That Bypasses Radioactivity Monitor. 11 Licensee action is 
required. 

O'REILLY, J. P. Region 2. Atlanta, Office of the Director (81/03/01). 
81/07/10. lp. 09156:286. 


— 8107270026 Forwards IE Circular 81-09. "Containment Effluent Water That 
Bypasses Radioactivity Monitor. " Review it corrective action 
expected before plant licensing. List of recently issued IE 
circulars end. 

0 'REILLY, J. P. Region 2* Atlanta* Office of the Director 
(81/03/01). 81/07/10. 4pp. 09156:287. 


8107240284 Forwards IE Info Notice 81-20* "Test Failures of Electrical 
Penetration Assemblies. " No licensee action or response is 
required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director (81/03/01). 
81/07/13. 4pp. 09148: 196. 


R. Periodic operating reports it related correspondence 


8107300180 Forwards emergency planning info for placement in LPDR. W/o 
8106290432, 

SOUDER.J. L. Division of Rules and Records. 81/07/16. lp. 

09207: 288. 


G. Adjudicatory correspondence 


8107060170 Response in support of NRC B10427 motion for summary 
disposition of Contention 4B. Repair schedule should not be 
based on timing of hurricane season or low probability of 
tornadoes. 

REIS, H. F. Florida Power 8, Light Co. REIS, H. F. 

Lowenstein, Newman, Reis, Axelrad it Toll. 81/05/05. 2pp. 08889:174. 


— 8107060178 Affidavit re risks posed by hurricanes & tornadoes on 
repair activity Sc SOLA storage. Prof qualifications & 
Certificate of Svc end. 

FLUGGER, F. G. , JABALI, H. H. Florida Power & Light Co. WAN.P.D. 
Bechtel Corp. 81/05/04. 28pp. 08889:176. 


8107020470 Exception* to 810619 final order permitting facility steam 
generator repair. Certificate of Svc end. 

CHQNIN, N. Chonin, N. CHONIN, N. Oncavage, M. 81/06/27. 5pp. 

08934: 307. 


8107130203 Forwards monthly operating repts for June 1981. 

SCHMIDT, A. D. Florida Power Sc Light Co. 81/07/03. Ip. 08999:267. 


—8107130205 Monthly operating repts for June 1981. 

CHILSQN* V. T. Florida Power it Light Co. 81/07/03. 12pp. 

08999: 268. 


8. Reportable occurrences* LERs Sc related correspondence 


8107200395 Forwards updated LER B1-003/09T-1 . 

SCHMIDT, A. D. Florida Power Sc Light Co. 81/02/03. lp. 09070:349. 


—8107200400 Updated LER 81-003/09T-1: on 810105, during investigation of 
potential cracks* new coil assembly in spare parts storage 
found to have crack in spool end plate. Cause not stated. 

Periodic insp will be implemented upon receipt of new coils. 

PACE,P. L. Florida Power it Light Co. 81/02/03. 3pp. 09070:350. 


8106010419 Part 21 rept re failure of GA Co instrument cable to meet 
IEEE temp requirements* initially reported on 810512. 

Defective matl was supplied by Rockbestos Corp. Each user 
should evaluate installation. User list end. 

RICKARD, C. L. General Atomic Co. (subs, of Gulf Oil Co.). 81/05/15. 

4pp. 08663:008. 


8107310399 RO 250-81-13: on 810710, during equipment hatch alterations* 
small void found in concrete immediately below hatch barrel. 
Engineering evaluation Sc any nacassary repairs will be 
completed prior to restart. 

HAY&J. K. Florida Power Sc Light Co. 81/07/13. lp. 09221:007. 


— 8107020477 Application for stay of 810619 final order authorizing 
issuance of license amend* permitting proposed steam 
generator repair. Certificate of Svc end. 

CHONIN, N. Oncavage, M. CHONIN, N. Chonin, N. 81/06/27. 6pp. 
08934: 312. 


— 8107020485 Responds, on behalf of util, to ASLB 810528 order that partie 
state positions re solid waste resulting from steam 
generator repair. Repairs should take place immediately, 
concurrently w/present outage. 

CHONIN, N. Chonin, N. 81/06/12. 3pp. 08934:318. 


— 8107020490 Affidavit re probability 8c result of hurricane damage to 
containers in which low specific activity waste resulting 
from steam generator repair would be stored. Prof 
qualifications end. 

PARDUE, L.G. Florida Power 8c Light Co. 81/05/il. 4pp. 08934:321. 


— 8107020497 Affidavit re lack of adequate precautions in storing wastes 
resulting from steam generator repair. Prof qualifications 
end. 

KING, D. Affiliation Unknown. 81/06/27. 5pp. 08934:325. 


8107140365 Responds to 810615 request for info re cancellation of 
facility steam generator repair hearing, per JH Rothwell & 

MB Frank 1 trs. Hearings cancelled due to lack of factual 
dispute. ASLB 810528 order end. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
81/07/02. 2pp. 09030: 122. 
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— 8107140369 Order granting summary disposition of all contentions k 
cancelling evidentiary hear ing. W/Certif icate of Svc. 

LUEBKE, E. A. » PARIS. Q. H. > MILLER. M. E. Atomic Safety and Licensing 
Board Panel. 81/03/28. 45pp. 09030:124. 


— >8107140029 Expresses indignation over cancellation of 810602 hearings 
re leaking steam generator k disposal of waste drums 
containing radiological contaminants. Response requested. 

FLEISHMANN. 0. Affiliation Unknown. 81/06/19. 2pp. 09031:040. 


8107090291 Answer that petitioners do not object to NRC 810629 motion 
for leave to defer response to 810622 petition until 810731. 
Certificate of Svc end. 

REYNOLDS. N. S. Commonwealth Edison Co. 81/07/07. 3pp. 08984:117. 


8107150136 Response in opposition to suppl to intervenor 810708 
application for stay of final order. Work presently being 
done is being performed per 810619 final order re amend to 
OL. Certif i cate of Svc end. 

COLL. N. A. Florida Power & Light Co. COLL. N. A. Steel. Hector k 
Davis. 81/07/10. 4pp. 09026:022. 


8107140360 Responds to 810610 request for info re cancellation of 
facility steam generator repair hearing, per JH Rothuiell 
ltr. Hearings cancelled due to lack of factual dispute. 

DIRCKS.W. J. Office of the Executive Director for Operations. 
81/07/02. 2pp. 09030:120. 


8107300008 Forwards constitutent B Goldman 810713 ltr for investigate 
k comments. 

FASCELL. D. B. House of Rep. 81/07/17. 2pp. 09191:020. 


P. Operating license stage documents & correspondence 


8107150163 Answer in opposition to intervenor Oncavage 810627 
application for stay of final order. Intervenor does not 
establish that any of four factors weigh in favor of stay. 

COLL. N. A. Florida Power & Light Co. COLL. N. A. Steel, Hector k 
Davis. 81/07/10. 10pp. 09025:340. 


— 8107150167 Affidavit re intervenor Oncavage 810627 application for 
stay of final order. 

MANTZ, H. D. Florida Power k Light Co. 81/07/10. 6pp. 09023:350. 


8107150173 Affidavit re intervenor Oncavage 810627 application for 
stay of final order. 

OOULD.A. J. Florida Power k Light Co. 81/07/10. 4pp. 09023:356. 


8107150286 Requests that NRC notify N Reynolds that 810622 petition 
for extension of deadline for compliance w/CLI-80-21 has 
been retitled. Svc should be made of all subsequent papers on 
parties to proceeding, including UCS. 

WEISS. E. R. Harmon & Weiss. 81/07/10. 3pp. 09025:156. 


8107310116 Forwards order confirming licensee commitments to post-TMI 
related requirements of NUREG-0737, based on util 801226. 

810302.0501 k 0623 ltrs. Exp 1 ic i t statements of requirements 
set forth in attachment to order. 

VARGA. S. A. Operating Reactors Branch 1. 81/07/10. 3pp. 09222:225. 


— 8107310120 Order confirming licensee commitments re post-TMI related 
requirements of NUREG-0737. Applicant must satisfy specific 
requirements of NUREO. described in attachment, with in 30 
days. 

EISENHUT . D. G. Division of Licensing. 81/07/10. 10pp. 09222:228. 


8107280010 Forwards corrected Page 2 to 810716 response to intervenor 
application for stay of final order. Footnote 1 incorrectly 
cited. 

YOUNG, M. A. Office of the Executive Legal Director. 81/07/23. Ip. 
09169: 035. 


— 8107280194 Corrected Page 2 to 810716 response to intervenor 
application for stay of final order. Footnote 1 incorrectly 
cited. 

* Office of the Executive Legal Director. 81/07/23. Ip. 
09169: 056. 


8107280008 Notice* of appearance in proceed ing. Certif icate of Svc end. 
YOUNG, M. A. Office of the Executive Legal Director. 81/07/24. 2pp. 
09173:014. 


8107300005 Order that licensee 1 1 NRC immediately provide ASLB w/info 
re apparent breaching of Unit 3 containment wall. 

LUEBKEi E. A., PARIS, 0. H. , MILLER. M. E. Atomic Safety and Licensing 
Board Panel. 81/07/28. 4pp. 09191:313. 


H. General correspondence 


8107140132 Requests response to constituents JH Rothwell k MB Frank 
3106Q2 k 08 ltrs re cancellation of facility steam generator 
repair hearing, * ' 

FASCELL. D. B. House of Rep. 81/06/15, 4pp. 09031:087. 


8107140581 Forwards constituent E Bennet 810628 comments for review k 
reply, 

FASCELL, D. B. House of Rep. 81/07/01. 2pp. 09023:349. 

8107140026 Forwards SER k FES re facility steam generator repair 
efforts, in response to 810619 ltr. ASLB concluded, based on 
documents k supplemental testimony, that hearing was 
unnecessary. W/o end. 

VARGA, S. A. Operating Reactors Branch 1. 81/07/02. Ip. 09031:039. 


8107070041 Forwards request for addl auxiliary feedwater automatic 
initiation & flow indication info for review of TMI Action 
Plan Item II. E. 1. 2. Requests response within 30 days. 

VARGA, S. A. Operating Reactors Branch 1. 81/06/08. 4pp. 08960:257 


8107020120 Forwards Amends 59 & 67 to Licenses DPR-41 k DPR-31, 
respectively k safety evaluation. Amend revises Tech Specs to 
permit continued operation of Unit 3 for 6 months. W/o notice 
of issuance. 

VARGA, S. A. Operating Reactors Branch 1. 81/06/23. 3pp. 08920:322 


—8107020127 Amends 59 k 67 to Licenses DPR-41 k DPR-31, respectively, 
revising Tech Specs to permit continued operation of Unit 3 
for 6 months k to modify steam generator insp license 
conditions for both units. 

VARGA, S. A. Operating Reactors Branch 1. Bl/06/23. 15pp. 

08920: 323. 


— 8107020130 Safety evaluation supporting Amends 39 k 67 to Licenses 
DPR-41 k DPR-31, respectively. 

* Office of Nuclear Reactor Regulation, Director. 81/06/23. 
10pp. 08920:337. 


8107020169 Forwards Amends 68 k 60 to Licenses DPR-31 k DPR-41, 
respectively, safety evaluation k notice of issuance k 
availability. Amend changes Tech Specs to incorporate results 
of revised ECCS analysis. 

VARGA, S. A. Operating Reactors Branch 1. 81/06/23. 3pp. 08920:13 


—8107020174 Amends 68 k 60 to Licenses DPR-31 k DPR-41, respectively, 
revising Tech Specs to incorporate results of ECCS analysis 
for steam generator plugging level of 28%. 

VARGA, S. A. Operating Reactors Branch 1. 81/06/23. 9pp. 

08920: 142. 


— 8107020179 Safety evaluation supporting Amends 68 k 60 to Licenses 
DPR-41 k DPR-31, respectively. 

* Office of Nuclear Reactor Regulation, Director. 81/06/23. 
11pp. 08920:151. 


— 8107020184 Notice of issuance k availability of Amends 68 k 60 to 
Licenses DPR-41 k DPR-31, respectively. 

VARGA, S. A. Operating Reactors Branch 1. 81/06/23. 4pp. 

08920: 162. 


8107090244 Forwards Amends 69 k 61 to Licenses DPR-31 k DPR-41, 
respectively, safety evaluation k notice of issuance k 
availability. Amends approve steam generator repair program 
k provide license conditions re repair operation. 

VARGA, 8. A. Operating Reactors Branch 1. 81/06/24. 2pp. 08986: II 


•8107090249 Amends 69 k 61 to Licenses DPR-31 k DPR-41, respectively, 
approving steam generator repair program k providing license 
conditions re repair operation. 

EISENHUT, D. G. Division of Licensing. 81/06/24. 19pp. 08986:1! 


— 8107090253 Notice of issuance k availability of Amends 69 k 61 to 
Licenses DPR-31 k DPR-41, respectively. 

VARGA, 8. A. Operating Reactors Branch 1. 81/06/24. 3pp. 

08986: 156. 


8107010014 Forwards conceptual design description of sy* intended to 
monitor reactor vessel water level, per NUREG-0737, Item 
II. F. 2. Ltr of intent issued to purchase sys developed by 
C-E owners group. 

UHRIG.R. E. Florida Power k Light Co. 81/06/25. 17pp. OB907: 213 


8107070338 Forwards check in payment for end list of amend requests 
made from Sept 1980 to May 1981, in response to 810612 ltr. 

UHR1G, R. E. Florida Power k Light Co. 81/06/29, 2pp. 08940:079, 
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8107100013 Notifies that no further action necessary rt TMI Action Plan 
Item XX. K. 2. 19. Concerns expressed in Item II. K. 2. 19 not 
applicable to NS8S w/inverted U-tube steam generators 
daaignad by Westinghouse Sc C-E. 

VARGA. 3. A. Operating Reactors Branch 1. 81/07/01. 2pp. 09001:174. 


8107190198 Requests review of 740927 Sc 761220 Tech Spec submittals & 
update of 761027 request for OL amend per end model Tech 
Specs re steam generator insp. ASLB 810619 order ending steam 
generator repair proceeding cited. 

VARGA. S. A. Operating Reactors Branch 1. 81/07/01. 2pp. 09048:293. 


—8107190203 Model Tech Specs 3.4.6-3.4.11 & 4.4.6-4.4.11 for steam 
generator insp. 

* Operating Reactors Branch 1. 80/09/10. 23pp. 09048:299. 


8107210079 Forwards Amend 62 to License DPR-41. safety evaluation & 
notice of issuance & availabil ity. Amend authorizes continued 
operation for eight full power months from 810113. 

VARGA. S. A. Operating Reactors Branch 1. 81/07/06. 4pp. 09107:321. 


— 8107210082 Amend 62 to License DPR-41. authoriz ing continued operation 
for eight full power months from 810113. 

VARGA. S. A. Operating Reactors Branch 1. 81/07/06. 4pp. 

09107: 329. 


— 8107210083 Safety evaluation supporting Amend 62 to License DPR-41. 

* Office of Nuclear Reactor Regulation. Director. 81/07/06. 7pp. 
09107: 329. 


— 8107210089 Notice of issuance & availability of Amend 62 to License 
DPR-41. 

VARGA. S. A. Operating Reactors Branch 1. 81/07/06. 2pp. 

09107: 336. 


8107210178 Forwards Amends 70 Sc 63 to Licenses DPR-31 Sc DPR-41. 
respective ly. safety evaluation & notice of issuance & 
availabili ty. Amends revise Tech Specs to incorporate certain 
Lessons Learned Category A requirements. 

VARGA. 8. A. Operating Reactors Branch 1. 81/07/06. 2pp. 09106:182. 


— 81072101B5 Amends 70 Sc 63 to Licenses DPR-31 St DPR-41. respectively . 
revising Tech Specs to incorporate certain Lessons Learned 
Category A requirements. 

VARGA. S. A. Operating Reactors Branch 1. 81/07/06. 19pp. 

09106: 184. 


— 8107210193 Safety evaluation supporting Amends 70 St 63 to Licenses 
DPR-31 St DPR-41. respectively. 

* Office of Nuclear Reactor Regulation. Director. 81/07/06. 4pp. 
09106: 203, 


— 8107210198 Notice of issuance St availability of Amends 70 St 63 to 
Licenses DPR-31 St DPR-41, respectively . 

VARGA, S. A. Operating Reactors Branch 1. 81/07/06. 2pp. 

09106: 207. 


8107310099 Generic Ltr 81-23A to all licensees St CP holders, advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation, per Generic Ltr 81-23, are unnecessary. 

EISENHVT, D. G. Division of Licensing. 81/07/06. 6pp. 09222:219. 


8107140292 Forwards control room habitability study. in response to 
TMI Action Plan Item I II. D. 3. 4. Long-term mods to reduce 
leakage rate will be implemented by 830101. Five oversize 
drawings end. Aperture cards are in PDR. 

UHRIO.R. E. Florida Power St Light Co. 81/07/09. 20pp. 09023:323. 


8107310116 Forwards order confirming licensee commitments to post-TMI 
related requirements of NUREG-0737, based on util 801226, 

810X2,0901 St 0623 ltrs. Explicit statements of requirements 
set forth in attachment to order. 

VARGA, S. A. Operating Reactors Branch 1. 81/07/10. 3pp. 09222:229. 


—8107310120 Order confirming licensee commitments re post-TMI related 
requirements of NUREG-0737. Applicant must satisfy specific 
requirements of NUREO, described in attachment, within 30 
days. 

EISENHUT, D. G. Division of Licensing. 81/07/10. 10pp. 09222:228. 


81072X225 Provides info re EPRI safety St relief valve test program. 
Copes-Vulcan D-100-160 relief valve St Crosby Model HB-BP-86 
safety valve are being tested as part of program. Evaluations 
Sc plant-specific data will be submitted. 

UHRIG.R. E. Florida Power S< Light Co. 81/07/14. Ip. 09129:270. 


8107210331 Responds to Generic Ltr 81-14 re seismic qualification of 
auxiliary feedwater sys. Sys is seismically designed per FSAR 
Sc constructed Sc maintained consistent w/other safety-grade 
sys inplant, Addl info will be provided by 810919. 

UHRIG, R. E. Florida Power Sc Light Co. 81/07/16. Ip. 09102:140. 


8107240382 Forwards description of RCS vent sys St seven oversize 
drawings in response to TMI Action Plan Item II. B. 1. 

Aperture cards are available in PDR. 

UHRIQ, R. E. Florida Power Sc Light Co. 81/07/16. Bipp. 09139:025. 


8107290005 Notification of 810728,29 Sc 30 meetings w/BS<W, Meetinghouse Sc 
C-E owners groups in Bethesda.MD to discuss thermal shock to 
reactor pressure vessel issue. 

VI 881 NO, G. Operating Reactors Branch 4. 81/07/20. 9pp. 09189:127. 


81072X510 Forwards response to NRC 810608 request for addl info re 
auxiliary feedwater automatic initiation Sc flow indication. 
Preliminary diagrams provided. 

UHRIG, R. E. Florida Power Sc Light Co. 81/07/23. 9pp. 09176:189. 


81072X148 Forwards Revision 4 to topical GA rept, in respoonse to NRC 
810914 request. 

UHRIG, R. E. Florida Power Sc Light Co. 81/07/23. 2pp. 09185:103. 


— 8107290192 Revision 4 to topical GA rept. 

HUDIBURG, J. J. Florida Power Sc Light Co. FPLTQAR 1-76A R04. 
81/03/31. 148pp. 09185:107. 


8107310148 Application for amend to App A of Licenses DPR-31 S< DPR-40, 
allowing up to 36 assemblies of Unit 3 Region 10 fuel to be 
removed from Unit 3 spent fuel pit after decay period of 
95 days, instead of required 120 days. Fee end. 

UHRIG, R. E. Florida Power Sc Light Co. 81/07/23. 2pp. 09218:199. 


— 8107310152 Proposed Tech Spec Page 3. 12-1 adding footnote to change 
period for decay of Region 10 fuel in Unit 3 reactor from 
IX to 95 days. Safety analysis Sc bases S< background end. 

* Florida Power Sc Light Co. 81/07/23. 6pp. 09218:201. 


G. Inspection reports. IE Bulletins Sc correspondence 


81071X277 Forwards IE Circular 81-06, "Potential Deficiency Affecting 
Certain Foxboro 10 to 50 Milliampere Transmitters. " No 
written response required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director (Bl/03/01). 
81/04/14. Ip. 09033:333. 


8107240339 Ack receipt of 810615 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-250/81-09 8< 
50-291/81-09. 

LEWIS, R. C. Division of Resident Sc Reactor Project Inspection. 
81/07/02. Ip. 09141:229. 


—8107240342 Ack receipt of IE Insp Repts 50-290/81-09 Sc 50-251/81-09 on 
810406-10 Sc 13-17. No proprietary info. Correct ive actions: ltr 
issued emphasizing proper review channels for special tests. 

UHRIG, R. E. Florida Power Sc Light Co. 81/06/19. 6pp. 09141:226. 


8107270011 Forwards IE Circular 81-09, "Containment Effluent Water 
That Bypasses Radioactivity Monitor. " Licensee action is 
required. 

O'REILLY, J. P. Region 2. Atlanta, Office of the Director (81/03/01). 
81/07/10. Ip. 09156:286. 


8107240284 Forwards IE Info Notic# 81-20, "Tast Failures of Electrical 
Penetration Assemblies." No licensee action or response is 
required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director (81/03/01). 
81/07/13. 4pp. 09148:196. 


R. Periodic operating reports Sc related correspondence 


81071X203 Forwards monthly operating repts for June 1981. 

SCHMIDT, A. D. Florida Power S< Light Co. 8i/07/03. Ip. 08999:267. 


■8107130205 Monthly operating repts for June 1981. 

CHILSON, V. T. Florida Power Sc Light Co. 51/07/03. 12pp. 

08999: 268. 


8. Reportable occurrences, LERs Sc related correspondence 


81072X460 Forwards LER B1-001/03L-0. 
SCHMIDT, A. D. Florida Power Sc Light <". 0 . 


81/02/11. 


Ip. 09068:342. 
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— 8107200470 LER 81-001/03L-0: on 8101 12. during startup* for 4-h* condensate 
storage tank contained less than 185*000 gallons required by 
Tech Spec 3. 8. 1. C. Caused by increased water demand during 
low power physics testing exceeding treatment plant output. 

PACE* P. L. Florida Power 8t Light Co. 81/02/11. 2pp. 09068:343. 


8106010419 Part 21 rept re failure of ©A Co instrument cable to meet 
IEEE temp requirements* initially reported on 810512. 

Defective matl was supplied by Rockbestos Corp. Each user 
should evaluate instal lation. User list end. 

RICKARD* C. L. General Atomic Co. (subs, of Gulf Oil Co.). 81/05/15. 

4pp. 08663:008. 


8107310399 RO 250-81-13: on 810710* during equipment hatch alterations, 
small void found in concrete immediately below hatch barrel. 
Engineering evaluation & any necessary repairs will be 
completed prior to restart. 

HAYS* J. K. Florida Power Sc Light Co. 81/07/13. Ip. 09221:007. 


DOCKET 50-254 QUAD-CITIES STATION. UNIT 1 


F. Security* medical* emergency Sc fire protection plans 


8107170250 Requests info on logistic support available at licensed 
activity sites prior to implementation of nationwide 
emergency notification sys. Coord ination of actions to 
upgrade sys w/telecommunication planning personnel proposed. 
KEPPLER, J.G. Region 3* Chicago, Office of the Director (81/03/01). 
81/06/19. 7pp. 09058:213. 


8107010491 Releases public version of revision to emergency plan annex 
for facility. 

FELTON* J. M. Division of Rules and Records. 81/06/24. Ip. 

07806:001. 


— 8107010492 Forwards public version of Revision 2 to emergency plan 
annex. 

CHANEY* V. L. Commonwealth Edison Co. 81/05/08. Ip. 07B06: 001. 


— 8107010493 Public version of Revision 2 to emergency plan annex, 
consisting of index page St Table QCA 5-7. 

* Commonwealth Edison Co. 81/04/30. 2pp. 07806:001. 


8107100023 Releases public version of info booklets for revised 
emergency plan. 

FELTON* J, M. Division of Rules and Records. 81/06/26. Ip. 


— 8107100028 Forwards public version of info booklets for revised 
emergency plan. 

CHANEY, V. L. Commonwealth Edison Co. 81/03/31. ip. 


— 8107100036 Public version of ltr summarizing major changes in util 
Apr 1981 revision of emergency plan. Offsite emergency 
response organization has been restructured. Major changes 
in director positions are listed. 

©OLDEN* J. C. Commonwealth Edison Co. 81/03/27. 2pp. 


— 8107100041 Public version of info booklets for revised emergency plan. 
* Commonwealth Edison Co. 81/03/31. 26pp. 


8107210200 Requests confirmation by B10724 that means have been 
established for alerting Sc instructing public within plume 
exposure emergency planning zone in event of emergency* per 
10CFR50* Ap p E requirement. 

KEPPLER, -J. G. Region 3* Chicago* Office of the Director (81/03/01). 
Bl/07/01. 2pp. 09102:071. 


8107130012 Releases public version of revision to emergency plan 
procedures for facility. 

FELTON* J. M. Division of Rules and Records. 81/07/02. Ip. 
07806:001. 


— 8107130014 Forwards public version of Revision 3 to Emergency Plan 
Procedures QEP 530-0* “Exercise Sc Drills" & QEP 530-2* 

“Emergency Drills. " 

# Commonwealth Edison Co. 81/06/08. Ip. 07806:001. 


— 8107130016 Public version of Revision 3 to Emergency Plan Procedures 
QEP 530-0* "Exercises Sc Drills" S< QEP 530-2* "Emergency 
Drills." 

* Commonwealth Edison Co. 81/06/08. 9pp. 07806:001. 


8107210148 Forwards questionnaire requesting info on reliability of 
standby diesel generator units for use in analysis of 
Unresolved Safety Issue A-44 re station blackout. Response 
due within 90 days. 

XPPGLITOi T. A. Operating Reactors Branch 2. 81/07/09. 27pp. 

09100:001. 


8107290002 Generic Ltr 81-27: requests that all emergency plans Sc 
implementing procedures be submitted w/pages marked to 
reflect privacy & proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT* D. Q. Division of Licensing. 81/07/09. 5pp. 09189:059. 


8107200362 Advises that licensees must submit three copies of emergency 
p Ians* proc edures & revisions to NRC regional ofc.All copies 
should be sent to Region 3 incident response ctr. 

KEPPLER, J. G. Region 3* Chicago. Office of the Director (81/03/01). 
81/07/10. 2pp. 09070:215. 


8107290236 Requests info re station blackout* addressing Unresolved 
Safety Issue A-44. Questionnaire Sc LER documentation end. 
IPPOLITO* T. A. Operating Reactors Branch 2. 81/07/17. 20pp. 

09206: 289. 


8107310215 Forwards emergency planning info for placement in LPDR. W/o 
8107010492. 

SOUDER* J. L. Division of Rules and Records. 81/07/21. Ip. 

09222: 308. 


G. Adjudicatory correspondence 


8107080274 Withdraws licensee objections to Quad-City Alliance for Safe 
Energy Sc Survival* Citizens for Safe Energy & Older Americans 
for Elderly Rights standing to intervene. Requests prehearing 
conference re contested contentions. Related correspondence. 
FITZGIBBONS* R. Isham, Lincoln Sc Beale. FITZGIBBONS, R. Commonwealth 
Edison Co. 81/06/29. 2pp. 08973:279. 


8107080341 Requests info re procedure to intervene. Util is attempting 
to block intervention. 

SMITH* J. S. Affiliation Unknown. 81/06/30. 2pp. 08972:116. 


8107090223 Notice of appearance in proceeding. Certificate of Svc end. 
BLUME* M. B, Antitrust Division. 81/07/07. 2pp. 08983:277. 


8107090291 Answer that petitioners do not object to NRC 810629 motion 
for leave to defer response to 810622 petition until 810731. 
Certificate of Svc end. 

REYNOLDS* N. S. Commonwealth Edison Co. REYNOLDS* N. S. Toledo Edison 
Co. REYNOLDS, N. S. Virginia Electric Sc Power Co. 81/07/07. 3pp. 
08984: 117. 


8107160036 Discusses applicant request for 810615 hearing re environ 
qualif ication of saf ety-related equipment. Requests issues 
applicant intends to raise in proceed ing. NRC available for 
meeting prior to 810707-10 meeting w/all licensees. 

EISENHUT, D. G. Division of Licensing. 81/07/07. 3pp. 09061:252. 


8107150286 Requests that NRC notify N Reynolds that 810622 petition 
for extension of deadline for compliance w/CLI-BO-21 has 
been retitled. Svc should be made of all subsequent papers on 
parties to proceeding* including UCS. 

WEISS* E. R. Harmon Sc Weiss. 81/07/10. 3pp. 09025:156. 


8107280384 Order scheduling 810930 special prehearing conference in 
Rock Island* IL to rule on petitions to intervene Sc 
contentions being advanced by petitioners. 

KELLY* U. L. Atomic Safety and Licensing Board Panel. 81/07/24. ip. 
09175: 117. 


H. General correspondence 


8107090293 Opposes increase of spent fuel storage capacity. 

COLONNESE, L. M. Affiliation Unknown. 81/06/11. Ip. 08984:223. 


8107200469 Informs that LO DelGeorge named Director of Nuclear 
Licensing & replaces JS Abel as principal correspondent for 
NRC communications on all facilities. 

TRAftt, T. R. Commonwealth Edison Co. 81/07/13. Ip. 09068:001. 


P. Operating license stage documents Sc correspondence 


8107310298 Forwards safety evaluation ra licensee responses to 780829 
800110 Generic Ltr 81-24* Multi-Plant Issue B-56. re control 
rod failure to fully insert. Maint problem can ba corrected 
by control rod drive overhaul during outage. 

EISENHUT, D. G. Division of Licensing. 81/06/15. ip. 09222:357. 


8107140796 Forwards request for addl info re review of 810326 
application for expanding spent fuel storage capacity. 
IPPOLITO, T. A. Operating Reactors Branch 2. 81/06/17. 3pp. 

09032:112. 
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8107060173 Forwards Revision 1 to "Spent Fuel Pool Mod for Increased 
Storage Capacity” re “Licensing Rept on High Density Spent 
Fuel Racks. " 

RAUSCH. T. J. Commonwealth Edison Co. 81/06/24. Ip. 08889:263. 


—8107060177 Revision 1 to "Spent Fuel Pool Mod for Increased Storage 
Capacity" re "Licensing Rept on High Density Spent Fuel 
Racks. " 

* Joseph Oat Corp. 81/06/30. 101pp. 08889:265. 


8107140891 Forwards Amends 62,34.53.72 & 65 to Licenses DPR-19. DPR-2, 
DPR-25, DPR-29 & DPR-30* respectively, safety evaluation & 
notice of issuance & availability. Amend revises Tech Spec to 
clarify term operable. 

IPPOLITO, T. A. Operating Reactors Branch 2. 81/06/25. 3pp. 

09028: 272. 


—8107140860 Amends 62.34,53,72 & 65 to Licenses DPR-19, DPR-2, DPR-25, 
DPR-29 & DPR-30, respectively, revising Tech Specs to clarify 
term operable re single failure criterion for safety sys. 
CRUTCHFIELD, D. Operating Reactors Branch 5. 81/06/25. 63pp. 

09028: 279. 


— 8107140872 Safety evaluation supporting Amends 62,34,53,72 & 65 to 
Licenses DPR-19, DPR-2, DPR-25, DPR-29 & DPR-30, respec tively. 

* Office of Nuclear Reactor Regulation, Director. 81/06/25. 3pp. 
09028: 336. 


— 8107140879 Notice of issuance & availability of Amends 62, 34, 53, 72 8c 65 
to Licenses DPR-19, DPR-2, DPR-25, DPR-29 8c DPR-30, 
respectively. 

IPPOLITO, T. A. Operating Reactors Branch 2. 81/06/25. 2pp. 

09028: 339. 


8107070423 Forwards revised Pages 1-7,1-33,1-37 & 1-40 to CE-l-A, QA 
Program, Revision 17. W/o Pages 1-7,1-37 & 1-40. 

TRAMM, T. R. Commonwealth Edison Co. 81/06/26. Ip. 08950:038. 


8107100240 Forwards MI-LR-81-02, "Mark I Plant Containment Mod Status 
Summary. " Info provided for all Mark I plants except Hope 
Creek & Oyster Creek. Hope Creek not yet operating. Oyster 
Creek will be providing info separately. 

STARK, 8. J. General Electric Co. 81/06/29. Ip. 08995:166. 


— 8107100285 "Mark I Plant Containment Mod Status Summary. " 

* General Electric Operating Plant Owners Group. MI-LR-81-02. 
81/06/29. 116pp. 08995:167. 


8107060425 Application for amends to Licenses DPR-19, DPR-25, DPR-29 & 
DPR-30, al 1 owing continued operation w/recirculation loop 
out-of— svc during maint it providing permanent OL provisions 
allowing restricted operation. 

DELGEORGE, L. 0. Commonwealth Edison Co. 81/06/30. 4pp. 08920:027. 


8107090210 Forwards responses to NUREG-0737 items, including RCS vents, 
relief/safety value test requirements, auxiliary feedwater 
sys evaluation/automatic initiation 8c flow indication & 
dedicatad hydrogen penetration. 

DELGEORGE, L. 0. Commonwealth Edison Co. 81/07/01. 37pp. 08983:290. 


8107140407 Forwards list of changes, tests 8* experiments completed 
during June 1981. Safety evaluation summary is being 
reported per 10CFR50. 59. 

KALIVIANAKXS, N. Commonwealth Edison Co. 81/07/01. 2pp. 09013:315. 


8107080411 Forwards addl commitments to TM1 Action Plan Items II. B. 4, 
II I. D. 3.4, XI. K. 3. 29 8c II. F. 2, per NRC 810701 request. 

DELGEORGE, L. 0. Commonwealth Edison Co. 81/07/02. 4pp. 08973:073. 


8107100194 Forwards info inadvertantly omitted from 810602 revised 
response to NRC questions re containment vent & purge valve 
operability. 

RAUSCH, T. J. Commonwealth Edison Co. 81/07/06. 16pp. 08994:315. 


8107310055 Ganaric Ltr 81-23A to all licensaes 8c CP holders, advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation, per Generic Ltr 81-23, are unnecessary. 

EI8ENHUT, D.G. Division of Licensing. 81/07/06. 6pp. 09222:215. 


8107140437 Submits response to Generic Ltr 81-04 re implementation of 
NURED-0313, Revision 1 re pressure boundary piping. Increased 
insp & leakage detection requirements are not warranted. 

Xnservice insp program adaquately ensuras saft oparation. 

DELGEORGE, L. 0. Commonwealth Edison Co. 81/07/07, 3pp. 09013:222. 


8107210157 Forwards Amends 63,54,73 & 66 to Licenses DPR-19, DPR-25. 
DPR-29 it DPR-30, respectively, safety evaluation & notice of 
issuance & avai lability. Amends authorize operation w/one 
recirculation pump out of svc. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 81/07/09. 2pp. 

09106: 163. 


—8107210166 Amends 63,54,73 8c 66 to Licenses DPR-19, DPR-25, DPR-29 it 
DPR-30, respectively, authorizing operation w/one 
recirculation pump out of svc. 

CRUTCHFIELD, D. Operating Reactors Branch 5. IPPOLITO. T. A. 
Operating Reactors Branch 2. 81/07/09. 8pp. 09106:165. 


— 8107210174 Safety evaluation supporting Amends 63,54,73 & 66 to 
Licenses DPR-19, DPR-25, DPR-29 it DPR-30, respec tively. 

* Office of Nuclear Reactor Regulation, Director. 81/07/09. 5pp. 
09106:173. 


— 8107210177 Notice of issuance it availability of Amends 63,54,73 8c 66 to 
Licenses DPR-19, DPR-25, DPR-29 8, DPR-30, respectively . 

CRUTCHFIELD, D. Operating Reactors Branch 5. 81/07/09. 2pp. 

09106: 178. 


8107200020 Forwards evaluation of BWR owners group generic response to 
TMI Action Plan Item II. K. 3. 46 (Michelson concerns). Item 
considered complete for facilities. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 81/07/10. 9pp. 

09079: 087. 


8107240584 Forwards NRC order confirming util commitments to implement 
NUREG-0737 requirements, per util 801215 it 31,810123 8c 30, 

0224 Si 27,0317,0401 8i 10 8c 13,0501 8c 0501 8c 0702 Itrs. 

Implementation should proceed per util schedule. W/o end. 

IPPOLITO, T. A. Operating Reactors Branch 2. 81/07/10. Ip. 

09147 : 337. 


8107140577 Forwards Revision 18 to CE-l-A, QA program. Revision clarifies 
procurement of safety-related mat Is, parts, equipment, 
components & items. 

SWARTZ, E. D. Commonwealth Edison Co. 81/07/12. Ip. 09023:352. 


— 8107140590 Revision 18 to QA program for facility, 

* Commonwealth Edison Co. CE-l-A R18. 81/07/12. 5pp. 

09023: 353. 


8107230358 Discusses NRC acceptance review of Revision 17 to CE-l-A. 
QA program for nuclear generating stations. Revision 
incorporates organizational changes. Rept acceptable. 

HAA3S, W. P. Quality Assurance Branch. 81/07/14. 2pp. 09145:172. 


8107220120 Application for amend of Licenses DPR-29 8< DPR-30, submitted 
as proposed revisions to App B Tech Specs to correspond 
w/encl NPDES Permit IL0005037. 

RAUSCH, T. J. Commonwealth Edison Co. 81/07/16. 9pp. 09119:248. 


— 8107220121 Proposed App B Tech Specs re sampling Si monitoring for 
chemical 8< thermal effluents including Section El. 2/3. 3 for 
fish impingement. 

* Commonwealth Edison Co. 81/07/16. 22pp. 09119:257. 


—8107220123 Reissued NPDES Permit IL0005037 issued to Comm Ed. 
CRANE, L. E. , MCSWIGGIN, T. G. Environmental Protection Agency. 
79/07/03. 17pp. 09119:279. 


8107290153 Forwards corrected pages to Amends 72 8 < 65 to DPR-29 8< 
DPR-30, respectively. 

IPPOLITO, T. A. Operating Reactors Branch 2. 81/07/17. 2pp. 

09190:316. 


—8107290154 Corrected pages to Amends 72 8< 65 to DPR-29 8< DPR-30, 
respectively. 

♦ Operating Reactors Branch 2. 81/07/17. 4pp. 09190:318. 


8107270222 Application to amend License DPR-29 8c DPR-30, adding Tech 
Spec changes to require quarterly insp it to delete 
requirement to demonstrate diesel generator operability when 
another diesel generator fails, Suppls 790418 application. 

RAUSCH, T. J. Commonwealth Edison Co. 81/07/20. 2pp. 09160:071. 


— 8107270224 Proposed Tech Specs requiring quarterly inservice insp 8c 
deleting requirement to demonstrate diesel generator 
operability when another diesel generator fails. 

* Commonwealth Edison Co. 81/07/20. 10pp. 09160:073. 


8107290051 Forwards Suppl 1 to Revision 1 to rept prepared by Joseph 
Oat Corp entitled* "Licensing Rept on High Density Spent 
Fuel Racks for Quad Cities, Units 1 «< 2, " providing r 
to questions in NRC 810515, 10, 19 8< 0619 ltrs. 

RAUSCH, T. J. Commonwealth Edison Co. 61/07/24. 12i 
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Q. Inspection reports. IE Bulletins & correspondence 


8107010294 Advises that noncomp 1 iance re package labeling of radwaste 
shipment has been retracted. in response to util 810122 
request. 

NORELIUS, C. E. Division of Engineering & Technical Inspection. 
81/06/25. lp. 08885:298. 


8107080442 Forwards IE Insp Repts 50-254/81-12 & 50-265/81-12 on 
810601-05 & notice of violation. Insp rept 8t notice of 
violation withheld (ref 10CFR2. 790). 

NORELIUS. C. E. Division of Engineering $t Technical Inspection. 
81/06/30. 2pp. 08973:209. 


8107140376 Forwards monthly status evaluation rept. re IE Bulletin 
79-14. “Seismic Analysis for As-Built Safety-Related Piping 
Sys. " W/o end. 

RAU9CH.T. J. Commonwealth Edison Co. 81/07/06. lp. 09014:003. 


8107240306 Advises that IE Info Notice 81-19. "Lost Parts in Primary 
Coolant Sys." was forwarded to listed utils. 

* Region 3. Chicago. Office of the Director (81/03/01). 81/07/06. 

Ip. 09148:203. 


8107200402 Notifies that IE Info Notice 81-19. "Lost Parts in Primary 
Coolant Sys." was sent to listed utils on 810706. 

CARROLL, D. E. Word Processing & Document Control Section. 81/07/07. 
2pp. 09073:323. 


B107240170 Forwards IE Insp Repts 50-254/81-11 !< 50-265/81-11 on 
810516-0630. No noncompliance noted. 

HEISHMAN, R . F. Division of Resident & Project Inspection. Bl/07/08. 
2pp. 09137:028. 


—8107240173 IE Insp Repts 50-254/81-11 & 50-265/81-11 on 810516-0630. No 
noncompliance noted. Major areas inspected: operational safety 
verification, monthly maint observation, LER followup Sc IE 
Bulletin followup. 

CHSISSOTIMOS, N. , DUPONT, S. 0. . REIMANN, F. W. Reactor Projects 
Section 1C. 81/07/07. 9pp. 09137:030. 


8107150107 Advises that IE Circular 81-09. "Containment Effluent Water 
That Bypasses Radioactivity Monitor." was sent to listed 
licensees on 810710. 

CARROLL, D. E. Word Processing Sc Document Control Section. 81/07/10. 
2pp. 09026:026. 


8107170236 Advises that IE Info Notice 81-20. "Test Failures of 
Electrical Penetration Assemblies." was sent to listed utils 
on 810713. 

CARFH3LL, D. E. Word Processing S< Document Control Section. 81/07/13. 
2pp. 09051:028. 


8107170245 Advises that IE Info Notice 81-20, "Test Failures of 
Electrical Penetration Assemblies, " was forwarded to 
listed licensees. 

* Region 3, Chicago, Office of the Director (81/03/01). 81/07/15. 

lp. 09051:001. 


8107170251 Advises that IE Circular 81-09, "Containment Effluent Water 
That Bypasses Radioactivity Monitor, " was forwarded to 
listed licensees. 

* Region 3# Chicago, Office of the Director (81/03/01). 81/07/15. 

lp. 09058:209. 


8107200254 Ack receipt of 810526 & 0615 ltrs Informing NRC of steps 
taken to correct violations noted in IE Insp Repts 
50-237/81-06, 50-249/81-04, 50-254/81-03, 50-265/81-03, 

50-295/81-05 & 50-304/81-03. 

NORELIUS. C. E. Division of Engineering St Technical Inspection. 
81/07/15. 2pp. 09074:359. 


—8107200260 Responds to NRC 810501 Itr re violations noted in IE Insp 
Repts 50-237/81-06, 50-249/81-04, 50-254/81-03, 50-265/81-03, 
50-295/81-05 Si 50-304/81-03. Corrective actionsiGA topical 
rept will be revised St submitted by 810713. 

ABEL, J. S. Commonwealth Edison Co. 01/06/15. 2pp. 09074:361. 


—8107200269 Responds to NRC 810501 ltr re violations noted in IE Insp 
Repts 50-237/81-06, 50-249/81-04, 50-254/81-03, 50-265/81-03, 
50-295/81-05 St 50-304/81-03. Corrective actions:Tech Spec 
changes to be submitted to identify proper QA stds. 

ABEL, J. S. Commonwealth Edison Co. 81/05/26, 6pp. 09075:001. 


8103300402 IE Info Notice 81-21, "Potential Loss of Direct Access to 
Ultimate Heat Sink. " 

* °i r * ctor '* Office of Inspection and Enforcement. 

81/07/21. 5pp. 09162:348. 


8107270246 Advises that IE Info Notice 81-21, "Potential Loss of Direct 
Access to Ultimate Heat Sink," was sent to listed licensees 
on 810721. 

CARROLL# D. E. Word Processing St Document Control Section. 81/07/21 
2pp. 09160:112. 


8107270218 Advises that XE Circular 81-12, "Inadequate Periodic Test 
Procedure of PWR Protection Sys," was sent to listed 
licensees on 810722. 

CARROLL, D. E. Word Processing St Document Control Section. 81/07/22 
2pp. 09160:131. 


8107270253 Advises that IE Circular 81-12. "Inadequate Periodic Test 
Procedure of PWR Protection Sys." was sent to listed 
licensees. 

* Region 3, Chicago, Office of the Director (81/03/01). 81/07/24 

lp. 09160:107. 


8107280196 Notifies that IE Circular 81-11, "Inadequate Decay Heat 
Removal During Reactor Shutdown," was sent to licensees on 
810724. 

CARROLL, D. E. Word Processing St Document Control Section. 81/07/24 
2pp. 09169:010. 


8107280626 Advises that IE Circular 81-11, "Inadequate Decay Heat 
Removal During Reactor Shutdown, " has betn forwarded to 
listed licensees. 

* Region 3, Chicago, Office of the Director (81/03/01). 81/07/24 

lp. 091B1 : 001. 


R. Periodic operating reports St related correspondence 


8107300019 Forwards monthly operating repts for June 1981. 

KALIVIANAKIS, N. Commonwealth Edison Co. 81/07/01. lp. 09191.157. 


— 8107300021 Monthly operating repts for June 1981. 

TUBBS, R. Commonwealth Edison Co. 81/07/01. 20pp. 09191:158. 


S. Reportable occurrences, LERs St related correspondence 


8106190059 Responds to FOIA request for documents re radioactive 
effluents St ground/surface water monitoring St sampling in 
State of IL. Forwards documents listed in app. W/o end 
NUREO/CR-1 195, NURE0-0521 S< Std Review Plan 11.5. 

FELTON, J. M. Division of Rules and Records. 81/06/08. 2pp. 
08805: 176. 


—8106190077 Forwards RO 050-254/72-10. 

HIMNICUTT, D. M. Atomic Energy Commission. 78/06/12. 2pp. 
08805:211. 


—8106190082 RO 050-254/72-10: on 720612, while performing work on rev 
flow valves, reinforced rubber expansion joint was damaged. 

Caused by closing of northeast valve. Affected motors will be 
dried out St checked before reinstal lation. 

HLWNICUTT, D. M. Atomic Energy Commission. 72/06/12. 2pp. 
08805:213. 


8107200108 Forwards LER 81-01 1/03L-0. 

KALIVIANAK IS, N. Commonwealth Edison Co. 81/07/01. lp. 09069:15 


—8107200112 LER 81-01 1/03L-0: on 810618, diesel fire pump B out of *> 
more than 7 days. Caused by wood debris found in suction 
piping. New strainers ordered for both pumps. 

WEINFURTER, E. Commonwealth Edison Co. 81/07/01. 2pp. 09069: 


8107280308 Forwards LER B1-012/03L-0. 

KALIVIANAKIS, N. Commonwealth Edison Co. 81/07/10, lp. 09173: 1 


--8107280316 LER 81-012/03L-0: on 810624, pressure switch 1— 5600-PS-3 
tripped below Tech Spec level during loss of 
elsctroh y draulic fluid pressure calibr St functional test. 

Caused by instrument drift. Switch recalibr St tested. 

GUEST, J. Commonwealth Edison Co. 81/07/10. 2pp. 09173:170 


DOCKET 50-255 PALISADES NUCLEAR PLANT 

F. Security, medical, emargeney St fira protection plans 


8107170250 Requests info on logistic support available at licensed 
activity sites prior to implementation of nationwide 
emergency notification sys. Coordination of actions to 
upgrade sys w/telecommunication planning personnel proposed. 
KEPPLER, J. G. Region 3, Chicago, Office of the Director (81/03/0 
81/06/19. 7pp. 09058:213. 
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8107210200 Requests confirmation by 810724 that means have been 
established for alerting & instructing public within plume 
exposure emergency planning zone in event of emergency, per 
10CFR50, App E requirement. 

KEPPLER, J. 0. Region 3. Chicago, Office of the Director (81/03/01). 
81/07/01. 2pp. 09102:071. 


8107290002 Generic Ltr 81-27: requests that all emergency plans & 
implementing procedures be submitted u/pages marked to 
reflect privacy & proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT, D. G. Division of Licensing. 81/07/09. 5pp. 09189:059. 


8107200362 Advises that licensees must submit three copies of emergency 
p Ians, proc edures Sc revisions to NRC regional ofc.All copies 
should be sent to Region 3 incident response ctr. 

KEPPLER, J. G. Region 3, Chicago, Office of the Director (81/03/01). 
81/07/10. 2pp. 09070:215. 


8107290161 Forwards request for addl info re Unresolved Safety Issue 
A-44, station blackout. Questionnaire in tabular form for 
1976-80 should be filled in & returned. Plant-specific LER 
documentation end. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 81/07/20. 51pp. 

09190:269. 


G. Adjudicatory correspondence 


8107020096 Joint NRC S< licensee motion for ASLB to approve 810630 
settlement of civil penalty & to order termination of 
proceeding . Licensee has agreed to withdraw request for 
hearing & pay reduced civil penalty. 

LIEBERMAN, J. Rulemaking 8c Enforcement Division. BACON, J. L. 
Consumers Power Co. 81/06/30. Ip. 08920:347, 


— 8107020102 Stipulation for settlement of civil penalty proceeding Sc 
compromise of proposed civil penalties. Licensee agreed to 
pay reduced penalty of *225, 000 & withdraw request for 
hearing. W/Certif icate of Svc & notice of appearance. 

STELLO,V. Director's Office, Office of Inspection and Enforcement. 

REYNOLDS, J. W. Consumers Power Co. 81/06/30. 5pp. 08920:348. 


8107280687 Forwards order confirming licensee commitments on post-TMI 
related issues 8c NUREG-0737 requirements, per 801219 8c 
810601 ItTs. Explicit statements of requirements set forth 
in attachment. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 81/07/07. 2pp. 

09188: 186. 


— 8107280690 Order confirming licensee commitments on post-TMI related 
issues 8c NUREG-0737 requirements, per 801219 8c 810601 ltrs. 

Util must satisfy requirements in attachment within 30 days, 
i EISENHUT, D. G. Division of Licensing. 81/07/07. 10pp. 09188:188. 


8107160277 Memorandum 8c order deferring ruling on util motion to 
withdraw 770520 application for license amend 8< requiring 
submission of definitive statement of present intentions re 
required plant mods 8c completion schedule. 

LAZO, R. M. Atomic Safety and Licensing Board Panel. 81/07/14. 9pp. 
09046: 313. 


8107160291 Memorandum 8c order approving 810630 settlement agreement 8c 
fe* terminating proceeding. Parties agree to reduction of civil 

penalty from *450,000 to *225,000. 

SMITH, I. W. Atomic Safety and Licensing Board Panel. 81/07/14. 2pp. 
09046:290. 


P. Operating license stage documents 8c correspondence 


8107300091 Forwards safety evaluation re environ qualification of 
safety-related electrical equipment 8c nonproprietary rapt, 
"Equipment Environ Qualif ication, Palisades Plant." Response 
to safety evaluation due within 90 days. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 81/06/01. 4pp. 

09213: 136. 


— 8107300096 Safety evaluation re environ qualification of safety-related 
electrical equipment finding no outstanding items that 
require immediate corrective action. Defic ient items 
replaced . Equipment qualified for low probability events. 

* Office of Nuclear Reactor Regulation, Director. 81/06/01. 

30pp. 09213: 140. 


— 8105190338 Nonproprietary version of "Equipment Environ Qualification, 
Palisades Plant," final technical evaluation rept. 

CRANE, C. J. Franklin Institute/Franklin Research Center. 

NRC-03— 79— i 18. TER-C 5257- 191. 81/05/14. 400pp. 09213: 170. 


8107020336 Forwards 760121 memo entitled "Concentration of Boric Acid 
in Reactor Vessel During Long-Term Cooling - Method for 
Reviewing App K Submittals, " referenced in NRC evaluation of 
SEP Topic IX-4 re boron addition sys. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 81/06/23. 6pp. 

08936: 289. 


8107080002 Submits page changes to NRC 810601 safety evaluation for 
environ qualification of safety-related electrical 
equipment. Changes result from inconsistencies between SER 8 t 
technical evaluation rept. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 81/06/23. 7pp. 

08964: 350. 


8107090106 Forwards request for addl info for review of 810303 
submittal re adequacy of station electric distribution sys 
voltages. Requests response within 30 days. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 81/06/24. 5pp. 

08985: 354. 


8107070463 Forwards comments on NRC evaluation of SEP Topic VII-l.A, 
"Electrical Instrumentation St Control Portions of Isolation 
of Reactor Protection Sys from Nonsafety Sy s, Inc lud ing 
Qualif icat ion of Isolation Devices. " 

VINCENT, R. A. Consumers Power Co. 81/06/29. 63pp. 08948:165. 


8107130437 Forwards 810610 final draft safety evaluation for SEP Topic 
VI-7. F re accumulator isolation valves pouter 8< control sys 
design, rec ommending mod to Tech Specs. Sys design does not 
meet current licensing criteria. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 81/06/30. 10pp. 

08997: 151. 


8107130445 Forwards safety evaluation for SEP Topic II. 2. A re severe 
weather ph enomena, incorporating util 810311 responses. 

Tornado characteristics addressed in Reg Guide 1.76 provide 
adequate design basis during tornado for facility. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 81/06/30. 8pp. 

09000: 123. 


8107130456 Forwards evaluation of SEP Topic VI-7. B re engineered safety 
feature switchover from injection to recirculation mode. 

Facility meets current licensing criteria. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 81/06/30. 4pp. 

09000: 106. 


8107140921 Informs that concerns expressed in NUREG-0737, Item XI, K. 2. 19 
re sequential auxiliary feedwater flow analysis are not 
applicable to NSSSs w/inverted U-tube steam generators 
designed by Westinghouse 8< C-E. No further action necessary. 
CRUTCHFIELD, D. Operating Reactors Branch 5. 81/06/30. 3pp. 

09029: 052. 


8107160256 Requests that util make application for Tech Spec changes to 
require time response testing of all safety sys resistance 
temp detectors within one month of operation for newly 
installed resistance temp detectors. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 81/06/30. 55pp. 

09062: 101. 


8107070141 Advises that NRC 810515 evaluation of SEP Topic III-IO. B re 
pump flywheel integrity is acceptable w/exception of 
Section V. A re flywheel bore stress. Value should be 7,300 
psi. 

VINCENT, R. A. Consumers Power Co. 81/07/02. Ip. 08941:047. 


8107070149 Comments on NRC 810113 evaluation of SEP Topic 1 1 1-4. D re 
site proximity missiles. Safety injection St refueling water 
tank is shadowed on three sides by containment, aux i 1 iary St 
turbine bldgs. 

VINCENT, R. A. Consumers Power Co. 81/07/02. ip. 08941:025. 


8107070231 Forwards revised application for amend to License DPR-20 re 
Tech Spec 4. 14, steam generator insp program. Revision updates 
810505 St 0602 requests, incorporating editorial changes & 
change* agreed to during discussions w/NRC. 

JOHNSON, B. D. Consumers Power Co. 81/07/02. Ip. 08940:261. 


— 8107070235 Application for amend to License DPR-20, changing Tech Spec 
4.14 re steam generator insp program. Summary comparison of 
current St proposed Tech Spec requirements end. 

REYNOLDS, J. W. Consumers Power Co. 81/07/02. 9pp. 08940:262. 


8107070136 Forward* comment* S< correction* re NRC draft evaluation of 
SEP Topic V-ll.A, "Electrical, Instrumentation St Control 
Features for Isolation of High St Low Pressure Sys. " 

VINCENT, R. A. Consumer* Power Co. BiA>7/03. 5pp. 0B941:048. 


8107100165 Forwards application for amend to License DPR-20 re channel 
adjustments via heat balance calculations. Fee end. 

HOFFMAN, D. P. Consumer* Power Co. 81/07/06. ip. 08992:210. 
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— 8107100168 Application for amend of License DPR-20 to revise Tech Specs 
re requirements for channel adjustments via heat balance 
calculations at less than 207. pouter. 

DEWITT# R. B. Consumers Pouter Co. 81/07/06. Ip. 08992:211. 


8107210329 Comments on NRC 810312 draft evaluation of SEP Topic VI-i, ri 
organic matls & post-accident chemistry. Recommendation for 
periodic sampling of hydrazine tank vol /concentration 
already exists in facility Tech Spec Table 4.2.2. 

VINCENT, R. A. Consumers Power Co. 81/07/17. Ip. 09102:139. 


8107100198 Forwards application for amend to License DPR-20 re 
recirculation heat removal sys. Fee end. 

HOFFMAN, D. P. Consumers Pouter Co. 81/07/06. Ip. 08993:141. 


— 8107100201 Application for amend of License DPR-20, revising Tech Specs 
for recirculation heat removal sys testing. 

DEWITT, R.Q. Consumers Power Co. 81/07/06. Ip. 08993:142. 


8107280227 Forwards LLL draft technical evaluation for SEP Topics 
VI-2 D & VI-3 re energy release from pipe breaks inside 
containment & containment pressure & heat removal 
capability, respectively. 

CRUTCHFIELD, D. Operating Reactors Branch S. 81/07/17. 6Spp. 
09173:216. 


8107100247 Forwards response to NRC 801222 8t 810203 requests for addl 
info re control of heavy loads, per NRC Generic Ltr 81-07 St 
NUREG-061 2. Licensee will await completion of SEP integrated 
assessment prior to commitment to changes & mods. 

HOFFMAN, D. P. Consumers Power Co. 81/07/06. 11pp. 08993:160. 


8107300030 Forwards revised "Evaluation of Design-Basis Events: 
Accidents & Transients. " Revised rept incorporates comments 
from util 810519 ltr. SEP Topics XV-1 - XV-iO. XV-12, XV-14, 
XV-15, XV-16, XV-17, XV-19 St XV-20 considered complete. 
CRUTCHFIELD, D. Operating Reactors Branch 5. 81/07/17. 81pp. 

09191:192. 


8107310055 Generic l-tr 81-23A to all licensees & CP holders, advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation, per Generic Ltr 81-23, are unnecessary. 

EISENHUT, D. G. Division of Licensing. 81/07/06. 6pp. 09222:215. 


8107130339 Comments on NRC 810526 draft evaluation of SEP Topic IX-3 re 
station svc it cooling water sys. Prior to recirculation, 
component cooling water not used to remove energy from 
containment. 

VINCENT, R. A. Consumers Power Co. 81/07/07. 2pp. 08997:096. 


8107240182 Forwards draft evaluation of SEP Topic 1 1 1-4. C. Requests 
response to evaluation within 30 days of receipt of ltr. 

Design of protection from internally generated missiles 
is considered acceptable. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 81/07/20. 29pp. 

09139:206. 


8107290005 Notification of 810728.29 it 30 meetings w/BStW, Meetinghouse 
C-E owners groups in Bethesda,MD to discuss thermal shock to 
reactor pressure vessel issue. 

VISSING, G. Operating Reactors Branch 4. 81/07/20. 5pp. 09189:1! 


8107130417 Requests 810715 meeting in Bethesda, MD for utils to present 
positive indications of commitments to provide sufficient 
resources to support proposed SEP redirection approach & to 
complete SEP topic assessments per end schedules. 

EISENHUT, D. G. Division of Licensing. 81/07/07. 42pp. 08997:207. 


8107280687 Forwards order confirming licensee commitments on post-TMI 
related issues it NUREG-0737 requirements, per 801219 & 

810601 ltr s. Explicit statements of requirements set forth 
in attachment. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 81/07/07. 2pp. 

09188: 186. 


— 8107280690 Order confirming licensee commitments on post-TMI related 
issues & NUREG-0737 requirements, per 801219 St 810601 ltrs. 

Util must satisfy requirements in attachment within 30 days. 
EISENHUT, D. Q. Division of Licensing. 81/07/07. 10pp. 09188:188. 


8107140599 Forwards comments on draft evaluations of SEP Topics VI-2. D 
re mass & energy release for possible pipe break inside 
containment it VI-3 re containment pressure St heat removal 
capability, per NRC 810617 ltr. 

VINCENT, R. A. Consumers Power Co. 81/07/09. 5pp. 09015:177. 


8107140695 Responds to Generic Ltr 81-01 re qualification of insp, exam 
& testing St audit personnel, per NRC 810504 request. 

Implementation of requirements per Reg Guides 1. 146 8t 1. 58 
will be completed by 830101. 

HOFFMAN, D. P. Consumers Power Co. 81/07/09. Ip. 09017:140. 


8107160362 Forwards NRC evaluation for SEP Topics II-4, "Geology St 
Seismology" it 1 1 -4. B, "Proximity of Capable Tectonic 
Structures in Plant Vicinity. " Evaluation will be basic 
input to integrated safety assessment for facility. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 81/07/09. 13pp. 

09034: 005. 


8107220108 Forwards comments on NRC 800711 draft evaluation of SEP 
Topic VIII -3. B & subsequent 810526 safety evaluation. 
Disagreement expressed re NRC contention that addl control 
room displays 5k annunciators are needed. 

VINCENT, R. A. Consumers Power Co. 81/07/14. 12pp. 09117:097. 


8107240303 Requests response to NRC 810430 ltr requesting status of 
unresolved issues of generic multiplant activity <B-il).SEP 
Topic VI -7 -D completed. 

CRUTCHFIELD, D, Operating Reactors Branch 5. 81/07/16. 2pp. 

09141:087. 


8107240305 Forwards revised draft evaluation of SEP Topic V-5. Requests 
response within 30 days re whether as-built facility differs 
from licensing basis assumed in NRC assessment. Info re 
leakage detection sys incomplete. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 81/07/16. 7pp. 

noi ai • Aor. rr 


8107240297 Comments on NRC draft evaluation of SEP Topic IXI-7. C. 
Concurs w/NRC conclusion that if delamination did not occur 
during or after prestressing & subsequent containment 
testing, li kelihood would be diminished. 

VINCENT, R. A. Consumers Power Co. 81/07/21. 2pp. 09141:101. 


8107280373 Application to amend License DPR-20, chang ing Tech Spec 
Sections 1.0 & 3.10 to specify new limits for radial 
peaking factors & allowable linear heat rates it core power 
distribution monitoring. Class III amend fee end. 

HOFFMAN, D. P. Consumers Power Co. 81/07/21. Ip. 09174:098. 


— 8107280379 Proposed revisions to Tech Spec Sections 1.0 it 3.10, 
specifying new limits for radial peaking factors St 
allowable linear heat rates it implementation of excore 
detectors for use in core power distribution monitoring. 

* Consumers Power Co. 81/07/21. 32pp. 09174:099. 


—8107280386 "Palisades Cycle 5 Reload Fuel Safety Analysis Rept. " 
GRUMMER, R. G. , KAY8ER, W. V. , ADAM8, F. T. Ex x on Nuc leer Co, , Inc. 

(subs, of Exxon Corp. ). XN-NF-81-34. 01/06/10. 63pp. 09174: : 


■8107280394 "Palisades Power Distribution Control Procedures. " 
GRUMMER, R. G. . SKOGEN, F. B. , STOUT, R. B. Exxon Nucleer Co., Inc. 
(subs, of Exxon Corp. >. XN-NF-80-47. 80/10/03. 42pp. 09174: 


8107280097 Forwards "Consultation for Safety-Related Electrical 
Equipment at Palisades Nuclear Power Plant," in response to 
NRC 800101 ltr 8< in support of development of safety 
evaluation re SEP Topic III-6. 

VINCENT, R. A. Consumers Power Co. 81/07/22. 4pp. 09171:346. 


■8107280102 "Consultation for Safety-Related Electrical Equipment: 
Palisades Nuclear Power Plant. " 

* UR8 Corp. UR8/JAB 8013. 81/05/31. 150pp. 09171:350. 


B1O720O162 Advises of no comments on NRC evaluation of 8EP Topics 1 
re geology & seismology fc IX-4. B re proximity of capable 
tectonic structures in plant vicinity. 

VINCENT, R. A. Consumers Power Co. 81/07/22. ip. 09172:290. 


8107280197 Forwards comments on NRC draft evaluation of safe shutdi 
sys review re SEP Topics V-10. B, V— 11. A, V— 11. B, VII— 3 St IX-3. 
Comments on electrical St instrument it control portion of 
Topic VII-3 expected by 810731. 

VINCENT, R. A. Consumers Power Co. 81/07/22. 6pp. 09169:026. 


8107280483 Forwards comments on NRC 801112 evaluation it 810519 SEft 
SEP Topic VI-7. A. 3, ECCS actuation sys. Plant test ability re 
operation St performance of subj sys conforms to licensing 
dMC,r il»ed i” NRC repts. Exceptions identified. 

VINCENT, R. A. Consumers Power Co. 81/07/22. 20pp. 09175:018. 


8107300024 Forwards draft Vols 4 St 5 St apps of NUREO/CR-1582 re i« 
hazard ana lysis. Repts served as theoretical basis for 
development of site-specific ground response spectre for 
eastern US SEP plants in 810717 ltr. 

CRUTCHFIELD, D, Operating Reactors Branch 5. 81/07/22. 700»o. 

09196:059. 
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8107280074 Advises that Tech Spec change re snubber surveillance 
requested by NRC 810323 ltr mill be submitted by B10831. 
JOHNSON, B. D. Consumers Power Co. 81/07/24. Ip. 09169:237. 


8107290091 Forwards Suppl 1 to Revision 1 to rept prepared by Joseph 
Oat Corp entitled, “Licensing Rept on High Density Spent 
Fuel Racks for Quad Cities, Units 1 & 2, 11 providing responses 
to questions in NRC 810519, 18, 19 & 0619 ltrs. 

RAUSCH, T. J. Commonwealth Edison Co. Bl/07/24. 12pp. 09188:119. 


8107300134 Informs that applicant will submit application for Tech Spec 
changes by 810915 re reactor protection sys inoperable 
channel eond ition. Documentation of design similarities to 
St Lucie %t Calvert Cliffs complete. 

JOHNSON, B. D. Consumers Power Co. 81/07/27. Ip. 09192:248. 


--8 107210265 IE Insp Rept 50-259/81-11 on 810610-11. No noncompliance 
noted. Major areas inspected: QA program including areas of 
corrective action taken It results achieved. 

SCHULZ, R.D., BAKER, K. R. Management Programs Section. 81/07/07. 
5pp. 09101:239. 


8107170236 Advises that IE Info Notice 81-20, "Test Failures of 
Electrical Penetration Assemblies, 11 was sent to listed utils 
on 810713. 

CARROLL, D. E. Word Processing It Document Control Section. 81/07/13. 
2pp. 09051:028. 


8107200415 Ack receipt of 810706 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-259/80-24. 

HEISHMAN, R . F. Division of Resident St Project Inspection. 81/07/14. 
Ip. 09073:185, 


Q. Inspection reports, IE Bulletins & correspondence 


8107140739 Forwards IE Insp Rept 50-259/80-24 on 801201-09,08-12,14-19 
& 810109-31 St notice of violation. 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director (81/03/01). 
81/06/12. 3pp. 09018:286. 


— 8107200420 Responds to NRC 810612 ltr re violations noted in IE Insp 
Rept 50-255/80-24. Corrective actions: battery cell temp 
measurement procedure revised It breaker alignment restored 
to norma 1. Analysis sheet found. 

HOFFMAN, D. P. Consumers Power Co. 81/07/06. 5pp. 09073: 186. 


■8107140741 Notice of violation from insp on 801201-05,08-12,14-19 St 
810105-31. 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director (81/03/01). 
81/06/12. 2pp. 09018:289. 


8107170245 Advises that IE Info Notice 81-20, "Test Failures of 
Electrical Penetration Assemblies, " was forwarded to 
listed licensees. 

* Region 3, Chicago, Office of the Director (81/03/01). 81/07/15. 

Ip. 09051:001. 


— 81071 40746 IE Insp Rept 50-255/80-24 on 801201-05,08-12,14-19 & 810105- 
31. Noncompl iance noted: failure to maintain operability of 
both station batteries & failure to implement surveillance 
testing, operations & administrative procedures. 

BOYD, D. C. , BAKER, K. R. , JOROENSEN, B. L. Reactor Projects Section 1A. 
81/03/04. 14pp. 09018:291. 


8107140569 Forwards IE Insp Rept 90-255/81-09 on 810503-09,11,18-22 St 
26-29. No noncompliance noted. 

HEISHMAN, R. F. Division of Resident S< Project Inspection. 81/06/19. 
2pp. 09015:093. 


—8107140572 IE Insp Rept 50-255/81-09 on 810503-09,11,18-22 St 26-29. No 
noncompl iance noted. Major areas inspected: augmented resident 
insp program activities, including operations, survei 1 lance, 
maint It receipt of new fuel. 

JOROENSEN, B. L. , HELLER. J. K. , BOYD, D. C. Reactor Projects Section 
1A. 81/06/18. 5pp. 09015:095. 


8107060234 Ack receipt of 810615 ltr informing NRC of steps taken to 
correct noncompliance noted in IE Insp Rept 50-255/81-06. 

HEISHMAN, R. F. Division of Resident It Project Inspection. Bl/06/24. 
Ip. 08890:344. 


— 8107060236 Responds to NRC 810520 ltr re violations noted in IE Insp 
Rept 50-255/81-06. Corrective actions: util removed three 
55-gallon drums found containing radioactive matl. 

Comprehensive survey conducted. 

JOHNSON, B. D. Consumers Power Co. 81/06/19. 3pp. 08890:345. 


B 107240409 Advises that IE Circular 81-10, "Steam Voiding in RCS During 
Heat Removal Cooldown, 11 was forwarded to listed utils. 

* Region 3, Chicago, Office of the Director (81/03/01). 81/07/02. 

Ip. 09148:206. 


8107100217 Notifies that IE Circular 81-10, "Steam Voiding in RCS 
During Decay Heat Removal Cooldown," was sent to listed 
licensees on 810702. 

CARROLL, D. E. Word Processing 5< Document Control Section. 81/07/06. 
2pp. 08994:342. 


8107240306 Advises that IE Info Notice 81-19, "Lost Parts in Primary 
Coolant Sys, " was forwarded to listed utils. 

* Region 3, Chicago, Office of the Director (81/03/01). 81/07/06. 

Ip. 09148:203. 


8107200402 Notifies that IE Info Notice 81-19, "Lost Parts in Primary 
Coolant Sys," was sent to listed utils on 810706. 

CARROLL, D. E. Word Processing & Document Control Section. 81/07/07. 
2pp. 09073:323. 


8107150107 Advises that IE Circular 81-09, "Containment Effluent Water 
That Bypasses Radioactivity Monitor, " was sent to listed 
licensees on 810710. 

CARROLL,D. E. Word Processing It Document Control Section. 81/07/10. 
2pp. 09026:026. 


8107210260 Forwards IE Insp Rept 50-255/81-11 on 810310-11. No 
noncompliance noted. 

NORELIUS, C. E. Division of Engineering St Technical Inspection. 
81/07/10. 2pp. 09101:237. 


8107170231 Advises that IE Circular Bl-09, "Containment Effluent Water 
That Bypasses Radioactivity Monitor," was forwarded to 
listed licensees. 

* Region 3, Chicago, Office of the Director (81/03/01). 01/07/15. 

Ip. 09058:209. 


8103300402 IE Info Notice 81-21, "Potential Loss of Direct Access to 
Ultimate Heat Sink. " 

* Director's Office, Office of Inspection and Enforcement. 
Si/07/21. 5pp. 09162:348. 


8107270246 Advises that IE Info Notice 81-21, "Potential Loss of Direct 
Access to Ultimate Heat Sink," was sent to listed licensees 
on 810721. 

CARROLL, D. E. Word Processing It Document Control Section. 81/07/21. 
2pp. 09160:112. 


8107270218 Advises that IE Circular 81-12, "Inadequate Periodic Test 
Procedure of PWR Protection Sys," was sent to listed 
licensees on 810722. 

CARROLL, D. E. Word Processing It Document Control Section. 81/07/22. 
2pp. 09160: 131. 


8107270253 Advises that IE Circular 81-12, "Inadequate Periodic Teat 
Procedure of PWR Protection Sys," was sent to listed 
licensees. 

* Region 3, Chicago, Office of the Director (01/03/01). 81/07/24. 

Ip. 09160: 107. 


R. Periodic operating report* It related correspondence 


8107140488 Forward* monthly operating rept for June 1981. 

VANDENBERO, D. Con*umer* Power Co. 81/07/06. Ip. 09022:311. 


— 8107140493 Monthly opereting rept for June 1981. 

* Consumer* Power Co. 81/07/04. 4pp. 09022:312. 


8107140596 Inform* that Bechtel is preparing final design detail* for 
long-term cooling equipment mode, Mod* still scheduled for 
1981 refueling outage. Ltr serve* as bimonthly statu* rept 
for June-Jul 1981. 

HOFFMAN, D. P. Consumer* Power Co. 81/07/10. Ip. 09015:175. 


S. Reportable occurrences, LERs It related correspondence 


8107160363 Forward* LER 81-019/01T-0. 

JOHNBON, B.D. Consumer* Power Co. 81/06/11. Ip. 09034:025. 


— 8107160366 LER 81-019/01T-0: on 810528, during fuel vendor review, three 
radial peeking factor limits were 154 nonconservative during 
current cycle. Caused by vendor errors in fuel cycle 
calculations. Survei 1 lance limits have been revised. 

* Consumers Power Co. 81/06/11. 2pp, 09034:026. 


8107080204 Forwards LER 81-021 /03L-0. 

JOHNBON, B.D. Consumers Power Co. 81/06/25. Ip, 08962:149. 
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—8107080207 LER 81-021 /03L-0: on 810527. alarms would not reset following 
routine test of annunciator panels. Caused by relay coil 
failure. Relay repaired. 

* Consumers Power Co. 81/06/25. Ip. 08962: 150. 


8107080232 Forwards updated LER 81-010/03X-1. 

JOHNSON. B. D. Consumers Power Co. 81/06/25. Ip. 08966:145. 


■8107080236 Updated LER 81-010/03X-1 : on 810205. primary indicating 
position datalogger became inoperable. Caused by failure of 
mercury-wetted relay in gain selection portion of input 
amplifier of A/D converter. Relay replaced. 

* Consumers Power Co. 81/06/25. Ip. 08966: 146. 


8107100082 PNO—1 1 1-81-059: on 810626. during testing. both sequencers 
failed to cycle properly & one emergency generator failed to 
pick up & load. Oxidation of left sequencer contacts 
c leaned. Governor potentiometer motor replaced on generator. 
JORGENSEN. B. L. , KNOP. R. C. . BOYD, D. C. Region 3, Chicago, Office of 
the Director (81/03/01). 81/06/29. 2pp. 08990:133. 


8107140522 Forwards LER 81-022/03L-0. 

JOHNSON, B. D, Consumers Power Co. 81/06/29. Ip. 09015:040. 


— 8107140529 LER 81-022/03L-0: on 810531, pump suction snubber 43 found 
leaking oil. Caused by apparent O-ring failure, Snubber 
disassembled. 

* Consumers Power Co. 81/06/29. ip. 09015:041. 


B107020452 EN-79-016A: on 791220, NRC was informed of issuance of order 
imposing civil monetary penalties. Action based on 3 alleged 
items of noncompliance re violation of containment integrity 
over period of 17 months. 

STELLO, V. , THOMPSON, D. Director's Office, Office of Inspection and 
Enforcement. 81/06/30. Ip. 08935:303. 


8107140450 Forwards LER 81-023/03L-0. 

JOHNSON, B. D. Consumers Power Co. 81/07/01. Ip. 09013:362. 


— 8107140455 LER 81-023/03L-0: on 810602, during testing, diesel generator 
1-1 unable to maintain constant load. Caused by generator 
droop setting being out of ad justment. Droop adjusted. 

* Consumers Power Co. 81/07/01. Ip. 09014:001. 


8107140438 Forwards LER 81-024/03L-0. 

JOHNSON, B. D. Consumers Power Co. 81/07/02. Ip. 09013:225. 


8107140447 LER S1-024/03L-0: on 810606, diesel generator 1-1 valve CV- 
0084 observed passing full flow w/actuator in closed 
position. Caused by sheared operator to valve shaft key due 
to damaged liner permitting misalignment of shaft & disc. 

* Consumers Power Co. 81/07/02. ip. 09013:226. 


8107200130 Forwards LER 81-025/01T-0. 

HOFFMAN, D. P. Consumers Power Co. 81/07/10. Ip. 09068:361. 


— 8107200136 LER 81 -025/01 T-0: on 810626, shutdown sequencers 34-5 S * 34-6 
failed during testing. Caused by sticking clutch & dirty 
contacts. Clutch cleaned & lubricated. Contacts cleaned. 

* Consumers Power Co. 81/07/10. 3pp. 09069:001. 


8107210274 PNO-1 1 1-81-063: on 810711, plant was shut down for approx 10 
days to replace shaft seals on reactor coolant pumps Sc five 
control rod drive mechanisms seals. Caused by deteriorating 
second stage reactor coolant pump shaft seal. 

BOYD, D. C. , KNOP*R, C. Region 3, Chicago, Office of the Director 
<81/03/01). 81/07/13. 2pp. 09102:012. 


8107240368 Forwards LER B1-026/03L-0. 

VINCENT, R, A. Consumers Power Co. 81/07/16. ip. 09141:009. 


—8107240374 LER 81-026/03L-0: on 810626, during diesel generator 1-1 test 
startup, eng ine failed to raach rated speed. Caused by motor 
failure in potentiomater in angina speed control circuit. 

Motor replaced. 

* Consumers Power Co. 81/07/16. ip. 09141:010. 


8107280188 Forwards LER 81-027/03L-0. 

JOHNSON, B. D. Consumers Power Co. 81/07/21. Ip, 09169:108. 


—8107280193 LER S1-G27/03L-0: on B10625, hydraxene concentration found 
exceeding Tech Spec limit during sampling of iodina removal 
sys tank T-102. Caused by previous samples ncit properly 
diluted due to vegue procedural requiremente. 

* Consumers Power Co. 81/07/21. Ip. 09169:109. 
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F. Security, medical, emergency St fire protection plans 


8107020294 Releases public version of revision to radiological 
emergency plan for facility. 

FELTON, J, M. Division of Rules and Records. 81/06/24. Ip. 
07806:001. 


— 8107020296 Forwards public version of revision to radiological 
emergency plan. 

MILLS, L. M. Tennessee Valley Authority. 81/03/30. Ip. 07806:001. 


8107130046 Releases public version of revision to radiological 
emergency plan for facility. 

FELTON, J. M. Division of Rules and Records. 81/06/26. Ip, 
07806: 001. 


— 8107130047 Forwards public version of revision to radiological 
emergency plan. 

MILLS, L. M. Tennessee Valley Authority. 81/06/11. Ip. 07806:001, 


— 8107130049 Public version of revision to radiological emergency plan 
* Tennessee Valley Authority. 81/05/20. 23pp. 07806:001. 


8107280688 Releases public version of revisions to radiological 
emergency plan for facility. 

FELTON, J, M. Division of Rules and Records. 81/06/26. Ip. 
07806:001. 


— 8107280691 Forwards public version of revisions to 810408 & 15 
radiological emergency p lan. Consi sts of revised Page 15 in 
App E, Pages 1-3 of list of effective pages 8c signature/title 
page. 

MILLS, L. M. Tennessee Valley Authority. 81/04/28. Ip. 07806:001 


— 8107280693 Public version of revisions to 810408 8c 15 radiological 
emergency p lan. Consi sts of revised Page 15 in App E, Pages 
1-3 of list of effective pages 8t signature/title page. 

* Tennessee Valley Authority. 81/04/28. 8pp. 07806:001. 


8107080255 Forwards security-related info re physical security plan 
revisions, in response to NRO* 810519 ltr. Info withheld 
(ref 10CFR2. 790). 

MILLS, L. M. Tennessee Valley Authority. 81/06/30. Ip. 08972:098. 


8107080470 Comments on latest Sandia S< Underwriters Labs info re 
NRC-sponsored fire protection sys replication tests. Water 
supply sys pressure 8t flow info should be increased. Proposed 
second fire brigade response test should be changed. 

MILLS, L. M. Tennessee Valley Authority. 81/06/30. 2pp. 08972:210 


8107290267 Releases public version of revisions to radiological 
emergency plan for facilities. 

FELTON, J. M. Division of Rules and Records. 81/07/02. Ip. 
07806:001. 


— 8107290269 Forwards public version of revisions to 810400 S< 15 
radiological emergency plan. Consists of revised Page 15 in 
App E, Pages 1-3 of list of effective pages & signature/ti tie 
‘ Page* 

MILLS, L. M. Tennessee Valley Authority. 81/04/2B. Ip. 07806:001 


8107290002 Generic Ltr 81-27; requests that all amergency plans tc 
implementing procedures be submitted w/pages marked to 
reflect privacy Sk proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT, D. G. Division of Licensing. 81/07/09. 5pp. 09189:059, 


8107300145 Forwards emergency planning info for placement in LPDR.W/o 
8106260391. 

SOUEER, J. L. Division of Rules and Records. 81/07/16. Ip. 
09207:341. 


8107300187 Forwerds emergency planning info for placement in LPDR.W/o 
8106290424. 

SOUDER, J. L. Division of Rules and Records. 81/07/16. ip. 

09207: 289. 


8107290247 Requests info re station blackout addressing Unresolved 
Safety Issue A-44. Questionnaire fc LER documentation end. 
IPPOLITO, T . A. Operating Reactors Branch 2. 81/07/20. 16pp. 

09207: 052. 


— 9107290249 Forwards completed questionnaire for NRC reliability stud 
of diesel generator, in response to NRC 771215 request. 

HUGHES, N. B. Tennessee Valley Authority. 76/01/24. 3pp. 

09207:068. 
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3i 8106a90426° rU,ard * <fm * rfl#nCg pUnni "8 for placement in LPDR. W/o 

SOUDERiJ, L. Division of Rules and Records. 81 / 07/21 in 
09222:349. lp 

S. Adjudicatory correspondence 


8107130220 Forwards info re implementation of NUREG-0313, Revi sion 1, in 
response to NRC 810226 ltr. Addl info for Hartsville & Phipps 
Bend will be provided in respective FSARs tentatively 
scheduled for Sept 1983 submittal. 

MILLS, L. M. Tennessee '/alley Authority. 81/07/02. 10pp. 08999:319. 


Forward * Director's Decision under 10CFR2. 206, in response to 
801028 ltr requesting that issuance of Amends 60, 55 it 32 to 
Licenses DPR-33, DPR-52 it DPR-68, respectively, be 
reconsidered. 

DENTON, H. R . Office of Nuclear Reactor Regulation, Director 
81/06/26. lp. 09031:118. 


— 8107140167 Director's Decision under 10CFR2. 206. denying Safe Energy 
Alliance of AL 801028 request to reconsider issuance of 
Amends 60,59 & 32 to Licenses DPR-33, DPR-52 & DPR-68, 
respectively. No safety reasons exist for reconsideration. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director 
81/06/26. 11pp. 09031:119. 


8107290041 Forwards order confirming licensee commitments to post-TMI 
related requirements of NUREG-0737, based on util B01223, 
810317,0409,0601 tt 0702 1 trs. Exp 1 ic i t statements of 
requirements set forth in attachment to order. 

IPPOLITO, T. A. Operating Reactors Branch 2. 81/07/10. 3pp. 

no i mo. i iiH 


•8107290049 Order confirming licensee commitments re post-TMI related 
requirements of NUREG-0737. Requests that applicant satisfy 
specific requirements of NUREG, described in attachment, 
within 30 days. 

PURPLE, R. A. Division of Licensing. 81/07/10. 10pp. 09189:148. 


8107240018 Order granting extension until 810728 for Commission to 
decide whether to review Director's Denial re facility. 

CHILK. S. J. Office of the Secretary of the Commission. 81/07/20. 
lp. 09137:189. 


P. Operating license stage documents & correspondence 


8107130448 Forwards response to requests for addl info re capacitor 
controls S< power sys tests. Info supports 810409 OL amend 
request & 810608 suppl. Vendor-generator breaker testing info 
sent under separate cover. Approval requested by 810801. 

MILLS, L. M. Tennessee Valley Authority. 81/07/02. 4pp. 08997:081. 


8107310055 Generic Ltr 81-23A to all licensees it CP holders, advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation , per Generic Ltr 81-23, are unnecessary. 

EISENHUT, D. G. Division of Licensing. 81/07/06. 6pp. 09222:215. 


8107200167 Notification of 810714 meeting w/util it GE in Bethesda.MD to 
discuss design of lead test assemblies & resulting changes 
in plant test & operating procedures. 

CLARK, R. A. Operating Reactors Branch 2. 81/07/08. 2pp. 09180:057. 


8107290041 Forwards order confirming licensee commitments to post-TMI 
related requirements of NUREG-0737, based on util 801223, 
810317,0409,0601 it 0702 ltr s. Exp 1 ic i t statements of 
requirements set forth in attachment to order. 

IPPOLITO, T. A. Operating Reactors Branch 2. 81/07/10. 3pp 

09189: 145. 


8107290049 Order confirming licensee commitments re post-TMI related 
requirements of NUREG-0737. Requests that applicant satisfy 
specific requirements of NUREG, described in attachment, 
within 30 days. 

PURPLE, R . A. Division of Licensing. 81/07/10. 10pp. 09189:148. 


8107230013 Forwards addl justification & safety analyses for license 
amend requests in response to NRC 810529 ltr. Torus-related 
changes, containment purge it plant operations review 
committee changes discussed. 

MILLS, L. M. Tennessee Valley Authority. 81/07/13. 6pp. 09131:142. 


8107310298 Forwards safety evaluation re licensee responses to 780829 & 
800110 Generic Ltr 81-24, Mult i-plant Issue B-56, re control 
rod failure to fully insert. Maint problem can be corrected 
by control rod drive overhaul during outage. 

EISENHUT, D. G. Division of Licensing. 81/06/15. lp, 09222:357. 


8107210203 Forwards response to NUREG-0737, Items 1 1. E. 4. 1. dedicated 
hydrogen penetrations, II. K. 3. 13, separation of HPCI & reactor 
care isolation cooling sys, , 1 1. K. 3. 25, loss of ac power on 
pump seals it Item II. K. 3. 15. 

MILLS. L. M. Tennessee Valley Authority. 81/07/16. 8pp. 09102:063. 


8107140793 Authorise* exemption of Class III it I fees re 810303 
application for review of Tech Spec changes for scram 
discharge vol level continuous monitoring. Application 
withheld prior to commencement of review. Refund forthcoming. 
MILLER, W. 0. License Fee Management Branch. Bl/06/17. lp 
09032: 106. 


8107100240 Forwards MI-LR-81-02, "Mark I Plant Containment Mod Status 
Summary. " Info provided for all Mark I plants except Hope 
Creek & Oyster Creek. Hope Creek not yet operating. Oyster 
Creek will be providing info separately. 

STARK, S. J. General Electric Co. 81/06/29. ip. 08995:166. 


—8107100285 "Mark I Plant Containment Mod Status Summary. " 

* General Electric Operating Plant Owners Group. MI-LR-81-02. 
81/06/29. 116pp. 08995:167. 


8107080317 Forwards design info re reactor protection sys power supply 
mods, per 801204 commitment, Operating Cycle 5 for Unit 1 has 
been extended for power availability, Refueling outage 
scheduled foT Fall 1982 now planned for Spring 1983. 

MILLS, L. M. Tennessee Valley Authority. 81/07/01. 3pp. 08972:059. 


8107080377 Responds to NUREG-0737. TM I Action Plan Item II. D. 1 re safety 
relief valve adequacy. Tested valves satisfy acceptance 
criteria for operab i 1 ity. Adequacy w/both two it three stage 
topworks demonstrated. 

MILLS, L. M. Tennessee Valley Authority. 81/07/01. lp. 08973:088. 


8107090080 Advises that final design scoping document re NUREG-0737, 
Item II. F. 1.2 will be available for review by 810801. 

MILLS, L. M. Tennessee Valley Authority. 81/07/02. lp. 08981:167. 


8107090510 Forwards ltr denying TW Paul, 6 Horn it D Ely 801028 ltr 
which requested reconsideration of issuance of Amends 60, 

55 It 32 to Licenses DPR-33, DPR-52 Sc DPR-68, respectively. W/o 
anc 1. 

IPPOLITO,!. A. Operating Reactors Branch 2. 81/07/02. 2pp. 

08985: 205. 


8107290247 Requests info re station blackout addressing Unresolved 
Safety Issue A-44. Questionnaire it LER documentation end. 
IPPOLITO, T. A. Operating Reactors Branch 2. 81/07/20. 16pp. 

09207:052. 


— 8107290249 Forwards completed questionnaire for NRC reliability study 
of diesel generator, in response to NRC 771215 request. 

HUGHES, N. B. Tennessee Valley Authority. 78/01/24. 3pp. 

09207: 068. 


8107240308 Recommends suspension of 820630 deadline for qualification 
of IE electrical equipment undeT NUREG-0588. Deadline should 
be flexible it tied to replacement schedule for each util. 

Typical examples of inability to meet deadline end. 

MILLS, L. M. Tennessee Valley Authority. 81/07/21. 3pp. 09141:076. 


8107280675 Submits request for addl info re commitments to address 
Unresolved Safety Issue A-10, BWR nozzle cracking, per 810123 
ltr. 

NOVAK, T. M. Assistant Director for Operating Reactors. 81/07/22. 
3pp. 09188: 170. 


Q. Inspection reports, IE Bulletins & correspondence 


8107150277 Forwards IE Circular 81-06, "Potential Deficiency Affecting 
Certain Foxboro 10 to 50 Milliampere Transmitters. " No 
written response required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director <81/03/01). 
81/04/14. lp. 09033:333. 


8107240504 Forwards schedule outlining final resolution of IE Bulletins 
79-02 & 79-14 requirements, Mod workload for NRC required 
mods over next several yrs is extremely heavy. 

MILLS, L. M. Tennessee Valley Authority. 81/06/18. 4pp. 09142:132. 


8107240405 Supple 800626 response to IE Bulletin 79-27 re reactor 
feedwater pump/main turbine control c ircuitry. Description 
of long-term mod design schedule for implementation end. 

MILLS, L. M. Tennessee Valley Authority. 81/06/25. 2pp. 09138:292. 



DOCKETED ITEMS 


8107240412 Acb receipt of 610619 ItT informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-259/81-12, 
50-260/81-12 it 50-296/81-12. 

LEWIS. R. C. Division of Resident & Reactor Project Inspection. 
81/07/08. Ip. 09139:106. 


— 8107240419 Responds to NRC 810526 ltr re violations noted in IE Insp 
Rept 50-259/81-12.50-260/81-12 8c 50-296/31-12. Corrective 
actions: jumpers removed promptly it mgt informed of 
violation. Individual involved officially reprimanded. 

MILLS. L. M. Tennessee Valley Authority. 81/06/19. 5pp. 

09139: 107. 


—8107240428 Forwards IE Insp Repts 50-259/81-12,50-260/81-12 it 
50-296/81-12 on 810326-0427 it notices of violation 8c 
deviation. 

LEWIS, R. C. Division of Resident it Reactor Project Inspection. 
81/05/26. 2pp. 09139:112. 


S107310301 Forwards LER 81-036/03L-0. 

GREEN, H. J. Tennessee Valley Authority. 81/07/15. Ip. 09220:013. 


—8107310303 LER 81— 056/03L-0: on 810619, during biaxial seismic switch 
tests, se ismic trigger HST A failed to operate. Caused by 
relay transistor failure due to moisture condensation 
inside h ous ing. Trigger repaired. 

* Tennessee Valley Authority. 81/07/15. 2pp. 09220:014. 


DOCKET 50-260 BROWNS FERRY NUCLEAR POWER STATION, UNIT 2 


F. Security, medical, emergency Sc fire protection plans 


8107020294 Releases public version of revision to radiological 
emergency plan for facility. 

FELTON. J. M. Division of Rules and Records. 81/06/24. Ip. 
07306: 001. 


— 8107240436 Notice of violation from insp on 810326-0427. 

# Division of Resident & Reactor Project Inspection. 81/05/26. 
2pp. 09139:114. 


— 8107020296 Forwards public version of revision to radiological 
emergency plan. 

MILLS, L. M. Tennessee Valley Authority. 81/03/30. Ip. 07806:001 


— 8107240442 Notice of deviation from insp on 810326-0427, 

* Division of Resident & Reactor Project Inspection. 81/05/26. 
Ip. 09139:116. 


—8107240449 IE Insp Repts 50-259/81-12,50-260/81-12 8c 50-296/81-12 on 
810326-0427. Noncompliance noted: fai lure to perform jet-pump 
surveillance test 8< to initiate potential LER 8< failure to 
provide cover foT cable trays. 

SU.LIVAN , R. F. , PAULK, G. , CHASE, J. W. Division of Resident & Reactor 
Project Inspection. 81/05/26. 9pp. 09139:117. 


8107130046 Releases public version of revision to radiological 
emergency plan for facility. 

FELTON, J. M. Division of Rules and Records. 81/06/26. Ip. 
07806: 001. 


—8107130047 Forwards public version of revision to radiological 
emergency plan. 

MILLS, L. M. Tennessee Valley Authority. 81/06/11. Ip, 07806:001 


8107270011 Forwards IE Circular 81-09, "Containment Effluent Water 
That Bypasses Radioactivity Monitor. " Licensee action is 
required. 

0 'REILLY, J. P. Region 2, Atlanta, Office of the Director <81/03/01). 
81/07/10, lp. 09156:286. 


8107100317 Approves proposed programs for nondestructive testing of 
control rod drive return line piping & alternate insp 
interval, per NUREG-0619, pend ing review of thermal fatigue 
cracking in foreign reactors, in response to 810326 ltr. 

IPPOLITO, T. A. Operating Reactors Branch 2. Bi/07/12. 2pp. 

09002: 137. 


8107240284 Forwards IE Info Notice Bl-20, "Test Failures of Electrical 
Penetration Assemblies." No licensee action or response is 
required. 

0 'REILLY, J. P. Region 2, Atlanta, Office of the Director <81/03/01). 
81/07/13. 4pp. 09148:196. 


■8107130049 Public version of revision to radiological emergency plar 
* Tennessee Valley Authority. 81/05/20. 23pp. 07806:001. 


8107280688 Releases public version of revisions to radiological 
emergency plan for facility. 

FELTON, J, M. Division of Rules and Records. 81/06/26. lp. 
07806: 001. 


—8107280691 Forwards public version of revisions to 810408 & 15 
radiological emergency plan. Consists of revised Page 15 in 
App E, P a g e s 1-3 of list of effective pages it signature/title 
page. 

MILLS, L. M. Tennessee Valley Authority. 81/04/28. lp. 07806:00 


■8107280693 Public version of revisions to 810408 8< 15 radiological 
emergency plan. Consists of revised Page 15 in App E, Pages 
1-3 of list of effective pages Sc si gnature/t it 1* page. 

* Tennessee Valley Authority. 81/04/28. 8pp. 07806:001. 


R. Periodic operating reports & related correspondence 


B1 07240050 Forwards monthly operating repts for June 1981. 
ABERCROMBI E, H. Tennessee Valley Authority. 81/07/10. lp. 
09137: 214. 


8107240051 Monthly operating repts for June 1981. 

THOM, T. Tennessee Valley Authority. 81/07/01. 45pp. 09137:215. 


S. Reportable occurrences, LERs 8< related correspondence 


8107310395 RO: on 810629, during refueling outage, ultrasonic test insp 
revealed reactor water cleanup sys inboard primary 
containment isolation valve indication. Cause unknown. 

Indication will be removed & weld repaired. 

ABERCROMBIE, H. Tennessee Valley Authority. Bl/06/30. lp. 
09221:053. 


8107210303 Forwards LER 81-034/03L-0. 

GREEN, H. J. Tennessee Valley Authority. 81/07/14. lp. 09104:175. 


8107210305 LER 81-034/03L-0: on 810616, seismic trigger HST C did not 
operate during testing. Caused by failure of relay in 
Kinemetrics Model HS-3 horizontal seismic trigger due to 
moisture condensation inside housing. Relay replaced. 

HOLDER, G. Tennessee Valley Authority. 81/07/14. 2pp. 09104:176. 

8107280251 Forwards LER 81-035/03L-0. 

GREENiH. J. Tennessee Valley Authority. 81/07/15. lp. 09178:138. 

8107280258 LER 81-035/03L-Q: on B 10620, while performing diesel generator 
redundant start test, EMI-3, left bank starters would not 
develop min rotational speed. Caused by fatigue fracture of 
vane due to normal wear. Air start motors replaced. 

HOLDER, G. Tennessee Valley Authority. 81/07/15. 2pp. 09178:139. 


8107080255 Forwards security-related info re physical security plan 
revisions, in response to NRC 810519 ltr. Info withheld 
I ref 10CFR2. 790). 

MILLS, L. M. Tennessee Valley Authority. 81/06/30. lp. 08972:098. 


8107080470 Comments on latest Sandia it Underwriters Labs info re 
NRC-tponsored fire protection sys replication tests. Water 
supply sys pressure it flow info should be increased. Proposed 
second fire brigade response test should be changed. 

MILLS, L. M. Tennessee Valley Authority. 81/06/30. 2pp. 08972: 21C 


8107290267 Releases public version of revisions to radiological 
emergency plan for facilities. 

FELTON, J. M. Division of Rules and Records. 81/07/02. lp. 
07806:001. 


— 8107290269 Forwards public version of revisions to 810408 it 15 
radiological emergency plan. Consists of revised Page 15 in 
App E, Pages 1-3 of list of effective pages it signature/title 
page. 

MILLS, L. M. Tennessee Valley Authority. 81/04/28. Ip. 07806: 0< 


8107290002 Generic Ltr 81-27: requests that all emergency plans it 
implementing procedures be submitted w/pages marked to 
reflect privacy it proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT, D. G. Division of Licensing. 81/07/09. 5pp. 09189:059, 


8107300187 Forwards emergency planning info for placement in LPDR. W/ 
8106290424. 

SOUDER, J. L. Division of Rules and Records. 81/07/16. lp. 

09207: 2B9. 


8107290247 Requests info re station blackout addressing Unresolved 
Safety Issue A-44. Questionnaire it LER documentation end. 
IPPOLITO, T . A. Operating Reactors Branch 2. 81/07/20. 16pp. 

09207: 052. 


DOCKETED ITEMS 


8107310236 Forwards emergency planning info for placement in LPDR. W/o 
8106290426. 

SOUDER, J. L. Division of Rules and Records. 81/07/21. Ip. 
09222:349. 


G. Adjudicatory correspondence 


8107140154 Forwards Director's Decision under 10CFR2. 206* in response to 
801028 ltr requesting that issuance of Amends 60.55 & 32 to 
Licenses DPR-33. DPR-52 8c DPR-68.respectively.be 
reconsidered. 

DENTON. H. R. Office of Nuclear Reactor Regulation. Director. 

81/06/26. ip. 09031:118. 


•8107140167 Director's Decision under 10CFR2. 206. deny ing Safe Energy 
Alliance of AL 801028 request to reconsider issuance of 
Amends 60.55 8c 32 to Licenses DPR-33. DPR-52 it DPR-6S. 
respectively. No safety reasons exist for reconsideration. 

DENTON. H. R. Office of Nuclear Reactor Regulation, Director. 
81/06/26. 11pp. 09031:119. 


8107290041 Forwards order confirming licensee commitments to post-TMI 
related requirements of NUREG-0737, based on util 801223, 
810317.0409,0601 8c 0702 1 trs. Exp 1 ic i t statements of 
requirements set forth in attachment to order. 

IPPQLITO, T. A. Operating Reactors Branch 2. 81/07/10. 3pp. 

09189: 145. 


— 8107290049 Order confirming licensee commitments re post-TMI related 
requirements of NUREG-0737. Requests that applicant satisfy 
specific requirements of NUREG, described in attachment, 
within 30 days. 

PURPLE. R. A. Division of Licensing. 81/07/10. 10pp. 091B9: 148. 


8107240018 Order granting extension until 810728 for Commission to 
decide whether to review Director's Denial re facility. 

CHILK, 8. J. Office of the Secretary of the Commission. 81/07/20. 
Ip. 09137:189. 


P. Operating license stage documents 8< correspondence 


8107310298 Forwards safety evaluation re licensee responses to 780829 it 
800110 Generic Ltr 81-24, Mult i-Plant Issue B-56. re control 
rod failure to fully insert. Maint problem can be corrected 
by control rod drive overhaul during outage. 

EISENHUT, D. G. Division of Licensing. 81/06/13. Ip. 09222:337. 


8107140793 Authorizes exemption of Class III it I fees re 810303 
application for review of Tech Spec changes for scram 
discharge vol level continuous monitoring. Appl ication 
withheld prior to 'commencement of review. Refund forthcoming. 
MILLER, W. 0. License Fee Management Branch. 81/06/17. Ip. 
09032: 106. 


8107090361 Forwards Pages 139 it 160 of revised Tech Specs omitted from 
810612 Amend 67 to License DPR-52 re linear heat generation 
rate. 

IPPQLITO, T. A. Operating Reactors Branch 2. 81/06/29. 2pp. 

08986: 257. 


—8107090364 Tech Specs 3. 4. H S< 4. 3. H re limiting conditions for 
operation it surveillance requirements concerning linear 
heat generation rate. 

* NRC - No Detailed Affiliation Given. 81/06/29. 2pp. 
08986: 260. 


8107100240 Forwards MI-LR-81-02, “Mark I Plant Containment Mod Status 
Summary. " info provided for all Mark I plants except Hope 
Creek it Oyster Creek. Hope Creek not yet operating. Oyster 
Creek will be providing info separately. 

STARK. S. J. General Electric Co. 81/06/29. Ip. 08995:166. 


— 8107100285 "Mark I Plant Containment Mod Status Summary. " 

* General Electric Operating Plant Owners Group. MI-LR-81-02. 
81/06/29. 116pp. 08995:167. 


8107080317 Forwards design info re reactor protection sys power supply 
mods, per 801204 commitment. Operating Cycle 5 for Unit 1 has 
been extended for power availability. Refueling outage 
scheduled for Fall 1982 now planned for Spring 1983. 

MILLS. L. M. Tennessee Valley Authority. 81/07/01. 3pp. 08972:039. 


8107080377 Responds to NUREG-0737, TM I Action Plan Item II. D, 1 re safety 
relief valve adequacy. Tested valves satisfy acceptance 
criteria for operability. Adequacy w/both two 8c three stage 
topuiorks demonstrated. 

MILLS, L. M. Tennessee Valley Authority. 81/07/01. ip. 08973:088, 


8107090080 Advises that final design scoping document re NUREG-0737, 
Item II. F. 1.2 will be available for review by 810801. 

MILLS, L.M. Tennessee Valley Authority. 81/07/02. Ip. 08981:167. 


8107090310 Forwards ltr denying TU Paul.S Horn & D Ely 801028 ltr 
which requested reconsideration of issuance of Amends 60, 

55 8c 32 to Licenses DPR-33. DPR-52 8< DPR-6B. respectively . W/o 
enc 1. 

IPPQLITO, T. A. Operating Reactors Branch 2. 81/07/02. 2pp. 

08985: 205. 


8107130220 Forwards info re implementation of NUREG-0313, Revi sion 1. in 
response to NRC 810226 ltr.Addl info for Hartsville & Phipps 
Bend will be provided in respective FSARs tentatively 
scheduled ’ for Sept 1983 submittal. 

MILLS, L.M. Tennessee Valley Authority. 81/07/02. 10pp. 08999:319. 


8107130448 Forwards response to requests for addl info re capacitor 
controls & power sys tests. Info supports 810409 OL amend 
request 8< 810608 supp 1. Vendor-generator breaker testing info 
sent under separate cover. Approval requested by 810801. 

MILLS, L.M. Tennessee Valley Authority. 81/07/02. 4pp. 08997:081. 


8107310055 Generic Ltr 81-23A to all licensees 8< CP holders, advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation, per Generic Ltr 81-23, are unnecessary. 

EISENHUT, D. G. Division of Licensing. Bl/07/06. 6pp. 09222:215. 


8107280167 Notification of 810714 meeting w/util it GE in Bethesda.MD to 
discuss design of lead test assemblies 8c resulting changes 
in plant test 8c operating procedures. 

CLARK, R. A. Operating Reactors Branch 2. 81/07/08. 2pp. 09180:057. 


8107290041 Forwards order confirming licensee commitments to post-TMI 
related requirements of NUREG-0737, based on util 801223, 
810317,0409.0601 8c 0702 ltrs. Ex p 1 ic it statements of 
requirements set forth in attachment to order. 

IPPDLITO, T. A. Operating Reactors Branch 2. 81/07/10. 3pp. 

09109: 145. 


— 8107290049 Order confirming licensee commitments re post-TMI related 
requirements of NUREG-0737. Requests that applicant satisfy 
specific requirements of NUREG, described in attachment, 
within 30 days. 

PURPLE, R. A. Division of Licensing. 81/07/10. 10pp. 09189:148. 


8107230013 Forwards addl justification 8e safety analyses for license 
amend requests in response to NRC 810529 ltr. Torus-related 
changes, containment purge S< plant operations review 
committee changes discussed. 

MILLS, L. M. Tennessee Valley Authority. 81/07/13. 6pp. 09131:142. 


8107210203 Forwards response to NUREG-0737, Items II. E. 4. 1, dedicated 
hydrogen p enetrations, II. K. 3. 13, separation of HPCI 8c reactor 
core isolation cooling sys, , II. K. 3. 25, loss of ac power on 
pump seals 8< Item II. K. 3. 13. 

MILLS, L.M. Tennessee Valley Authority. 81/07/16. 8pp. 09102:063. 


8107290247 Requests info re station blackout addressing Unresolved 
8afety Issue A-44. Questionnaire 8c LER documentation end. 
IPPQLITO, T. A, Operating Reactors Branch 2. 81/07/20. 16pp. 

09207: 052. 


— 8107290249 Forwards completed questionnaire for NRC reliability study 
of diesel generator, in response to NRC 771215 request. 

HUGHES, N. B. Tennessee Valley Authority. 78/01/24. 3pp. 

09207: 068. 


8107240308 Recommends suspension of 820630 deadline for qualification 
of IE electrical equipment under NUREG-0588. Deadline should 
be flexible 8c tied to replacement schedule for each util, 

Typical examples of inability to meet deadline end. 

MILLS, L.M. Tennessee Valley Authority. 81/07/21. 3pp. 09141:076. 


8107280675 Submits request for addl info re commitments to address 
Unresolved Safety Issue A-10,BWR nozzle cracking, per 810123 
ltr. 

NOVAK, T. M. Assistant Director for Operating Reactors. 81/07/22. 
3pp. 09188:170. 


Q. Inspection reports, IE Bulletins it correspondence 


8107150277 Forwards IE Circular 81-06, "Potential Deficiency Affecting 
Certain Foxboro 10 to 30 Milliampere Transmitters. " No 
written response required. 

D 'REILLY, J. P, Region 2, Atlanta, Office of the Director <81/03/01). 
81/04/14. ip. 09033:333. 
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8107240504 Forwards schedule outlining final resolution of IE Bulletins 
79-02 & 79-14 requirements. Mod workload for NRC required 
mods over next several yrs is extremely heavy. 

MILLS* L. M. Tennessee Valley Authority. 81/06/18. 4pp. 09142:132. 


8107240405 Suppls 800626 response to IE Bulletin 79-27 re reactor 
feedwater pump/main turbine control circuitry . Description 
of long-term mod design schedule for implementation end. 

MILLS* L. M. Tennessee Valley Authority. 81/06/25. 2pp. 09138:292. 


8107240412 Ack receipt of 810619 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-259/81-12* 
50-260/81-12 It 50-296/81-12. 

LEWIS* R. C. Division of Resident & Reactor Project Inspection. 
81/07/OB. Ip. 09139:106. 


—8107240419 Responds to NRC 810526 ltr re violations noted in IE Insp 
Rept 50-259/81-12*50-260/81-12 It 50-296/81-12. Corrective 
actions: jumpers removed promptly & mgt informed of 
violation. Individual involved officially reprimanded. 

MILLS, L. M. Tennessee Valley Authority. 81/06/19. 5pp. 

09139: 107. 


8107210409 Forwards LER 81-029/03L-0. 

GREEN. H. J. Tennessee Valley Authority. 81/07/16. Ip. 09102:336. 


--B107210413 LER B1-029/03L-0: on 810621* flow bias loop A drifted high, 
affecting average power range monitors A* C & E & rod block 
monitor A. Caused by electronic failure of QE Model 563-02 
flow total izer. Flow totalizer replaced. 

HOLDER, G. Tennessee Valley Authority. Bl/07/16. 2pp. 09102:337. 


8107280273 Forwards LER 81-030/03L-0. 

GREEN, H. J. Tennessee Valley Authority. 81/07/21. Ip. 09173:145. 


— 8107280280 LER B1-030/03L-0: on 810629* while performing surveillance 
insp 4. 5. B. 1. D, valve 2-FCV-2-74-57 became inoperable* making 
Rl-F loop I inop erab le. Caused by geared limit finger base 
breaking off of operator. Finger base replaced. 

HOLDER, G. Tennessee Valley Authority. 81/07/21. 2pp. 09173:146. 


8107310385 Forwards LER 81-031/03L-0. 

GREEN, H. J. Tennessee Valley Authority. 81/07/22. Ip. 09220:092. 


—8107240428 Forwards IE Insp Repts 50-259/81-12*50-260/81-12 It 
50-296/81-12 on 010326-0427 It notices of violation & 
deviation. 

LEWIS, R. C. Division of Resident *< Reactor Project Inspection. 
81/05/26. 2pp. 09139: 112. 


— 8107240436 Notice of violation from insp on 810326-0427. 

* Division of Resident & Reactor Project Inspection. 81/05/26. 
2pp. 09139:114. 


— 8107240442 Notice of deviation from insp on 810326-0427. 

* Division of Resident !< Reactor Project Inspection. 81/05/26. 
Ip.' 09139:116. 


— 8107310393 LER 81-031 /03L-0: on 810701. RHR pump room cooler 3-A 
developed water leak. Caused by broken Sil'fos joint on 
1/4-inch vent line. Joint Tesoldered. 

HOLDER, G. Tennessee Valley Authority. 81/07/22. 2pp. 09220:093. 


8107310389 Forwards LER 81-034/03L-0. 

GREEN, H. J. Tennessee Valley Authority. 81/07/22. Ip. 09221:014. 


—8107310394 LER B1-034/03L-0: on 810630, RHR sve water 
were not in svc. Caused by removing B2 from tve to 
motor oil & tagging closed crosstie valve to unit 
FCV- 1-74 -100. Oil changed. 

HOLDER, G. Tennessee Valley Authority. 81/07/22. 


pumps B2, D-l & D- 
change 
1 , 

2pp. 09221:015, 


—8107240449 IE Insp Repts 50-259/81-12,50-260/81-12 St 50-296/81-12 on 
810326-0427. Noncompliance noted : fai lure to perform jet-pump 
surveillance test & to initiate potential LER St failure to 
provide cover for cable trays. 

SULLIVAN. R. F. , PAULK* G. , CHASE, J. W. Division of Resident St Reactor 
Project Inspection. 81/05/26. 9pp. 09139:117. 


8107270011 Forwards IE Circular 81-09, "Containment Effluent Water 
That Bypasses Radioactivity Monitor. " Licensee action is 
required. 

0 'REILLY* J. P. Region 2, Atlanta, Office of the Director <B1/03/01>. 
81/07/10. Ip. 09156:286. 


8107100317 Approves proposed programs for nondestructive testing of 
control Tod drive return line piping !< alternate insp 
interval* per NUREG-0619, pending review of thermal fatigue 
cracking in foreign reactors, in response to B10326 ltr. 

IPPOLITO* T. A. Operating Reactors Branch 2. 81/07/12. 2pp. 

09002: 137. 


8107240284 Forwards IE Info Notice 81-20, "Test Failures of Electrical 
Penetration Assemblies. " No licensee action or response is 
required. 

0 'REILLY* J. P. Region 2, Atlanta* Office of the Director <81/03/01). 
81/07/13. 4pp. 09148: 196. 


R. Periodic operating reports & related correspondence 


8107240050 Forwards monthly operating repts for June 1981. 
ABERCROMBIE, H. Tennessee Valley Authority. 81/07/10. Ip. 
09137:214. 


— 8107240051 Monthly operating repts for June 1981. 

THOMiT. Tennessee Valley Authority. 81/07/01. 45pp. 09137:215. 


S. Reportable occurrences, LERs & related correspondence 


8107200327 Forwards updated LER 81-010/03L-1. 

GREEN* H, J. Tennessee Valley Authority. 81/04/09. ip. 09070:212. 


—8107200328 Updated LER 81-01 0/03L-1: on 810306, during normal operation* 
output signal calibr SI 4. 1. B-2 was not performed as 
scheduled. Caused by personnel error. Personnel cautioned. 

* Tennessee Valley Authority. 81/04/09. 2pp. 09070:213. 

8107100107 Requests permission for 810630 It 0701 site visit to review 
LER BFRO-50— 260/81014 for BWR generic implications. LER 
described 810313 turbine trip caused by partially open 
equalizing valve on level instrument transmitter switch. 

IPPOLITO, T. A. Operating Reactors Branch 2. 81/06/24. 3pp. 

09001 : 309. 


DOCKET 50-261 H. B. ROBINSON PLANT, UNIT 2 


F. Security, medical, emergency & fire protection plans 


8107010472 Releases public version of info re installation St design of 
alert St notification sys. 

FELTON, J. M. Division of Rules and Records. 81/06/22. Ip. 

07806: 001. 


— 8107010475 Provides public version of info re installation & design c 
alert St notification sys within 10-mile emergency planning 
zone. Demographic considerations should be major factor in 
site selection process. 

UTLEY, E. E. Carolina Power Sc Light Co. 81/03/09. 6pp. 07806:001. 


8107020186 Releases public version of revision to radiological 
emergency plan for facility. 

FELTON, J. M. Division of Rules and Records. 81/06/24. Ip. 
07806: 001. 


— 8107020188 Forwards public version of Revision 1 to radiological 
emergency plan. 

UTLEY, E. E. Carolina Power St Light Co. 81/03/10. Ip. 07806:001. 


— 8107020189 Public version of Revision 1 to radiological emergency p la 
* Carolina Power St Light Co. 81/03/31. 24pp. 07806:001. 


8107130245 Releases state portion of public version of util 801231 
emergency plan (end to util B01230 transmittal ltT>. 

FELTON, J. M. Division of Rules and Records. 81/06/26. Ip. 
07806: 001. 


— 8107130248 Forwards public version of State of SC radiological 
emergency response plan. 

WISE, G. R , South Carolina, State of. 80/12/01. 2pp. 07806:001. 


—8107130254 Public version of State of SC radiological emergency 
response plan. 

* Carolina Power St Light Co. * South Carolina* State of. 
80/12/31. 1000pp. 07806:001. 


8107080260 Submits suppl to petition for exemption from certain 
requirements of 10CFR50. 48 St App R to 10CFR5O re fire 
protection. 

UTLEY, E. E. Carolina Power St Light Co. 81/06/30, 4pp. 08966:333. 


8107290002 Generic Ltr 81-27: requests that all emergency plans It 
implementing procedures be submitted w/pages marked to 
reflect privacy It proprietary matl. Info to ba deleted from 
previous documents should be requested by 810731. 

EXSENHUT* D, G. Division of Licensing. 81/07/09. 5pp. 09189:059. 
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8107280103 Notification of 810728 meeting w/util in Bethesda, MD to 
discuss request for exemption from App R re fire barriers. 
NEIGHBORS, D. Operating Reactors Branch 1. 81707/20. Ip. 

09180:060. 


8107290030 Requests info re station blackout (Unresolved Safety Issue 
A-44) . Questionnaire & LER documentation end. Reply 
requested within 120 days. 

VARGA, S. A. Operating Reactors Branch 1. 81/07/20. 15pp. 

09189: 170. 


— 8107290032 Forwards completed questionnaire re standby diesel 
generator units. 

UTLEY, E. E. Carolina Power & Light Co. 78/01/20. 3pp. 09189:185. 


8107310200 Forwards emergency planning info for placement in LPDR. W/o 
8107130245. 

SGUDER, J. L. Division of Rules and Records. 81/07/21. Ip. 
09222:331. 


8107310202 Forwards emergency planning info for placement in LPDR. W/o 
8107010475. 

SOUDER, J. L. Division of Rules and Records. 81/07/21. Ip, 

09222: 332. 


8107310610 Informs that requests from exemption to App R, Item III. H. 2, 
re temp level for unexposed side of cable penetration seals, 
warrants further NRC review. Schedule requirements for item 
suspended until final action is taken on request. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 

81/07/24. 3pp. 09223:045. 


8107290176 Summary of 810618 meeting w/util in Bethesda, MD re 
meteorological data collection sys requirements. 

NEIGHBORS, D. Operating Reactors Branch 1. 81/07/27. 6pp. 

09190: 356. 


G. Adjudicatory correspondence 


8107090291 Answer that petitioners do not object to NRC 810629 motion 
for leave to defer response to 810622 petition until 810731. 
Certificate of Svc end. 

REYNOLDS, N. S. Commonwealth Edison Co. REYNOLDS, N. S. Florida Power 
& Light Co. REYNOLDS, N. S. Iowa Electric Light & Power Co. 

81/07/07. 3pp. 08984:117. 


8107150424 Informs that applicant request for hearing on 810617 it 26 re 
environ qualification of safety-related equipment reviewed. 

Request held in abeyance for 90 days. Requests specific 
issues applicant intends to raise in proceeding. 

EISENHUT, D. G. Division of Licensing. 81/07/07. 3pp. 09049:121. 


8107150286 Requests that NRC notify N Reynolds that 810622 petition 
for extension of deadline for compliance w/CLI-80-21 has 
been retitled. Svc should be made of all subsequent papers on 
parties to proceeding, including UCS. 

WEISS, E. R. Harmon 8c Weiss. 81/07/10. 3pp. 09025:156. 


8107170136 Forwards order confirming licensee commitments on post-TMI 
related issues contained in NUREG-0737. 

VARGA, S. A. Operating Reactors Branch 1. 81/07/10. 2pp. 09062:335. 


— 8107170143 Order confirming licensee commitments on post-TMI related 
issues 8< NUREG-0737 requirements. 

EISENHUT, D. G. Division of Licensing. 81/07/10. 10pp. 09062:337. 


J. Insurance S< indemnity information 


8107230103 Forwards Endorsement 67 to ANI Policy NF-180. 

BARHAM, C. D. Carolina Power 8< Light Co. 81/07/15. 2pp. 09131:173. 


8107230241 Forwards Endorsement 54 to MAELU Policy MF-49. 

BARHAM, C. D. Carolina Power S< Light Co. 81/07/15. 2pp. 09129:236. 


P. Operating license stage documents 8c correspondence 


©107060517 Submits list of deficiencies identified during review of 
Westinghouse owners group submittal for TMI Action Plan Item 
I.C. 1, "Guidance for Evaluation 8c Development of Procedures 
for Transients 8c Accidents, " 

VARGA, S. A. Operating Reactors Branch 1. 81/06/10. 2pp. 08959:182. 


8107060111 Responds to 810505 request for concurrence w/util 
interpretation of "entire facility staff* in Tech Specs. 
Concurs w/ interpretation that includes some individuals in 
every job classification in facility staff. 

IPPOLITQ, T . A, Operating Reactors Branch 2. 81/06/23. 2pp. 

OB957: 308. ' 


8107070272 Forwards documentation 8c commitments for completion of items 
in MJREG-0737, "Clarification of TMI Action Plan 
Requirements." Includes listing of items to be completed by 
810701 & util commitment 8c position re items. 

UTLEY, E. E. Carolina Power 8c Light Co. 81/06/30. 6pp. 08938:203. 


8107140037 Advises of refund due re Class III amend fee, per 810430 
application for changes to surveillance requirements for 
ECCS motor operated va 1 ves. Ap p 1 i cat i on considered 
supplemental to 800926 application. 

MILLER, W. 0. License Fee Management Branch. 81/07/06. Ip. 

09029: 340. 


8107160131 Responds to 810617 ltr providing aproach for performing 
expanded study of station electric distribution sys voltage. 

Confirms info discussed in 810317 telcon. Item 1 should 
include info re starting of large non-Class IE motor. 

VARGA, S. A. Operating Reactors Branch 1. 81/07/06. 3pp. 09062:090. 


8107310055 Generic Ltr S1-23A to all licensees 8c CP holders, advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Reg ulation , per Generic Ltr 81-23, are unnecessary. 

EISENHUT, D. G. Division of Licensing. 81/07/06. 6pp. 09222:215. 


8107230195 Advises that review of TMI Action Plan Item II. K. 2. 19 
"Sequential Auxiliary Feedwater Flow Analysis," complete. No 
further action required. Item not applicable to Westinghouse 
or C-E designed NSSS w/inverted U-tube steam generators. 

VARGA. S. A. Operating Reactors Branch 1. 81/07/07. 2pp. 09136:362. 


8107160408 Application to amend License DPR-23, del egat ing some 
responsibilities of plant nuclear safety committee to 
designated members of plant mgt. 

UTLEY, E. E. Carolina Power 8c Light Co. 81/07/10. 2pp. 09034:028. 


— 8107160413 Proposed revised Tech Specs re delegation of some 
responsibilities of plant nuclear safety committee to 
designated members of plant mgt. 

* Carolina Power 8< Light Co. 81/07/10. 38pp. 09034:030. 


8107170136 Forwards order confirming licensee commitments on post-TMI 
related issues contained in NUREG-0737. 

VARGA, S. A. Operating Reactors Branch 1. 81/07/10. 2pp. 09062:335. 


— 8107170143 Order confirming licensee commitments on post-TMI related 
issues it NUREG-0737 requirements. 

EISENHUT, D. G. Division of Licensing. 81/07/10. 10pp. 09062:337. 


8107290005 Notification of 810728,29 8< 30 meetings w/B8<W, Westinghouse 8, 
C-E owners groups in Bethesda, MD to discuss thermal shock to 
reactor pressure vessel issue. 

VI5SING, G. Operating Reactors Branch 4. 81/07/20. 5pp. 091a9:127. 


8107290030 Requests info re station blackout (Unresolved Safety Issue 
A-44). Ques tionnaire S< LER documentation end. Reply 
requested within 120 days. 

VARGA, S. A. Operating Reactors Branch 1. 81/07/20. 15pp. 

09189: 170. 


— 8107290032 Forwards completed questi jnnaire re standby diesel 
generator units. 

UTLEY, E. E. Carolina Power 8< Light Co. 78/01/20. 3pp. 09189:185. 


Q. Inspection reports, IE Bulletins 8c correspondence 


8107150277 Forwards IE Circular 81-06, "Potential Deficiency Affecting 
Certain Foxboro 10 to 50 Milllampere Transmitters." No 
written response required, 

O'REILLY, U. P. Region 2, Atlanta, Office of the Director (81/03/01). 
81/04/14. Ip. 09033:333. 


8107240493 Submits supplemental response to IE Bulletin 80-21, "Valve 
Components Supplied by Malcolm Foundry Co, Inc. " No active 
safety-related valves cast by Malcolm in use at facility. 

FURR, B, J, Carolina Power 8< Light Co. 81/06/18. Ip. 09142:097. 


8107100138 Submits correction of commitment date erroneously supplied 
in 810617 response to NRC 810512 notice of violutio** 8< 
imposition of civil penelties & IE Insp Rept 50-261/81-10. 

Full compliance will be achieved by 810630. 

UTLEY, E. E. Carolina Power 8< Light Co. 81/06/30. Ip. 08991:108. 


8107240435 Forwards IE Insp Rept 50-261/81-16 on 81051 1-0610. No 
noncompliance noted. 

LEWIS, R. C. Division of Resident & Reactor Project Inspection. 
81/06/30. 2pp. 09142:003. 
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— 8107240441 IE Insp Rept 50-261/81-16 on 81051 1-0610. No noncompliance 
noted. Major areas inspected: site survey, TMI action plan 
requirements* GA practi ces* outstand ing items review & plant 
tour. 

WEISE, S. * JULIAN* C. A. Division of Resident & Reactor Project 
Inspection. 81/06/25. 7pp. 09142:005. 


8107210200 Requests confirmation by 810724 that means have been 
established for alerting & instructing public within plume 
exposure emergency planning zone in event of emergency. per 
10CFR50* Ap p E requirement. 

KEPPLER* J. G. Region 3* Chicago* Office of the Director (81/03/01) 
81/07/01, 2pp. 09102:071. 


8107140755 Requests further identification of specific refs in util 
responses to IE Bulletin 79-01B* "Environ Qualification of 
Class IE Equipment. " 

VARGA* S. A. Operating Reactors Branch 1. 81/07/06. 2pp. 09031:359. 


8107290002 Generic Ltr 81-27: requests that all emergency plans & 
implementing procedures be submitted w/pages marked to 
reflect privacy & proprietary matl.Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT* D. G. Division of Licensing. 81/07/09. 5pp. 09189:059. 


8107240231 Ack receipt of 810626 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-261/81-15. 

LEWIS* R. C. Division of Resident & Reactor Project Inspection. 
81/07/07. Ip. 09140:143. 


— 8107240235 Responds to NRC 810601 ltr re violations noted in IE Insp 
Rept 50-261/81-15. Corrective actions: radiation & chemistry 
technicians will rept equipment malfunctions to foreman for 
followup action. 

FURR.B. J. Carolina Power & Light Co. 81/06/26. 5pp. 09140:144. 


—8107240239 Forwards IE Insp Rept 50-261/81-15 on 81041 1-0510* notice of 
violation & notice of deviation. 

LEWIS* R. C. Division of Resident & Reactor Project Inspection. 
81/06/01. 2pp. 09140:149. 


— 8107240242 Notice of violation from insp on 810411-0510. 

* Division of Resident Sc Reactor Project Inspection. 81/06/01. 
2pp. 09140:151. 


8107200362 Advises that licensees must submit three copies of emergency 
p Ians* proc edures & revisions to NRC regional ofc.All copies 
should be sent to Region 3 incident response ctr. 

KEPPLER* J. G. Region 3* Chicago* Office of the Director (81/03/01). 
81/07/10. 2pp. 09070:215. 


8107220362 Denies 810226 St 0512 requests for exemption from emergency 
lighting requirements. Cites failure to demonstrate that 
postulated fire could not cause lighting loss elsewhere, 
thereby disabling components needed for safe plant shutdown. 

NOVAK* T. M. Assistant Director for Operating Reactors. 81/07/13. 
2pp. 09125:264. 


8107290229 Forwards emergency planning info for placement in LPDR. W/o 
8106290433. 

SQUDER.J. L. Division of Rules and Records. 81/07/16. Ip. 

09206: 231. 


G. Adjudicatory correspondence 


— 8107240243 Notice of deviation from insp on 810411-0510. 

* Division of Resident & Reactor Project Inspection. 81/06/01. 
Ip. 09140:153. 


—8107240245 IE Insp Rept 50-261/81-15 on 81041 1-0510. None omp 1 ianc e 
noted: switch for two isolation valves taped open for 
sampling. Valve unable to respond automatically to Isolation 
signal. 

WEISE, S. * DONAT* T. , TAYLOR* P. Division of Resident & Reactor 
Project Inspection. 81/05/26. 14pp. 09140: 154. 


8107090291 Answer that petitioners do not object to NRC 810629 motion 
for leave to defer response to 810622 petition until 810731. 
Certificate of Svc end. 

REYNDLD8, N. S. Commonwealth Edison Co. 81/07/07, 3pp. 08984:117. 


8107150286 Requests that NRC notify N Reynolds that 810622 petition 
for extension of deadline for compliance w/CLI-80-21 has 
been retitled. Svc should be made of all subsequent papers on 
parties to proceeding. including UCS. 

WEISS* E. R. Harmon & Weiss. 81/07/10. 3pp. 09025:156, 


8107270011 Forwards IE Circular 81-09, "Containment Effluent Water 
That Bypasses Rad ioac tivi ty Monitor. " Licensee action is 
required. 

O'REILLY. J. P. Region 2* Atlanta* Office of the Director (81/03/01). 
81/07/10. Ip. 09156:286. 


8107240284 Forwards IE Info Notice 81-20. "Test Failures of Electrical 
Penetration Assemblies." No licensee action or response is 
required. 

0 'REILLY* J. P. Region 2. Atlanta, Office of the Director (81/03/01). 
81/07/13. 4pp. 09148:196. 


R. Periodic operating reports & related correspondence 


8107200231 Forwards monthly operating rept for June 1981. 

STARKEY, R. B. Carolina Power & Light Co. Bl/07/08. Ip. 09077:025. 


— 8107200234 Monthly operating rept for June 1981. 

WATFORD, M. Carolina Power & Light Co. 81/07/01. 4pp. 09077:026. 


8107290083 Forwards order confirming licensee commitments to post-TMI 
related requirements of NUREG-0737. based on util 801114. 

1215*810130 & 0323 1 tr s, Ex p 1 i c i t statements of requirements 
set forth in attachment to order. 

1PP0LITD* T. A. Operating Reactors Branch 2. 81/07/10. 2pp. 

09189:311. 


— 8107290085 Order confirming licensee commitments re post-TMI related 
issues set forth in NUREG-0737. Licensee must comply w/encl 
specified items within 30 days. 

EISENHUT, D. G. Division of Licensing. 81/07/10. 10pp. 09189:313. 


P. Operating license stage documents & correspondence 


8107310298 Forwards safety evaluation re licensee responses to 7B0B29 8 
800110 Generic Ltr 81-24* Multi-Plant Issue B-56»re control 
rod failure to fully insert. Maint problem can be corrected 
by control rod drive overhaul during outage. 

EISENHUT, D. G. Division of Licensing. 81/06/15. Ip. 09222:357. 


S. Reportable occurrences* LERs & related correspondence 


8107280288 Forwards LER 81-01 7/03L-0. 

STARKEY, R. B. Carolina Power & Light Co. 81/07/16. Ip. 09178:001. 


<8107280300 LER 81-017/03L-0: on 810619* auxiliary feedwater pump A 
tripped on low discharge pressure. Caused by improper 
throttle setting of discharge valve. Valve repositioned. 

COX* H. T. Carolina Power & Light Co. 81/07/16. 3pp. 09178:002. 


8107020321 Submits results of comparision of facility to guidelines of 
Reg Guide 1. 139 re resolution of Task A-31 concerning RHR 
shutdown r equirements. Forwards GE evaluations for HPCI 
failure or RHR shutdown cooling failure. 

MAYER, L, 0. Northern States Power Co. 81/06/24. 2pp. 08950:056. 


—8107020324 "RHR Evaluations for HPCI Failure or RHR Shutdown Cooling 
Failure for Monticello Nuclear Generating Plant. " 

BRANDON, R. J. , GRIDLEY* R. L. General Electric Co. 81/04/30. 32pp. 

08950: 058. 


DOCKET 50-263 MONTICELLO NUCLEAR GENERATING PLANT 


F. Security* medical* emergency St fire protection plans 


8107170250 Requests info on logistic support available at licensed 
activity sites prior to implementation of nationwide 
emergency notification sys. Coordination of actions to 
upgrade sys w/telecommunication planning personnel proposed, 
KEPPLER* J. G. Region 3* Chicago* Office of the Director (81/03/01). 
81/06/19. 7pp. 09058:213. 


8107010235 Submits addl info re adequacy of station electric 
distribution sys voltages* in response to 810505 ltr. 

MAYER* L. 0. Northern States Power Co. 81/06/25. 2pp. 08909:361. 


8107100240 Forwards MI-LR-81-02* "Mark I Plant Containment Mod Status 
Summary, " info provided for all Mark I plants except Hope 
Creek & Oyster Creek. Hope Creek not yet operating. Oyster 
Creek will be providing info separately. 

STARK, S. J. General Electric Co. 81/06/29. Ip. 08995:166. 


— 8107100285 "Mark I Plant Containment Mod Status Summary. " 

* General Electric Operating Plant Owners Group. MI-LR-81-02. 
81/06/29. 116pp. 08995:167. 
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810714009r 3 Forwards Amend 7 to License DPR-22 it notice of issuance 
it avail abi lity. Amitnd revises Tech Specs to incorporate 
limiting conditions for operation & surveillance 
requir aments re f i re protection mods. 

IPPCLI TO, T. A. Ope rating Reactors Branch 2. 81/06/30. 3pp. 

09031'. 133. 


— B 107 140105 Amend 7 to License DPR-22, revising Tech Specs to 
incorporate limiting conditions for operation, surveillance 
r equiremvnt* re fire protection mods & to clarify 
requirements re access to certain high radiation areas. 
IPPOLITO, T. A. Operating Reactors Branch 2. 81/06/30. 17pp. 

09031: 136. 


— f J1071401 16 Notice of issuance it availability of Amend 7 to License 
DPR -22. 

IPPOLITO* T. A. Operating Reactors Branch 2. 81/06/30. 2pp. 

09031:153. 


'31071X190 Forwards insrrvice insp program tablet identifying ASHE 
Class 1 St 2 sys w/pressure boundary piping matl designated 
nonconforming, per NURE(3-0313. Revision 1* in response to 
Generic Ltr 81-04 . Proposed Tech Spec changes end. 

MAYER, L. 0. Northern States Power Co. Bl/07/06. 15pp. 08992:340. 


— 8107100191 Proposed revised Tech Spec Pages 2-1 - 2-10 reflecting 
NURE0-0313 recommendations. 

* Northern States Power Co. 81/07/06. 20pp. 08992:333. 


8107140476 Submit;* info in response to documentation requirements of 
NUREG-0737, Items II. B. 1, II. D. 1 St 1 1. K. 3. 23. A1 1 reactor vent 
sys are saf etyj-grade, per requirements accepted at time of 
plant licensing. 

MAYER, L. 0. Northern States Power Co. 81/07/06. 4pp. 09022:281. 


8107310033 Generic Ltr 81-23A to all licensees it CP holders, advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation, per Generic Ltr 81-23, are unnecessary. 

EISENHUT, D. G. Division of Licensing. 81/07/06. 6pp. 09222:215. 


8107140333 Nlotif ication of 810804 meeting w/uti 1, GE, Nutech it Newport 
News Industrial in Bethesda.MD to discuss proposed 
Implementation of NUREG-0619 requirements per 810128 ltr. 

ECCLESTONj, K. Operating Reactors Branch 2. 81/07/08. 2pp. 

09030: llfa. 


810729008: 3 Forwards order confirming licensee commitments to post-TMI 
related requirements of NUREG-0737, based on util 801114, 

1213,81.0130 it 0323 ltrs. Exp 1 icit statements of requirements 
set foirth in attachment to order. 

IPPCLI To, T.A. Operating Reactors Branch 2. 81/07/10. 2pp. 

09189: 311. 


•8107290083 Order confirming licensee commitments re post-TMI related 
issues set forth in NUREG-0737. License* must comply w/encl 
specified items within 30 days. 

EIS'ENHUTiD. G. Division of Licensing. 81/07/10. 10pp. 09189:313. 


81072U0384 Advises of delays in submittal responding to NRC 801222 ltr 
re contr ol of heavy loads. New target date for 6-month 
submittal is 810930. 

MA.YER, L. IQ. Northern States Power Co. 81/07/13. ip. 09104:061. 


8107240580 Forwards NRC evaluation of BWR owners group responses to 
NURE©-07'37, Item II. K. 3. 46, "Michelson Concerns." Item 
considered complete. Distribution list end. 

IPPOLITO, T. A. Operating Reactors Branch 2. 81/07/13. 9pp. 

09147: 327. 


G. Inspection reports, IE Bulletins & correspondence 


8107160380 Responds to IE Bulletin 80-06, "Engineered Safety Feature 
(ESF) Reset Controls. " Recirculation pump discharge bypass 
valve MiD 2-54B will be tested during Fall 1981 maint outage. 

Design (change will be pursued. 

GILBERTS, D. E. Northern States Power Co. 81/06/11. 2pp. 09041:079. 


81071407141 Forward* IE Insp Rapt 30-263/81-11 on 810608-11. No 
noncompl lance noted. 

HIND, J. A. Division of Emergency Preparedness & Operational Support. 
Bl/07/01. 2pp. 09017:210. 


8107140750 IE Insp Rept 30-263/81-11 on 81060B-ll.No noncomplianc* 
noted. IMajor areas Inspected: QC program of analytical 
measurements including internal audit practice*. 

JANU8K.A, A. , OESTMANN* M. J. , SCHUMACHER, M. Independent Measurements 
fc Environmental Protection Section. 81/07/02. 7pp. 09017:212. 


81071X190 Forwards inservice insp program tables identifying ASME 
Class 1 & 2 sys w/pressure boundary piping matl designated 
nonconforming, per NUREG-0313, Revision 1, in response to 
Generic Ltr 81-04. Proposed Tech Spec changes end. 

MAYER, L. 0. Northern States Power Co. 81/07/06. 15pp. 08992:340. 


8107100191 Proposed revised Tech Spec Pages 2-1 - 2-10 reflecting 
NUREG-0313 recommendations. 

* Northern States Power Co. 81/07/06. 20pp. 08992:355. 


8107240306 Advises that IE Info Notice 81-19, "Lost Parts in Primary 
Coolant Sys," was forwarded to listed utils. 

* Region 3, Chicago, Office of the Director <81/03/01). 81/07/06. 

Ip. 09148:203. 


81072X402 Notifies that IE Info Notice 81-19, "Lost Parts in Primary 
Coolant Sys," was sent to listed utils on 810706. 

CARROLL, D. E. Word Processing it Document Control Section. 81/07/07. 
2pp. 09073:323. 


81071X107 Advises that IE Circular 81-09, "Containment Effluent Wate-r 
That Bypasses Radioactivity Monitor," was sent to listed 
licensees on B10710. 

CARROLL, D. E. Word Processing it Document Control Section. 81/07/1,0. 
2pp. 09026:026. 


8107170236 Advises that IE Info Notice 81-20, "Test Failures of 
Electrical Penetration Assemblies," was sent to listed utils 
on 810713. 

CARROLL, D. E. Word Processing & Document Control Section. 81/07/13. 
2pp. 09031:028. 


81072X188 Forwards "IE Bulletin 79-14, "Safety-Related Piping, fiys Phase 
2 Inaccessible Piping Insp Rept." per request of Northern 
States Power Co. 

ARTERBURN, J. R. Nuclear Technology, Inc. (Nutech). 81/07/14. Ip. 
09076: 236. 


— B107200196 "IE Bulletin 79-14, Saf ety-Related Piping Sys, Phase 2 
Inaccessible Piping Insp Rept." 

WIEDERSTEIN, G. , VOGEL, T. N. , ARTERBURN, J. R. Nuclear Technology. 
Inc. (Nutech). NSP-37-061. 81/07/31. 27pp. 09076: 2‘ 57. 


8107230017 Forwards "IE Bulletin 79-14, Saf ety-Related Pip ing Sys, Phase 
2, Inaccess ib le Piping Insp Rept." 

ARTERBURN, J. R. Nuclear Technology, Inc. (Nutech). 81/07/14. Ip. 
09130: 299. 


—8107230022 "IE Bulletin 79-14, Saf ety-Related Piping 'Sys, Phase 2. 
Inaccessible Piping Insp Rept." 

WIEDERBTEIN, G. , VOGEL, T. N. , ARTERBURN, J. R. Nude, ar Technology, 
Inc. (Nutech). NSP-37-061 R01. 01/07/31. 27pp. 09130:300. 


8107240213 Forwards IE Insp Rept 30-263/81-09 on 810 501-31. No 
noncomplianc* noted. 

HEI9HMAN, R . F. Division of Resident it Project Inspection. 81/07/14. 
2pp. 09139:280. 


— 810724021B IE Insp Rept 30-263/81-09 on 810501-r31. No noncomp 1 iance 
noted. Major areas inspected: routine operation s, logs it 
records, onsite review it audit, operations committee meetings 
Sc routine refueling shutdown Sc startup. 

BROWN, C. H. , MADISON, A. L. , LITTLE, W. S. React or Projects Section 2C. 
81/07/13. 6pp. 09139:282. 


8107170243 Advises that IE Info Notice 81-20, "Test Failures of 
Electrical Penetration Assemblies, " was formarded to 
listed licensees. 

* Region 3, Chicago, Office of the Director (81/03/01). 81/07/15. 

Ip. 09031:001. 


8107170231 Advises that IE Circular 81-09. "Containment Effluent Water 
That Bypasses Radioactivity Monitor," wav, forwarded to 
listed licensees. 

* Region 3, Chicago, Office of the Director (81/03/01). 81/07/13. 

Ip. 09038:209. 


81033X402 IE Info Notice 81-21, "Potential Loss of Direct Access to 
Ultimate Heat Sink. " 

* Director's Office, Office of Inspection and Enforcement. 
81/07/21. 3pp. 09162:348. 


8107270246 Advises that IE Info Notice 81-21, "Potential Loss of Direct 
Access to Ultimate Heat Sink," was pent to listed licensees 
on 810721. 

CARROLL, D. E. Word Processing it Document Control Section. 81/07/21. 
2pp. 09160:112. 
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8107270218 Advises that IE Circular 81-12, "Inadequate Periodic Test 
Procedure of PWR Protection Sys, " was sent to listed 
licensees on B10722. 

CARROLL, D. E. Word Processing it Document Control Section. 81/07/22. 
2pp. 09160:131. 


8107270253 Advises that IE Circular 81-12, "Inadequate Periodic Test 
Procedure of PWR Protection Sys, " was sent to listed 
licensees. 

* Region 3, Chicago, Office of the Director <81/03/01). 81/07/24. 

Ip. 09160: 107. 


81' 07280196 Notifies that IE Circular 81-11, "Inadequate Decay Heat 
Removal During Reactor Shutdown, " was sent to licensees on 
H 10724. 

C ARROLL, D. E. Word Processing & Document Control Section. 81/07/24. 
2t?p. 09169:010. 


81071280626 Advises that IE Circular 81-11, "Inadequate Decay Heat 
Rem oval During Reactor Shutdown, " has been forwarded to 
lis ted licensees. 

* fi’egion 3, Chicago, Office of the Director (81/03/01). 81/07/24. 

Ip. 09181:001. 


R. Periodic operating reports & related correspondence 


810714052*4 Forwards monthly operating rept for June 1981. 

MAYER, L. 0. Northern States Power Co. 81/07/10. Ip. 09024:012. 


— 810714052*8 Monthly operating rept for June 1981. 

MYRABO, , A. L. Northern States Power Co, 81/07/02. 4pp. 09024:013. 


S. Reportable? occurrences, LERs & related correspondence 


8106010419 Par t 21 rept re failure of GA Co instrument cable to meet 
IEEE temp requirements, initially reported on 810512. 

Defective mat 1 was supplied by Rockbestos Corp. Each user 
should evaluate installation. User list end. 

RICKARD, C. L. General Atomic Co. (subs, of Gulf Oil Co.). Bl/05/15. 

4pp. 08663:00 8. 


8107070371 Forwards LER B1-016/01T-0. 

MAYER, L. 0. Nort hern States Power Co. 81/06/29. ip. 08942:177. 


— 8107070374 LER 81 -016/01T-0: on 810615, testing indicated low voltage on 
250 volt dc bat> tery . Caused by installation of temporary 
battery charger, allowing battery to d ischarge. Battery 
recharged it temporary charger removed. Per sonnel instructed. 

PUDLICK, L. North ern States Power Co. 81/06/29. Ip. 0B942: 200. 


8107240174 Forwards LE 7 .R 81-017/03L-0. 

MAYER. L. 0. Northern States Power Co. 81/07/16. Ip. 09139:235, 


— 8107240178 LER 81-017. '03L-0: on 810617, cracks discovered on 4-inch it 
1-inch reactor water cleanup heat exchanger piping, at 
connection to heat exchanger. Caused by poor fit-up it welding 
due to 3-inch slag li ne near root of weld. 

THJRMAN, P.S. Norther n States Power Co. 81/07/16. Ip. 09139:236. 


8107280174 Forwards LER 81- -018/03L-0. 

MAYER, L. 0. Northern Stat-es Power Co. 81/07/20. Ip. 09172:265. 


on 810620, reactor water cleanup sys was 
naint w/discharge isolation valve 
used by torque switch failure, 
ed & sys returned to svc. 
wer Co. 81/07/20. Ip. 09172:266. 


UNIT 2 


s ire protection plans 


- support available at licensed 
tion of nationwide 
*tion of action* to 
nning personnel proposed, 
fice of the Director (81/03/01). 


— 8107010493 Public version of Revision 2 to emergency plan annex, 
consisting of index page & Table GCA 5-7. 
a Commonwealth Edison Co. 81/04/30. 2pp. 07806 : 001. 


8107100023 Releases public version of info booklets for revised 
emergency plan. 

FELTON, J. M. Division of Rules and Records. 81/06/126. Ip. 


— 8107100028 Forwards public version of info booklets for revised 
emergency plan. 

CHANEY, V. L. Commonwealth Edison Co. 81/03/31. Up. 


— 8107100036 Public version of ltr summarizing major changes in util 
Apr 1981 revision of emergency plan. Offsite enter giency 
response organization has been restructured. Major changes 
in director positions are listed. 

GOLDEN, J.C. Commonwealth Edison Co. 81/03/27. 2pp. 


— 8107100041 Public version of info booklets for r'eviv>ed emergency pla 
* Commonwealth Edison Co. 81/03/31. 26pp. 


8107210200 Requests confirmation by 810724 that mieans have been 
established for alerting it instructing public within plume 
exposure emergency planning zone in event of em ergenct j, per 
10CFR50, App E requirement. 

KEPPLER, J. G. Region 3, Chicago, Office of the Director (81/03/01) 
81/07/01. 2pp. 09102:071. 


8107130012 Releases public version of revision to emergency plan 
procedures for facility. 

FELTON, J.M, Division of Rules and Records. Bl/07/02. Ip. 
07806: 001. 


— 8107130014 Forwards public version of Revision 3 to Emergtency Plan 
Procedures QEP 530-0, "Exercise it Drills" it QEP 530-2, 

"Emergency Drills. " 

* Commonwealth Edison Co. 81/06/08. Ip. 07806:001. 


— 8107130016 Public version of Revision 3 to Emergency Plan Procedures 
QEP 530-0, "Exercises it Drills" it QEP 530-2, "Emergency 
Drills. " 

* Commonwealth Edison Co. 81/06/08. 9pp. 07806:001. 


8107210148 Forwards questionnaire requesting info on reliability of 
standby diesel generator units for use in analysis of 
Unresolved Safety Issue A-44 re station b lac k out. Response 
due within 90 days. 

IPPQLITO, T. A. Operating Reactors Branch 2. 81/07/09. 27pp. 

09108: 001. 


8107290002 Generic Ltr 81-27: requests that all emergency plans & 
implementing procedures be submitted w/pages marked to 
reflect privacy it proprietary mati. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT , D. G. Division of Licensing. 81/07/09. Spp. 091 B 9 :O 5 9. 


8107200362 Advises that licensees must submit three copies of emer 9 ttn> 
plans, procedures & revisions to NRC regional ofc. All copies 
should be sent to Region 3 incident response ctr. 

■KEPPLER, J. G. Region 3, Chicago, Office of the Director (81/03/01). 
81/07/10. 2pp. 09070:215. 


8107290236 Requests info re station blackout, address ing Unresolvwd 
Safety Issue A-44. Quest ionnaire & LER documentation end. 
IPPQLITO, T. A. Operating Reactors Branch 2. 81/07/17. 20pp. 

09206: 289. 


8107310215 Forwards emergency planning info for placement in LPDR. W/o 
8107010492. 

SOUDER, J. L, Division of Rules and Records. 81/07/21. Ip. 

09222: 308. 


G. Adjudicatory correspondence 


8107080274 Withdraws licensee objections to Quad-City Alliance for* S» 
Energy it Survival, Citizens for Safe Energy & Older Americans 
for Elderly Rights standing to intervene. Requests prehearing 
conference re contested contentions. Related correspondence. 
FITZGIBBONS, R. Itham, Lincoln & Beale. FITZGIBBONS, R. Commonuiaal 
Edison Co. 81/06/29. 2pp. 08973:279. 


revision to emergency plan annex 
I'ecords. 81/06/24. Ip. 


8107080341 Requests info re procedure to intervene. Util is attempt* Ing 
to block intervention. 

SMITH, J. S. Affiliation Unknown. 81/06/30. 2pp. 08972:116. 


if Revision 2 to emergency plan 
:o. 81/05/08. Ip. 07806:001. 


8107090223 Notice of appearance in proceeding. Certificate of Svc * r *cl 
BLUME, M. B. Antitrust Division. 81/07/07, 2pp. 08983:277. 
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8107090291 Answer that petitioners do not object to NRC 810629 motion 
for leave to defer response to 810622 petition until 810731. 
Certificate of Svc end. 

REYNOLDS* N. S. Commonwealth Edison Co. REYNOLDS; N. S. Washington 
Public Power Supply System. REYNOLDS. N. S. Wisconsin Electric Power 
Co. 81/07/07. 3pp. 08984:117. 


8107100240 Forwards MI-LR-81-02, "Mark I Plant Containment Mod Status 
Summary. " Info provided for all Mark I plants except Hope 
Creek i Oyster Creek. Hope Creek not yet operating. Oyster 
Creek will be providing info separately. 

STARK, S. J. General Electric Co. 81/06/29. Ip. 08995:166. 


8107160036 Discusses applicant request for 810615 hearing re environ 
qualification of safety— related equipment. Requests issues 
applicant intends to raise in proceeding. NRC available for 
meeting prior to 810707-10 meeting w/all licensees. 

EISENHUT. D. G. Division of Licensing. 81/07/07, 3pp. 09061:252. 


8107150286 Requests that NRC notify N Reynolds that 810622 petition 
for extension of deadline for compliance w/CLI-80-21 has 
been retitled. Svc should be made of all subsequent papers on 
parties to proceeding, including UCS. 

WEISS. E. R. Harmon «c Weiss. 81/07/10. 3pp. 09025:156. 


8107280384 Order scheduling 810930 special prehearing conference in 
Rock Island. IL to rule on petitions to intervene 8c 
contentions being advanced by petitioners. 

KELLY. J. L. Atomic Safety and Licensing Board Panel. 81/07/24. Ip. 
09175: 117. 


H. General correspondence 


—8107100285 "Mark I Plant Containment Mod Status Summary. " 

# General Electric Operating Plant Owners Gtoup. MI-LR-81-02. 
81/06/29. 116pp. 08995:167. 


8107060425 Application for amends to Licenses DPR-19; DPR-25. DPR-29 8c 
DPR-30, allowing continued operation w/recirculation loop 
out-of— svc during maint 8c providing permanent OL provisions 
allowing restricted operation. 

DELGEORGE, L. 0. Commonwealth Edison Co. 81/06/30. 4pp. 08920:027. 


8107090210 Forwards responses to NUREG-0737 items, includ ing RCS vents, 
relief/safety value test requirements, auxiliary feedwater 
sys evaluati on/automatic initiation 8c flow indication 8< 
dedicated hydrogen penetration. 

DELGEORGE, L. 0. Commonwealth Edison Co. 81/07/01. 37pp. 08983:290. 


8107140407 Forwards list of changes, tests 8c experiments completed 
during June 1981. Safety evaluation summary is being 
reported per 10CFR50. 59. 

KALIVIANAKIS, N. Commonwealth Edison Co. 81/07/01. 2pp. 09013:315. 


8107090293 Opposes increase of spent fuel storage capacity. 

COLQNNESE, L. M. Affiliation Unknown. 81/06/11. Ip. 08984:223. 


8107200469 Informs that LO DelGeorge named Director of Nuclear 
Licensing 8c replaces JS Abel as principal correspondent for 
NRC communications on all facilities. 

TRAMI, T.R. Commonwealth Edison Co. 81/07/13. Ip. 09068:001. 


8107080411 Forwards addl commitments to TMI Action Plan Items II. B. 4. 

I II. D. 3. 4, II. K. 3. 29 8c II. F. 2, per NRC 810701 request. 

DELGEORGE, L. 0. Commonwealth Edison Co. 81/07/02. 4pp. 08973:073. 


8107100194 Forwards info inadvertently omitted from 810602 revised 
response to NRC questions re containment vent 8c purge valve 
operab il ity. 

RAUSCH, T. J. Commonwealth Edison Co. 81/07/06. 16pp. 08994:313. 


P. Operating license stage documents 8« correspondence 


B 1073 10298 Forwards safety evaluation re licensee responses to 780829 8c 
800110 Generic Ltr 81-24, Multi-Plant Issue B-56, re control 
rod failure to fully insert. Maint problem can be corrected 
by control rod drive overhaul during outage. 

EISENHUT, D. G. Division of Licensing. 81/06/15. ip. 09222:357. 


8107140796 Forwards request for addl info re review of 810326 
application for expanding spent fuel storage capacity. 
IPPOLITQ, T. A. Operating Reactors Branch 2. 81/06/17. 3pp. 

09032: 112. 


8107060173 Forwards Revision 1 to "Spent Fuel Pool Mod for Increased 
Storage Capacity" re "Licensing Rept on High Density Spent 
Fuel Racks. " 

RAUSCH, T.J. Commonwealth Edison Co. 81/06/24. Ip. 08889:263. 


8107310055 Generic Ltr 81-23A to all licensees 8< CP holders, advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation, per Generic Ltr 81-23, are unnecessary. 

EISENHUT, D. G. Division of Licensing. 81/07/06. 6pp. 09222:215. 


8107140437 Submits response to Generic Ltr 81-04 re implementation of 
NUREG-0313, Revision 1 re pressure boundary p iping. Increased 
insp 8c leakage detection requirements are not warranted. 

Inservice insp program adequately ensures safe operation. 

DELGEORGE, L. 0. Commonwealth Edison Co. 81/07/07. 3pp. 09013:222. 


8107210157 Forwards Amends 63,54.73 8< 66 to Licenses DPR-19, DPR-25, 
DPR-29 8c DPR-30, respectively, safety evaluation 8< notice of 
issuance 8< availabi lity. Amends authorize operation w/one 
recirculation pump out of svc. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 81/07/09. 2pp. 

09106: 163. 


—8107060177 Revision i to "Spent Fuel Pool Mod for Increased Storage 
Capacity" re "Licensing Rept on High Density Spent Fuel 
Racks. " 

* Joseph Oat Corp. 81/06/30. 101pp. 08089:265. 


8107140851 Forwards Amends 62,34,53.72 8t 65 to Licenses DPR-19, DPR-2. 
DPR-25. DPR-29 8c DPR-30, respect ively, safety evaluation 8c 
notice of issuance 8c eveilabil ity. Amend revises Tech Spec to 
clarify term operable. 

IPPOLITQ; T. A. Operating Reactors Branch 2. 81/06/25. 3pp. 

09028: 272. 


—8107210166 Amends 63,54,73 8c 66 to Licenses DPR-19, DPR-25. DPR-29 8c 
DPR-30, respectively, authorizing operation w/one 
recirculation pump out of svc. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 81/07/09. 8pp. 

09106: 165. 


— 8107210174 Safety evaluation supporting Amends 63,54,73 8c 66 to 
Licenses DPR-19, DPR-25, DPR-29 8c DPR-30, respectively . 

* Office of Nuclear Reactor Regulation. Director. 8i/07/09. 5pp. 
09106: 173. 


—8107140860 Amends 62.34,53,72 8c 65 to Licenses DPR-19, DPR-2, DPR-25. 
DPR-29 8c DPR-30, respectively, revising Tich Specs to clarify 
term operable re single failure criterion for safety sys. 
CRUTCHFIELD. D. Operating Reactors Branch 5. 81/06/25. 63pp. 

09028: 275. 


—8107140872 Safety evaluation supporting Amends 62,34,53,72 8c 65 to 
Licenses DPR-19, DPR-2, DPR-25, DPR-29 8c DPR-30, respectively . 

* Office of Nuclear Reactor Regulation, Director. 81/06/25. 3pp. 
09028: 336. 


— 8107210177 Notice of issuance 8c availability of Amends 63,54,73 8c 66 to 
Licenses DPR-19, DPR-25, DPR-29 8c DPR-30, respectively . 

CRUTCHFIELD, D. Operating Reactors Branch 5. 81/07/09. 2pp. 

09106: 178. 


8107200020 Forwards evaluation of BWR owners group generic response to 
TMI Action Plan Item II. K. 3. 46 (Michelson concerns). Item 
considered complete for facilities. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 81/07/iO. 9pp. 

09079: 087. 


—8107140879 Notice of issuance 8c availability of Amends 62,34,53,72 8< 65 
to Licenses DPR-19, DPR-2, DPR-25, DPR-29 8c DPR-30. 
respectively. 

IPPQLITO, T. A. Operating Reactors Branch 2. 81/06/25. 2pp. 

09028: 339. 


8107070423 Forwards revised Pages 1-7,1-33,1-37 8c i-40 to CE-l-A, QA 
Program, Revision 17. W/o Pages 1-7,1-37 8c 1-40. 

TRAMi, T. R. Commonwealth Edison Co. 81/06/26. Ip. 08950:038. 


8107240584 Forwards NRC order confirming util commitments to implement 
NUREG-0737 requ irements, per util 801215 8c 31,810123 8c 30, 

0224 8c 27,0317,0401 8c 10 8c 13,0501 8c 0501 8c 0702 ltrs. 

Implementation should proceed per util schedule. W/o end. 

IPPOLITO, T. A. Operating Reactors Branch 2. 81/07/10. Ip. 

09147: 337. 


8107140577 Forwards Revision 18 to CE-l-A, QA program. Revision clarifies 
procurement of saf ety-related metis, parts, equipment, 
components 8c items. 

SWARTZ, E. D. Commonwealth Edison Co. 81/07/12. Ip. 09023:352. 
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— 8107140590 Revision 18 to QA program for facility. 

* Commonwealth Edison Co. CE-l-A R18. 81/07/12. 5pp. 

09023: 353. 


8107230358 Discusses NRC acceptance review of Revision 17 to CE-l-A. 
QA program for nuclear generating stations. Revision 
incorporates organizational changes. Rept acceptable. 

HA ASS. W, P. Quality Assurance Branch. 81/07/14. 2pp. 09145:172. 


8107220120 Application for amend of Licenses DPR-29 & DPR-30. submitted 
as proposed revisions to App B Tech Specs to correspond 
w/encl NPDES Permit IL0005037. 

RAUSCH. T. J. Commonwealth Edison Co. 81/07/16. 9pp. 09119:248. 


— 8107220121 Proposed App B Tech Specs re sampling & monitoring for 
chemical & thermal effluents including Section El. 2/3. 3 for 
fish impingement. 

* Commonwealth Edison Co. 81/07/16. 22pp. 09119:257. 


8107290153 Forwards corrected pages to Amends 72 St 65 to DPR-29 it 
DPR-30. respectively. 

IPPOLITO. T. A. Operating Reactors Branch 2. 81/07/17. 2pp. 

09190: 316. 


— 8107290154 Corrected pages to Amends 72 it 65 to DPR-29 it DPR-30. 
respectively. 

* Operating Reactors Branch 2. 81/07/17. 4pp. 09190:318. 


8107290236 Requests info to station b lackout. addressing Unresolved 
Safety Issue A-44. Questionnaire it LER documentation end. 
IPPOLITO, T. A. Operating Reactors Branch 2. 81/07/17. 20pp. 

09206: 289. 


8107270222 Application to amend License DPR-29 Sc DPR-30, add ing Tech 
Spec changes to require quarterly insp S< to delete 
requirement to demonstrate diesel generator operability when 
another diesel generator fails. Suppls 790418 application. 

RAUSCH, T. J. Commonwealth Edison Co. 81/07/20. 2pp. 09160:071. 


8107270224 Proposed Tech Specs requiring quarterly inservice insp it 
deleting requirement to demonstrate diesel generator 
operability when another diesel generator fails. 

* Commonwealth Edison Co. 81/07/20. 10pp. 09160:073. 


Q. Inspection reports, IE Bulletins Sc correspondence 


8107010294 Advises that noncompliance re package labeling of radwaste 
shipment has been retracted, in response to util 810122 
request. 

NORELZUS, C. E. Division of Engineering Sc Technical Inspection. 
81/06/25. Ip. 08885:298. 


8107150107 Advises that IE Circular 81-09, "Containment Effluant Water 
That Bypasses Radioactivity Monitor," was sant to listed 
licensees on 810710. 

CARROLL, D. E. Word Processing Sc Document Control Section. 81/07/10. 
2pp. 09026:026. 


8107170236 Advises that IE Info Notice 81-20, "Test Failures of 
Electrical Penetration Assemblies," was sant to listad utils 
on 810713. 

CARROLL, D. E. Word Processing Sc Document Control Section. 81/07/13, 
2pp. 09051:028. 


8107170245 Advises that IE Info Notice 81-20, "Test Failures of 
Electrical Penetration Assemblies, " was forwarded to 
listed licensees. 

* Region 3, Chicago, Office of the Director (81/03/01). Bl/07/15. 

Ip. 09051:001. 


8107170251 Advises that IE Circular 81-09, "Containment Effluent Water 
That Bypasses Radioactivity Monitor, " was forwardad to 
listed licensees. 

* Region 3, Chicago, Office of the Director (81/03/01). 81/07/15. 

Ip. 09058:209. 


8107200254 Ack receipt of 810526 Sc 0615 ltrs informing NRC of steps 
taken to correct violations noted in IE Insp Repts 
50-237/81-06, 50-249/81-04, 50-254/81-03, 50-265/81-03, 

50-295/81-05 Sc 50-304/81-03. 

NORELIUS, C , E. Division of Engineering Sc Technical Inspection. 
81/07/15. 2pp. 09074:359. 


8107200260 Responds to NRC 810501 ltr re violations noted in IE Insp 
Repts 50-237/81-06,50-249/81-04,50-254/81-03,50-265/81-03, 
50-295/81-05 Sc 50-304/81-03. Corrective actions:QA topical 
rept will be revised Sc submitted by 810713. 

ABEL, J. 5. Commonwealth Edison Co. 81/06/15. 2pp. 09074:361. 


8107200269 Responds to NRC B10501 ltr re violations notad in IE Insp 
Repts 50-237/81-06, 50-249/81-04, 50-254/81-03. 50-265/81-03. 
50-295/81-05 Sc 50-304/81-03. Correct ive actions: Tech Spec 
changes to be submitted to identify proper QA stds. 

ABEL, J. S. Commonwealth Edison Co. 81/05/26. 6pp. 09075:001. 


8103300402 IE Info Notice 81-21, "Potential Loss of Direct Access to 
Ultimate Heat Sink. ■ 

* Director's Office, Office of Inspection and Enforcement. 
81/07/21. 5pp. 09162:348. 


8107270246 Advises that IE Info Notlca 81-21, "Potential Loss of Dirac 
Access to Ultimate Heat Sink," was sant to listed licensees 
on 810721. 

CARROLL, D. E. Word Processing Sc Document Control Section. 81/07/21. 
2pp. 09160:112. 


8107080442 Forwards IE Insp Repts 50-254/81-12 Sc 50-265/81-12 on 
810601-05 Sc notice of violation. Insp rept Sc notice of 
violation withheld (ref 10CFR2. 790). 

NORELIUS, C , E. Division of Engineering Sc Technical Inspection. 
81/06/30. 2pp. 08973:209. 


8107270218 Advises that IE Circular 81—12, "Inadequate Periodic Test 
Procedure of PWR Protection Sys, " was sant to listed 
licensees on 810722. 

CARROLL, D. E. Word Processing Sc Document Control Section. 81/07/22. 
2pp. 09160:131. 


8107140378 Forwards monthly status evaluation rept, re IE Bulletin 
79-14, "Seismic Analysis for As-Built Safety-Related Piping 
Sys." W/q end. 

RAUSCH, T. J. Commonwealth Edison Co. Bi/07/06. Ip. 09014:003. 


8107270253 Advises that IE Circular 81-12, "Inadequate Periodic Test 
Procedure of PWR Protection Sys, “ was sent to listed 
licensees. 

* Region 3, Chicago, Office of the Director (81/03/01). 81/07/24. 

ip. 09160: 107. 


8107240306 Advises that IE Info Notice 81-19. "Lost Parts in Primary 
Coolant Sys," was forwarded to listed utils. 

* Region 3, Chicago, Office of the Director (81/03/01). 81/07/06. 

Ip. 09148:203. 


8107200402 Notifies that IE Info Notice 81-19, "Lost Parts in Primary 
Coolant Sys," was sant to listed utils on 810706. 

CARROLL, D. E. Word Processing It Document Control Section. 81/07/07. 
2pp. 09073:323. 


8107240170 Forwards IE Insp Repts 50-254/81-11 St 50-265/81-11 on 
810516-0630. No noncompliance noted. 

HEI9HMAN, R. F. Division of Resident «< Project Inspection. Bl/07/08. 
2pp. 09137:028. 


8107280196 Notifies that IE Circular 81-11, "Inadequate Decay Heat 
Removal During Reactor Shutdown, " was sent to licensees on 
810724. 

CARROLL, D. E. Word Proctssing St Document Control Section. 81/07/24. 
2pp. 09169:010. 


8107280626 Advises thet IE Circular 81-11, "Inadequate Decay Heat 
Removal During Reactor Shutdown, " has bean forwardad to 
listed licensees. 

* Region 3, Chicago, Office of the Director (81/03/01). 81/07/24. 

Ip. 09181:001. 


R. Periodic operating reports it related correspondence 


— 8107240173 IE Insp Rept* 50-254/81-11 St 50-265/81-11 on 810516-0630. No 
noncompliance noted. Major areas inspected: operetionel safety 
verification, monthly maint observation, LER followup St IE 
Bulletin followup. 

CHUSSOTIMOS, N. , DUPONT, 8. 0. , RE I MANN, F. W. Reactor Projects 
Section iC. 81/07/07. 9pp. 09137:030. 


monthly operating rapts for June 1981. 

KALIvIANAKXS, N. Commonwealth Edison Co. 81/07/01. Ip. 09191:157 


■8107300021 Monthly operating repts for Juna 1981. 

TUBBS, R. Commonwealth Edison Co. 81/07/01. 20pp. 09191:158. 
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S. Reportable occurrence** LERs 8c related correspondence 


8107160288 Forward* LER 81-01Q/03L-0. 

KALXVXANAKXS, N. Commonwealth Edi*on Co. 81/06/10. Ip. 09046:323. 


— 8107160301 LER B1-010/03L-0: on 810515* d iesel generator declared 
inoperable when trouble alarm received & room found full of 
smoke. Caused by control power ground fault. Ground 8< damaged 
components repaired. 

CLARK, D. G. Commonwealth Edison Co. 81/06/10. Ip. 09046:324. 


8107160387 Forward* LER B1-012/03L-0. 

KAL1VXANAK1S, N. Commonwealth Edison Co. 81/06/10. Ip. 09034:124. 


8107310204 Forwards emergency planning info for placement 
8107010463. 

SOUDER* J. L. Division of Rules and Records. 81/07/21. 
09222:333. 


in LPDR.W/o 
IP- 


8107300027 Notifies that util will periodically test 
hydostatic fire hoses per NFPA 1962 & requirements 
10CFR50 App E Section IIX.E. 

FAY.C.W. Wisconsin Electric Power Co. 81/07/24. 


inservice 

of 

2pp. 09191:113. 


8107310262 Forwards addl info on security force training & 
qualification plan. Enel withheld (ref 10CFR2. 790). 
BURSTEIN, 8. Wisconsin Electric Power Co. 81/07/28. Ip. 


09218: 331. 


— 8107160395 LER 81-012/03L-0: on 810518, during surveillance testing, valve 
MQ-2-1001-7B failed to reopen. Caused by failure of auxiliary 
contacts in circuit breaker* to disengage. Valve manually 
opened & contacts replaced. 

KOPACZ* J. Commonwealth Edison Co. 81/06/10. 2pp. 09034:125. 


G. Adjudicatory correspondence 

8107090291 Answer that petitioner* do not object to NRC 810629 motion 
for leave to defer response to 810622 petition until 810731, 
Certificate of Svc end. 

REYNOLDS, N. S. Commonwealth Edison Co. 81/07/07. 3pp. 08984:117. 


8107140691 Forwards LER 81-01 1/03L-0. 

KALXVXANAKIS* N. Commonwealth Edison Co. 81/07/01. 


09017: 128. 


— 8107140699 LER 81-01 1/03L-0: on 810608, during routine maint, diesel 
generator 1/2 was removed from svc prior to demonstrating 
diesel generator 2 operability, in violation of T»ch Spec. 

Caused by personnel error. Personnel reinstructed. 

KAEPPEL, F. Commonwealth Edison Co. 81/07/01. 2pp. 09017:129. 


DOCKET 50-266 POINT BEACH NUCLEAR PLANT, UNIT 1 


8107150286 Requests that NRC notify N Reynolds that 810622 petition 
for extension of deadline for compliance w/CLI-80— 21 has 
been retitled. Svc should be made of all subsequent papers on 
parties to proceeding, including UCS. 

WEISS, E. R. Harmon 8c Weiss. 81/07/10. 3pp. 09025:156. 


8107220243 Forwards order confirming licensee commitment to post-TMI 
related requirement* of NUREG— 0737, based on 801223,810119, 

0304.31 & 0706 1 tr*. Exp 1 ic it statement* of requirements set 
forth in attachment to order. 

CLARK, R. A. Operating Reactors Branch 3. 81/07/10. 4pp. 09127:014. 


F. Security, medical* emergency 8c fire protection plans 


8107170250 Requests info on logistic support available at licensed 
activity sites prior to implementation of nationwide 
emergency notification sys. Coordination of actions to 
upgrade sys w/telecommunication planning personnel proposed. 

KEPPLER, J. G. Region 3* Chicago. Office of the Director (81/03/01). 
81/06/19. 7pp. 09058:213. 


8107010459 Releases public version of revision to emergency plan 
manual for facility. 

FELTON. J. M. Division of Rules and Record*. 81/06/22. Ip. 
07806:001. 


—8107010461 Forwards public version of Revision 15 to emergency plan 
manual 8c addition to App J addressing segment capacities of 
evacuation routes* per NRC 801209 ltr. 

FAY.C.W. Wisconsin Electric Power Co. 81/04/20. Ip. 07806:001. 


*8107010463 Public version of Revision 15 to emergency plan manual Sc 
addition to App J addressing segment capacities of 
evacuation routes. 

* Wisconsin Electric Power Co. 81/04/16. 16pp. 07806:001. 


— 8107220249 Order confirming licensee commitments re post-TMI related 
requirements of NURE0-0737. Request* that applicant satisfy 
specific requirement* of NUREG, described in attachment, 
within 30 dau*. 

PURPLE, R. A. Division of Licensing. 81/07/10. 10pp. 09127:018. 


8107240523 Forwards petition for admission as party, hearing 8c EIS re 
facility steam generator tub* sleeving program. Notice of 
representation end. „ 

FALK, K. M. Wisconsin's Environmental Decade. 81/07/20. 2pp. 
09142:228. 


— 8107240527 Petition for admission as party. hear ing 8c EIS re steam 
generator tube sleeving program. Certificate of Svc end. 

FALK, K. M. Wisconsin's Environmental Decade. 81/07/20. 6pp. 
09142: 230. 


8107280278 Requests answer to 810704 petition for NRC to issue order 
prohibiting facility from increasing power from 757. to 85X. 

Reasons should be given for allowing increase on 810720. 

ANDERSON, P. Wisconsin's Environmental Decade. 81/07/22. Ip. 
09173: 106. 


8107210200 Requests confirmation by 810724 that means have been 
established for alerting 8< instructing public within plume 
exposure emergency planning tone in event of emergency* per 
10CFR50, App E requirement. 

KEPPLER, U. G. Region 3* Chicago, Office of the Director (81/03/01). 
81/07/01. 2pp. 09102:071. 


H. General correspondence 


8107100039 Request* that NRC bar util plan to increase hot leg temp 
from 557 F to 575 F outlined in util 810701 ltr re steam 
generator tube degradation. 

ANDERSON, P. Wisconsin's Environmental Decade. 81/07/04. 2pp. 
08989:014. 


8107290002 Oeneric Ltr 81-27: requeets thet all emergency plans 8< 
implementing procedures be submitted w/pages marked to 
reflect privacy 8c proprietary piatl. Info to be deleted from 
previous documents should be requested by 810731. 

EX8ENHUT, D. G. Division of Licensing. 81/07/09. 5pp. 09189:059. 


8107200362 Advises that licensees must submit three copies of emergency 
plans, procedures 8c revisions to NRC regional ofc.All copies 
should be sent to Region 3 incident response ctr. 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director (81/03/01). 
81/07/10. 2pp. 09070:215. 


8107210279 Requests extension until 820101 for submittal of 
meteorological sys description required by NUREG-0654. 

FAY.C.W. Wisconsin Electric Power Co. 81/07/17. Ip. 09102:031. 


8107290241 Request* info re station blackout, addressing Unresolved 
Safety Issue A-44. Questionnaire 8c LER documentation end. 

CLARK, R. A. Operating Reactors Branch 3. 81/07/20. 16pp. 

09206: 330. 


—8107290244 Forwards completed questionnaire re reliability study of 
standby diesel generator units* in response to NRC 771215 
ltr. 

BURSTEXNtS. Wisconsin Electric Power Co. 78/02/22. 2pp. 

09206: 346. 


P. Operating license stage documents Sc correspondence 


8107090050 Identifies deficiencies in Westinghous# owner* group 
submittal for Action Plan Item I. C. 1 re guidance for 
evaluation 6 development of procedure* for transient* & 


accident*. NRC B10528 ltr to owner* group end, 

CLARK* R. A. Operating Reactors Branch 3. 81/06/17. 2pp. 


08979: 282. 


8107070049 Trip rapt of 810608-12 site visit to conduct annual plant 
visit 8< audit masonry wall sit*. 

COLBURN, T. G. Operating Reactor* Branch 3. 81/06/19. 5pp. 

08960: 185. 


1107010065 Forwards Amend* 50 * 54 to Licenses Dl»R-24 8 c DPR-27* 
respectively 8* notice of issuance 8c availability. Amend 
consist* of revised definition of operability 8< new spec* 
addressing limiting condition* for operation, 
rt abm. o a " — * “ — ** ai 


a * /At /'Ji 


notina< mu 


— 8107010069 Amend* 50 8c 56 to Licensos DPR-24 8c, DPR-27, respoctively* 
revising definition of operability 8c adding new specs to 
address limiting conditions for operation 8c inoperability of 
saf oty-r elatod sys due to loss of power supply. 

CLARK, R. A, Operating Reactor* Branch 3. 81/06/24. 15pp. 

08908: 038. 
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-8107010073 Notice of issuance 8t availability of Amends 50 & 56 to 
Licenses DPR-24 8< DPR-27* respectively. 

CLARK* R, A. Operating Reactors Branch 3. Bl/06/24. 2pp. 

08908: 053. 


8107290005 Notification of 810728*29 & 30 meetings w/B8cW, Westinghouse 8* 
C-E owners groups in Bethesda*MD to discuss thermal shock to 
reactor pressure vessel issue. 

VI SSI NO* G. Operating Reactors Branch 4. 81/07/20. 5pp. 09189:127. 


8107100083 Advises that no further action is necessary on NUREG-0737 
Item II. K. 2. 19 re sequential auxiliary feedwater flow 
analysis. Item is not applicable to NSSS w/inverted U-tube 
steam generators designed by Westinghouse & C-E. 

CLARK* R. A. Operating Reactors Branch 3. 81/06/26. 2pp. 09001:296. 

8107140651 Tech Spec Change Request 69* amending Licenses DPP-24 8c DPR- 
27* to permit repair of degraded or defective steam generator 
tubes by s leeving. Request involves Class III fee. ASME code & 
regulatory requirements table & fee end. 

BURSTEIN. S. Wisconsin Electric Power Co. 81/07/02. 4pp. 

09015: 275. 


— 8107140659 Proposed revised Tech Spec Page 15. 4. 2-lc & Table 15.4.2-1* 
permitting repair of degraded or defective steam generator 
tubes by sleeving. 

* Wisconsin Electric Power Co. 81/07/02. 2pp. 09015:279. 


8107140843 Requests application to revise Tech Specs to provide for 
functional testing of all snubbers to meet STS acceptance 
criteria. Application should be submitted within 60 days of 
receipt of ltr. 

CLARK* R. A. Operating Reactors Branch 3. 81/07/02. 2pp. 09029:333. 


8107140180 Forwards corrected Tech Spec Page 15.6,11-1 for Amends 50 8c 
54 to Licenses DPR-24 & DPR-27. respectively. 

CLARK* R. A. Operating Reactors Branch 3. 81/07/06. 3pp. 09031:325. 


— 81071401B8 Corrected Tech Spec Page 15.6. 11-1 for Amends 50 8c 54 to 
Licenses DPR-24 8< DPR-27* respectively . 

* Operating Reactors Branch 3. 81/07/06. Ip. 09031:328. 


B107140414 Provides addl info re commitments related to requirements of 
NUREG-0737. Implementation schedules for sys impacted by IE 
Bulletin 79-01B may be delayed due to delivery schedules 8c 
supplier unwillingness to provide qualification data. 

F AY* C . W. Wisconsin Electric Power Co. 81/07/06. 2pp. 09013:325. 


8107310055 Generic Ltr 81-23A to all licensees & CP holders, advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation* per Generic Ltr 81-23. are unnecessary. 

EISENHUT. D. G. Division of Licensing. 81/07/06. 6pp. 09222:215. 


8107170313 Forwards Amends 51 8* 57 to Licenses DPR-24 & DPR-27. 
respectively, safety evaluation & notice of issuance & 
availability. Amends update coolant sys temp 8e pressure 
curves for Unit 2. 

CLARK, R. A. Operating Reactors Branch 3. 81/07/10. 2pp. 09066:315. 


—8107170316 Amends 51 8c 57 to Licenses DPR-24 8< DPR-27, respectively* 
updating coolant sys temp 8< pressure curves for Unit 2 8< 
revising vessel metis surveillance capsule removal 
schedules for both units. 

CLARK* R. A. Operating Reactors Branch 3. 81/07/10. 15pp. 

09066: 318. 


8107290241 Requests info re station blackout* addressing Unresolved 
Safety Issue A-44. Questionnaire 8c LER documentation end. 

CLARK* R. A. Operating Reactors Branch 3. 81/07/20. 16pp. 

09206: 330. 


— 8107290244 Forwards completed questionnaire re reliability study of 
standby diesel generator units* in response to NRC 771215 
ltr. 

BURSTEIN* S. Wisconsin Electric Power Co. 78/02/22. 2pp. 

09206: 346. 


Q. Inspection reports* IE Bulletins 8c correspondence 


8107060388 Forwards IE Insp Repts 50-266/81-10 8c 50-301/81-11 on 
8 1 0501-29 8c notice of violation. 

HEISHMAN. R. F. Division of Resident 8c Project Inspection. 81/06/17. 
2pp. 08898:331. 


— 8107060392 Notice of violation From insp on 810501-29. 

HEISHMAN, R. F. Division of Resident 8< Project Inspection. 
81/06/17. 2pp. 08898:333. 


—8107060397 IE Insp Repts 50-266/81-10 8c 50-301/81-11 on 810501-29. 
Noncompliance noted: failure to comply w/emergency 
notification sys requirement 8< conduct operator training as 
specified in 810420 order for mod of license. 

GULDEMOND, W. G. , HAGUE, R. L. , KONKLIN, J. E. Reactor Projects Section 
2A. 81/06/15. 13pp. 08898:335. 


8107100089 Describes 810704 eddy current insp of all readily accessible 
tubes. Comb ination of sludge lancing 8c crevice flushing has 
been effective in reducing rate of progression of tube 
d egradation. Addl insp planned for Fall 1981 outage. 

FAY* C. W. Wisconsin Electric Power Co. 81/07/01. 2pp. 08990:138. 


8107240409 Advises that IE Circular 81-10* "Steam Voiding in RC9 During 
Heat Removal Cooldown," was forwarded to listed utils. 

* Region 3, Chicago* Office of the Director (81/03/01). 81/07/02. 

Ip. 09148:206. 


8107140546 Provides progress rept verifying that as-built safety- 
related piping sys conform to as-designed seismic analysis 
8c acceptable criteria* per IE Bulletin 79-14. Next rept will 
be submitted Dec 1981. 

FAY.C. W. Wisconsin Electric Power Co. 81/07/03. 2pp. 09015:102. 


8107100217 Notifies that IE Circular 81-10, "Steam Voiding in RCS 
During Decay Heat Removal Cooldown* 11 was sent to listed 
licensees on 810702. 

CARROLL* D. E. Word Processing 8c Document Control Section. 81/07/06. 
2pp. 08994:342. 


8107240306 Advises that IE Info Notice 81-19. "Lost Parts in Primary 
Coolant Sys," was forwarded to listed utils. 

* Region 3, Chicago* Office of the Director (81/03/01). 81/07/06. 

Ip. 09148:203. 


—8107170318 Safety evaluation supporting Amends 51 8< 57 to Licenses 
DPR-24 8c DPR-27* respectively. 

* Office of Nuclear Reactor Regulation, Director. 81/07/10. 3pp. 
09066: 333. 


—8107170319 Notice of issuance 8< availability of Amends 51 8c 57 to 
Licenses DPR-24 8c DPR-27, respectively. 

CLARK* R. A. Operating Reactors Branch 3. 81/07/10. 2pp. 

09066: 336. 


8107220243 Forwards order confirming licensee commitment to post-TMI 
related requirements of NUREG-0737* based on 801223*810119. 

0304.31 8c 0706 ltrs. Explicit statements of requirements set 

forth in attachment to order. . 

CLARK* R. A. Operating Reactors Branch 3. 81/07/10. 4pp. 09127:014. 


— 8107220249 Order confirming licensee commitments re post-TMI related 
requirements of NUREG-0737. Requests that applicant satisfy 
specific requirements of NUREG. described in attachment, 
within 30 days. 

PURPLE* R. A. Division of Licensing. 81/07/10. 10pp. 09127:018. 


8107210412 Forwards response to Generic Ltr 81-14 re seismic 
qualification of auxiliary feedwater sys. Sys is adequately 
protected for seismic event. 

FAY*C. W. Wisconsin Electric Power Co. 81/07/16. 9pp. 09102:339. 


8107160364 Forwards safety evaluation 8c technical evaluation re util 
responses to Items 1 8c 3 of IE Bulletin 80-06* "Engineered 
Safety Feature (ESF) Reset Controls. " 

NOVAK* T. M. Assistant Director for Operating Reactors. Bl/07/07. 
3pp. 09060:289. 


— 8107160369 "Technical Evaluation of Licensee Responses to IE Bulletin 
80-06* re Engineered Safety Feature Reset Control* for Point 
Beach Nuclear Power Station* Uni ts 1 8c 2. 

HACKETT. D. B. EG8cG* Inc. FIN A-0250. EGG- 1183-4209. 81/05/31. 

8pp. 09060:292. 


8107200402 Notifies that IE Info Notice 81-19* "Lost Parts in Primary 
Coolant Sys." was sent to listed utils on 810706. 

CARROLL. D. E. Word Processing 8c Document Control Section. 81/07/07. 
2pp. 09073:323. 


8107150107 Advises that IE Circular 81-09* "Containment Effluent Water 
That Bypasses Radioactivity Monitor," was sent to listed 
licensees on 810710. 

CARROLL* D. E. Word Processing 8c Document Control Section. 81/07/10. 
2pp. 09026:026. 


8107170236 Advises that IE Info Notice 81-20, "Test Failures of 
Electrical Penetration Assemblies," was sent to listed utils 
on 810713. 

CARROLL* D. E. Word Processing 8c Document Control Section. 81/07/13. 
2pp. 09051: 02B. 
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8107170245 Advises that IE Info Notice 81-20. "Test Failures of 
Electrical Penetr ation Assemblies. " was forwarded to 
listed licensees. 

* Region 3. Chicago. Office of the Director (81/03/01). 81/07/15. 

Ip. 09051:001. 


8107170251 Advises th at IE Circular 81-09, "Containment Effluent Water 
That Bypasses Rad iot activity Monitor, " was forwarded to 
listed licensees. 

* Region 3, Chicago, Office of the Director (81/03/01). 81/07/15. 

Ip. 09058:209. 


8107240244 RO: on 810715, util review committee met to consider info 
received on 810714 froit Bechtel re investigation of masonry 
walls, per IE Bulletin £10-1 1. Stresses in walls of control 
Toom exceeded revised a cceptance criteria limits. 

PORTER, D. K. Wisconsin Itlectric Power Co. 81/07/16. 2pp. 
09140:271. 


8107240148 Forwards "Masonr y Test Procedures for Point Beach Nuclear 
Power Plant," in response to questions raised at 810609-11 
meeting w/NRC re onsite review it audit of util responses to 
IE Bulletin 80-11. 

FAY.C. W. Wisconsin Electric Power Co. 81/07/17. 2pp. 09137:006. 


— 8107240152 "Masonry Test Procedures for Point Beach Nuclear Power 
Plant. " 

* Computed! Engineering Services, Inc. 81/06/30. 16pp. 

09137: 008. 


8103300402 IE Info Notice 81-21, "Potential Loss of Direct Access to 
Ultimate Heat Sink. " 

* Director's Office. Office of Inspection and Enforcement. 
81/07/21. 5pp. 09162:348. 


8107270246 Advises that IE Info Not ice 81-21, "Potenti.il Loss of Direct 
Access to Ultimate Heat Sink," was sent to listed licensees 
on 810721. 

CARROLL, D. E. Word Processing Sc Document Control Section. 81/07/21. 
2pp. 09160:112. 


B1 07270218 Advises that IE Circular 81-12. "Inadequate Periodic Test 
Procedure of PWR Protection Sys, " was sent to listed 
licensees on 810722. 

CARROLL, D. E. Word Processing Sc Document Control Section. 81/07/22. 
2pp. 09160: 131. 


8107270253 Advises that IE Circular 81-12, "Inadequate Periodic Test 
Procedure of PWR Protection Sys," was sent to listed 
licensees. 

* Region 3, Chicago, Office of the Director (81/03/01). 81/07/24. 

Ip. 09160: 107. 


R. Periodic operating reports Sc related correspondence 


8107280433 Forwards State of WI environ radioactivity monitoring repts 
for 1980 for facilities. 

MCDONNELL, L. J. Wisconsin, State of. NRC-05-t30-275. 81/07/03. Ip. 

09174:001. 


— 8107280436 "State of WI Point Beach Environ Radioactivity .Survey, 1980. " 
* Wisconsin, State of. NRC-05-80-275. 81/0V/03. 32pp. 

09174: 002. 


S. Reportable occurrences, LERs & related correspondence 


8106010419 Part 21 rept re failure of GA Co instrument cable to meet 
IEEE temp requirements, initially reported on 810512. 

Defective matl was supplied by Rockbestos Corp. Each user 
should evaluate installation. User list end. 

RICKARD, C. L. General Atomic Co. (subs, of Gulf Oil Co. >. 81/05/15. 

4pp. 08663:008. 


8107070271 PNO-1 1 1-81-058: on 810621, manual valve on common discharge 
from sodium hydroxide addition tank found locked shut during 
periodic sys valve check. Valve returned to locked open 
position. 

KONKLIN, J, E. , KNOP, R. C. Region 3, Chicago, Office of the Director 
(81/03/01). 81/06/22. 2pp. 08938:201. 


8107140362 Resubmits LERs 81-005/03L-0 it 81-003/01T-0 w/respective 
cover ltrs, originally sent undated. 

FAY,C. W. Wisconsin Electric Power Co. 81/07/02. Ip. 09013:347. 


—8107140366 Forwards LER 81-005/03L-0. 

FAY, C. W. Wisconsin Electric Power Co. 81/06/05. Ip. 09013:348. 


—8107140368 Forwards LER 81-003/01T-0. 

FAY, C. W. Wisconsin Electric Power Co. 81/06/04. Ip. 09013:351. 


8107140460 Forwards LER 81-006/01T-0. 

FAY, C. W. Wisconsin Electric Power Co. 81/07/03. Ip. 09022:275. 


— 8107140467 LER 81-006/01T-0: on 810621, spray additive isolation valve 
1-831A found shut. Caused by failure of operator to position 
valve correctly after surveillance testing. Valve 
repositioned & locked open. 

FAY, C. W. Wisconsin Electric Power Co. 81/07/03. 2pp. 09022:276. 


8107200078 Forwards LER 81-007/01T-0. 

BURSTEIN, S. Wisconsin Electric Power Co. 81/07/10. Ip. 09069:086. 


— 8107200080 LER 81-007/01T-0: on 810626, during normal operation. unit 
tripped from approx 807. power due to loss of instrument bus. 

Caused by performance of backfitting mods. Plant contractors 
reinstructed. 

FAY , C, W, Wisconsin Electric Power Co. 81/07/10. Ip. 09069:087. 


8107240114 Forwards LER B1-008/01T-0. 

BURSTEIN, S. Wisconsin Electric Power Co. 81/07/16. Ip. 09137:089. 


— 8107240120 LER 81-008/01T-0: on 810710, four tubes in steam generators 
were verified to have degradation greater than 40'/i which 
exceeds plugging limit of Tech Specs. Caused by intergranular 
attack due to caustic. Defective tubes plugged. 

BURSTEIN, S. Wisconsin Electric Power Co. 81/07/16. 4pp. 

09137: 090. 


8107240244 RO: on 810715, util review committee met to consider info 
received on 810714 from Bechtel re investigation of masonry 
walls, per IE Bulletin 80-1 1 . Stresses in walls of control 
room exceeded revised acceptance criteria limits. 

PORTER, D. K. Wisconsin Electric Power Co. Bl/07/16. 2pp. 

09140: 271. 


DOCKET 50-267 FORT ST. VRAIN NUCLEAR GENERATING STATION 

— 8107280438 "State of WI Kenwaunee Environ Radioactivity Survey, 1980. " — - — — — 

* Wisconsin, State of. NRC-05-80-275. 81/07/03. 29pp. F. Security, medical, emergency it fire protection plans 

09174: 034. 


—8107280440 "State of WI LACBWR Environ Radioactivity Survey, :1980. " 
* Wisconsin, State of. NRC-05-80-275. 81/07/03. 35pp. 

09174: 063. 


8107060231 Forwards conceptual design of emergency response facilities, 
in response to NUREG-0696. Fac i lity emergency response 
details differ from LWRs. 

BREY, H. L. Public Service Co. of Colorado. 81/06/30. 34pp. 

08890: 132. 


8107200221 Forwards monthly operating repts for June 1981 & corrected 
rept* for May 1981. 

BURSTEIN, 8. Wisconsin Electric Power Co. 81/07/10. Ip. 09071:084. 


— 8107200225 Monthly operating repts for June 1981. 

FAY, C. W. Wisconsin Electric Power Co. 81/07/07. Bpp. 09071:085. 


—8107200228 Corrected monthly operating repts for May 1901. 
FAY, C. W. Wisconsin Electric Power Co. 81/07/10. 2pp. 


09071:093. 


8107200312 Advises that plant is in compliance w/fire protection 
provision of App R to 10CFR50. 

WAREMBOURG, D. Public Service Co. of Colorado. 81/07/02. Ip. 
09070: 205. 


8107290002 Generic Ltr 81-27: requests that all emergency plans Se 
implementing procedures be submitted w/pages marked to 
reflect privacy & proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT, D. G. Division of Licensing. 81/07/09. 5pp. 09189:059. 
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H. General correspondence 


8107140006 Forwards response to 810127 request re util questions 
submitted at ACRS meeting Sc Amend 23 to Tech Specs 

concerning power rise. 

TEDESCQ, R. L. Assistant Director for Licensing. 81/07/08. 7pp. 
09030: 348. 

P. Operating license stage documents 8< correspondence 


8107210075 Submits review of possible HTGR applications in response to 
810526 request. Lists items developed as result of facility 
operating experience associated ut/NUREG-0737, 

DIRCKS/M. Office of the Executive Director for Operations. 

81/06/12. 16pp. 09107:302. 


— 8107210078 Requests info re NRC ability to review proposed HTGRs. 
Scientific American articlei "Gas-Cooled Nuclear Power 
Reactors* " dtd June 1981 end. 

AHEARNE, J. Commissioners. 81/05/26. 10pp. 09107:307. 


8107310055 Generic Ltr 81-23A to all licensees & CP holders* advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation, per Generic Ltr 81-23, are unnecessary. 

EISENHUT, D. G. Division of Licensing. 81/07/06. 6pp. 09222:215. 


Q. Inspection reports, IE Bulletins fc correspondence 


8107270398 Informs that IE Info Notice 81-10, "Inadvertent Containment 
Spray Due to Personnel Error," was sent to listed licensees. 

MADSEN* G. L. Reactor Projects Branch. 81/03/26. Ip. 09167:305. 


8107090290 Forwards IE Insp Rept 50-267/81-10 on 810518-22. No 
noncompliance noted. 

SEIDLE, W. C. Engineering Inspection Branch. 81/06/12. 2pp. 
08984: 124. 


—8107090297 IE Insp Rept 50-267/81-10 on 810518-22. No noncompliance 
noted. Major areas inspected : 1 icensee QA program, aud it 
program & shelf life control. 

BOARDMAN. J. R. , HALL, R. E. Systems Sc Technical Section. 81/06/il. 
5pp. 08984: 126. 


8107090315 Forwards IE Insp Rept 50-267/81-12 on 810601-05 8c notice of 
violation. 

SEIDLE, W. C. Engineering Inspection Branch. 81/06/15. 2pp. 

08984: 136. 


S, Reportable occurrences* LERs 8c related correspondence 


8107130271 Forwards LER 81-032/03L-0. Detai led event a .nalysis end. 
WAREMBOURG, D. Public Service Co. of Colorado. 81/ '05/28. 5pp. 
08999: 091. 


— 8107130277 LER 81-032/03L-0: on 810428. hot reheat snubber HRB-244 foum 
inoperab le. Caused by empty hydraulic oil reser> /oir due to 
leaking elbow fitting. Fitting tightened, reserv oir refilled 
8< snubber returned to svc. 

GAHM.J. W. Public Service Co. of Colorado. 8 1/05/28. Ip. 

08999: 096. 


8107130278 Forwards iLER 81-034/03L-0. Detai led ev ant analysis end. 
WAREMBOURG, D. Pub. lie Service Co. of Colorado. 81/06/03. 6pp. 
08999: 084. 


—8107130284 LER 81-034/03L-0: on 810504, equipment necessary to terminat 
release from liquid waste sys 8c reactor sijmp found not 
operating properly. Caused by plugged sense lines on flow 
element associated u/control valve. 

* Public Service Co. of Colorado. 81/0 6/03. Ip. 08999:090. 


8107130294 Forwards LER 81-038/03L-0. Detail ed event analysis end. 
WAREMBOURG , D. Public Service Co. of Colorado. 81/06/05. 4pp. 
08998: 175. 


—8107130302 LER S1- 038/03L-0: on 810507, t wo Class I hydraulic shock 
suppressors removed from svc. Caused tty decision to modify 
suppressors to original configuration w/zero bleed rate 
block valves. 

GAHM, J, W. Publi c Service Co. of Co lorado. 81/06/05. Ip. 

08998: 179. 


8107280364 Forwards LER 81-035/03L-0. Metai led event analysis also and. 
WAREMBOURG, D. Public Service Co. c,f Colorado. 81/06/10. 4pp. 

09175: 103. 


—8107280370 LER B1-035/03L-0: on 81051 1 . w/p lant at 70% thermal power 
during A diese l generator set t.urveil lance test, B engine 
tripped & dec lutched. Caused by failed exhaust temp switch. 

Switch repairs d. Test completed,. Generator returned to svc. 

GEHM, J. W. Public Service Co. of Colorado. 81/06/10. Ip. 

09175: 107. 


8107280195 Forwands LER 81-030/O3X-1. Detailed event analysis end. 
WAREMBOURG, D. Public Service Co. of Colorado. 81/06/18. 7pp. 
09169:047. 


—8107090318 Notice of violation from insp on 810601-05. 

SEIDLE, W.C. Engineering Inspection Branch. 81/06/15. Ip. 
08984: 138. 


—8107090323 IE Insp Rept 50-267/81-12 on 810601-05. Noncompliance noted: 
failure to follow procedures in review of surveillance test 
results. 

JAUDQN* J. P. Independent Measurements Function. HALL,R.E. Systems 
& Technical Section. 01/06/11. 6pp. 0B9B4: 139. 


— 8107280199 LER 81-030/O3X-1 ; on 810422, voltage outputs of two of threi 
pressure transmitters found, low during primary coolant 
pressure scram calibr check. Caused by instrument drift. 

Transmitter voltage output to be checked monthly. 

GAHM, J. W. FPublic Service Co. of Colorado. 81/06/18. Ip. 

09169: 054. 


8107280381 Forwards revised LER 81-008/03X-1. Detai led event analysis 
enc 1. 

WAREMBOURG, Ci. Public Service Co. of Colorado. 81/06/18. 8pp. 
09175: 05B. 


8107280563 Ack receipt of 810526 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-267/81-06. 

MADSEN, G. L. Reactor Projects Branch. 81/07/08. Ip. 09176:171, 


— 8107280568 Responds to NRC 810501 ltr re violations noted in IE Insp 
Rept 50-267/81-06. Corrective actions: no corractive steps 
necessary as no useful purpose served bu backfitting any 

’»• 2pp. 


H. 

714. 2pp. 


tl. 

715. 2pp. 


—8107280387 Revised LF-R 81-008/03X-1 : on 810120, during shutdown maint 
primary coolant pressure scram calibr, voltage outputs of 
pressure transmitter discovered high. Caused by instrument 
drift. Tr ansmitter . calibr. Survei llance test completed. 

GAHM, J. W. Public Service Co. of Colorado. 81/06/18. Ip. 

09175: 06 .6. 


8107280257 forwards LER 81 -039/03L-0. Detai led event analysis sncl. 
WAREMBOURf 3, D. Public Service Co. of Colorado. 81/07/02. 5pp. 
09178:076. 


—810728026.4 LER R1-039/03L-0: on 810602, following routine chlorinatioi 
circulating witter sys, sample indicated excessive residual 
chlorine in plant liquid aff luent. Cause unknown. Subsequent 
chlorin ations showed no abnormalities. 

MCBRIDE,, L.M. Public Service Co. of Colorado. 81/07/02. Ip. 
09178: 0131. 


8107280292 Forwards LER 81-040/03L-0. Detailed event analysis encl. 
WAREMBOURG , D. Public Service Co. of Colorado. 81/07/02. 5pp. 

09177:352. 


>7/01. 9pp. — 8107280301 LE:R 8 1-040/03L-0: between 810604 Sc 09, eight hydraulic shoi 

suppressors, were found out of oil. Caused by empty hydraulic 
oil reservoirs due to leaking seals Sc O-rings in snubbers. 
Reservoirs cleaned. Seals Sc O-rings replaced. 

MCBRIDE, L. M. Public Service Co. of Colorado. 81/07/02. Ip. 
09177:357. 


DOCKETED ITEMS 


79 


DOCKET SO— 269 OCONEE NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 


8107000390 Forwards response to NRC 81022S Generic Ltr 81-04 re 
emergency procedures & training for station blackout events. 
No changes necessary other than mod to turbine driven pump. 
Eight oversize drawings enc 1 . Aperture cards are in PDR. 

THIES, A. C. Duke Power Co. 81/07/01. 17pp. 08974:145. 


0107290002 Generic Ltr 81-27: requests that all emergency plans & 
implementing procedures be submitted w/pages marked to 
reflect privacy & proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT, D. G. Division of Licensing. 81/07/09, 5pp. 09189:059. 


8107210394 Confirms discussion w/V Stello at 810708 meeting w/NRC re 
util plans for complying w/guidance for emergency response 
facilities per NUREG-0696. 

PARKER, W. 0. Duke Power Co. 81/07/15. Ip. 09104:034. 


G. Adjudicatory correspondence 


8107270330 Advises that abeyance period per 810116 ltr will be extended 
to 90 days following issuance of safety evaluations, Hearing 
request must include specific issues to be raised re 
environ qualification of electrical equipment. 

EISENHUT, D. G. Division of Licensing. 81/06/12. 2pp. 09167:345. 


8107090291 Answer that petitioners do not object to NRC 010629 motion 
for leave to defer response to 810622 petition until 810731. 
Certificate of Svc end. 

REYNOLDS, N. S. Commonwealth Edison Co. 81/07/07. 3pp. 08984:117. 


8107150286 Requests that NRC notify N Reynolds that 810622 petition 
for extension of deadline for compliance w/CLI-80-21 has 
been retitled. Svc should be made of all subsequent papers on 
parties to proceeding, including UCS. 

WEISS, E. R. Harmon 8e Weiss. 81/07/10. 3pp. 09025:156. 


H. General correspondence 


8107290160 Advises that name will be removed from svc list for 
facilities unless written request is received within 30 days 
of receipt of ltr. 

STOLZ, J. F. Operating Reactors Branch 4. 81/07/22. Ip. 09190:313. 


I. Financial information 


8107170011 Forwards Annual Financial Rept 1980. 

PARKER, W. 0. Duke Power Co. 81/07/09. Ip. 09057:082. 


P. Operating license stage documents & correspondence 


8107210547 Notification of cancelled 810716 meeting w/B&W owners group 
in Bethesda,MD to discuss responses to NRC 810109 info 
request rt asymmetric LOCA loadings. 

VISSINQ. G. Operating Reactors Branch 4. 81/04/14. Ip. 09110:356. 


8107080560 Summary of 810513 meeting w/util in Bethesda.MD re proposed 
mean* of fulfilling positions per NUREG-0737, TMI Action Plan 
Item II. F. 2. 

WAONER, P. C. Operating Reactors Branch 4. 81/05/18. 12pp. 

0B979: 131, 


8107070334 Provides info In response to TMI Action Plan Item II. B-l re 
design & operation of RCS high point vent sys. Valves will be 
exercised during cold shutdown. Generic operating guidelines 
& 40 oversized drawings enc 1. Aperture cards are in PDR. 

PARKER, W. 0. Duke Power Co. 81/06/29. 41pp. 08941:106. 


8107130266 Application to amend OLs, changing degraded mode to make mode 
sufficient when testing for dc grounds. Changes consist of 
one Class III 8c two Class I license amends. Fee end. 

PARKER, W. 0. Duke Power Co. 81/07/06. 2pp. 09000:030. 


—8107130268 Proposed revised Tech Spec 3. 7 re degraded mode. 
* Duke Power Co. 81/07/06. 5pp. 09000:032. 


8107130454 Forwards response to 810601 ltr describing several 
deficiencies in areas identified in NUREG-0737, but not 
addressed in "Abnormal Transient Operating Guidelines (ATOG) 
Program Description. " Guidelines 8c diagrams end. 

PARKER, W. 0. Duke Power Co. 81/07/06. 45pp. 08997:316. 


■8107130463 "Abnormal Transient Operating Guideline (ATOG) Program 
Description. " 

* Babcock Sc Wilcox Co. 81/06/30. 35pp. 08998:001. 


8107310055 Generic Ltr 81-23A to all licensees 8c CP holders, advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation, per Generic Ltr 81-23, are unnecessary. 

EISENHUT, D. G. Division of Licensing. 81/07/06. 6pp. 09222:215. 


8107140805 Requests assistance in completing outstanding purge 8c vent 
items necessary to complete Item II. E. 4. 2 in NUREG-0737. 

Forwards safety evaluation. 

STOLZ, J. F. Operating Reactors Branch 4. 81/07/07. 10pp. 

09029: 282. 


■8107140812 Safety evaluation re override of containment purge isolation 
8c other engineered safety feature actuation signals. Override 
of containment purge isolation is acceptable except for two 
listed items. 

* Operating Reactors Branch 4. 81/07/07. 2pp. 09029:291. 


8107210531 Forwards safety evaluation re response to NUREG-0737 Item 
II. E 4. 2. Info provided sufficient details re containment 
isolation pressure to conclude requirements have been met. 

STOLZ, J. F. Operating Reactors Branch 4. 81/07/15. 5pp. 09110:321. 


8107310092 Informs that NRC completed review of info provided by util 
re containment purge/vent sys design 8< operating practices. 

Requests evaluation of purge/vent sys design 8c operating 
practices within 60 days of receipt of ltr. 

STOLZ, J. F. Operating Reactors Branch 4. 81/07/17. 3pp. 09221:149. 


8107290005 Notification of 810728,29 8c 30 meetings u/B8cW, Westing house 8c 
C-E owners groups in Bethesda, MD to discuss thermal shock to 
reactor pressure vessel issue. 

VISSING, G. Operating Reactors Branch 4. 81/07/20. 5pp. 09189:127. 


8107280283 Advises that info requested in NRC 810210 ltr re seismic 
qualification of auxiliary feedwater sys will not be 
completed until 811001. Delay caused by manpower limitations. 
PARKER, W. 0. Duke Power Co. 81/07/23. Ip. 09173:068. 


8107280360 Responds to 810603 ltr re emergency feedwater sys 
automatic initiation 8c flow indication c ircui ting. A1 1 mods 
will be implemented by end of Unit 3 1982 refueling outage. 
PARKER, W. 0. Duke Power Co. 81/07/23. Ip. 09178:151. 


8107290029 Notifies that util will postpone installation of high range 
radiation monitor Sc cabling until Victoreen Model 877 
in containment cabling Sc connector is acceptably qualified. 

Monitor is required by NUREG-0737, Item II. F. 1. 

PARKER, W. 0. Duke Power Co. 81/07/23. Ip. 09182:359. 


8107290165 Forwards proposed Tech Specs re containment air lock 
testing, supp lamenting 801229 submittal. Discussion of 
proposed implementation of 10CFR50,App J, III.D. 2 end. 

PARKER, W. 0. Duke Power Co. 81/07/24. 4pp. 09185:314. 


— 8107290167 Proposed Tech Spec 4. 4. 1.5 re containment air lock testing. 
* Duke Power Co. 81/07/24. 4pp. 09185:318, 


8107290200 Disagrees w/NRC B10424 evaluation 8c recommendations re low 
temp overpressure protection at facil ity. Assumption is 
incorrect that postulated event can be initiated by failure 
of injection valve to remain closed. 

PARKER, W. 0. Duke Power Co. 81/07/24. 2pp. 09186:295. 


8107300142 Responds to NRC 810401 ltr advising util that proposed plans 
to upgrade 8< justify B8cW small break evaluation model were 
acceptable in eight of nine areas. Current program adequate 
re technical needs 8c further tests unnecessary. 

PARKER, W. 0. Duke Power Co. 81/07/24. 3pp. 09195:030. 


8107300296 Forwards Amends 99,99 8< 96 to Licenses DPR-38, DPR-47 8c 
DPR-55, respectively, safety evaluation Sc notice of issuance 
8c availabi lity. Amends revise Tech Specs, al lowing for testing 
dc voltage sys for grounds. 

STOLZ, J. F. Operating Reactors Branch 4. 81/07/24. 2pp. 09209:024. 


—8107300298 Amends 99,99 8c 96 to Licenses DPR-38, DPR-47 Sc DPR-55, 
respectively, revising Tech Specs to allow for testing dc 
voltage sys for grounds. 

STOLZ, J. F. Operating Reactors Branch 4. 81/07/24. 12pp. 

09209: 026. 


— 8107300300 Safety evaluation supporting Amends 99,99 Sc 96 to Licenses 
DPR-38, DPR-47 8c DPR-55, respectively . 

* Office of Nuclear Reactor Regulation, Director. 81/07/24, 2pp. 
09209: 038. 
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— 8107300302 Notice of issuance Sc availability of Amends 99,99 & 96 to 
Licenses DPR-38. DPR-47 & DPR-55, respect ively. 

STOLZ.J. F. Operating Reactors Branch 4. 81/07/24. 2pp. 

09209: 040. 


— B107240349 Responds to NRC 810428 ltr re violations noted in IE Insp 
Repts 50-269/81-06,50-270/81-06 8c 50-287/81-06. Correc tive 
actions: evaluation of paragraph will be made 8c clarifying 
changes proposed if appropriate. 

THIES, A. C. Duke Power Co. 81/06/02. 3pp. 09141:267. 


Q. Inspection reports, IE Bulletins !c correspondence 


8107150277 Forwards IE Circular 81-06, "Potential Deficiency Affecting 
Certain Foxboro 10 to 50 Milliampere Transmitters." No 
written response required. 

0 'REILLY, J. P. Region 2, Atlanta, Office of the Director (81/03/01). 
8 1/04/ 14. Ip. 09033:333. 


8107080477 Ack receipt of 810526 8e 0602 ltrs informing NRC of steps 
taken to correct violations noted in IE Insp Repts 

50-269/B1-07. 50-270/81-07 Sc 50-287/81-07. ___ 

KELLOGG, P. J. Reactor Project Branch 2. 81/06/18. Ip. 08972.227 


— 8107080485 Responds to NRC 810501 ltr re Violation B noted in IE Insp 
Repts 50-269/81-07,50-270/81-07 8c 50-287/81-07. Correc tive 
actions: monthly surveillance checks now being performed 
on all units. 

THIES, A. C. Duke Power Co. 81/06/02. 3pp. 08972:228. 


— 8107080495 Responds to NRC 810501 ltr re violations noted in IE Insp 
Repts 50-269/81-07,50-270/81-07 8c 50-287/81-07. No 
proprietary info. Corrective actions: appropriate disciplinary 
action taken against maint personnel. 

THIES. A. C. Duke Power Co. 81/05/26. 4pp. 08972:231. 


— 8107080501 Forwards revised notice of violation page to IE Insp 
Repts 50-269/81-07,50-270/81-07 8c 50-287/81-07. 

LEWIS, R. C. Division of Resident 8c Reactor Project Inspection, 
81/05/07. Ip. 08972:235. 


— B 1 07080507 Revised page to notice of violation from insp on 
810310-0410. 

» Division of Resident 8c Reactor Project Inspection. 81/05/07. 
Ip. 08972:236. 


— 8107080515 Forwards IE Insp Repts 50-269/81-07,50-270/81-07 8c 
50-287/81-07 on 810310-0410 8c notice of violation. 

LEWIS, R. C. Division of Resident S< Reactor Project Inspection. 
81/05/01. 2pp. 08972:237. 


— 8107080518 Notice of violation from insp on 810310-0410. 

* Division of Resident 8c Reactor Project Inspection. 81/05/01. 
2pp. 08972:239. 


—8107240356 Responds to NRC 810428 ltr re violations noted in IE Insp 
Repts 50-269/81-06,50-270/81-06 8c 50-287/81-06. Correc tive 
actions: periodic review of station procedures will be 
revised to include station directives. 

THIES, A. C. Duke Power Co. 81/05/22. Bpp. 09141:270. 


— 8107240360 Forwards IE Insp Repts 50-269/81-06,50-270/81-06 8c 
50-287/81-06 on 810323-27 Sc notice of violation. 

LEWIS, R. C. Division of Resident 8c Reactor Project Inspection. 
81/04/28. 2pp. 09141:278. 


— 8107240364 Notice of violation from insp on 810323-27. 

* Division of Resident 8c Reactor Project Inspection. 81/04/28. 
3pp. 09141:280. 

— 8107240370 IE Insp Repts 50-269/81-06, 50-270/81-06 8c 50-287/81-06 on 
810323-27. Noncompliance noted: plant procedures not reviewed 
every 2 yrs as required. 

BELISLE, G. , FREDRICKSON, P. , SKINNER, P. H. Engineering Inspection 
Branch. 81/04/24. 15pp. 09141:283. 


8107240498 Ack reciept of 810306,0403 & 0522 ltrs informing NRC of 
steps taken to correct violations noted in IE Insp Repts 
50-269/81-01,50-270/81-01 8c 50-287/81-01. 

KELLOGG, P. J. Reactor Project Branch 2. 81/07/10. Ip. 09138:325. 


— 8107240507 Forwards response to NRC 810209 ltr re violations noted in 
IE Insp Repts 50-269/81-01,50-270/81-01 8c 50-287/81-01. 

Corrective actions: search of nine areas conducted by trained 
eng ineer s. Ltr supersedes 810306 8c 0403 ltrs. 

THIES, A. C. Duke Power Co. 81/05/22. 2pp. 09138:326. 


— 8107240514 Ack receipt of 810403 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-269/81—01, 

50-270/0 1-01 & 50-287/81-01. 

LEWIS, R. C. Division of Resident 8e Reactor Project Inspection. 
81/05/22. Ip. 09138:328. 


— 8107240521 Forwards response to NRC 810209 ltr re violations noted in 
IE Insp Rept 50-269/81-01.50-270/81-01 Sc 50-287/81-01. 

Corrective actions: addl masonry walls surveyed. Response 
to IE Bulletin 80-11 dtd 810202 provides necessary info. 

PARKER, W.O. Duke Power Co. 81/04/03. 2pp. 09138:329. 


— 8107080525 IE Insp Repts 50-269/81-07, 50-270/81-07 8c 50-287/81-07 on 
810310-0410. Noncompliance noted: failure to follow 
instructions for cable repairs. Tech Spec surveillance 
requirements missed. 

JAPE,F. , ORDERS, W. , MYERS. D. Division of Resident 8c Reactor 
Project Inspection. 81/04/29. 15pp. 08972:241. 


8107240494 Suppls 810320 response to IE Bulletin 81-01 re mechanical 
snubbers. Insp of accessible snubbers found only one safety- 
related snubber locked-up. 

PARKER, W.O. Duke Power Co. 81/06/22. Ip. . 09142:094. 


8107240289 Forwards analysis 8c evaluation status in response to IE 
Bulletin 80-11, "Masonry Wall Design." Specified walls are 
safe in existing configuration. Added margin of safety will 
be provided by upgrades. 

PARKER, W.O. Duke Power Co. 81/06/30. 2pp. 09141:107. 


8107270011 Forwards IE Circular 81-09, "Containment Effluent Water 
That Bypasses Radioactivity Monitor." Licensee action is 
required. 

0 'REILLY, J. P. Region 2, Atlanta, Office of the Director (81/03/01). 
81/07/10. Ip. 09156:286. 


8107210031 Forwards response to NRC 810601 request for addl info re 
IE Bulletin 80-11 concerning masonry wal Is. Thirty-eight 
oversize drawings enc 1. Aperture cards are available in 
PDR. 

PARKER, W.O. Duke Power Co. 81/07/13. 68pp. 09098:191. 


8107240284 Forwards IE Info Notice 81-20, "Test Failures of Electrical 
Penetration Assemblies." No licensee action or response is 
required. 

0 'REILLY, J. P. Region 2, Atlanta, Office of the Director (81/03/01). 
81/07/13. 4pp. 09148:196. 


8107240407 Forwards IE Insp Repts 50-269/81-11,50-270/81-11 8c 
50-287/81-11 on 810526-29. No noncompliance noted. 

LEWIS, R. C. Division of Resident 8c Reactor Project Inspection. 
81/06/30. 2pp. 09138:296. 


—8107240418 IE Insp Repts 50-269/81-11,50-270/81-11 8c 50-287/81-11 on 
810526-29. No noncompliance noted. Major areas' inspected: 
health physics appraisal findings. 

PUCKETT, J. M. , FRANKLIN, L. A. , HOSEY, C. M. Technical Inspection 
Branch. 81/06/23. 7pp. 09138:298. 


8107240454 Forwards revision to 810522 response to IE Bulletin 81-03* 
"Flow Blockage of Cooling Water to Safety Sys Components by 
Corbicula Sp (Asiatic clam) 8c Mytilus Sp (Mussel)." Clams 
discovered in fire protection sys on 810526. 

PARKER, W.O. Duke Power Co. 81/07/09. 4pp. 09143:013. 


8107240345 Ack receipt of 810522 8c 0602 ltrs informing NRC of steps 
taken to correct violations noted in IE Insp Repts 
50-269/81-06,50-270/81-06 & 50-287/81-06. Resolution of Items 
C H expected by 810720. 

LEWIS, R. C. Division of Resident Sc Reactor Project Inspection. 
81/07/10. Ip. 09141:266. 


S. Reportable occurrences, LERs Sc related correspondence 


8107010279 Forwards LER 81-003/03L-0. Detai led event analysis end. 
PARKER, W. 0. Duke Power Co. 81/02/24. 3pp. 08910:270. 


— 8107010283 LER 81-003/03L-0: on 810125, dc input fuse in 1DID vital 
inveTter blew, causing inverter to lose power source. 1DIB 
inverter tripped when ac output breaker apparently opened, 

1DID trip caused by blown fuse. Cause of 1DIB trip unknown. 
JONES, J. L. Duke Power Co. 81/02/24. Ip. 08910:273. 


8107010423 RO: on 810219 analytical results of aquatic vegetation 
samples collected on 810210 indicated that radioactivity 
levels exceeded Tech Specs. Cquse not stated. 

PARKER, W.O. Duke Power Co. 81/02/25. 2pp. 08905:329, 


8107010406 Forwards LER B1-005/01T-0. Detai led event analysis end. 
PARKER, W.O. Duke Power Co. 81/03/09. 6pp. 08910:334. 
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—8107010413 LER 81-005/01T-0: on 810222, low power injection check valve 
discovered leaking excessively during intersystem LOCA leak 
test. Caused by buildup of crud in pivot gap area. Disc hinge 
& hinge pin rep laced. Crud to be analyzed. 

PHILPOTT, F. T. Duke Power Co. 81/03/09. Ip. 08910:340. 


8107010331 Forwards LER 81-004/03L-0. Detai led event analysis end. 
PARKER, W. 0. Duke Power Co. 81/03/13. 2pp. 08888:300. 


—8107010339 LER S1-004/03L-0: on 810212, primary level indication for 
elevated water storage tank was declared inoperable 
following low water level alarms. Caused by loose connectors 
on air compressor starter terminals. Connections tightened. 

JONES, J. L. Duke Power Co. 81/03/13. Ip. 08888:302. 


8107200449 Forwards LER B1-007/01T-0. Detailed event analysis end. 
PARKER, W. 0. Duke Power Co. 81/0S/08. 2pp. 09073:286. 


—8107200454 LER 81-007/01T-0: on 810410, fire barrier door for west 
penetration room was inoperable w/o proper fire watches 
maintained. Caused by personnel error. Ind ividual involved 
counseled re importance of communication. 

JONES, J. L. Duke Power Co. 81/05/08. Ip. 09073:288. 


8107200320 Forwards LER 81-008/01T-0. Detai led event analysis end. 
PARKER, W. 0. Duke Power Co. 81/06/10. 2pp. 09070:206. 


— 8107200325 LER 81-0Q8/01T-0: on 810513, loss of valve position noticed. 
Valve CCW-8 determined to be electrically inoperab le. Caused 
by open circuit in several conductors in control cable. 

Control cable replaced it valve electrically cycled. 

JONES, J. L. Duke Power Co. 81/06/10. Ip. 09070:208. 


8107020306 Part 21 rept re potential problem w/overcurrent relays 
ITE-50H & ITE—50D series produced from 1976 to Oct 1980. 

Relays may not drop out upon reduction in current. Company 
taking steps to notify relay users. 

DUVALL, D.D. Brown Boveri Corp. (subs. Brown Boveri it Co., Ltd. ). 
81/06/16. 3pp. 08935:340. 


8107310142 RO:on 810630, during performance of normal power procedure, 
backup function of units isolating it transfer diodes on 125 
volt dc instrumentation it control sys was observed. 

Proposed Tech Spec change will be submitted. 

* Duke Power Co. 81/07/01. Ip. 09218:260. 


8107310252 Forwards LER 81-01 0/03L-0. Detai led event analysis end. 
PARKER, W. 0. Duke Power Co. 81/07/02. 2pp. 09218:276. 


— 8107310255 LER B1-010/03L-0: on 810602, turb ine driven emergency 
feedwater pump declared inoperable. Caused by governor valve 
sticking in open position due to sys contamination. Linkage 
pin removed, governor valve freed S< stem cleaned. 

JONES, J. L. Duke Power Co. 81/07/02. Ip. 09218:278. 


8107310237 Forwards LER 81-013/01T-0. Detailed event analysis end. 
PARKER, W. 0. Duke Power Co. 81/07/14. 2pp. 09218:338. 


—8107310244 LER 81-013/01T-0: on 810630, bac kup function of isolating & 
transfer diodes in instrumentation St control sys disabled on 
ell channels on all units. Caused by misinterpretation of 
Tech Specs. Proposed Tech Spec change initiated. 

JONES, J. L. Duke Power Co. 81/07/14. Ip. 09218:340. 


8107210337 PNO-1 1-81-052: on 810715, during reactor vessel insp, loose 
parts discovered on vessel bottom. Loose parts identified as 
4 of 96 bolts it retainers attaching thermal shield to lower 
grid flow distributor. Eighty percent of bolts appear loose. 

MYERS, D. 0. , BRYANT, J. C. Region 2, Atlanta, Office of the Director 
<81/03/01). 81/07/16. 2pp. 09102:290. 


8107280401 RO: on 810717, fire suppression water sys found inoperable. 
Caused by open main control source breakers. Breakers closed 
& sys successfully tested. 

MATTHEWS, T. C. Duke Power Co. 81/07/28. Ip. 09175:055. 


DOCKET 50-270 OCONEE NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 


8107080390 Forwards response to NRC 810225 Generic Ltr 81-04 re 
emergency procedures it training for station blackout events. 
No changes necessary other than mod to turbine driven pump. 
Eight oversize drawings end. Aperture cards are in PDR. 

THIEB* A. C. Duke Power Co. 81/07/01. 17pp. 08974:145. 


8107290002 Generic Ltr 81-27: requests that all emergency plans it 
implementing procedures be submitted w/pages marked to 
reflect privacy & proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT » D. G. Division of Licensing. 81/07/09. 5pp. 09189:059. 


8107210394 Confirms discussion w/V Stello at 810708 meeting w/NRC re 
util plans for complying w/guidance for emergency response 
facilities per NUREG-0696. 

PARKER, W.O. Duke Power Co. 81/07/15. Ip. 09104:034. 


0. Adjudicatory correspondence 


8107270330 Advises that abeyance period per 810116 ltr will be extended 
to 90 days following issuance of safety evaluations. Hear ing 
request must include specific issues to be raised re 
environ qualification of electrical equipment. 

EISENHUT, D. G. Division of Licensing. 81/06/12. 2pp. 09167:345. 


8107090291 Answer that petitioners do not object to NRC 810629 motion 
for leave to defer response to 810622 petition until 810731. 
Certificate of Svc end. 

REYNOLDS, N. S. Commonwealth Edison Co. 81/07/07. 3pp. 08984:117. 


8107150286 Requests that NRC notify N Reynolds that 810622 petition 
for extension of deadline for compliance w/CLI-80-21 has 
been retitled. Svc should be made of all subsequent papers on 
parties to proceeding, including UCS. 

WEISS, E. R. Harmon it Weiss. 81/07/10. 3pp. 09025:156. 


H. General correspondence 


8107290160 Advises that name will be removed from svc list for 
facilities unless written request is received within 30 days 
of receipt of ltr. 

STQLZ, J. F. Operating Reactors Branch 4. 81/07/22. Ip. 09190:313. 


I. Financial information 


8107170011 Forwards Annual Financial Rept 1980. 

PARKER, W.O. Duke Power Co. 81/07/09. Ip. 09057:082. 


P. Operating license stage documents & correspondence 


8107210547 Notification of cancelled 810716 meeting w/B&W owners group 
in Bethasda,MD to discuss responses to NRC 810109 info 
request re asymmetric LOCA loadings. 

VIS8ING, G. Operating Reactors Branch 4. 81/04/14. Ip. 09110:356. 


8107080560 Summary of 810513 meeting w/util in Bethesda, MD re proposed 
means of fulfilling positions per NUREQ-0737, TMI Action Plan 
Item II. F. 2. 

WAGNER, P. C . Operating Reactors Branch 4. 81/05/18. 12pp. 

08979: 131. 


8107070334 Provides info in response to TMI Action Plan Item II.B-i re 
design & operation of RCS high point vent sys. Valves will be 
exercised during cold shutdown. Generic operating guidelines 
in 40 oversized drawings end. Aperture cards are in PDR. 

PARKER, W.O. Duke Power Co. 81/06/29. 41pp. 08941:106. 


8107130266 Application to amend OLs, changing degraded mode to make mode 
sufficient when testing for dc grounds. Changes consist of 
one Class III & two Class Z license amends. Fee end. 

PARKER, W.O. Duke Power Co. 81/07/06. 2pp. 09000:030. 


— 8107130268 Proposed revised Tech Spec 3.7 re degraded mode. 
* Duke Power Co. 81/07/06. 5pp. 09000:032. 


8107130454 Forwards response to 810601 ltr describing several 
deficiencies in areas identified in NUREG-0737, but not 
addressed in "Abnormal Transient Operating Guidelines (ATOG) 
Program Description. 11 Guidelines it diagrams end. 

PARKER, W.O. Duke Power Co. 81/07/06. 45pp. 08997:316. 


— 8107130463 "Abnormal Transient Operating Guideline <ATQG) Program 
Description. " 

* Babcock it Wilcox Co. 81/06/30. 35pp. 08998:001. 


8107310055 Generic Ltr 81-23A to all licensees it CP holders, advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation, per Generic Ltr 81-23, are unnecessary. 

EISENHUT, D. G. Division of Licensing. 81/07/06. 6pp. 09222:215. 


82 


DOCKETED ITEMS 


8107140805 Requests assistance in completing outstanding purge & vent 
items necessary to complete Item II. E. 4. 2 in NUREG-0737. 

Forwards safety evaluation. 

STOLZ, J. F. Operating Reactors Branch 4. 81/07/07. 10pp. 

09029:282. 


— 8107140812 Safety evaluation re override of containment purge isolation 
& other engineered safety feature actuation signals. Override 
of containment purge isolation is acceptable except for two 
listed items. 

* Operating Reactors Branch 4. 81/07/07. 2pp. 09029:291. 


8107210531 Foruiards safety evaluation re response to NUREG-0737 Item 
II. E. 4. 2. Info provided sufficient details re containment 
isolation pressure to conclude requirements have been met. 

STOLZi J. F. Operating Reactors Branch 4. 81/07/13. 3pp. 09110:321. 


8107210272 Notifies that due to problems w/completion of design re 
emergency feedwater sys<mods are expected to be completed by 
810817. instead of 810717. 

PARKER. W. 0. Duke Power Co. 81/07/17. Ip. 09102:011. 


8107310092 Informs that NRC completed review of info provided by util 
re containment purge/vent sys design & operating practices. 

Requests evaluation of purge/vent sys design 8< operating 
practices within 60 days of receipt of ltr. 

STOLZi J. F. Operating Reactors Branch 4. 81/07/17. 3pp. 09221:149. 


8107290005 Notification of 810728.29 Sc 30 meetings w/B8<W, Meetinghouse 8c 
C-E owners groups in Bethesda.IiD to discuss thermal shock to 
reactor pressure vessel issue. 

VISSINO. 0. Operating Reactors Branch 4. 81/07/20. 5pp. 09189:127. 


8107280283 Advises that info requested in NRC B10210 ltr re seismic 
qualification of auxiliary feedwater sys will not be 
completed until 811001. Delay caused by manpower limitations. 
PARKER. W. 0. Duke Power Co. 81/07/23. Ip. 09173:068. 


8107280360 Responds to 810603 ltr re emergency feedwater sys 
automatic initiation it flow indication circuiting. All mods 
will be implemented by end of Unit 3 1982 refueling outage. 
PARKER. W. 0. Duke Power Co. 81/07/23. Ip. 09178:151. 


8107290029 Notifies that util will postpone installation of high rang# 
radiation monitor & cabling until Victoreen Model 877 
in containment cabling it connector is acceptably qualified. 

Monitor is required by NUREQ-0737. Item II. F. 1. 

PARKER. W. 0. Duke Power Co. 81/07/23. Ip. 09182:359. 


8107290165 Forwards proposed Tech Specs re containment air lock 
testing, supplementing 801229 submittal. Discussion of 
proposed implementation of 10CFR50. App J.III.D. 2 end. 

PARKER. W. 0. Duke Power Co. 81/07/24. 4pp. 09185:314. 


— 8107290167 Proposed Tech Spec 4. 4. 1. 5 re containment air lock testing. 
* Duke Power Co. 81/07/24. 4pp. 09185:318. 


8107290200 Disagrees w/NRC 810424 evaluation it recommendations re low 
temp overpressure protection at facil ity. Atsump ti on is 
incorrect that postulated event can be initiated by failure 
of injection valve to remain closed. 

PARKER. W. 0. Duke Power Co. 81/07/24. 2pp. 09186:295. 


advising util that proposed plans 
i evaluation model were 
irrent program adequate 
mnecessary. 

!4. 3pp. 09195:030. 


to Licenses DPR-38, DPR-47 it 
in & notice of issuance 
iecs. allowing for testing 

:h 4. 81/07/24. 2pp. 09209:024. 


mses DPR-38. DPR-47 Sc DPR-55. 
;o allow for testing dc 

inch 4. 81/07/24. 12pp. 


>ing Amends 99.99 & 96 to Licenses 
V- 

.ation, Director. 81/07/24, 2pp. 


Q. Inspection reports. IE Bulletins Sc correspondence 


8107150277 Forwards IE Circular 81-06. "Potential Deficiency Affecting 
Certain Foxboro 10 to 50 Milliampere Transmitters. " No 
written response required. 

O'REILLY. J. P. Region 2. Atlanta. Office of the Director (81/03/01). 
81/04/14. lp. 09033:333. 


8107080477 Ack receipt of 810526 Sc 0602 ltrs informing NRC of steps 
taken to correct violations noted in IE Insp Repts 
50-269/81-07. 50-270/81-07 Sc 50-287/81-07. 

KELLOQQ. P. J. Reactor Project Branch 2. 81/06/18. lp. 08972:227. 


—8107080485 Responds to NRC 810501 ltr re Violation B noted in IE Insp 
Repts 50-269/81-07.50-270/81-07 Sc 30-287/81-07. Corrective 
actions: monthly surveillance checks now being performed 
on ell units. 

THIES. A. C. Duke Power Co. 81/06/02. 3pp. 08972:228. 


—8107080495 Responds to NRC 810501 ltr re violations noted in IE Insp 
Repts 50-269/81-07.50-270/81-07 Sc 30-287/81-07. No 
proprietary info. Corrective act ions: appropriate disciplinary 
action taken against maint personnel. 

THIES, A. C. Duke Power Co. 81/05/26. 4pp. 08972:231. 


— 8107080301 Forwards revised notice of violation page to XE Insp 
Repts 30-269/81-07,30-270/81-07 Sc 30-287/81-07. 

LEWIS, R. C. Division of Resident Sc Reactor Project Inspection. 
81/03/07. lp. 08972:233. 


— 8107080507 Revised page to notice of violation from insp on 
810310-0410. 

* Division of Resident Sc Reactor Project Inspection, 81/03/07. 
lp. 08972:236. 


—8107080313 Forwards IE Insp Repts 30-269/81-07,30-270/81-07 8c 
30-287/81-07 on 810310-0410 Sc notice of violation. 

LEWIS, R. C. Division of Resident Sc Reactor Project Inspection. 
81/03/01. 2pp. 08972:237. 


— 8107080318 Notice of violation from insp on 810310-0410. 

* Division of Resident Sc Reactor Project Inspection. 81/03/01. 
2pp. 08972:239. 


—8107080325 IE Insp Repts 30-269/B 1-07, 30-270/81-07 8c 30-287/81-07 on 
810310-0410. Noncompliance noted : failure to follow 
instructions for cable repairs. Tech Spec surveillance 
requirements missed. 

JAPE, F. , ORDERS, W. , MYERS. D. Division of Resident 8c Reactor 
Project Inspection. 81/04/29. 13pp. 08972:241. 


8107240494 Supple 810320 response to IE Bulletin 81-01 re mechanical 
snubbers. Insp of accessible snubbers found only one safety- 
related snubber locked-up. 

PARKER, W. 0. Duke Power Co. 81/06/22. lp. . 09142:094. 


8107240289 Forwards analysis 8c evaluation status in response to IE 
Bulletin 80-11, "Masonry Wall Design. " Specified walls are 
safe in existing configuration. Added margin of safety will 
be provided by upgrades. 

PARKER, W. 0. Duke Power Co. 81/06/30. 2pp. 09141:107. 


8107240407 Forwards IE Insp Repts 30-269/81-11, 30-270/BI -11 Sc 
50-287/81-11 on 810526-29. No noncompliance noted. 

LEWIS, R. C. Division of Resident 8c Reactor Project Inspection. 
81/06/30. 2pp. 09138:296. 


—8107240418 IE Insp Repts 50-269/81-1 1, 30-270/81-li 8c 30-287/81-11 on 
810326-29. No noncompliance noted. Major areas inspected: 
health physics appreisel findings. 

PUCKETT, J. M. , FRANKLIN, L. A. , HOSEY, C. M. Technical Inspection 
Branch. 81/06/23. 7pp. 09138:298. 


8107240454 Forwards revision to 810322 response to IE Bulletin Bl-03» 
"Flow Blockage of Cooling Water to Safety Sys Components by 
Corblcule Sp (Asiatic clam) 8c Mytilus Sp (Mussel). " Clams 
discovered in fire protection sys on 810326. 

PARKER, W. 0. Duke Power Co. 81/07/09. 4pp. 09143:013. 


8107240345 Ack receipt of 810322 8c 0602 ltrs informing NRC of steps 
taken to correct violations noted in IE Insp Repts 
30-269/81-06, 30-270/B1-06 8c 30-287/81-06. Resolution of Items 
C 8c E expected by 810720. 

LEWIS, R. C. Division of Resident 8c Reactor Project Inspection. 
81/07/10. lp. 09141:266. 


.lability of Amends 99,99 8< 96 to 
ispectively, 

mch 4. 81/07/24. 2pp. 


DOCKETED ITEMS 


83 


— 8107240349 Responds to NRC 810428 ltr re violations noted in IE Insp 
Repts 30—269/81-06# 50-270/81-06 & 30-287/81-06. Corrective 
actions: evaluation of paragraph mill be made St clarifying 
changes proposed if appropriate. 

THIES, A. C. Duke Power Co. 81/06/02. 3pp. 09141:267. 


— 8107240356 Responds to NRC 810428 ltr re violations noted in IE Insp 
Repts 50-269/81-06# 50-270/81-06 St 30-287/81-06. Corrective 
actions: periodic review of station procedures will be 
revised to include station directives. 

THIES# A. C. Duke Power Co. 81/03/22. 8pp. 09141:270. 


—8107240360 Forwards IE Insp Repts 50-269/81-06# 50-270/81-06 St 
50-287/81-06 on 810323-27 St notice of violation. 

LEWIS, R.C. Division of Resident St Reactor Project Inspection. 
81/04/28. 2pp. 09141:278. 


— 8107240364 Notice of violation from insp on 810323-27, 

e Division of Resident St Reactor Project Inspection. 81/04/28. 
3pp. 09141:280. 


—8107240370 IE Insp Repts 50-269/81-06# 30-270/81-06 St 30-287/81-06 on 
810323-27. Noncompliance noted: plant procedures not reviewed 
every 2 yrs as required. 

BEL ISLE. G. , FREDRICKSON# P. # SKINNER# P. H. Engineering Inspection 
Branch. 81/04/24. 13pp. 09141:283. 


8107240498 Ack reciept of 810306# 0403 St 0522 ltrs informing NRC of 
steps taken to correct violations noted in IE Insp Repts 
30-269/81-01# 50-270/81-01 St 30-287/81-01. 

KELLOGG, P. J, Reactor Project Branch 2. 81/07/10. Ip. 09138:325. 


— 8107240507 Forwards response to NRC 810209 ltr re violations noted in 
IE Insp Repts 30-269/81-01,30-270/81-01 St 30-287/81-01. 

Corrective actions: search of nine areas conducted by trained 
engineer s. Ltr supersedes 810306 St 0403 ltrs. 

THIES, A. C. Duke Power Co. 81/05/22. 2pp. 09138:326. 


— 8107240514 Ack receipt of 810403 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-269/81-01# 

50-270/81-01 St 30-287/81-01. 

LEWIS# R. C. Division of Resident St Reactor Project Inspection. 
81/03/22. Ip. 09138:328. 


— 8107240321 Forwards response to NRC 810209 ltr re violations noted in 
IE Insp Rept 30-269/81-01,50-270/81-01 St 30-287/81-01. 

Corrective actions: addl masonry walls surveyed. Response 
to IE Bulletin 80-11 dtd 810202 provides necessary info. 

PARKER# W.o. Duke Power Co. 81/04/03. 2pp. 09138:329. 


8107270011 Forwards IE Circular 81-09# "Containment Effluent Water 
That Bypasses Radioactivity Monitor. " Licensee action is 
required. 

0 'REILLY# J. P. Region 2. Atlanta, Office of the Director <81/03/01). 
81/07/10. Ip. 09136:286. 


8107200301 Forwards request for relief from A8ME Section XI visual Sc 
volumetric inservice insp requirements. Suppls 810601 
request. No addl license fees provided. 

PARKER, W.O. Duke Power Co. 81/07/13. 4pp. 09070:339. 


8107210031 Forwards response to NRC 810601 request for addl info re 
IE Bulletin 80-11 concerning masonry wal Is. Thirty-eight 
oversize drawings end. Aperture cards are available in 
PDR. 

PARKER, W, O. Duke Power Co. 81/07/13. 6Bpp. 09098:191. 


8107240284 Forwards IE Info Notice 81-20# "Test Failures of Electrical 
Penetration Assemblies. " No licensee action or response is 
rtquirsd. 

O'REILLY# J. P. Region 2# Atlanta# Office of the Director (81/03/01). 
81/07/13. 4pp. 09148:196. 


8. Reportable occurrences# LERs Sc related correspondence 


8107010267 Forwards LER 81-002/01T-0. Detai led event analysis end. 
PARKER, W.O. Duke Power Co. 81/02/25. 3pp. 08885:338. 


■8107010271 LER 81-002/01T-0: on 81021 1# electrical penetration EMV-2 
could not be pressurised. Caused by leak at interior bushing. 
Penetration to be repaired or replaced during next outage. 

JONES# J. L. Duke Power Co. 81/02/23. Ip. 08885:361. 


8107010423 RO: on 810219 analytical results of aquatic vegetation 
samples collected on 810210 indicated that radioactivity 
levels exceeded Tech Specs. Cause not stated. 

PARKER# W.O. Duke Power Co. 81/02/25. 2pp. 08905:329. 


8107200331 Forwards LER B1-005/01T-0. Detai led event analysis end. 
PARKER, W.O. Duke Power Co. 81/04/01. 3pp. 09076:351. 


— 8107200332 LER 81-005/01T-0: on 810318, four closure studs on reactor 
coolant pump 2A2 had corrosion wastage in pump closure area. 

Caused by leakage from pump closure gaskets. Stud 20 
replaced. Studs 1,2 & 3 left in place. 

JONES, J. L. Duke Power Co. 81/03/04. Ip. 09076:332. 


8107200377 Forwards LER 81-006/03L-0. Detai led event analysis end. 
PARKER, W.O. Duke Power Co. 81/05/08. 2pp. 09070:302. 


—8107200380 LER 81-006/03L-0: on 810409# valve 2PR-B failed to open during 
on-line insp. Caused by faulty valve operator diaphragm. Valve 
repaired & verified operable. 

JONES, J. L. Duke Power Co, 81/05/08. Ip. 09070:304. 


8107200273 Forwards LER 81-006/03X-1. Detailed event analysis end. 
PARKER, W.O. Duke Power Co. 81/05/13. 2pp. 09074:275. 


—8107200277 LER 81-006/03X-1 : on 810409, valve 2PR-8 failed to open during 
on line engineering safety testing. Caused by faulty valve 
operator diaphragm. Valve 2PR-S repaired it verified operable. 

JONES, J. L. Duke Power Co. 81/05/13. Ip. 09074:277. 


8107200453 Forwards LER 81-270/03L-0. Detailed event analysis end. 
PARKER, W.O. Duke Power Co. 81/05/13. 2pp. 09073:171. 


— 8107200461 LER 81-009/03L-0: on 810413, during low pressure sve water 
pump periodic test# valves 2LPSW-19 it 2LPSW-21 were closed 
resulting in RB RBCU being out of svc. Caused by personnel 
error. Valve 2LP8W-19 opened & personnel counseled. 

JONES, J. L. Duke Power Co. 81/05/13. Ip. 09073:173. 


8107200345 Forwards LER 81-012/03L-0. Detai led event analysis end. 
PARKER, W.O. Duke Power Co. 81/06/03. 2pp. 09070:318. 


— 8107200350 LER 81-012/03L-0: on 810506, turb ine driven emergency 
feedwater pump oil sump was discovered empty. Cause unknown. 
Pump control switch placed in locked out position to 
prevent automatic start of pump. Oil level restored. 

JONES, J. L. Duke Power Co. 81/06/05. Ip. 09070:320. 


8107200343 Forwards LER B1-008/03L-0. Detai led event analysis end. 
PARKER, W.O. Duke Power Co. 81/06/08. 2pp. 09070:325. 


— 8107200397 LER 81-008/03L-0: on 810308, solenoid valve for 2FDW-316 
stuck in manual position# disabling automatic level control 
of B steam generator from emergency feedwater sys. Valve 
replaced per procedure. 

JONES, J. L. Duke Power Co. 81/06/08. Ip. 09070:327. 


8107020306 Part 21 rept re potential problem w/overcurrent relays 
ITE-30H & ITE-30D series produced from 1976 to Oct 1980. 

Relays may not drop out upon reduction in current. Company 
taking steps to notify relay users. 

DUVALL, D. D. Brown Boveri Corp. (subs. Brown Boveri & Co., Ltd. ). 
81/06/16. 3pp. 08935:340. 


8107200299 Forwards LER 81-001 /03X-1. Detai led event analysis end. 
PARKER, W.O. Duke Power Co. 81/06/19. 2pp. 09076:340. 


—8107200303 LER 81-001/03X-1: on 810120. d iscovered that low pressure svc 
water was not flowing to HPI pump 2A. Caused by blockage due 
to crud bui ldup. Portions of carbon steel piping will be 
replaced w/stainless steel. 

JONES# J. L. Duke Power Co. 81/06/19. Ip. 09076:342. 


8107310142 RO: on 810630, during performance of normal power procedure, 
backup function of units isolating Sc transfer diodes on 125 
volt dc instrumentation Sc control sys was observed. 

Proposed Tech Spec change will be submitted. 

* Duke Power Co. 81/07/01. Ip. 09218:260. 


8107280401 RO: on 810717, fire suppression water sys found inoperable. 
Caused by open main control source breakers. Breakers closed 
Sc sys successfully tested. 

MATTHEWS, T. C. Duke Power Co. 81/Q7/2B. Ip. 09173:055. 
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DOCKETED ITEMS 


DOCKET 50-27 i VERMONT YANKEE NUCLEAR POWER STATION 
F. Security* medical* emergency & fire protection plans 


— 8107020340 Proposed 
& Tables 3. 13. A. 1 
operation of fire 
* Vermont Yankee 


Change 96 to App A Tech Specs* Sections 3. 13 & 4.13 
& 3. 13. F. 1 re limiting conditions for 
protection sys. 

Nuclear Power Corp. 81/06/30. 8pp. 0B926:291. 


8107070344 Forwards functional description of upgraded meteorological 
program in response to NUREG-0737, Item II I. A. Reg ional 
meteorological data will be available through use of Weather 
Inti Real-Time Weather Info Sys. 

HE1DER* L. H. Vermont Yankee Nuclear Power Corp. 81/07/01. 4pp. 
08942: 049. 


8107150389 Responds to 810417 request for extension until Oct 1981 
outage to implement TMI Action Plan Item II. K. 3. 27 re common 
ref level for reactor water level instrumentation. Postpones 
decision until after issuance of 801201 Tech Spec changes. 
IPPOLITO* T. A. Operating Reactors Branch 2. 81/06/30. 3pp. 

09033: 007. 


8107130341 Requests confirmation that sys re prompt notification 8< 
instructions to public in emergency has been implemented. 

Info re compensating actions or procurement !< installation 
problems requested. Response requested by 810724. 

GRIER* B. H. Region 1. Philadelphia* Office of the Director 
(81/03/01). 81/07/01. 4pp. 08997:091. 


8107070273 Provides results of preliminary review of generic BUR 
safety relief valve test program in response to NUREG-0737* 
Item II. D. 1. 

SMITH* R. L. Vermont Yankee Nuclear Power Corp. 81/07/01. 2pp. 
08938: 209. 


8107290002 Generic Ltr 81-27: requests that all emergency plans & 
implementing procedures be submitted w/pages marked to 
reflect privacy & proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT, D. G. Division of Licensing. Bi/07/09. 5pp. 09189:059. 


8107220044 Ack receipt of 800730 & 810202 ltrs transmitting Revisions 
1 & 2 to physical security plan. Response to end questions 
requested within 30 day s. Comp leted transmittal form end. 

Ends withheld (ref 10CFR2. 790). 

IPPOLITO* T. A. Operating Reactors Branch 2. 81/07/10. 3pp. 

09127: 330. 


8107310038 Informs that shift technical advisor cannot be used as team 
leader of fire brigade. Use of advisor on fire brigade 
incompatible w/advisor responsibilities in control room 
during transient or accident. 

IPPOLITO* T. A. Operating Reactors Branch 2. 81/07/21. 2pp. 

09221 : 096, 


8107300196 Forwards Temporary Change 81-2 to physical security plan. 
Change withheld (ref 10CFR2. 790). 

JACKSON* E. W. Vermont Yankee Nuclear Power Corp. 81/07/24. Ip. 
09195:287. 


G. Adjudicatory correspondence 


8107290055 Forwards order confirming licensee commitments to post-TMI 
related requirements of NUREG-0737* based on util 801213.30* 
810113*0310*31*0403 & 17 ltrs. Exp 1 ic it statements of 
requirements set forth in attachment to order. 

IPPOLITO* T. A. Operating Reactors Branch 2. 81/07/10. 3pp. 

09189: 132. 


— 8107290061 Order confirming licensee commitments re post-TMI related 
requirements of NUREG-0737. Requests that applicant satisfy 
specific requirements of NUREG. described in attachment* 
within 3 days. 

EISENHUT. D. G. Division of Licensing. 81/07/10. 10pp. 09189:135. 


P. Operating license stage documents & correspondence 


8107100022 Forwards request for addl info re operational QA program* per 
810309 & 0403 ltrs. 

HAASS* W. P. Quality Assurance Branch. 81/06/10. 5pp. 09001:190. 


8107310298 Forwards safety evaluation re licensee responses to 7B0B29 & 
800110 Generic Ltr 81-24* Multi-Plant Issue B-56»re control 
rod failure to fully insert. Maint problem can be corrected 
by control rod drive overhaul during outage. 

EISENHUT. D. G. Division of Licensing. 81/06/15. Ip. 09222:357. 


8107100240 Forwards MI-LR-81-02* "Mark I Plant Containment Mod Status 
Summary. " Info provided for all Mark I plants except Hope 
Creek it Oyster Creek. Hope Creek not yet operating. Oyster 
Creek will be providing info separately. 

STARK. 8. J. General Electric Co. 81/06/29. Ip. 08995:166. 


—8107100285 "Mark I Plant Containment Mod Status Summary. " 

* General Electric Operating Plant Owners Group. MI-LR-81-02. 
81/06/29. 116pp. 08995:167. 


8107020337 Application for Proposed Change 96 to License DPR-28. 
modifying App A Tech Specs re limiting conditions for 
operation of fire protection sys. Class III amend fee end. 
HEIDER.L. H. Vermont Yankee Nuclear Power Corp. 81/06/30. 2pp. 
08926: 289. 


8107090286 Responds to NUREG-0737* Item 1 1. K. 3. 25. effect of loss of ac 
power on pump seals. Recirculation pump seals are cooled by 
reactor bldg closed cooling water sys. Item considered 
c losed. 

SMITH. R. L. Vermont Yankee Nuclear Power Corp. 81/07/01. 2pp. 
08973: 345. 


8107070257 Informs that lines containing nonconforming matl will not be 
replaced* in response to NUREG-0313 5k Generic Ltr 81-04. 

Program will be developed to address NRC inservice insp & 
leak detection requirements by Oct 1981. 

MARSOLAIS* L. D. Vermont Yankee Nuclear Power Corp. 81/07/01. 2pp. 
08984: 056. 


8107090233 Discusses aspects of placing Inst of Nuclear Power 
Operations plant-specific evaluation repts on docket* per 
Generic Ltr 81-23. Plac ing repts on docket in PDR will 
potentially reduce mgt prerogative re implementation. 

HEIDER»L. H. Vermont Yankee Nuclear Power Corp. 81/07/02. 2pp. 
08983: 270. 


8107310055 Generic Ltr B1-23A to all licensees St CP holders* advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation , per Generic Ltr 81-23* are unnecessary. 

EISENHUT. D. G. Division of Licensing. 81/07/06. 6pp. 09222:215. 


8107290055 Forwards order confirming licensee commitments to post-TMI 
related requirements of NUREG-0737* based on util 801215.30* 
810113*0310,31*0403 & 17 ltrs. Exp 1 ic it statements of 
requirements set forth in attachment to order. 

IPPOLITO, T. A. Operating Reactors Branch 2. 81/07/10. 3pp. 

09189: 132. 


—8107290061 Order confirming licensee commitments re post-TMI related 
requirements of NURECi-0737. Requests that applicant satisfy 
specific requirements of NUREG* described in attachment, 
within 3 days. 

EISENHUT, D. G. Division of Licensing. 81/07/10. 10pp. 09189:13! 


8107240566 Forwards NRC evaluation of BWR owners group response to 
NUREG-0737, Item II. K. 3. 46* "Michelson Concerns." Response 
acceptable. Item considered complete for facility. W/o end. 
IPPOLITO* T. A. Operating Reactors Branch 2. 81/07/14, lp. 

09148: 228. 


8107280109 Notifies that util will commit by means of revision to QA 
Topical Rept YQQAP-l-A to positions of Reg Guides 1. 58 
(Revision 1) & i. 146 re qualification of insp personnel, in 
response to NRC B10610 ltr Sc Generic Ltr 81-01. 

KAY, J. A. Yankee Atomic Electric Co. 81/07/24. lp. 09173:058. 


8107310279 Forwards proprietary rept, YAEC-1265P. "Methods for Anal y si 
of Oxide Fuel Rod, Steady-State Thermal Effects (FR088TEY) 

Code Qualification & Application." Affidavit encl.Rept 
withheld (ref 10CFR2. 790). 

VANDENBURGH, D. Yankee Atomic Electric Co. 81/07/27. 3pp. 

09220: 036. 


Q. Inspection reports. IE Bulletins & correspondence 


8107270217 Advises that IE Info Notice 81—05, "Degraded DC Sys at 
Palisades. " was sent to listed licensees. 

* Region 1* Philadelphia, Office of the Director (81/03/01). 
81/03/13. 4pp. 09167:273. 


8107270270 Advises that IE Info Notice 81-08, "Repetitive Failure* o 
Limitorque Operator SMB-4 Motor-to-Shaf t Key, " uias sent to 
listed licensees. 

* Region 1, Philadelphia, Office of the Director (81/03/01). 
81/03/20. 4pp. 09178:165. 
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8107270243 Advises that IE Info Notice 8 I-IO 1 "Inadvertent Containment 
Spray Due to Personnel Error*" was sent to listed licensees. 

* Region 1, Philadelphia* Office of the Director <81/03/011. 
81/03/25. 4pp. 09167:296. 


8107270192 Advises that IE Info Notice 81-09. "Degradation of Residual 
Heat Removal < RHR ) Sys, " was sent to listed licensees. 

* Region 1, Philadelphia. Office of the Director <81/03/011. 
81/03/26. 4pp. 09167:267. 


8107080085 Forwards IE Insp Rept 50-271/81-03 on 810202-27 & notice of 
violation. 

BRUhNER, E. J. Projects Branch 1. 81/04/07. 2pp. 08976:138. 


■810708008S Notice of violation from insp on 810202-27. 

BRUNNER. E. J. Projects Branch 1 . 81/04/07. Ip. 08976:140. 


— B107080093 IE Insp Rept S0-271/81-03 on 810202-27. Noncomp liance noted: 
no written safety evaluation available as of 810227 for 
temporary changes made per jumper St lifted lead requests. 

RAYMOND, W. J. . COLLINS, S. J. , GALLO, R. M. Reactor Projects Section 
1A. 81/04/03. 22pp. 08976:141. 


8107230297 Advises that IE Bulletin 81-02, "Failure of Gate Type 
Valves to Close Against Differential Pressure, " was 
sent to listed licensees. 

* Region 1, Philadelphia, Office of the Director <81/03/01). 
81/04/09. 4pp. 09146:349. 


8107270256 Advises that IE Circular 81-06, "Potential Deficiency 
Affecting Certain Foxboro 10 to 50 Milliampere 
Transmitters, " was sent to listed licensees. 

* Region 1, Philadelphia, Office of the Director <81/03/01). 
81/04/14. 4pp. 09167:280. 


8107130236 Advises that new estimated date for completion of voluntary 
program providing upgraded seismic analyses is 821001, in 
response to NRC 810317 ltr. 

JACKSON, E, W. Vermont Yankee Nuclear Power Corp. 81/06/30. Ip. 
09000: 042. 


8107090257 Informs that lines containing nonconforming mail will not be 
replaced, in response to NUREG-0313 & Generic Ltr 81-04. 

Program will be developed to address NRC inservice insp it 
leak detection requirements by Oct 1981. 

MARSOLAIS, L. D. Vermont Yankee Nuclear Pouter Corp. 81/07/01. 2pp. 
08984: 056. 


8107160315 Forwards IE Info Notice 81-19, "Lost Parts in Primary 
Coolant Sys." No written response required. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
<81/03/01). 81/07/16. 5pp. 09041:092. 


8107290170 Forwards IE Info Notice Bl-21, "Potential Loss of Direct 
Access to Ultimate Heat Sink. " No written response required. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/21. 5pp. 09186:279. 


8107290201 Forwards IE Circular 81-12, "Inadequate Periodic-Test 
Procedure of PWR Protection Sys. " No written response 
required. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/22. 5pp. 09188:131. 


8107230258 Forwards IE Circular 81-09, "Containment Effluent Water That 
Bypasses Radioactivity Monitor. " No written response 
required. 

GRIER, B. H. Region 1, Philadelph ia, Office of the Director 
< 81/03/01) . 81/07/23. 5pp. 09133:080. 


8107230293 Forwards IE Info Notice 81-20, "Test Failures of Electrical 
Penetration Assemblies. " No written response required. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/23. 5pp. 09133:142. 


8107290166 Forwards IE Circular 81-11, "Inadequate Decay Heat Removal 
During Reactor Shutdown. " No written response required. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/24. 3pp. 09185:322. 


R. Periodic operating reports & related correspondence 


8107200334 Forwards monthly operating rept for June 1981. 

JACKSON, E. W. Vermont Yankee Nuclear Power Corp. 81/07/10. Ip. 
09076:329. 


—8107200335 Monthly operating rept for June 1981. 

BURGER, F. J. Vermont Yankee Nuclear Power Corp. 81/07/08. 7pp. 
09076: 330. 


DOCKET 50-272 SALEM NUCLEAR GENERATING STATION, UNIT 1 


F. Security, medical, emergency it fire protection plans 


B107010465 Releases public version of revisions to emergency plan for 
facilities . 

FELTON, J. M. Division of Rules and Records. 81/06/22. Ip. 

07806: 001. 


— 8107010469 Forwards public version of revisions to emergency plan, in 
response to addl NRC questions. 

MITTL, R. L, Public Service Electric & Gas Co. of New Jersey. 
91/03/12. Ip. 07B06: 001 . 


— 8107010470 Public version of revisions to emergency plan. 

* Public Service Electric it Gas Co. of New Jersey. 81/03/12. 
10pp. 07806:001. 


8107020136 Releases public version of util request for relief from 
NUREQ-0696 criteria re backup emergency operations facility 
& installation of special habitability features. 

FELTON, J. M. Division of Rules and Records. 81/06/22. Ip. 

07806: 001. 


— 8107020139 Forwards public version of request for relief from NUREQ- 
0696 criteria re backup emergency operations facility it 
installation of special habitability features. Info re 
facility location it meteorological dispersion factor end. 

UDERITZ, R. A. Public Service Electric & Gas Co. of New Jersey. 
81/04/20, 45pp. 07806:001. 


8107020141 Releases public version of "Emergency Preparedness Exercise 
Scenario, M 

FELTON, J. M. Division of Rules and Records. 81/06/22. Ip. 

07806: 001. 


— 8107020144 Forwards public version of "Emergency Preparedness Exercise 
Scenario," to be observed by FEMA St NRC on 810408, per 
NUREG-0654 criteria, 

UDERITZ, R. A. Public Service Electric St Gas Co. of New Jersey. 
81/03/25. 2pp. 07806:001. 


— 8107020146 Public version of "Emergency Preparedness Exercise 
Scenario. " 

* Public Service Electric *< Gas Co. of New Jersey. 81/03/25, 
65pp. 07806:001. 


8107130341 Requests confirmation that sys re prompt notification it 
instructions to public in emergency has been implemented. 

Info re compensating actions or procurement St installation 
problems requested . Response requested by 810724. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/01. 4pp. 08997:091. 


8107080517 Request* temporary exemption from 10CFR50, App E criteria re 
installation St testing of prompt notification sys, due to 
delay in shipment of siren*. Emergency plan. Section 6.0 re 
prompt notification sys 8 < compensatory actions end. 

MITTL, R. L. Public Service Electric St Gas Co. of New Jersey. 

81/07/02. Ip. 08973:246. 


— 8107080523 Emergency plan, Section 6.0 re proposed prompt notification 
sys St compensatory actions. 

* Public Service Electric 8 < Ga* Co. of New Jersey, 81/07/02. 

13pp. 08973:247. 


8107290002 Generic Ltr 81-27: requests* that all emergency plans St 
implementing procedures be submitted w/page* marked to 
reflect privacy & proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT, D. G. Division of Licensing. 81/07/09. 5pp. 09189:059. 


8107210320 Ack receipt of 810710 ltr re proposed schedule change until 
810731 for final verification of fire protection program 
cable interaction analysis. Proposed date accepted. 

QR IER, B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01), 81/07/16. Ip. 09104:180. 


—8107210321 Responds to NRC 810505 ltr. Review time for fire protection 
analysis lengthened until 810731 due to consideration of new 
criteria identified in recent site review. 

SCHNEIDER, F. W. Public Service Electric it Gas Co. of New Jersey. 
81/07/10. Ip. 09104:181. 


G. Adjudicatory correspondence 


8107210037 Forwards order confirming util commitments to TMI-related 
requirements contained in NUREQ-0737, 

VARQA, S. A. Operating Reactors Branch 1. 81/07/10, 3pp. 09107:171. 
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— 8107210041 Order confirming licensee commitments to post-TMI related 
issues contained in NUREG-0737. 

EISENHUT, D. G. Division of Licensing. 81/07/10, 10pp. 09107:174. 


8107220219 Decision ALAB-650, denying Township of Lower Alloways Creek & 
AC & EG Coleman appeal pursuant to ASLB 801027 decision 
ordering OL amend to permit installation of new storage 
racks. Ob jections are wholly w/o basis in fact. 

BISHOP, C.J. Atomic Safety and Licensing Appeal Panel. 81/07/17. 

48pp. 09117:340. 


8107290005 Notification of 810728*29 & 30 meetings w/B&U, Westinghouse St 
C-E owners groups in Bethesda* MD to discuss thermal shock to 
reactor pressure vessel issue. 

V1SSING* G. Operating Reactors Branch 4. 81/07/20. 5pp. 09189:127. 


8107290171 Advises that manufacturer will perform seismic & environ 
qualification tests on safety valve switches by Jan 1982* 
per NUREG-0578* Item 2. 1. 3. a. 

MITTL, R. L. Public Service Electric & Gas Co. of New Jersey. 
81/07/21. 2pp. 09185:312. 


P. Operating license stage documents & correspondence 


Q. Inspection reports* IE Bulletins & correspondence 


8107060066 Identifies deficiencies in Westinghouse owners group 
submittal for TMI Action Plan Item I. C. 1 re guidance for 
evaluation & development of procedures for transients & 
accidents. NRC 810528 ltr to owners group end. 

MIRAGLIA* F. J. Licensing Branch 3. Bl/06/16. 2pp. 08958:204. 


8107140837 Forwards Generic Ltr 81-14 requesting info re seismic 
qualification of auxiliary feedwater sys inadvertently 
omitted from NRC 810210 ltr. Response extended to 810814 due 
to delay. 

VARGA* S. A. Operating Reactors Branch 1. 81/06/18. 3pp. 09029:320. 


8107010490 Notification of 810630 meeting w/util in Bethesda* MD to 
review Tech Specs for variations between units & for change 
requests for both units. 

ROSS. W. J. Operating Reactors Branch 1. MEYER* G. Licensing Branch 
3. 81/06/26. Ip. 08918:345. 


8107130264 Provides summary of mods re radiological environ monitoring 
program* li sted in ETS Section 3. 2. Changes previously 
reported in 1980 radiological repts. 

MITTL. R. L. Public Service Electric & Gas Co. of New Jersey. 

81/06/26. Ip. 09000:029. 


8107140003 Requests assistance in soliciting loan of acoustical 
recording of intermittent impact noises from Westinghouse. 

Recording needed to support ORNL 810624-26 measurements re 
missing fragments in video camera of RCS. 

VARGA, 3. A. Operating Reactors Branch 1. 81/06/29. 2pp. 09030:343. 


8107020301 Forwards description & procedural guidelines for RCS vents* 
per NUREG-0737. Item II. B. 1. 

MITTL. R. L. Public Service Electric & Gas Co. of New Jersey. 
81/06/30. 5pp. 08952:296. 


— 8107020302 "Reactor Vessel Head Vent Operation. " Revision 0. One 
oversize drawing encl. Aperture card is available in PDR. 

* Public Service Electric St Gas Co. of New Jersey. 81/02/28. 
11pp. 0B932; 301. 


8107290248 "Adequacy of Station Electric Distribution Sys Voltages, 
Salem Nuclear Power Station Units 1 & 2. " technical 
evaluation rept. 

WEBER, D. A. EGStG Idaho* Inc. FIN A-6429. 8107290248. 81/06/30. 

0pp. 09207:071. 


8107270217 Advises that IE Info Notice 81-05. "Degraded DC Sys at 
Palisades, " was sent to listed licensees. 

# Region 1* Philadelphia, Office of the Director (81/03/01). 
81/03/13. 4pp. 09167:273. 


8107270270 Advises that IE Info Notice 81-08, "Repetitive Failures of 
Limitorque Operator SMB-4 Motor-to-Shaf t Key, " was sent to 
listed licensees. 

* Region 1, Philadelphia, Office of the Director (81/03/01). 
81/03/20. 4pp. 09178:165. 


8107270243 Advises that IE Info Notice 81-10, "Inadvertent Containment 
Spray Due to Personnel Error." was sent to listed licensees. 

* Region 1, Philadelphia, Office of the Director <81/03/01). 
81/03/25. 4pp. 09167:296. 


SI 07270 192 Advises that IE Info Notice 81-09, "Degradation of Residual 
Heat Removal <RHR) Sys," was sent to listed licensees. 

* Region 1, Philadelphia* Office of the Director (81/03/01). 
81/03/26. 4pp. 09167:267. 


8107230297 Advises that IE Bulletin 81-02. "Failure of Gate Type 
Valves to Close Against Differential Pressure," was 
sent to listed licensees. 

* Region 1, Philadelphia, Office of the Director (81/03/01). 
81/04/09. 4pp. 09146:349. 


8107270256 Advises that IE Circular 81-06, "Potential Deficiency 
Affecting Certain Foxboro 10 to 50 Milliampere 
Transmitters, " was sent to listed licensees. 

* Region 1* Philadelphia, Office of the Director (81/03/01). 
81/04/14. 4pp. 09167:280. 


8107080040 Ack receipt of 810309 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-272/80-31. 

Corrective actions listed per 810421 telcon. 

MARTIN, T. T. Engineering Inspection Branch. 81/05/07. 2pp. 
08975:093. 


— 8107080041 Responds to NRC B10212 ltr re violations noted in IE Insp 
Rept 50-272/80-31. Corrective actions: operating instructions 
revised. Lead engineer will publish new index/list of 
effective revisions after each addition. 

SCHNEIDER* F. W. Public Service Electric & Gas Co. of New Jersey. 
81/03/09. 6pp. 08975:095. 


8107100012 Notifies that no further action necessary re TMI Action Plan 
Item II. K, 2. 19. Concerns expressed in Item II. K. 2. 19 not 
applicable to N8SS w/inverted U-tube steam generators 
designed by Westinghouse Si C-E. 

VARGA. S. A. Operating Reactors Branch 1. 81/07/01. 2pp. 09001:170. 


--8 107080042 Forwards IE Insp Rept 50-272/80-31 on B011 17-21 & notice 
violation. 

BRUNNER* E. J. Region 1, Philadelphia, Reactor Operations Nuclear 
Support Branch. 81/02/12. 2pp. .08975:101. 


8107310055 Generic Ltr 81-23A to all licensees & CP holders* advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation, per Generic Ltr 81-23, are unnecessary. 

EISENHUT, D. G. Division of Licensing. 81/07/06. 6pp. 09222:215. 


8107220261 Advises that final action on 810616 request for license 
amend re undervoltage protection concerning emergency safety 
feature actuation instrumentation sys will be delayed, 
pending implementation of necessary design mods. 

VARGA, 8. A. Operating Reactors Branch 1. 81/07/09. 2pp. 09126:274. 


8107210037 Forwards order confirming util commitments to TMI-related 
requirements contained in NUREG-0737, 

VARGA, 8. A. Operating Reactors Branch 1. 81/07/10. 3pp. 09107:171. 


•8107210041 Order confirming licensee commitments to post-TMI related 
issues contained in NUREG-0737. 

EISENHUT, D. G. Division of Licensing. Bl/07/10. 10pp. 09107:174. 


8107240072 Advises that amend application re snubber surveillance Tech 
S 1 , 11 b * * ubl »itted by 810807, per NRC 801120 request. 

Pubzic Service Electric fc Gas Co. of New Jersey. 

81/07/17. Ip. 09137:098. 


— 8107080043 Notice of violation from insp on 801117-21. 

BRUNNER, E, J. Region 1, Philadelphia, Reactor Operations Nuclear 
Support Branch. 81/02/12. 2pp. 08975:103, 


--8 107080044 IE Insp Rept 50-272/80-31 on 8011 17-21. Noncompliance not 
failure to properly implement certain facility procedures St 
to review other facility procedures & changes. 

CHUNG, J. W. , GREENMAN, E. G. Region 1, Philadelphia. Reactor 
Operations Nuclear Support Branch. 81/02/05. 13pp. 08975:105. 


8107130367 Ack receipt of 810601 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-272/80-31. 

MARTIN, T. T. Engineering Inspection Branch. 81/06/17. Ip. 

08997: 022. 


— 8107130372 Responds to NRC 810507 ltr re violations noted in IE In« 
Rept 50-272/80-31. Corrective actions: 131 operating 
instructions completed & 124 reviewed/revised operating 
instructions are in route for final approval. 

MIDURA, H. J. Public Service Electric St Gas Co. of New Jersey. 
81/06/01. 2pp. 08997:023. 


8107150092 Forwards IE Circular 81-10, "Steam Voiding in RCS During 
Decay Heat Removal Cooldown. " No written response required. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/02. 3pp. 09027:251. 
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9107200376 Requests relief from 4-h holding time specified in ASME 
Boiler & Pressure Vessel Code 1974 Edition inservice 
insp program. 

MITTL.R. L. Public Service Electric & Gas Co. of New Jersey. 
81/07/09. 2pp. 09070:305. 


8107130217 Forwards results of soil samples inadvertently omitted from 
1980 Annual Radiological Rept submitted 800722. 

MITTL, R. L. Public Service Electric & Gas Co. of New Jersey. 

81/06/30. 3pp. 08999:305. 


8107160331 Forwards summary of 810618 meeting in King of Prussia* PA re 
systematic appraisal of licensee performance program 
evaluation board findings. Meeting improved mutual 
understanding of program & insp effort. 

GRIER* B. H. Region 1* Philadelphia* Office of the Director 
(81/03/01). 81/07/10. 2pp. 09034:118. 


— 8107160332 Summary of 810618 meeting u/util in King of Prussia. PA re 
systematic appraisal of licensee performance board findings. 
Attendee list end. 

NQRRHOLM, L. J. Region 1. Philadelphia. Office of the Director 
(81/03/01). 81/07/10. 2pp. 09034:120. 


8107230142 Ack receipt of 810624 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-272/81-09 & 
50-311/81-10. 

KEIMIG. R. R . Projects Branch 2. 81/07/10. Ip. 09128:050. 


— 8107230149 Responds to NRC 810602 ltr re violations noted in IE Insp 
Repts 50-272/81-09 Sc 50-31 1/81-10. Corrective actions: 
personnel reminded of importance of submitting repts within 
time required by Tech Specs. 

SCHNEIDER. F. W. Public Service Electric & Gas Co. of New Jersey. 
81/06/24. 4pp. 09128:051. 


8107280551 Forwards IE Insp Repts 50-272/81-12 8< 50-311/81-11. on 810501 
-31. No noncompliance noted. 

KEIMIG. R. R. Division of Resident St Project Inspection. 81/07/10. 

2pp. 09176:207. 


— B107280560 IE Insp Repts 50-272/81-12 S. 30-311 /Bl-11. on B10501-31. No 
noncompliance noted. Major areas inspected: conformance w/Tech 
Specs, fire protection review 8< followup on previous insp 
items. 

NQRRHOLM . L. J. , HILL. W. M. , BETTENHAUSEN. L. Reactor Projects Section 
2A 81/07/08. 27pp. 09176:209. 


8107240524 Forwards corrected Page 12 & Pages 51-54 from "1980 Annual 
Environ Operating Rept (Nonradiological ). " Original rept 
submitted 810612. 

MITTL, R. L. Public Service Electric 8< Gas Co. of New Jersey. 
81/07/13. 2pp. 09139: 126. 


— 8107240530 Corrected Page 12 & Pages 51-54 from "1980 Annual Environ 
Operating Rept (Nonradiological)." 

* Public Service Electric & Gas Co. of New Jersey. 81/07/13. 

5pp. 09139:128. 


8107290052 Forwards “Discharge Monitoring Rept for June 1981. " 
MIDURA.H. J. Public Service Electric 8< Gas Co. of New Jersey. 
81/07/14. Ip. 09184:273. 


— 8107290053 "Discharge Monitoring Rept for June 1981. " 

SCHNEIDER* F. W. Public Service Electric St Gas Co. of New Jersey. 
81/07/10. 12pp. 09184:274. 


S. Reportable occurrences# LERs & related correspondence 


8107060287 Forwards LER 81-055/03L-0. Detai 1 ed event analysis end. 
UDERITZ, R. A. Public Service Electric 8< Gas Co. of New Jersey. 
81/06/19. 3pp. 08892: 100. 


— 8107060289 LER 81-055/03L-0: on 810521* power lost at station power 
transformers 12 & 22. Caused by design deficiency in Unit 3 
generator breaker. Power restored. 

ESPEY* J. J. Public Service Electric & Gas Co. of New Jersey. 
81/06/19. Ip, 08892:103. 


8107060318 Forwards LER B1-056/03L-0. Deta i led event analysis end. 
UDERITZ* R. A. Public Service Electric 8< Gas Co. of New Jersey. 
81/06/19. 3pp. 08892: 186. 


8107280084 Submits supplemental response to IE Bulletin 80-18* "Maint 
of Adequate Min Flow Through Centrifugal Charging Pumps 
Following Secondary Side High Energy Line Rupture. " Safety 
injection initiation signal will be removed from pump. 

SCHNEIDER# F. W. Public Service Electric Sc Gas Co. of New Jersey. 
81/07/14. 3pp. 09172: 176. 


8107160315 Forwards IE Info Notice 81-19, "Lost Parts in Primary 
Coolant Sys. " No written response required. 

GRIER* B. H. Region 1* Philadelphia# Office of the Director 
(81/03/01). 81/07/16. 5pp. 09041:092. 


8107290170 Forwards IE Info Notice 81-21* “Potential Loss of Direct 
Access to Ultimate Heat Sink. " No written response required. 

GRIER* B. H. Region 1* Philadelphia# Office of the Director 
(81/03/01). 81/07/21. 5pp. 09186:279. 


— 8107060321 LER 81-056/03L-0: on 810521, power partially lost to 
containment sump level monitoring sys. Caused by design 
deficiency in unit generator breaker 3. Power restored. 

ESPEY, J. J. Public Service Electric & Gas Co. of New Jersey. 
81/06/19, lp. 08892:189. 


8107130464 Forwards LER 81-039/01T-0. Detailed event analysis submitted. 
UDERITZ* R. A. Public Service Electric 8c Gas Co. of New Jersey. 
81/06/30. 3pp. 08998:037. 


—8107130471 LER 81-059/01T-0: on 810616, maint insp of auxiliary feed pump 
steam supply check valves revealed damage similar to that 
found in Unit 2 valves. Cause under investigation. Valves 
repaired Sc complete parts ordered. 

ESPEY* J. J. Public Service Electric & Gas Co. of New Jersey. 

81/06/30. lp. 08998:040. 


8107290201 Forwards IE Circular 81-12# “Inadequate Periodic-Test 
Procedure of PWR Protection Sys. " No written response 
required. 

GRIER* B. H. Region 1# Philadelphia# Office of the Director 
(81/03/01). 81/07/22. 5pp. 09188:131. 


8107230258 Forwards IE Circular 81-09# '"Containment Effluent Mater That 
Bypasses Radioactivity Monitor. “ No written response 
required. 

GRIER# B. H. Region 1# Philadelphia* Office of the Director 
(81/03/01). 81/07/23. 5pp. 09133:0130. 


8107230293 Forwards IE Info Notice 81-20, "Test Failures of Electrical 
Penetration Assemblies. " No written rosponse required. 

GRIER* B. H. Region 1* Philadelphia# Office of the Director 
(81/03/01). 81/07/23. 5pp. 09133:14)2. 


R. Periodic operating reports $< related correspondence 


8107060180 Forwards discharge monitoring rept for May 1981. 
MXDIRA,H. J. Public Service Electric lie Gas Co. of New Jersey. 
81/06/22. Ip. 08890:009. 


*8107060184 Discharge monitoring rept for May 1981. 

SCHNEIDER, F. W. Public Service Electric Sc Gas Co. of New Jersey. 
81/06/18. 12pp. 08890:010. 


8107240216 Forwards LER 81-060/99X-0. Detailed event analysis end. 
UDERITZ, R. A. Public Service Electric & Gas Co. of New Jersey. 
81/07/15, 3pp. 09139:299. 


— 8107240220 LER 81-060/99X-0: on 810612* d iesel fire suppression pump 2 
declared inoperable during surveillance testing. Caused by 
failure of diesel to start in automatic mode. Diesel being 
rebuilt by manufacturer. Supplemental rept forthcoming. 

ESPEY# J. J. Public Service Electric U Gas Co. of New Jersey. 
81/07/15. lp. 09139:302. 


8107290082 Forwards LER 81-061/03L-0. Detai led event analysis end. 
UDERITZ* R. A. Public Service Electric & Gas Co. of New Jersey. 
81/07/16. 2pp. 09183:012. 


— 8107290084 LER 81-061 /03L-0: on 810616, pressuri zer over protection sys 
channel 1 isolation valve 1PR6 was dosed to isolate leakage 
through 1PR1, Caused by steam cutting of valve cage. Valve 
cage rep laced. 

ESPEY, J. J. Public Service Electric & Gas Co. of New Jersey. 
81/07/16. lp. 09183:014. 


8107280602 Forwards LER 81-062/031-0. Detailed event analysis end. 
UDERITZ, R. A. Public Service Electric & Gas Co. of New Jersey. 
81/07/20. 3pp. 09176:135. 


—8107280608 LER 81-062/03L-0: on 810621, following RHR sys 11 component 
maint, one emergency core cooling subsystem rendered 
inoperable & caused refueling water storage tank to drain 
below limit. Caused by improper realignment of three valves. 

ESPEY, J. J. Public Service Electric & Gas Co. of New Jersey. 
81/07/20, lp. 09176: 138. 
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8107290076 Forwards LER 81-063/Q3L-0. Detai 1 ed event analysis end. 
UDERITZ, R. A. Public Service Electric & Gas Co. of New Jersey. 
81/07/21. 3pp. 09183:015. 


— 8107290080 LER B1-063/03L-0: on 810621. control rod bank demand indicator 
& individual rod position indicators for control rods 2D1 & 

2D5 were found to exceed agreement limits. Caused by 
instrument drift. Rod position indicators recalibr. 

ESPEYr J. J. Public Service Electric & Gas Co. of New Jersey. 

81/07/21. Ip. 09183:018. 


DOCKET 50-27 5 DIABLO CANYON NUCLEAR POWER PLANT. UNIT 1 


A. Application/construction stage documents & correspondence 


8107010227 Submits partial response to NUREG-0737. Item XX. 0.1 re 
adequacy of safety-relief valves based on EPRI test program 
results. Va Ives included in test program represent valves in 
reactor coolant sys. 

CRANE. P. A. Pacific Gas & Electric Co. 81/06/29. 2pp. 08908:361. 


8107020439 Forwards comments on environ protection plan for inclusion 
in App B.full power OL St comments on US Fish & Wildlife Svc 
810619 rept re eight recommended field monitqring 
activities, per 810630 request. 

CRANE. P. A. Pacific Gas & Electric Co. 81/06/30. 19pp. 08928:337. 


8107130326 Forwards revision to proposed Tech Spec 4.6. 1. 3, rep lac ing 
Type B leak test w/leak test applied between double seals 
used on air loc k. Exemption from 10CFR50, App J Paragraph 
III.D. 2(b) ( ii) re leak test requested. 

CRANE, P. A. Pacific ©as & Electric Co. Bl/07/03. Ip. 08999:066. 


■8107130329 Proposed revision to draft Tech Spec 4, 6. 1.3 re surveillance 
requirements for containment air lock. 

* Pacific Gas & Electric Co. 80/12/05. Ip. 08999:067. 


8107310055 Generic Ltr 81-23A to all licensees 8c CP holders, advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation, per Generic Ltr 81-23, are unnecessary. 

EISENHUT, D, G. Division of Licensing. 81/07/06. 6pp. 09222:215. 


F. Security, medical, emergency & fire protection plans 


8107100320 Forwards Page 2-11 to NUREG, chang ing implementing schedule 
for submission & evaluation of upgraded emergency plans per 
Generic Ltr 81-25. 

EISENHUT, D. G. Division of Licensing. 81/06/13. 4pp. 08996:358. 


8107290002 Generic Ltr 81-27: requests that all emergency plans & 
implementing procedures be submitted u/pages marked to 
reflect privacy St proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT, D. G. Division of Licensing. 81/07/09. 5pp. 09189:059. 


8107280224 Submits info re emergency notification sys in response to 
810619 ltr. No problems anticipated in meeting 810801 sys 
upgrade start date. 

CRAhE, P. A. Pacific Gas St Electric Co. 81/07/14. 3pp. 09172:224. 


8107200396 Advises that guard training S< qualification requirements 
will be met by 820101. 

CRAhE, P. A. Pacific Gas St Electric Co. 81/07/16. Ip. 09070:339. 


G. Adjudicatory correspondence 


8107020466 Response opposing applicant 810414 motion to reconsider ASLB 
810406 notice of hearing. Motion should be denied for reasons 
discussed in 810422 response in opposition to NRC & util 
motion for reconsideration. W/Certif icate of Svc. 

REYNOLDS, J. R. Joint Intervenors-Diablo Canyon. REYNOLDS, J. R. 

Center for Law in the Public Interest. 81/04/29. 5pp. 08936:354. 


8107060197 Supplemental answers to Joint Intervenors S10223 
interrogatories. Prof qualifications St Certificate of Svc 
encl. Related correspondence. 

CRANE, P. A. Pacific Qas St Electric Co. 81/05/01. 19pp. 08890:070. 


8107060195 Supplemental motion by Joint Intervenors to reopen record 
for limited purpose of admitting USGS Open File Rept 81-365 
& to establish schedule for parties to supplement proposed 
findings of fact Sc conclusions of law. W/Certif icate of Svc. 
FLEISCHAKER, D. Joint Intervenors-Diablo Canyon. FLEISCHAKER, D. 

FI eitchaker, D. S. 81/05/04. 4pp. 08890:066. 


8107150007 Requests mod to proposed Tech Specs 3/4. 3. 6. 1.7 to increase 
time limit for operation w/purge supply Sc/or exhaust 
isolation valves open w/vacuum/pr essure relief isolation 
valves open, up to i,000-h. 

CRAhE, P. A. Pacific Gas Sc Electric Co. 81/07/09. 2pp. 09027:305. 


8107200316 Responds to 810504 request for commitments re Regulatory 
Positions C. 5, 6, 7,8 & 10 of Reg Guide 1. 58, Revi si on 1 8c Reg 
Guide 1, 146. Submits compliance dates for qualification of 
insp, exam Sc testing S< audit personnel. Cites exceptions. 

CRAhE, P. A. Pacific Gas 8< Electric Co. 81/07/14. 2pp. 09070:356. 


8107020458 Request of Governor Brown for reconsideration of ASLB 
810430 order granting summary disposition of Contention 13. 

Board erred by treating contention as issue re timing of 
water level indicator instal lation. W/Certif icate of Svc. 

BROWN, H. H, California, State of. BROWN, H. H. Hill. Christopher & 
Phillips. 81/05/05. 10pp. 08934:238. 


8107020523 Forwards pages omitted from answers to intervenors * 810223 
supplemental interrogatories forwarded w/810429 ltr. Related 
correspondence. 

CRANE, P. A. Pacific Gas St Electric Co. 81/05/06. Ip. 08950:102. 


8107290145 Submits evaluation of TMI Action Plan Item I. C. I, guidance 
for evaluation & development of procedure* for transients St 
accidents. Identifies deficiencies in Westinghouse owners 
group submittal. 

MIRAGLIA, F. J. Licensing Branch 3. 81/07/17. Ip. 09190:334. 


8107020524 Pagas omitted from supplemental answers to Joint 
Intervenors # 810223 interrogator its 9, A St 11. A re fuel load, 
low power testing & emergency plans. 

CRANE, P. A. Pacific Gas St Electric Co. 81/04/28. 3pp. 08950:103. 


oin-7iAr»/Si/i 


Structural Integrity 

Rate 

t ion. 

2pp. 09191:022. 


8107010213 Answers in opposition to Joint Intervenors St Governor Brown 
810616 proposed findings of fact fc conclusions of law. ASLB 
should adopt applicant findings 8< conclusions, Certificate of 
Svc encl. 

LOCKE, R. F. Pacific Gas & Electric Co. 81/06/23. 28pp. 08885:318. 


" 8107100177 Statement of clarified contentions re 810701 prehearing 

l:024 ’ conference pursuant to ASLB 810527 notice of conference of 

c ounsel. Content of issues more nairrouily focused Sc 
consolidated. Certificate of Svc «*ncl. 

te Test,” REYNOLDS, J. R. Joint Intervenors-Diablo Canyon. REYNOLDS, J. R. 

Cent * T foir *-aw in the Public Interest. 81/06/30, 22pp. 08992:177. 


8107060294 Petition by Qovernor Brown for review of ALAB-644. Issues 
should be reviewed on merits by NRC, schedule fixed for 
submission of briefs on issues St oral argument scheduled. 
Certificate of Svc encl. 

BROUN, H.H. California, State of. BROWN, H. H. Hill, Christopher & 
Phillips. 81/07/01. 13pp. 0889*2:105. 


8107080197 Response to Governor Brown 810612 motion for immediate 
briefing on security matters. Sup p or ts NRC 810701 replu. 
Certificate of Svc encl. 

NORTON, B. Pacific Gas St Electric Co. NORTON, B. Norton, Burke, 
Berry * Junck. 81/07/02. 2pp. 08962:123. 
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8107100167 Governor Broun motion supporting adoption of discovery & 
hearing schedule proposed by NRC per 810701 prehearing 
conference. w/listed mods. Reasonab le discovery period uiould 
be no less than 60 days. Cert if icate of Svc end. 

LANPHER.L. C. California. State of. LANPHER. L. C. Hill. Christopher & 
Phillips. 81/07/02. 7pp. 08992:212. 


8107090101 Forwards Joint Intervenors' petition for review & request 
to exceed page limitation for petition for review. 

FLEISCHAKER* D. Fleischaker, D. S. FLEISCHAKER. D. Joint 
Intervener s-Diablo Canyon. 81/07/06. Ip. 089B1: 179. 


—B 107090103 Request to exceed page limitation for petition for review. 
Request is reasonable due to complexity of issues* abundance 
of testimony & length of ASLB decision. 

FLEISCHAKER. D. Joint Xntervenors-Diab lo Canyon. FLEISCHAKER* D. 
Fleischaker. D. S. 81/07/06. 2pp. 08981:180. 


— 8107090107 Petition for review of ALAB-644. Fac il ity was designed fc 
constructed on mistaken assumption that no active earthquake 
fault was located near plant. Certificate of Svc end. 

FLEISCHAKER. D. Joint Intervenors-Oiab lo Canyon. FLEISCHAKER. D. 
Fleischaker. D. S. 81/07/06. 20pp. 08981:182. 


8107100164 Errata to Joint Intervenors' petition for review of ALAB- 
644. Certif icate of Svc end. 

FLEISCHAKER* D. Joint Intervenors-Diab lo Canyon. FLEISCHAKER. D. 
Fleischaker, D. S. 81/07/07. 3pp. 08992:207. 


8107190067 Motion for hearing schedule re pending joint intervener 
motions to reopen facility OL hearing. Emergency response 
planning contention must be litigated only after complete 
review for adequacy. Certif icate of Svc end. 

REYNOLDS, J. R. Joint Intervener s-Diab 1 o Canyon. REYNOLDS* J. R. 
Center for Law in the Public Interest. 81/07/09. 8pp. 09029:284. 


8107200096 Memorandum & order (ALAB-649) denying Governor Brown 800612 
motion for immediate briefing on security matter. Mot i on does 
not demonstrate any connection between incident mentioned in 
Nucleonics Week 810611 issue & plants. 

BISHOP. C. J. Atomic Safety and Licensing Appeal Panel. 81/07/19. 

4pp. 09069: 136. 


8107200247 Motion by Governor Brown to reopen record to correct staff 
misstatements at low power hearings. Helicopter notification 
capability does not exist to notify persons in Montana de 
Oro "back country. " 

LANPHER, L. C. California, State of. LANPHER, L. C. Hill, Christopher & 
Phillips. 81/07/19. 9pp. 09075:014. 


■8107200250 Affidavit re emergency response plans for Montana de Oro 
State Park. Portions of transcript & Certificate of Svc 
end. 

FELTY.R. E. California, State of. 81/07/02. 24pp. 09075:019. 


B 107200340 Response to Governor Brown 810701 petition to review 
ALAB-644. Magnitude saturation, Tau effect & effective 
acceleration concept all present factual issues not 
appropriate for Commission review. Certif icate of Svc end. 
QLMSTEAD, W. J. Hearing Branch 4. JONES, B. W. Hearing Branch 2. 
81/07/16. 15pp. 09076:313. 


8107220136 Response in opposition to Governor Brown 810701 petition for 
review of ALAB-644. No evidence to support request for 
Commission review of ASLAB findings which affirmed ASLB 
findings on seismic issues. Certif icate of Svc end. 

NORTON* B. Pacific Gas * Electric Co. NORTON, B. Norton* Burke, 

Berry * June k. 81/07/16. 12pp. 09118:080. 


8107220129 Response urging rejection of Joint Intervener 810706 
petition for review of ALAB-644 in entirety. Joint 
Intervenors have not met burden to show that ASLAB acted in 
clearly erroneous manner. Certif icate of Svc end. 

JONES, B. W. Hearing Branch 2. OLMSTEAD, W. J. Hearing Branch 4. 
81/07/20. 12pp. 09119:099. 


8107230018 Motion by Governor Brown to amend ASLB 810717 partial 
initial decision authorizing Director of Nuclear Regulation 
to grant util licenses to load fuel & conduct low power 
testing. W/Certif icate Svc. 

LANPHER.L. C. California, State of. LANPHER, L. C. Hill, Christopher St 
Phillips. 81/07/20. 6pp. 09130:327. 


8107230016 Response in opposition to Qovernor Brown 810702 motion for 
Adoption of proposed schedules. Proposed schedules unduly 
delay proc ee ding. ASLB should adopt schedule in line w/NRC 
810508 proposals. Certif icate of Svc end. 

JONES, B. W. Hearing Branch 2. 81/07/21. 5pp. 09130:294. 


81072X085 Response in support of Governor Brown 810720 motion to amend 
partial initial dec ision. Find ings re compliance w / 
regulations 8c assurance of common defense 8c security can not 
be made w/ o ASLB resolution. W/Certif icate of Svc. 

REYNOLDS, J. R. San Luis Obispo Mothers for Peace. REYNOLDS, J. R. 

Center for Law in the Public Interest. 81/07/21. 6pp. 09129:207. 


8107240080 Summarizes Commissioner Gilinsky 810710 tour of facilities. 
MANNING, W. J, Office of the Executive Legal Director. 81/07/21. 

3pp. 09137: 151. 


81072X243 Response opposing Joint Intervenors' 810706 petition for 
review of ALAB-644. Intervenors simply disagree w/well- 
reasoned S< well-documented factual determinations by ASLAB. 
Certificate of Svc end. 

NORTON, B. Pacific Gas fc Electric Co. NORTON, B. Norton, Burke, 
Berry 8. June k. 81/07/21. 13pp. 09178:152. 


8107240077 Order stating that time for Commission review of ASLB 810717 
partial initial decision will not begin until issuance of 
ASLAB physical security decision. Time for filing stay 
motions will also run from svc of decision. 

CHILK, S. J. Office of the Secretary of the Commission. 81/07/22. 

2pp. 09137: 149. 


8107240233 Forwards ASLB 810717 partial initial decision authorizing 
low power testing. 

HOEFLING, R. K. Hearing Branch 4. 81/07/22. Ip. 09140:281. 


— 8107240237 Partial initial decision authorizing low pow4r testing, 
a Atomic Safety and Licensing Board Panel. 81/07/17. 68pp. 

09140: 2B2. 


81072X231 Advises of change in 810701 completion date for NUREG-0737 
Item II. D. 1 re EPRI/PWR safety S< relief valve qualification 
program. Completion not prerequisite to fuel load & low power 
test authorization. Summary of 810717 meeting end. 

OLMSTEAD, W. J. Hearing Branch 4. 81/07/24. 2pp. 09173:284. 


—8107280234 Summary of 810717 meeting w/EPRI & PUR utils re status of 
EPRI/PWR safety S< relief valve program & power operated 
relief valve qualification program development, per 
NUREG-0737 Item II. D. 1. 

CHERNY, F.C. Mechanical Engineering Branch. 81/07/22. 17pp. 

09173: 286. 


H. General correspondence 


81070X200 Expresses concern re licensing of facilities. 


RICH, D. A. Affiliation Unknown. 81/04/01. 

2pp. 

08984: 032. 

8107070186 Comments on proposed rule 10CFR2 re expediting facility 
licensing & issuing interim licenses prior to safety 
procedure completion. Opposes rule. 

EBERT, M. S. Affiliation Unknown. 01/04/27. Ip. 08960:343. 

8107070198 Comments on proposed rule 10CFR2 re expediting facility 
licensing 8< issuing interim licenses prior to safety 
procedure completion. Opposes rule. 

MACHADA, J. Affiliation Unknown. 81/05/04. Ip. 08960:344. 

81070X220 Supports licensing of facilities. 
DOR ITY, E. W, Affiliation Unknown. 81/05/06. 

Ip- 

0B9B3: 279. 

81071X111 Supports licensing of facilities. 
HILBERT, M. Affiliation Unknown. 81/09/12. 

ip. 

08990: 224. 

81071X122 Supports licensing of facilities. 
FORD, D. C. Affiliation Unknown. 81/05/14. 

Ip. 

08992: 200. 

81070X195 Supports licensing of facilities. 
MEARIG, L. C. Affiliation Unknown. 81/05/13. 

Ip. 

08984: 038. 

81071X101 Opposes licensing of facilities. 
MOSES, R. 0. Affiliation Unknown. Bl/03/20. 

Ip. 

08990: 207. 


81071X117 Package of three ltrs opposing licensing of facilities. 
VALENTINE, J. S. , MOORE, M. L. , MARIS, G. Affiliation Unknown. Bi/05/20. 
3pp. 08990:225. 


81071X148 Requests studies performed by State of CA Div of Mines & 
Geology re Rancho Seco seismic design. Issuance of OL to 
Diablo Canyon considered conspiratorial. Simi lar ltrs for 
transmittal to Assistant US Atty General end. 

CALXYAS, C.D. Affiliation Unknown. 81/05/23. 3pp. 08992:323. 
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8107090307 Package of 42 ltrs opposing licensing of facilities. 
CANCELOSI, A. M. , WELS, M. G. , CLARK, L. K. Affiliation Unknown. 
81/05/27. 42pp. 08984:154. 


8107100033 Package of 151 ltrs opposing licensing of facilities. 
WHORTON,F. , LOHRMAN, S. B. « KALHAMMER, C. J. Affiliation Unknown. 
81/05/27. 153pp. 08989:259. 


8107060399 Supports licensing of nuclear power plants. 

KNECHT , E. Affiliation Unknown. 81/06/10. Ip. 08899:033. 


8107010346 Supports licensing of facilities. 

LARSON, C.L. Affiliation Unknown. 81/06/16. Ip. 08908:351. 


8107060403 Opposes plant licensing. 

BARBER, M. Affiliation Unknown. 81/06/21. 3pp. 08899:117. 


8107080565 Responds to recent ltr to President Reagan re delay in plant 
licensing. Seismic & security hearings before ASLAB concluded 
in Oct !< Nov 19S0. Governor Brown concerns resulted in May 
1981 addl hearing re low power license issuance. 

BERKOW, H. N. Management Analysis Branch. 81/06/23. 3pp. 08979:184. 


8107080179 Expresses concern re licensing of facilities. 

SANDERS, M. Affiliation Unknown. 81/06/24. Ip. 08963:141. 


8107010336 Package of four ltrs opposing licensing of facilities. 

LOVE, J. H. , HERTZ. F. , SPINK. C. Affiliation Unknown. 81/06/25. 4pp. 
08888: 303. 


8107130095 Package of two ltrs opposing licensing of facilities. 
MCELVEN, M. , LINCEL, C. Affiliation Unknown. 81/07/08. 2pp. 
08999: 181. 


8107170203 Comments on proposed rule 10CFR2 re facility licensing. 
Commission should conduct comprehensive review prior to 
making decision re licensing. 

PANETTA, L. E. House of Rep. 81/07/10. 2pp. 09054:098. 


8107230143 Responds to G Nicolopulos 810513 ltr to President Reagan, re 
licensing of facil ities. NRC actions taken will provide 
major improvements in licensing schedules. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 
81/07/10. 11pp. 09136:338. 


8107160116 Package of three ltrs opposing licensing of facilities. 
GAXLEY* M. , HOLLINOS, K. , HOLLINGS, L. Affiliation Unknown. 81/07/14. 
3pp. 09041:124. 


8107160488 Urges plant licensing. 

BANYAY, L. E. Affiliation Unknown. 81/07/14. 6pp. 09041:084. 


8107220062 Opposes licensing of facilities. 

WALKER. A. E. Affiliation Unknown. 81/07/14. 4pp. 09114:192. 


8107230234 Responds to FOIA request for all documents re FOIA requests 
made to NRC re facilities. Forwards related FOIA requests & 

NRC responses. Info is also available in PDR. W/o ends. 

FELTON, J. M. Division of Rules and Records. 81/07/15. tp. 

09134: 331. 


8107010340 Opposes licensing of facilities. 

RABSTEAU Affiliation Unknown. 81/06/25. Ip. 08888:307. 


8107230236 FOIA request for all documents re FOIA requests made to NRC 
re facilities. 

LAUPHEIMER , F. R. Pacific Gas & Electric Co. 81/06/25. Ip. 

09134: 332. 


B 107280457 Requests comments on amount of oil used for facility const, 
fuel enrichment & nuclear waste transportation. 

LEU9CHEL, N. Affiliation Unknown. 81/06/26. 3pp. 09176:166. 


8107220061 Package of two ltrs supporting licensing of facilities. 
BRIONES, A. M. , CURTIS, D. J. Affiliation Unknown. 81/07/16. 2pp. 
09114: 196. 


8107220063 Supports licensing of facilities. 

KUHNE, T. Affiliation Unknown. 81/07/16. Ip. 09114:191. 


8107240159 Requests delay in acting on util OL application until local 
organizations can study Sc respond to issue re rights to 
hold religious ceremonies on site. 

PIERCE, R. A. Chumash Indian Council. 81/07/17. Ip. 09137:043. 


8107080172 Opposes licensing of Diablo Canyon 1 & 2 & supports 
decommissioning of Humboldt Bay. 

BOYKO, D. Affiliation Unknown. 81/06/27. Ip. 03965:347. 


8107020287 Package of two ltrs opposing licensing of facilities. 
WIS8LER.J. , ELAN, D. Affiliation Unknown. 81/06/30. 2pp. 
08951 : 270. 


8107060325 Expresses concern re scheduled hearings which are to be 
held before issuance of low power testing license. 

LARSON, T. , OGAWA.K. , ALLEN, M. Affiliation Unknown. 81/06/30. 7pp. 
08894: 325. 


8107060329 Package of two ltrs supporting licensing of facilities. 
ROOT, It, GLADIEUX, B. I. Affiliation Unknown. 81/06/30. 2pp. 
08894:332. 


8107280506 Requests info re evacuation routes Sc medical facilities in 
event of emergency at facilities. 

MOORE, A., ZALLER, C. , BROWN, D. Affiliation Unknown. 81/07/18. Ip. 
09175: 283. 


8107240061 Expresses concern re licensing of facilities. 

LEON, J. League of Women Voters of San Luis Obispo, CA. 81/07/21. 
Ip. 09138:132. 


8107270024 Opposes licensing of facilities. 

MERONK, F. Affiliation Unknown. 81/07/21. Ip; 09159:283. 


8107280661 Responds to ltr to President Reagan re low power testing at 
facilities. ASLB is expected to inform NRC re util 
compliance w/low power testing requirements. 

ZECrtG. 0. Technical Support Branch. 81/07/21. 3pp. 09188:145, 


8107060390 Package of three ltrs opposing licensing of facilities. 
* Affiliation Unknown. 81/06/30. 8pp. 08898:348. 


8107300127 Forwards 900 citizens ltrs S« 295 names on petitions opposing 
facility licensing. 

WOLF, R. 8. Affiliation Unknown. 81/07/01. ip. 09192:264. 


8107280453 Package of two ltrs opposing licensing of facilities. 
SOLOMON, H. M. , MARTINEZ, R. Affiliation Unknown. 81/07/24. 2pp. 
09174:240. 


8. Inspection reports, IE Bulletins & correspondence 


— 8107300131 Nine hundred citizens ltrs & 295 names on petitions opposing 
facility licensing, 

* Affiliation Unknown. 81/07/09. 700pp. 09192:265. 


8107010435 Forwards IE Insp Repts 50-275/81-12 Sc 50-323/81-09 on 
810501-0605. No noncompliance noted. 

CREWB, J. L. Division of Residant, Reactor Projects Sc Engineering 
Inspection. 81/06/12. 2pp. 08905:354. 


8107090197 Supports licensing of facilities. 

JOHNSON, E. Affiliation Unknown. 01/07/02. 3pp. 08984:034. 


8107130091 Supports licensing of facilities. 

GIBSON, J.C. Affiliation Unknown. 81/07/02. Ip. 0B999: 185. 


—8107010441 IE Insp Repts 50-275/B1-12 Sc 50-323/81-09 on 810501-0605. 
noncompliance noted. Major areas inspected: procedure reviews, 
bulletin/circular followups, followup of outstanding items Sc 
allegation on heat tracing installation, 

BAGAGLIO/M. , MENDONCA, «. , STERNBERG, D. M. Reactor Projects Sect to- 
1. 81/06/09. 4pp. 00905:356. 


8107140758 Opposes facility licensing. 

8HANKAR, J. Affiliation Unknown. 81/07/03. 

Ip. 

09017: 162. 

8107140742 Supports facility licensing. 

BOGDAN, V. G. Affiliation Unknown. 81/07/04. 

Ip. 

09018:329. 


8107140605 Provides followup to 810121 Sc 0407 response to IE 
Bulletin 80-21 re Malcolm Foundry Co valve parts. Complete 
valve review revealed that no Malcolm parts utilized. 
SCHUYLER, J.O. Pacific Gas Sc Electric Co. 81/06/30, 2pp. 
09015: 218. 


8107140752 Opposes facility low-powsr licensing. 
GUENTHER, R. Affiliation Unknown. 81/07/05. ip. 


09017: 180. 


DOCKETED ITEMS 


8107150139 Forwards IE Circular 81-10. "Steam Voiding in RCS During 
Decay Heat Removal Cooldown. " 

# Region 5. San Francisco. Office of the Director (81/03/01). 

B 1/07/02. Ip. 09027:287. 


8107150240 Advises that IE Info Notice 81-19. "Lost Parts in Primary 
Coolant Sy s, " was sent to listed licensees on 810706. 

* Region 5. San Francisco. Office of the Director (81/03/01). 
81/07/06. Ip. 09028:214. 


8107140607 Advises of issuance of end IE Circular 81-09. “Containment 
Effluent Water That Bypasses Radioactivity Monitor" to 
listed lie ensees. NRC 810710 transmittal ltr end. 

* Region 5. San Francisco. Office of the Director (81/03/01). 
81/07/10. ip. 09015:221. 


8107170081 Advises that IE Info Notice 81-20, "Test Failures of 
Electrical Penetration Assemblies," was sent to listed 
licensees on B10713. 

* Region 5, San Francisco. Office of the Director (81/03/01). 
81/07/13. ip. 09053:211. 


DOCKET 50-277 PEACH BOTTOM ATOMIC POWER STATION. UNIT 2 
F. Security, medical, emergency & fire protection plans 


8107270284 Responds to 810508 ltr, requesting temporary suspension of 
guard training program. Suspension justified due to current 
guard strike. 

STOLZ, J. F. Operating Reactors Branch 4. 81/06/24. 2pp. 09167:303. 


8107130341 Requests confirmation that sys re prompt notification & 
instructions to public in emergency has been implemented. 

Info re compensating actions or procurement it installation 
problems requested. Response requested by 810724. 

DRIER, B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/01. 4pp. 08997:091. 


8107290002 Generic Ltr 81-27: requests that all emergency plans fe 
implementing procedures be submitted w/pages marked to 
reflect privacy & proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT, D. G. Division of Licensing. 81/07/09. 5pp. 09189:059. 


8107270063 Advises that IE Info Notice 81-21, "Potential Loss of Direct 
Access to Ultimate Heat Sink." was forwarded to listed utils 
on 810721. 

* Region 5, San Francisco, Office of the Director (81/03/01). 
81/07/21. Ip. 09158:182. 


8107240276 Forwards "Rept on Safety-Related Masonry Walls," in response 
to IE Bull etin 80-11. 

CRANE, P. A. Pacific Gas *< Electric Co. 81/07/22. Ip. 09139:306. 


— 8107240278 "Rept on Saf ety-Related Masonry Walls. " 

* Pacific Gas & Electric Co. 81/07/07. 167pp. 09139:307. 


8. Reportable occurrences, LERs & related correspondence 


G. Adjudicatory correspondence 


8107080282 Order extending Commission time to review ALAB-640 to 
810714. 

CHILK, S. J. Office of the Secretary of the Commission. 81/07/06. 
Ip. 0B973: 332. 


8107210290 Forwards order confirming util commitments for TMI-related 
requirements, contained in NUREG-0737. 

STOLZ, J. F. Operating Reactors Branch 4. 81/07/10. 2pp. 09106:144. 


— 8107210295 Order confirming licensee commitments on post-TMI related 
issues contained in NUREG-0737. 

EISENHUT, D. G. Division of Licensing. 81/07/10. 10pp. 09106:146. 


8107270074 PNS-V-B 1-007: on 810715, during routine security testing, 
guard trainee failed to detect concealed test weapon w/X~ray 
screening. On 810717, const workers were temporarily denied 
access to specific areas of plant. 

MCOICEN, A. D. , NORDERHAUG. L. R. Region 5. San Francisco, Office of the 
Director (81/03/01). 81/07/17. 2pp. 09157:011. 


8107270081 PNS-V— S1-007A: on 810715, during routine security testing, 
guard trainee failed to detect concealed test weapon w/X~ray 
screening. On 810717, const workers were temporarily denied 
access to specific areas of plant. Media interested. 

MCQUEEN, A. D. , NORDERHAUG. L. R. Region 5, San Francisco, Office of the 
Director (81/03/01). 81/07/20. 2pp. 09157:013. 


8107300307 Board Notification 81-16: forwards PNS-V-81-007 & 

PNS-V— 81 -007A, dtd 810717 8c 20, respectively, re preparat ional 
physical security insp testing on 810715. 

TEDEBCO, R. L. Assistant Director for Licensing. 81/07/23. 2pp. 
09209: 129. 


T, Hearing transcripts on non-anti trust matters 


8107020199 Governor Brown submission of U Jorgensen, H Mitchell 8< 

RE Paulus previously filed affidavits. Individuals adopt 
affidavits as prefiled direct testimony. Certificate of Svc 8< 
prof qualifications end. Related correspondence. 

BROW,H.H. California, State of. BROWN, H. H. Hil 1, Christopher 8c 
Phillips. 81/05/08. 9pp. 08935:304. 


8107060283 Transcript of 810701 low power test proceeding in Bethesda, 
MD. Pp 11,355-11,442. 

* Atomic Safety and Licensing Board Panel. 81/07/01. 90pp. 

08892: 240. 


U. Congressional/Executive Correspondence 


8107160168 Urges full review of ASLB decision re licensing of 
facility. 

PANETTA, L. E. House of Rep. 81/07/10. 2pp. 09046: 02B. 


8107220227 Requests NRC response to League of Women Voters of San Luis 
Obispo 810601 ltr re OL. 

CRANSTON, A. Senate. 81/07/13. Ip. 09117:334. 


V. Operator Examinations 


8107160269 Order granting extension until 810721 for Commission to 
decide whether to review ALAB-640. 

CHILK, 8. J. Office of the Secretary of the Commission. 81/07/14. 
Ip. 09046:308. 


8107240071 Order extending Commission time to consider whether to 
review ALAB-640 to 810804. 

CHILK, S. J, Office of the Secretary of the Commission. 81/07/21. 
Ip. 09137:099. 


H. General correspondence 


8107150177 Advises that name will be removed from NRC mailing list 
unless justification to remain is received within 30 days. 
Deletion is cost reduction measure. 

FAIRTILE, M. B. Operating Reactors Branch 4. 81/07/08. Ip. 

09048: 249. 


8107150273 Advises that name will be removed from NRC mailing list 
unless justification to remain is received within 30 days. 
Deletion is cost reduction measure. 

FAIRTILE, M. B. Operating Reactors Branch 4. 81/07/08. Ip. 

09033:352. 


8107150275 Advises that name will be removed from NRC mailing list 
unless justification to remain is received within 30 days. 
Deletion is cost reduction measure. 

FAIRTILE, M. B. Operating Reactors Branch 4. 81/07/08. Ip. 

09033:351. 


8107150279 Advises that name will be removed from NRC mailing list 
unless justification to remain is received within 30 days. 
Deletion is cost reduction measure. 

FAIRTILE, M. B. Operating Reactors Branch 4. 81/07/08. Ip. 

09033: 350. 


8107210324 Advises of desire to remain on correspondence list re 
facility, per NRC 810708 communication. 

H0V1S, R. L. Stock it Leader. 81/07/17. Ip. 09104:187. 


J. Insurance it indemnity information 


8107100074 Forwards Endorsements 93 & 94 to ANI Policy NF-140 it 
Endorsements 48 it 49 to MAELU Policy MF-67. 

BRADLEY, E. J. Philadelphia Electric Co. 81/07/06. 7pp. 08990:117. 


8107200366 Discusses NRC requirement re performance of special low 
power testing program for operator training prior to 
escalation above DX rated thermal power. Supporting info 
•ncl. 

RAHE,E. P. Westinghouse Electric Corp. 81/07/08. 7pp. 09070:238. 
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P. Operating license stage documents 8< correspondence 


8107270323 Submits review of util 810121 info re implementation of 
Unresolved Safety Issue A-10,BWR nozzle crac king. Proposed 
actions ac cep tab le. Requests addl info re proposed control 
rod drive hydraulic sys mods. 

NOVAK, T. h. Assistant Director for Operating Reactors. 81/06/10. 
2pp. 09167:352. 


8107310298 Forwards safety evaluation re licensee responses to 780829 & 
800110 Generic Ltr 81-24i Multi-Plant Issue B-56, re control 
rod failure to fully insert. Maint problem can be corrected 
by control rod drive overhaul during outage. 

EISENHUT, D. G. Division of Licensing. 81/06/1S. Ip. 09222:357. 


8107080457 Forwards 44 drawings* info & procedures* in response to NRC 
801222 request for review re controls for handling heavy 
loads per NURE0-0612. Aperture cards are available in PDR, 

DALTROFF, S. L. Philadelphia Electric Co. 81/06/18, 115pp. 

08974: 225. 


— 8107100285 "Mark I Plant Containment Mod Status Summary. " 

* General Electric Operating Plant Owners Group. MI-LR-81-02 
81/06/29. 116pp. 08995:167. 


8107080270 Advises that licensee will submit response to NUREO-0313, 
Revision 1 * requirements by 811001* Including plans & schedule 
for replacement of nonconforming matls, per 810226 Generic 
Ltr 81-04. 

DALTROFF* S, L. Philadelphia Electric Co. 81/06/30. 2pp. 08973:271. 


8107080308 Informs that study completion it final rept submittal re 
quarry blasting & concrete curing are scheduled for Sept 
1981* in response to NRC 810421 request for addl info. 

BRADLEY, E. J. Philadelphia Electric Co. 81/07/02. Ip. 08972:042. 


8107140183 Proposes 810727-0908 date range for meeting to discuss 
concerns re single loop operation for BWRs above 50% rated 
power, in response to 810109 appl ication. Agenda end. 

STQLZ, J. F. Operating Reactors Branch 4. 81/07/02. 5pp. 09031:329. 


— 8107080465 "Procedure for Training of Const Div Craft Personnel. " 
* Philadelphia Electric Co. 78/06/15. 10pp. 08974:295. 


—8107080467 "Procedure for Certification of Inspectors of Handling 
Equipment & Rigging. " 

* Philadelphia Electric Co. 78/02/01. lBpp. 08974:305. 


— 8107080472 "Procedure for Handling Q-Listed Items." 

* Philadelphia Electric Co. 80/04/14. 19pp. 0B974: 323. 


— 8107080478 "Procedure for Certification of Inspectors of Handling 
Equipment & Rigging. " 

* Philadelphia Electric Co. 80/08/26. 13pp. 08974:342. 


— 8107080483 "Procedure for Handling of Q-Listed Items. " 

* Philadelphia Electric Co. 80/10/10. 18pp. 08974:355. 


— 8107080487 "General Requirements for Training & Testing of Maint Div 
Personnel. " 

* Philadelphia Electric Co. 80/07/03. 9pp. 0B975;011. 


8107020242 Forwards application for amend to Licenses DPR-44 & DPR-56, 
changing Tech Specs re setpoint of main steam line tunnel 
exhaust high temp instrumentation. Fee end. 

BRADLEY, E. J. Philadelphia Electric Co. 81/06/29. Ip. 08936:298. 


— 8107020247 Application for amend to Licenses DPR-44 8c DPR-56, chang ing 
Tech Specs re setpoint of main steam line tunnel exhaust 
high temp instrumentation. Certifi cate of Svc end. 

DALTROFF, S. , BAUER, E. G. , BRADLEY, E. J. Philadelphia Electric Co. 
81/06/29. 6pp. 08936:299. 


8107020250 Proposed Tech Spec Pages 61,63 S < 93a rt main steam line 
tunnel exhaust high temp instrumentation setpoint. 

* Philadelphia Electric Co. 81/06/29. 3pp. 08936:305. 


8107070399 Forwards info requested by NUREG-0737, clarifying TUI action 
plan Items II. B. 1, II. D. 1, II. K. 3. 24, II. K. 3. 25, III. A. 2 & 

II. E. 4. 1. Surveillance test procedure* & five oversize 
drawings end. Aperture cards are available in PDR. 

DALTROFF, S. L. Philadelphia Electric Co. 81/06/29. 18pp. 

08948: 239. 


— 8107070417 Surveillance Test: "HPCI Pump, Valve, Flow Cooler." 

* Philadelphia Electric Co. 81/01/30. 11pp. 08948:261, 

— 8107070435 Surveillance Test "Reactor Core Isolation Cooling Pump, 
Valve, Flow Cooler. " 

* Philadelphia Electric Co. 01/01/30. 10pp. 0894B: 272. 


—8107070451 Surveillance Test "Relief Valve Manual Actuation." 
* Philadelphia Electric Co. 81/03/31. 10pp. 08948:282. 


—8107070465 Surveillance Test "Local Leak Rate Test Reactor Core 
Isolation Cooling Steam Supply." 

* Philadelphia Electric Co. 80/01/16. 11pp. 08948:288. 


—8107070476 SuTveil lance Test " 
* Philadelphia Electric Co. 


'Local Leak Rate Test HPCI Steam Supply." 
80/08/09. Upp. 08948:299. 


8107100240 Forwards MI-LR-Bi-02, "Mark I Plant Containment Mod Status 
Summary." info provided for all Mark I plants except Hope 
Creek 8c Oyster Creek. Hope Creek not yet operating. Ouster 
Creek will be providing info separately. 

STARK, 8. J, General Electric Co. 81/06/29. Ip, 08995:166. 


8107310055 Generic Ltr 81-23A to all licensees & CP holders, advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation, per Generic Ltr 81-23, are unnecessary. 

EISENHUT, D. G. Division of Licensing. 81/07/06. 6pp. 09228:215. 


8107150019 Responds to 810610 ltr re use of filter sys in control rod 
drive hydraulic sys (ref NUREG-0619) & proposed sys mods. 

Existing mod considered acceptable. Simp 1 if ied schematic of 
modified sys end. 

DALTROFF. S. L. Philadelphia Electric Co. 81/07/10. 3pp. 09025:334. 


8107210290 Forwards order confirming util commitments for TMI-related 
requirements. contained in NUREG-0737. 

STOLZ, J. F. Operating Reactors Branch 4. 81/07/10. 2pp. 09106:144. 


8107210295 Order confirming licensee commitments on post— TMI related 
issues contained in NUREG-0737. 

EISENHUT, D, G. Division of Licensing. 81/07/10. 10pp. 09106:146. 


8107240563 Notifies that util 810108 ltr provides info sufficient to 
confirm that containment pressure setpoint meets 
requirements of NUREG-0737, Item II. E. 4. 2(5) 8, added NRC 
guidel ines . 

STOLZ, J. F. Operating Reactors Branch 4. 81/07/14. 2pp. 09148:229. 


8107270258 Forwards evaluation accepting BWR owners group generic 
response to TMI Action Plan Item II. K. 3. 46 "Michelson 
Concerns. " Item considered complete. 

STOLZ* J. F. Operating Reactors Branch 4. 81/07/14. 9pp. 09168:340. 


8107240565 Forwards Amends 80 it 78 Licenses DPR-44 8t DPR-56, 
respec tive ly, safety evaluation 8c notice of issuance 8< 
availabili ty. Amends add requirement to maintain guard 
training 8c quali f ication plan. 

STOLZ, J. F. Operating Reactors Branch 4. Bl/07/20. 3pp. 09147:354. 


<8107240569 Amends 80 it 78 to Licenses DPR-44 8c DPR-56, respectively , 
adding requirement to maintain guard training Sc 
qualification plan to comply W/10CFR73. 55, within 60 days 
of Commission approval. 

STOLZ, U. F. Operating Reactors Branch 4. 81/07/20. 4pp. 


■8107240571 Notice of Issuance Sc availability of Amends 80 it 78 to 
Licenses DPR-44 8c DPR-56, respectively. 

STOLZ, J. F. Operating Reactors Branch 4. 81/07/20. 2pp. 


8107280213 Submits addl info re proposed degraded grid voltage 
protection in response to 810619 ltr. Suggests adding second 
electronic timing relay to second level undervoltage logic 
scheme. 

GALLAGHER, U. W. Philadelphia Electric Co. 81/07/22. 2pp. 

noi ~rt . r r 


8107310337 Informs that applicant will comply w/Reg Guide 1. SB.Revisi. 
1 8< Reg Guide 1.146, as described in end app, per Generic Ltr 
81-01 concerning quel if icetion of insp, exam 8c testing 8c 
eudit personnel. 

DALTROFF, S. L. Philadelphia Electric Co. 81/07/28. 5pp. 09220:04 


G. Inspection reports, IE Bulletins it correspondence 


8107270217 Advises that IE Info Notice 81-05, "Degraded DC Bys at 
Palisades, '* wes sent to listed licensees. 

* Region 1, Philadelphia, Office of the Director (81/03/01). 
81/03/13. 4pp, 09167:273. 
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B107270270 Advises that IE Info Notice 81—08, "Repetitive Failures of 
Limitorque Operator SMB-4 Motor-to-Shaf t Key. " mas sent to 
listed licensees. 

* Region 1, Philadelphia. Office of the Director (81/03/01). 
81/03/20. 4pp. 09178: 165. 


8107270243 Advises that IE Info Notice 81-10. "Inadvertent Containment 
Spray Due to Personnel Error. " was sent to listed licensees. 

* Region 1. Philadelphia. Office of the Director (81/03/01). 
81/03/25. 4pp. 09167:296. 


8107270192 Advises that IE Info Notice 81-09. "Degradation of Residual 
Heat Removal (RHR) Sys. 11 was sent to listed licensees. 

* Region 1, Philadelphia. Office of the Director (81/03/01). 
81/03/26. 4pp. 09167:267. 


81072X297 Advises that IE Bulletin 81-02. "Failure of Gate Type 
Valves to Close Against Differential Pressure. “ was 
sent to listed licensees. 

* Region 1. Philadelphia. Office of the Director (81/03/01). 
81/04/09. 4pp. 09146:349. 


8107160315 Forwards IE Info Notice 81-19. “Lost Parts in Primary 
Coolant Sys. " No written response required. 

ORIER. B. H. Region 1, Philadelphia. Office of the Director 
(81/03/01). 81/07/16. 5pp. 09041:092. 


8107290170 Forwards IE Info Notice 81-21. "Potential Loss of Direct 
Access to Ultimate Heat Sink. " No written response required. 

ORIER. B. H. Region 1. Ph iladelph ia. Office of the Director 
(81/03/01). 81/07/21. 5pp. 09186:279. 


8107290201 Forwards IE Circular 81-12, "Inadequate Periodic-Test 
Procedure of PWR Protection Sys. " No written response 
required. 

ORIER. B. H. Region 1. Philadelphia, Office of the Director 
(81/03/01). 81/07/22. 5pp. 09188:131. 


81072X258 Forwards IE Circular 81-09, "Containment Effluent Water That 
Bypasses Radioactivity Monitor. “ No written response 
required. 

ORIER, B. H. Region 1. Philadelphia, Office of the Director 
(81/03/01). 81/07/23. 5pp. 09133:080. 


8107270256 Advises that IE Circular 81-06. "Potential Deficiency 
Affecting Certain Foxboro 10 to 50 Milliampere 
Transmitters, “ was sent to listed licensees. 

* Region 1, Philadelphia, Office of the Director (81/03/01). 
81/04/14. 4pp. 09167:280. 


8107060288 Forwards Waste Packaging Insp Rept 15000027/80-66 
(50-277/80-36 it 50-278/80-29) on 801105. 

ORIER, B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/06/02. 2pp. 08892:094. 


—8107060293 Waste Packaging Insp Rept 15000027/80-66 (50-277/80-36 Sc 
30-278/8 0-29 ) on 801 105. Noncomp 1 iance noted: during shipment 
of 66 drums of low specific activity radioactive matl, two 
drums found w/loose lock rings on lids. 

ZlftAKOWSKI, P. , THOMAS, R. D. Materials Radiological Protection 
Section. BOOK. H. E. Fuel Facility Projects Section. 81/01/08. 
4pp. 08892:096. 


81072X293 Forwards IE Info Notice 81-20, "Test Failures of Electrical 
Penetration Assemblies." No written response required. 

ORIER, B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/23. 5pp. 09133:142. 


8107290166 Forwards IE Circular 81-11, "Inadequate Decay Heat Removal 
During Reactor Shutdown. " No written response required. 

ORIER, B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/24. 3pp. 09185:322. 


R. Periodic operating reports 8c related correspondence 


8107070428 Forwards "Environs Radiation Monitoring Program, Jan-Dec 
1980, Rept 38" it "Radiological Regional Environ Monitoring 
Program, Jan-Dec 1980, Rept 16." 

WILLSEY, W. B, Philadelphia Electric Co. 81/06/26. Ip. 08949:077. 


81071X134 Requests review it reclassification of Security Level III 
violation noted in IE Insp Repts 50-277/80-36 S< 

50-278/80-29. Violation is of significantly less severe 
level. Full compliance w/corrective actions achieved. 

DALTRQFF, S.L. Philadelphia Electric Co. 81/06/18. 5pp. 08990:332. 


81071X104 Forwards IE Insp Repts 50-277/81-02 8c 50-278/81-02 on 
810112-14 8c 19-20 8c notice of violation. 

SNYDER, 0. L. Emergency Preparedness 8c Operational Support Branch. 
81/06/22. 2pp. 08990:209. 


— 8107070441 "Environs Radiation Monitoring Program, Jan-Dec 1980, Rept 
38. " 

* Interex Corp. 81/05/31. 104pp. 08949:078. 


— 8107070445 "Radiological Regional Environ Monitoring Program, Jan-Dec 
1980, Rept 16. " 

* Radiation Management Corp. 81/05/31. 100pp. 08949:192. 


81072X216 Forwards monthly operating repts for June 1981. 

COONEY. M. J. Philadelphia Electric Co. 81/07/13. Ip. 09071:095. 


Noti ' e violation from insp on 810112-14 8c 19-20. —8107200218 Monthly operating repts for June 1981. 

Emergency Preparedness 8« Operational Support Branch. ALDEN, W. M. Philadelphia Electric Co. 81/07/13. 10pp. 09071:096. 

81/06/22. 2pp. 08990:211. 


— B107100114 IE Insp Repts 50-277/81-02 8c 50-278/81-02 on 810112-14 8c 
19-20. Noncomp 1 iance noted: failure to collect 8< analyze 
chlorine samples 8c failure to calibr chlorine analyzer. 

JACKSON, T. J. , RORES, R. J. Independent Measures 8c Environmental 
Protection Section. 81/06/05. 10pp. 08990:213. 


81072X254 Requests that description of mods per IE Bulletin 80-06 to 
be made to circuitry of traversing in-core probe, nitrogim 
purge valves 8c probe ball valves be provided in order to 
complete review. 

8T0LZ, J. F. Operating Reactors Branch 4. 81/06/24. 3pp. 09146:172. 


B1C '7170238 Forwards IE Insp Repts 50-277/81-11 8t 50-278/81-12 on 
8 10420-24. No noncompliance noted. Rept withheld (ref 
U ‘XJFR2. 790 ) . 

JOYNER, J.H. Division of Engineering 8c Technical Inspection. 

81, '06/29. 2pp. 09055:141. 


810717 ”0199 Forwards IE Insp Repts 50-277/81-07 8c 50-278/81-09 on 
8103c ’51-0407 8c notice of violetion. Enc Is withheld (ref 
10CFR >2. 790). 

BRUNMER, E. J. Division of Resident 8c Project Inspection. 81/07/01. 
3pp. 09055: 146. 


81072X2; 28 Forwards IE Insp Repts 50-277/81-09 8c 50-278/81-10 on 
810408- 30. N» noncompliance noted. 

KEIMIO, | R. R. Projects Branch 2. 81/07/02. 2pp. 09129:240. 


•810723021*9 IE Insp Repts 50-277/81-09 8c 50-278/81-10 on 810408-30. No 
noncomp 1 iance noted. Major area* inspected: operational 
safety, , event followup, radiation protection, physical security 
8c control room observations. 

COWOILL, C. J. , BLOUOH, A. R. , MCCABE, E. C. Projects Branch 2, 

81/07/01 . 12pp. 09129:242. 


S. Reportable occurrences, LERs 8c related correspondence 


8106010419 Part 21 rept re failure of QA Co instrument cable to meet 
IEEE temp requ irements, initial ly reported on 810512. 

Defective matl was supplied by Rockbestos Corp. Each user 
should evaluate instal lation. User list end. 

RICKARD, C. L. General Atomic Co. (subs, of Oulf Oil Co.). 81/05/15. 

4pp. 08663:008. 


DOCKET 50-278 PEACH BOTTOM ATOMIC POWER STATION. UNIT 3 


F. Security, medical, emergency 8c fire protection plans 


8107270284 Responds to 810508 ltr, request ing temporary suspension of 
guard training program. Suspension justified due to current 
guard strike. 

STOLZ, J. F. Operating Reactors Branch 4. 81/06/24. 2pp. 09167:303. 


81071X341 Requests confirmation that sys re prompt notification 8< 
instructions to public in emergency has been implemented. 

Info re compensating actions or procurement 8c installation 
problems requested. Response requested by 810724. 

ORIER, B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/01. 4pp. 08997:091. 


8107290002 Qeneric Ltr 81-27: requests that all emergency plans 8c 
implementing procedures be submitted w/pagcs marked to 
reflect privacy 8c proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT, D. 0. Division of Licensing. 81/07/09. 5pp, 09189:059. 
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G. Adjudicatory correspondence 


8107080282 Order extending Commission time to review ALAB-640 to 
B10714. 

CHILK, S. J. Office of the Secretary of the Commission. 81/07/06. 
Ip. 08973:332. 


— 8107080467 "Procedure for Certification of Inspectors of Handling 
Equipment & Rigging. " 

* Philadelphia Electric Co. 78/02/01. 18pp. 08974:305. 


— 8107080472 "Procedure for Handling O-Listed Items. " 

* Philadelphia Electric Co. 80/04/14. 19pp. 08974:323. 


8107210290 Forwards order confirming util commitments for TMI-related 
requiremen ts, contained in NUREG-0737. 

STOLZ, J. F. Operating Reactors Branch 4. 81/07/10, 2pp. 09106:144. 


— 8107080478 "Procedure for Certification of Inspectors of Handling 
Equipment & Rigging. “ 

* Philadelphia Electric Co. 80/0B/26. 13pp. 08974:342. 


— 8107210295 Order confirming licensee commitments on post-TMI related 
issues contained in NUREG-0737. 

EISENHUT . D. G. Division of Licensing. 81/07/10. 10pp. 09106:146. 


— 8107080483 "Procedure for Handling of Q-Listed Items. " 

* Philadelphia Electric Co. 80/10/10. 18pp. 08974:355. 


8107160269 Order granting extension until 810721 for Commission to 
decide whether to review ALAB-640. 

CHILKi S. J. Office of the Secretary of the Commission. 81/07/14. 
Ip. 09046:308. 


8107240071 Order extending Commission time to consider whether to 
review ALAB-640 to 810804. 

CHILK/ S, J. Office of the Secretary of the Commission. 81/07/21. 
Ip. 09137:099. 


H. General correspondence 


8107150177 Advises that name will be removed from NRC mailing list 
unless justification to remain is received within 30 days. 
Deletion is cost reduction measure. 

FAIRTILE, M. B. Operating Reactors Branch 4. 81/07/08. Ip. 

09048: 249. 


— 8107080487 "General Requirements for Training & Testing of Maint Div 
Personnel. " 

* Philadelphia Electric Co. 80/07/03. 9pp. 08975:011. 


8107020242 Forwards application for amend to Licenses DPR-44 & DPR-36» 
changing Tech Specs re setpoint of main steam line tunnel 
exhaust high temp instrumentation. Fee end. 

BRADLEY, E. J. Philadelphia Electric Co. 81/06/29. Ip. 08936:296. 


— 8107020247 Applicetion for amend to Licenses DPR-44 & DPR-56, changing 
Tech Specs re setpoint of main steam line tunnel exhaust 
high temp instrumentation. Certificate of Svc end. 

DALTROFF/S., BAUER, E. G. , BRADLEY, E. J. Philadelphia Electric Co. 
81/06/29. 6pp. 08936:299. 


— 8107020250 Proposed Tech Spec Pages 61,63 & 93a re main steam lint 
tunnel exhaust high temp instrumentation setpoint. 

* Philadelphia Electric Co. Bi/06/29. 3pp. 08936:305. 


8107150273 Advises that name will be removed from NRC mailing list 
unless justification to remain is received within 30 days. 
Deletion is cost reduction measure. 

FAIRTILE, M. B. Operating Reactors Branch 4. 81/07/08. Ip. 

09033: 352. 


8107150275 Advises that name will be removed from NRC mailing list 
unless justification to remain is received within 30 days. 
Deletion is cost reduction measure. 

FAIRTILE, M. B. Operating Reactors Branch 4. 81/07/08. Ip. 

09033:351. 


8107150279 Advises that name will be removed from NRC mailing list 
unless justification to remain is received within 30 days. 
Deletion is cost reduction measure. 

FAIRTILE, M. B. Operating Reactors Branch 4. 81/07/08. Ip. 

09033: 350. 


8107210324 Advises of desire to remain on correspondence list re 
facility, per NRC 810708 communication. 

HOVIS, R. L. Stock & Leader. 81/07/17. Ip. 09104:187. 


J. Insurance & indemnity information 


8107100074 Forwards Endorsements 93 & 94 to ANI Policy NF-140 & 
Endorsements 4B & 49 to MAELU Policy MF-67. 

BRADLEY, E. J. Philadelphia Electric Co. 81/07/06. 7pp. 08990:117. 


P. Operating license stage documents & correspondence 


8107270323 Submits review of util 810121 info re implementation of 
Unresolved Safety Issue A-10, BWR nozzle cracking. Proposed 
actions ac ceptable. Requests addl info re proposed control 
rod drive hydraulic sys mods. 

NOVAK, T. M. Assistant Director for Operating Reactors. 81/06/10. 
2pp. 09167:352. 


8107310298 Forwards safety evaluation re licensee responses to 780829 8c 
800110 Generic Ltr 81-24, Multi— Plant Issue B-56,re control 
rod failure to fully insert. Maint problem can be corrected 
by control rod drive overhaul during outage. 

EISENHUT, D. G. Division of Licensing. 81/06/15. Ip. 09222:357. 


8107080457 Forwards 44 drawings, info 8< procedures, in response to NRC 
801222 request for review re controls for handling heavy 
loads per NUREG-0612. Aperture cards are available in PDR. 

DALTROFF, S. L. Philadelphia Electric Co. 81/06/18. 115pp. 

08974:225. 


—8107080465 "Procedure for Training of Const Div Craft Personnel. " 
* Philadelphia Electric Co. 78/06/15. 10pp. 08974:295. 


8107070399 Forwards info requested by NUREG-0737, c lar if ying TMI action 
plan Items II. B. i, II. D. 1, II. K. 3. 24, II. K. 3. 25, III. A. 2 & 

I X. E. 4. 1. Surveil lance test procedures & five oversize 
drawings end. Aperture cards are available in PDR. 

DALTROFF, S. L. Philadelphia Electric Co. 81/06/29. 18pp. 

08948: 239. 


— 8107070417 Surveillance Test: "HPCI Pump, Valve, Flow Cooler." 
* Philadelphia Electric Co. 81/01/30. 11pp. 0894B:261. 


— 8107070435 Surveillance Test "Reactor Core Isolation Cooling Pump, 
Valve, Flow Cooler. " 

* Philadelphia Electric Co. 81/01/30. 10pp. 08948:272. 


— 8107070451 Surveillance Test "Relief Valve Manual Actuation. " 
* Philadelphia Electric Co. 81/03/31. 10pp. 08948:282. 


— 8107070465 Surveillance Test "Local Leak Rat* Test Reactor Cor* 
Isolation Cooling Steam Supply. 11 

* Philadelphia Electric Co. 80/01/16. 11pp. 08948:288. 


— 8107070476 Surveillance Test "Local Leak Rat* Test HPCI Steam Supply.’ 
* Philadelphia Electric Co. 80/08/09. 11pp. 08948:299. 


8107100240 Forwards MI-LR-81-02, "Mark I Plant Containment Mod Status 
Summary. 11 Info provided for all Mark I plants except Hope 
Creek & Oyster Creek. Hop* Creek not yet operating. Oyeter 
Creek will be providing info separately. 

STARK, 8. J. General Electric Co. 81/06/29. ip. 08995:166. 


— 8107100285 "Mark I Plant Containment Mod Statu* Summary. “ 

* General Electric Operating Plant Owners Group. MI-LR-Bi-02. 
81/06/29. 116pp. 08995:167. 


8107070278 Forwards revised Tech Spec Pages 133b, c, d & e to provide 
clarification of scram time surveillance. Scram time 
surveillance Tech Specs modified in 810331 license amend 
request. 

DALTROFF, S. L. Philadelphia Electric Co. 81/06/30. 2pp. 08938:21,4 


•8107070280 Revised Page* 133b, c,d 8c e to Tech Specs, providing 
clarification pertaining to scram time surveillance. 

* Philadelphia Electric Co. 81/06/30. 4pp. 08938:216. 


8107080270 Advise* that licensee will submit response to NURE0-031 3» 
Revision 1 , requirements by 811001, including plans 8c schedule 
for replacement of nonconforming matls, per 810226 Generic 
Ltr 81-04. 

DALTROFF, S.L. Philadelphia Electric Co. 81/06/30. 2pp. 089*73:271 


8107080308 Informs that study completion 8c final rept submittal re 
quarry blasting 8< concrete curing are scheduled for Sept 
1981, in response to NRC 810421 request for addl info. 

BRADLEY, E. j. Philadelphia Electric Co. 81/07/02. ip. O897;2:042. 


DOCKETED ITEMS 


8107140183 Proposes 810727-0908 date range for meeting to discuss 
concerns re single loop operation for BWRs above S07. rated 
power* in response to 810109 application. Agenda end. 

STOLZ* J. F. Operating Reactors Branch 4. 81/07/02. 5pp. 09031:329. 


8107310055 Generic Ltr 81-23A to all licensees it CP holders* advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation* per Generic Ltr 81-23* are unnecessary. 

EISENHUT* D. G. Division of Licensing. 81/07/06, 6pp. 09222:215. 


8107150019 Responds to 810610 ltr re use of filter sys in control rod 
drive hydraulic sys <ref NUREG-0619) & proposed sys mods. 

Existing mod considered acceptable. Simp lified schematic of 
modified sys end. 

DALTRQFFi S. L. Philadelphia Electric Co. 81/07/10, 3pp. 09025:334. 


8107210290 Forwards order confirming util commitments for TMI-related 
requirements. contained in NURE0-0737. 

STOLZ* J. F. Operating Reactors Branch 4. 81/07/10. 2pp. 09106:144. 


— 8107210295 Order confirming licensee commitments on post-TMI related 
issues contained in NUREG-0737. 

EISENHUT, D. G. Division of Licensing. 81/07/10. 10pp. 09106:146. 


8107240563 Notifies that util 810108 ltr provides info sufficient to 
confirm that containment pressure setpoint meets 
requirements of NUREG-0737* Item II.E. 4. 2<5) it added NRC 
guidel ines. 

STOLZ. J. F. Operating Reactors Branch 4. 81/07/14, 2pp. 09148:229. 


8107270258 Forwards evaluation accepting BWR owners group generic 
response to TMI Action Plan Item II. K. 3. 46 "Michelson 
Concerns. 11 Item considered complete. 

STOLZ, J. F. Operating Reactors Branch 4. 81/07/14. 9pp. 09168:340. 


8107200425 Requests that NRC approve MAPLHQR for 8 X B fuel types to 
max exposure of 40,000 MW-days per short ton. 

DALTROFF, 8. L. Philadelphia Electric Co. 81/07/15. 2pp. 09073:253. 


8107240565 Forwards Amends 80 & 78 Licenses DPR-44 8< DPR-56* 
respective ly, safety evaluation & notice of issuance it 
availability. Amends add requirement to maintain guard 
training it qualification plan. 

STQLZ* J. F. Operating Reactors Branch 4. 81/07/20. 3pp. 09147:354. 


— B 107240569 Amends 80 it 78 to Licenses DPR-44 it DPR-56. respectively , 
adding requirement to maintain guard training it 
qualif ication plan to comply W/10CFR73. 55, wi th in 60 days 
of Commission approval. 

STOLZ* J. F. Operating Reactors Branch 4. 01/07/20. 4pp. 

09147: 357. 


— 8107240571 Notice of issuance it availability of Amends 80 & 78 to 
Licenses DPR-44 St DPR-56* respectively. 

STOLZ* J. F. Operating Reactors Branch 4. 81/07/20. 2pp. 

09147:361. 


8107280656 Discusses applicability of Tech Spec Tables 3. 1. 1 & Tech 
Spec 3/4, 10. A* core alterations it refueling interlocks* in 
licensee proposal re mod to scram discharge vol sys 8< 
reloading fuel. Tech Spec change unnecessary. 

FAIRTILE, M. B. Operating Reactors Branch 4. 81/07/21. Ip. 

09180: 129. 


8107280213 Submits addl info re proposed degraded grid voltage 
protection in response to 810619 ltr. Suggests adding second 
electronic timing relay to second level undervoltage logic 
scheme. 

GALLAGHER* J. W. Philadelphia Electric Co. 81/07/22. 2pp. 
09171:332. 


8107310337 Informs that applicant will comply w/Reg Guide 1. 58* Revision 
1 & Reg Guide 1.146* as described in end app* per Generic Ltr 
81-01 concerning qualification of insp* exam it testing it 
audit personnel. 

DALTROFF, S. L. Philadelphia Electric Co. 81/07/28. 5pp. 09220:046. 


Q. Inspection reports* IE Bulletins it correspondence 


8107270217 Advises that IE Info Notice 81-05* "Degraded DC Sys at 
Palisades* " was sent to listed licensees. 

* Region 1* Philadelphia* Office of the Director (81/03/01). 
81/03/13. 4pp. 09167:273. 


8107270270 Advises that IE Info Notice 81-08* "Repetitive Failures of 
Limitorque Operator SMB-4 Motor-to-Shaf t Key* " was sent to 
listed licensees. 

* Region 1* Philadelphia* Office of the Director <31/03/01 >. 
81/03/20. 4pp. 09178:165. 


8107270243 Advises that IE Info Notice 81-10, "Inadvertent Containment 
Spray Due to Personnel Error, " was sent to listed licensees. 

* Region 1. Philadelphia* Office of the Director (81/03/01). 
81/03/25. 4pp. 09167:296. 


8107270192 Advises that IE Info Notice 81-09* "Degradation of Residual 
Heat Removal (RHR) Sys," was sent to listed licensees. 

* Region 1, Philadelphia* Office of the Director (81/03/01). 
81/03/26. 4pp. 09167:267. 


8107230297 Advises that IE Bulletin 81-02* "Failure of Gate Type 
Valves to Close Against Differential Pressure* " was 
sent to listed licensees. 

* Region 1, Philadelphia, Office of the Director (81/03/01). 
81/04/09. 4pp. 09146:349. 


8107270256 Advises that IE Circular 81-06* "Potential Deficiency 
Affecting Certain Foxboro 10 to 50 Milliampere 
Transmitters* " was sent to listed licensees. 

* Region 1* Philadelphia* Office of the Director (81/03/01). 
81/04/14. 4pp. 09167:280. 


8107060288 Forwards Waste Packaging Insp Rept 15000027/80-66 
<50-277/80-36 it 50-278/80-29) on 801105. 

GRIER. 0. H. Region 1* Philadelphia* Office of the Director 
(81/03/01). 81/06/02. 2pp. 08892:094. 


— S107060293 Waste Packaging Insp Rept 15000027/80-66 <50-277/80-36 & 
50-278/80-29) on 801 105. Noncomp 1 ianc e noted: during shipment 
of 66 drums of low specific activity radioactive matl*two 
drums found w/loose lock rings on lids. 

ZIRAKOWSKI* P. » THOMAS* R. D. Materials Radiological Protection 
Section. BOOK* H. E. Fuel Facility Projects Section. Bl/01/08. 
4pp. 08892:096. 


8107100134 Requests review it reclassification of Security Level III 
violation noted in IE Insp Repts 50-277/80-36 & 

50-278/80-29. Violation is of significantly less severe 
level. Full compliance w/corrective actions achieved. 

DALTROFF, S. L. Philadelphia Electric Co. 81/06/18. 5pp. 08990:332. 


8107100104 Forwards IE Insp Repts 50-277/81-02 it 50-278/81-02 on 
810112-14 S< 19-20 it notice of violation. 

SNYDER* G. L. Emergency Preparedness it Operational Support Branch. 
81/06/22. 2pp. 08990:209. 


—8107100109 Notice of violation from insp on 810112-14 it 19-20. 

SNYDER, G. L. Emergency Preparedness & Operational Support Branch. 
81/06/22. 2pp. 08990:211. 


8107230254 Requests that description of mods per IE Bulletin 80-06 to 
be made to circuitry of traversing in-core probe* nitrogen 
purge valves it probe ball valves be provided in order to 
complete review. 

STOLZ. J. F. Operating Reactors Branch 4. 81/06/24. 3pp. 09146:172. 


8107170238 Forwards IE Insp Repts 50-277/81-11 «c 50-278/81-12 on 
810420-24. No noncompliance noted. Rept withheld (ref 
10CFR2. 790). 

JOYNER* J. H. Division of Engineering it Technical Inspection. 
81/06/29. 2pp. 09055: 141. 

8107170199 Forwards IE Insp Repts 50-277/81-07 it 50-278/81-09 on 
810301-0407 it notice of violation. Enc 1 s withheld (ref 
10CFR2. 790). 

BRUNNER* E. J. Division of Resident it Project Inspection. 81/07/01. 
3pp. 09055:146. 


8107230228 Forwards IE Insp Repts 50-277/01-09 it 50-278/81-10 on 
810408-30. No noncompliance noted. 

KEIM1G* R, R, Projects Branch 2. 81/07/02. 2pp. 09129:240. 


—8107230229 IE Insp Repts 50-277/B1-09 & 50-270/81-10 on 810408-30. No 
noncompliance noted. Major areas inspected: operational 
safety, event followup, radiation protection. physical security 
it control room observations. 

COWGILL, C, J. , BLOUGH* A. R. , MCCABE, E. C. Projects Branch 2. 

81/07/01. 12pp. 09129:242. 


8107160315 Forwards IE Info Notice 81-19* "Lost Parts in Primary 
Coolant Sys." No written response required. 

GRIER* B. H. Region 1* Philadeiph ia* Office of the Director 
(81/03/01). 81/07/16. 5pp. 09041:092. 


8107290170 Forwards IE Info Notice Bl-21, "Potential Loss of Direct 
Access to Ultimate Heat Sink. " No written response required. 

GRIER* B. H. Region 1* Philadelphia* Office of the Director 
(81/03/01). 81/07/21. 5pp. 09186:279. 
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9107290201 Forwards IE Circular 31-12. “Inada,uata Periodic-Test 
* procedure oP PMR Protection Burn." No written response 

w'tH. Rasion 1. PH ilasd-lphi-. Office of the Director 
(81/03/01). 81/07/22. Spp. 09188.131. 


8107290002 Oeneric Ltr 81-27: requests that all emergency plans 8 < 
implementing procedures be submitted ui/pages marked to 
reflect privacy & proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT, D. G. Division of Licensing. 81/07/09. 5pp. 09109:05 


0107230258 Forwards IE Circular Sl“09, 

Bypasses Radioactivity Monitor. “ No written response 

GRIER^H. Region 1. Philadelphia 
(81/03/01). 81/07/23. 5pp. 


Containment Effluent Water That 


Office of the Director 
09133: 080. 


8107140530 Advises of incorrect & redundant Table 3. Page W/4669/14 
in end to util 810702 ltr re functional description of 
upgraded meteorological facilities* per NUREG-0654. Page 
should be omitted. Correct Table 3 is on .Page W/4669/12. 

LEASBURG, R. H. Virginia Electric & Power Co. 81/07/10. Ip. 
09015: 296. 


of EUctrical 

SSfi”*H ,n £|1>» 1. MiU-1 l S5‘^.?;S le - 0f the DireCt0r 

(81/03/01). 81 / 07 / 23 . 5pp. 09133.142. 


8107290227 Forwards emergency planning info for placement in LPDR. 
8106290428. 

SOUDER.J. L. Division of Rules and Records, 81/07/16, lp. 

09206: 229. 


8107290166 Forward. IE Cirtul.r 81-11. "In.d.qu.t. D.c.g Hut Ruov.l 
8 shutdown. " No written response required, 

GRIER?B R H Region 1, Philadelphia, Office of the Director 
Si/M/M >. aJS/M. *»• 09195: 322. 


8107310089 Forwards emergency planning info for placement in LPDR 
8106260376. 

SQUDER, J. L. Division of Rules and Records. 81/07/16. Ip. 

09221 : 164. 


r. Periodic operating reports & related correspondence 


8107070428 Forwards 


"Environs Radiation Monitoring Program, Jan-Dec 
l 198 aR^pt r 38 *'V :: Radiological H Regional Environ Monitoring 

S^:wT D 'phiI“'.i;hI. 1 EiutrU CO. 91/06/26. lp. 08949:077. 


8107310207 Forwards emergency planning info for placement in LPDR 
8107010483. 

SOUDER.J, L. Division of Rules and Records. 81/07/21. lp, 

09222: 334. 


G. Adjudicatory correspondence 


-8107070441 "Environs Radiation Monitoring Program. Jan-Dec 1980. Rept 
f inter., corp. 81/05/31. 104pp. 03949:073. 


-8107070445 "Radiological Regional Environ Monitoring Program. Jan-Dec 
i^Radletipn" Corp. 31/05/31. lOOpp. 0S949: 192. 


S107200216 Forwards monthly operating repts for June 1981. 

COONEY.M.J Philadelphia Electric Co. 81/07/13. Ip. 09071:095. 


8107090291 Answer that petitioners do not object to NRC 810629 m< 
for leave to defer response to 810622 petition until 810731. 
Certificate of Svc end. 

REYNOLDS. N. S. Commonwealth Edison Co. 81/07/07. 3pp. 0Q984 


8107150286 Requests that NRC notify N Reynold* that 810622 petit 
for extension of deadline for compliance w/CLI-80-21 has 
been retitled. Svc should be made of all subsequent papers on 
parties to proceeding, including UCS. 

WEISS. E. R. Harmon & Weiss, 81/07/10, 3pp. 09025:156. 


—8107200218 Monthly operating repts for June 1981. 

ALDEN* W M^ Philadelphia Electric Co. 81/07/13. 10pp. 09071:096. 


S. Reportable occurrences. LERs St relat ed c orres pondence 


8107290116 Forward* order confirming licensee commitments to pot 
related requirements of NURE0-0737. based on util 801213.31# 
810119.0227,0529 & 0706 ltr*. Exp 1 ic i t statement* of 
requirements set forth in attachment to order. 

VARQA, 8 . A. Operating Reactors Branch 1 . 81/07/10. 3pp. 09i 


oinAmo4i«? Part 21 rept rt failure of GA Co instrument cable to meet 
I EEE^temp^ requirements, initially reported on 810512. 

Defective matl was ^ 

should evaluate^ins^a Qq (5Uba of flulf 011 Co > qi/05/15. 


RICKARD, C. L. 

4pp. 08663:008. 


— 8107290118 Order confirming licensee commitment* on post-TMI 
issues. Licensee required to satisfy specific requirement* 
described in attachment within 60 days after effective data 
of order, 

PURPLE. R. A. Division of Licensing, 81/07/10. 10pp. 0920 


DOCKET 50-280 SURRY POWER STATION, U NIT 1 

F^Se writer "medical, emergency JcJ4re^pr otect ion plans 


0107010481 Releases public version of Commonwealth of VA radiological 
FELTDN?j y M reS Division a o*f Rules and Records. 81/06/24. lp, 


07806: 001. 


3107010483 Forwards public version of Commonwealth of VA radiological 

emergency response plan. 

BAUM. E. A. Virginia Electric S< Power Co. Bl/06/18. lp. 

07806: 001. 


3107010484 Public version of Commonwealth of VA radiological emergency 

#**Virginia*Eiectric St Power Co. 81/04/30, 300pp. 07806:001. 


0107070139 Forwards functional description of upgraded meteorological 
facilities required by NUREG-0654, App A Sc NUREG-0737, Item 
III. A. 2. Sys will be fully operational, pending completion of 
NUREG-0696 requirements, 

LEASBURG, R.H. Virginia Electric Sc Power Co. 81/07/02, 15pp. 

08940: 324. 


8107070438 Forwards preliminary design details of new concept to 
provide alternate cooling water source to charging pump 
coolers. Sys expected operational within 60 wks of NRC 
n p proval 

LEASBURG, R . H. Virginia Electric Sc Power Co. 81/07/02. 4pp. 
08949: 066. 


P, Operating license stage document* & correspondence 


8107060070 Identifies deficiencies in Westinghouse owners group 
submittal for TMI Action Plan Item X. C. 1 re guidance for 
evaluation & development of procedures for transients & 
accidents. NRC 810528 ltr to owners group end, 

VARGA, S, A. Operating Reactors Branch 1. 81/06/10. 2pp. G! 


8107020137 Forwards Amend 71 to License* DPR-32 St DPR-37, r asp art 
S< notice of issuance St availability. Amend revise* Tech Spec* 
to reflect result of mod made to alleviate NPSH. 

VARGA, 8 . A. Operating Reactors Branch i. Bl/06/23, 3pp. OJ 


■8107020160 Amend 71 S< to Licenses DPR-32 fc DPR-37, respec t ive 
Tech Specs to reflect results of mod mad* to alleviate NPS 
VAROA, S. A. Operating Reactor* Branch 1. 81/06/23. 30pp 

08920: 106. 


■8107020164 Notice of issuance St availability of Amend 71 to 
DPR-32 Sc DPR-37, respectively. 

VARGA, 8 . A. Operating Reactors Branch 1 . 81/06/23. 3pp, 

08920: 136. 


8107020210 Forward* "Surry Qff*it* Toxic Chemical Release Ana3 
Vol 2 as followup to B10119 response to NUREG-0737, 

Item IX. D. 3. 4, Corrective actions for toxic chemical releasen 
end. 

Virginia Electric St Power Co. 01/06/30. 3pp. 

08920: 074. 


8107020211 "Surry Offsite Toxic Chemical Release Analysis^ ** 
TOTH.K, J., NATHAN, S. U. NUS Corp. NUS 3733. 81/06/02. 

08920: 077. 
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8107070276 Advises of plans for Cycle 6 reload core. Cycle 6 reload core 
analyzed per WCAP-9272, "West inghouse Reload Safety 
Evaluation Methodology. " Verification of reload core will be 
performed through startup physics testing program. 

THQMASj W. N. Virginia Electric 8< Power Co. 81/07/01. 2pp. 

08938:211. 


8107070331 Responds to Item II. D. 1 of NUREG-0737 re performance testing 
of power relief valve & safety valves. Tests will not be 
completed by 810701. Interim data rept will be submitted by 
810701. 

LEASBURG, R . H. Virginia Electric & Power Co. 81/07/01. 2pp. 

08939: 348. 


S107070361 Requests that requirement to implement interim actions re 
controls for handling heavy loads contained in NUREG-0612 be 
delayed until unit commences next refueling outage. 

LEASBURG.R. H. Virginia Electric & Power Co. 81/07/01. 2pp. 

08942: 043. 


8107170275 Forwards 13 oversize drawings as suppl to 801215 response to 
NUREG-0737. Enel drawings support design of RCS vents. 

Aperture cards are available in PDR. 

LEASBURGj R . H. Virginia Electric & Power Co. 81/07/01. Ip. 

09055: 158. 


8107070154 Forwards Amend 4, Draft 5 to VEP~1,GA program, operations 
p hase. Revi sion complies w/current reg guides & ANSI stds 8< 
reflects util organi zat ional changes. 

BAUM, E. A. Virginia Electric 8< Power Co. 81/07/06. Ip. 08940:339. 


— 8107070163 Amend 4, Draft 5 to QA program, operations phase. 

* Virginia Electric & Power Co. VEP-1 A04 DRFT 05. 81/07/06. 

46pp. 08940:340. 


B107100216 Informs that review design inf o, drawings & procedures 
required by NUREG-0737, Item II. F. 1 will be available by 
810901. 

LEASBURG, R . H. Virginia Electric & Power Co. 81/07/06. 2pp. 
08992: 168. 


8107310055 Generic Ltr 81-23A to all licensees & CP holders, advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Qfc of Nuclear Reactor 
Regulation, per Generic Ltr 81-23, are unnecessary. 

EISENHUT, D. G. Division of Licensing. 81/07/06. 6pp. 09222:215. 


8107220043 Notifies that licensee not required to respond to TMI Item 
1 1. K. 2. 19. Concerns expressed in item not applicable to NSSS 
designed by Westinghouse & C-E. Item considered complete. 

VARA, S. A. Operating Reactors Branch 1. 81/07/07. 2pp. 09127:333. 


8107140079 Advises that WCAP-9558. Revision 2, WCAP-9570, Revision 2. 
WCAP-9787 & WCAP-9788 re effects of asymmetric LOCA loads on 
integrity of primary RCS are applicable to facilities. 

LEASBURG, R . H. Virginia Electric 8c Power Co. 81/07/10. Ip. 
09022:271. 


8107290116 Forwards order confirming licensee commitments to post-TMI 
related requirements of NUREG-0737, based on util 801215,31, 
810119,0227,0529 0706 1 tr s. Ex p 1 ic i t statements of 

requirements set forth in attachment to order. 

VARGA, S. A. Operating Reactors Branch 1. 81/07/10. 3pp. 09205:344. 


8107290118 Order confirming licensee commitments on post-TMI related 
issues. Licensee required to satisfy specific requirements 
described in attachment within 60 days after effective date 
of order. 

PIUPLE, R . A. Division of Licensing. 81/07/10. 10pp. 09205:347. 


8107210255 Forwards response to Generic Ltr 81-14 re seismic 
qualification of auxiliary feedwater sys. Typical protection 
equipment is subj to testing under simulated seismic 
aceelerati ons. 

LEASBURG, R , H. Virginia Electric 8c Power Co. 81/07/16. 6pp. 
09104: 119. 


8107290005 Notification of 810728,29 & 30 meetings w/B&W, Westinghouse 8< 
C-E owners groups in Bethesda, MD to discuss thermal shock to 
reactor pressure vessel issue. 

VISSING, G. Operating Reactors Branch 4. 81/07/20. 5pp. 09189:127. 


8107300045 Forwards proprietary response re further clarification of 
experimental methods for determining fuel handling accident 
790) * dtconta,nin * tion factor. Enel withheld (ref 10CFR2. 

H< Vi ^»i«ia Electric & Power Co. 81/07/24. 2pp. 

OtItI ; 274*. 


8107310267 Informs that steam generator repair program for Unit 1 
essentially complete, w/exception of final startup testing. 

Final progress rept will be submitted by 810831. 

LEASBURG, R. H. Virginia Electric & Power Co. 81/07/28. Ip. 
09218: 291. 


Q. Inspection reports, IE Bulletins St correspondence 


8107150277 Forwards IE Circular 81-06, "Potential Deficiency Affecting 
Certain Foxboro 10 to 50 Milliampere Transmitters." No 
written response required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director (81/03/01). 
81/04/14. Ip. 09033:333. 


8107240332 Updates 801103 & B10415 responses to IE Bulletin 80-11, 
"Masonry Wall Design." Safety of plant will not be 
jeopardized by continued analysis of remaining walls during 
plant operati on. Analysis will be completed by 810631. 

SYLVIA, B. R. Virginia Electric & Power Co. 81/06/15. 3pp. 
09138: 182. 


8107240184 Updates 810615 progress rept re IE Bulletin 80-11, "Masonry 
Wall Design." Analysis of remaining walls will be 
completed by 810731. 

SYLVIA, B. R. Virginia Electric it Power Co. 81/06/19. 2pp. 

09139: 204. 


8107240372 Ack receipt of 810603 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-280/81-11 & 
50-281/81-11. 

LEWIS, R. C. Division of Resident & Reactor Project Inspection. 
81/07/01. Ip. 09138:200. 


— 8107240379 Forwards supplemental response to violations noted in IE 
Insp Repts 50-280/81-11 8< 50-281/B1-1 1. Scaffolding 
immediately removed & piping examined to ensure that no 
damage has been incurred. 

SYLVIA, B.R. Virginia Electric it Power Co. 81/06/03. 2pp. 

09138: 201. 


— 8107240390 Responds to NRC 810430 ltr re violations noted in IE Insp 
Repts 50-280/81-11 & 50-281/81-1 1. Corrective actions:rod in 
caddie destroyed it weld metal deposited by welder removed. 

SYLVIA, B.R. Virginia Electric it Power Co. 81/05/22. 3pp. 
09138:20 3. 


—8107240394 Forwards IE Insp Repts 50-280/81-11 & 50-281/81-11 on 
810331-0403 S< notice of violation. 

LEWIS, R. C. Division of Resident Sc Reactor Project Inspection. 
81/04/30. 2pp. 09138:206. 


— 8107240396 Notice of violation from insp on 810331-0403. 

* Division of Resident & Reactor Project Inspection. 81/04/30. 
Ip. 09138:208. 


—8107240400 IE Insp Repts 50-280/81-11 S< 50-281/81-11 on 810331-0403. 
Noncompliance noted: failure to establish adequate controls 
for protection of installed equipment Sc failure to follow 
welding control procedure. 

KLEINSORGE, W. P. , HERDT, A. R. Engineering Inspection Branch. 
81/04/21. 10pp. 09138:209. 


8107270011 Forwards IE Circular 81-09, "Containment Effluent Water 
That Bypasses Radioactivity Monitor." Licensee action is 
required. 

0 'REILLY, U. P. Region 2, Atlanta, Office of the Director (81/03/01). 
81/07/10. Ip. 09156:286. 


8107240284 Forwards IE Info Notice 81-20, "Test Failures of Electrical 
Penetration Assemblies. " No licensee action or response is 
required. 

Q 'REILLY, J. P. Region 2, Atlanta, Office of the Director (81/03/01). 
81/07/13. 4pp. 09148: 196. 


R. Periodic operating reports 8< related correspondence 


8107210036 Forwards monthly operating repts for June 1981. 
LEASBURG, P . H. Virginia Electric 8c Power Co. 81/07/17. Ip. 
09097: 105. 


— 8107210038 Monthly operating repts for June 1981. 

DlWlvl, S. D. Virginia Electric 8c Power Co. 81/07/10. 45pp. 

09097: 106. 
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S. Reportable occurrences* LERs & related correspondence 


8107200382 LER S1-067/01X-1: on 810225, rad iograph i c test of Loops B b C 
main steam p iping, revealed linear indications in welds 36 
& 22. Cause of defects under investigation. Repairs planned. 

* Virginia Electric b Pouter Co. 81/02/25. 3pp. 09070:332. 


8107310440 Forwards LER 81-01 5/03L-0. updated LER 81-035/03X-1 St 
corrected LER B1-036/03L-0. 

WILSON, U.L. Virginia Electric b Pouter Co. 81/07/03. Ip. 
09220: 357. 


— 8107310446 LER S1-015/03L-0: on 810603, spent fuel pit overflowed into 
new fuel handling area b outside to storm drain. Caused btj 
leaking diaphragm valve b defeated high level alarm 
annunciator. Valve repaired, 

WILSON, J. L. Virginia Electric & Power Co. 81/07/03. 2pp. 

09220: 358. 


—8107310451 Updated LER 81-035/Q3X-1 : on 810529, fuel oil transfer pump iB 
suction valve l-EE-14 found closed. Caused by personnel 
error. Valve opened. 

WILSON, J. L. Virginia Electric b Power Co. 81/07/03. 2pp. 

09220: 360. 


DOCKET 50-281 SURRY POWER STATION, UNIT 2 


F. Security, medical, emergency b fire protection plans 


8107010481 Releases public version of Commonwealth of VA radiological 
emergency response plan. 

FELTON, J. M. Division of Rules and Records. Sl/06/24 lp 
07806:001. 


— 8107010483 Forwards public version of Commonwealth of VA radiological 
emergency response plan. 

BAUM, E. A. Virginia Electric b Power Co. 81/06/18. lp 
07806:001. 


—8107010484 Public version of Commonwealth of VA radiological emergenci 
response plan. 

* Virginia Electric & Power Co. 81/04/30. 300pp. 07806:001. 


8107070159 Forwards functional description of upgraded meteorological 
facilities required by NUREQ-0654, Ap p A b NURE0-0737, Item 
III. A. 2. Sys will be fully operational, pending completion of 
NUREQ-0696 requirements. 

LEASBURO, R. H. Virginia Electric b Power Co. 81/07/02. 15 dd 
08940: 324. 


— 8107310458 Corrected LER 81-036/03L-0, chang ing sequential date of LER 
81-033/03L-0. On 810528, sample of emergency diesel generator 
fuel oil storage tanks revealed water in tank 1-EE-TK-2A. 

WILSON, U. L. Virginia Electric b Power Co. 81/07/03. 3pp. 

09221; 001. 


8107210208 Forwards LERs 81-016/03L-0 b 81 -038/03L-0. 

WILSON, J. L. Virginia Electric b Power Co. 81/07/09. lp, 
09101: 303. 


—8107210294 LER 81— 016/03L-0: on 810615, primary sys chloride 
concentration exceeded Tech Specs. Apparently caused by 
personnel working on minor repairs to closure stud hole on 
reactor vessel flange. All sources of makeup water checked. 
WILSON, J. L. Virginia Electric b Power Co. 81/07/09. 2pp. 
09101:304. 


—8107210300 LER 81— 038/03L— 0: on 810614, one fuel oil flow path to 
emergency diesel generator was inoperable. Caused by failed 
control transformer for fuel oil pump EE-P-1C. Transformer, 
burned wiring b one SOV replaced. 

WILSON, U. L. Virginia Electric & Power Co. 81/07/09. 2pp. 
09101:306. 


8107210310 LER 81-023/01T-0: on S10709. TE-1-422D delta T protection 
indicated zero. To investigate, technic ian returned delta T 
bistables to normal W/TE-1-422D still indicating lero. Caused 
by incorrectly wired Tc b Th resistance temp detectors. 

WILSON, J. L. Virginia Electric b Power Co. 81/07/21. lp. 

09102: 147. P 


8107070458 Forwards preliminary design details of nau concept to 
provide alternate cooling water source to charging pump 
coolers. Sys expected operational within 60 wks of NRC 
approval. 

LEASBURO, R . H. Virginia Electric b Power Co. 81/07/02. 4 dd 
08949: 066. 


8107290002 Generic Ltr 81-27: requests that all emergency plans Sc 
implementing procedures be submitted w/pages marked to 
reflect privacy & proprietary matl. Info to be delated from 
previous documents should be requested by 810731. 

EISENHUT, D. 0. Division of Licensing. 81/07/09. 5pp, 09189:059. 


8107140530 Advises of incorrect it redundant Table 3, Page W/4669/14 
in end to util 810702 ltr re functional description of 
upgraded meteorological fac i lities, per NURE0-0654. Page 
should be omitted. Correct Table 3 is on Page W/4669/12. 

LEASBURO, R. H. Virginia Electric Sc Power Co. 81/07/10. lp. 
noms. ooz. 


8107290227 Forwards emergency planning info for placement in LPDR. W/i 
8106290428. 

SOUDER, J. L. Division of Rules and Records. 81/07/16. lp. 


8107310089 Forwards emergency planning info for placement 
8106260376. 

SOUDER, J. L. Division of Rules and Records. 81/07/16. 
09221: 164. 


in LPDR.W/ 
lp. 


8107210322 LER 81— 025/01T— 0: on 810710, found recent analysis of loss of 
main feedwater w/3 reactor coolant pumps in operation 
requires min of 500 gpm of auxiliary feedwater flow, contrary 
to original FSAR criteria. 

WILSON, J. L. Virginia Electric b Power Co. 81/07/21. lp. 

09104: 182. v 


81 £?™?? 7 Forw * rd * emergency planning info for placement 
8107010483. 

S2™ R « J Ll of Rules and Records. 81/07/21. 

' 09222:334. 


in LPDR.W. 
lp. 


0. Adjudicatory correspondence 


8107310469 Forwards LERs 81-019/01T-0, 81-023/01T-0 & 81-025/01T-0. 
WILSON, J. L. Virginia Electric b Power Co. Sl/07/21. ip. 

09221 : 039. 


*81 0731 0489 LER S1-019/01T-0: on 810707, urgent failure alarm for control 
rods occ urred, indicating rods were inoperrab le. Caused by 
blown fuse in power cabinet. Fuse replaced. 

WILSON, J. L. Virginia Electric b Power Co. 81/07/21. 2pp. 
09221:040. 


*8107310505 LER 8 1-023/0 1 T-0: on 810708, delta T protection channel 
T-1-422A was found to indicate xero. Caused by incorrect 
wiring of Tc b TH RTD following design change.'RTD wired 
correctly. 

WILSON, J. L. Virginia Electric b Power Co. 81/07/21. 3oo 
09221:042. 


8107090291 Answer that petitioners do not object to NRC 810629 motJ 
t0 d#f * r to 810622 petition until 810731. 

Certificate of Svc end. 

REYNOLDS, N. 8. Commonwealth Edison Co. 81/07/07. 3pp. 08984:1: 


for extension of deadline for compliance w/CLI-80-21 has 
been retitled. Svc should be made of all subsequent papers on 
parties to proceeding, Including UCS. 

WEI 88, E. R, Harmon b Weiss. 81/07/10. 3pp. 09025:156. 


Forw * rd * ord *r confirming licensee commitments to post- 
WRE0-0737, based on util 801215,31. 
810119,0227,0529 b 0706 ltrs. Exp 1 ieit statements of 
u!SSi r e mtnt * * #t forth in •ttachment to order. 

VAK9A, s. A. Operating Reactors Branch 1. 81/07/10. 3pp. 092Q! 


—8107310518 LER 81-025/01T-0: on 810710. analyses of main feedwater 
indicated that three RCPs require min of 500 gpm of 
auxiliary feedwater flow to meet FSAR spec. Caused by 
updating of FSAR analysis. 

WILSON, U . L. Virginia Electric b Power Co. 81/07/21. 3od 
09391* oa. *> rr ‘ 


8107290118 Order confirming licensee commitments to post-TMI r« 
to »P«ific requirements 

of orde? d ^ * tt * chm#nt 60 days after effective date 

PLRPLE, R.A. Division of Licensing. 81/07/10, 10pp. 09205 : 
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P. Operating license stage documents & correspondence 


8107060070 Identifies deficiencies in Westinghouse owners group 
submittal for TMI Action Plan Item I.C. 1 re guidance for 
evaluation it development of procedures for transients & 
accidents. NRC 810528 ltr to owners group end. 

VARGA. S. A. Operating Reactors Branch 1. 81/06/10. 2pp. 08958:208. 


— 8107170333 Amend 72 to License DPR-37, providing 60-day extension for 
visual insp requirements for inaccessible snubbers. 

ViWGA, S. A. Operating Reactors Branch 1. 81/07/09. 5pp. 

09077:078. 


— 8107170334 Safety evaluation supporting Amend 72 to License DPR-37. 

* Office of Nuclear Reactor Regulation, Director. 81/07/09. 2pp. 
09077 ; 083. 


8107020157 Forwards Amend 71 to Licenses DPR -32 & DPR-37, respectively 
it notice of issuance & avai lab il ity. Amend revises Tech Specs 
to reflect result of mod made to alleviate NPSH. 

VARGA, S. A. Operating Reactors Branch 1. 81/06/23. 3pp- 08920: 103. 


— 8107170336 Notice of issuance it availability of Amend 72 to License 
DPR-37. 

VARGA, S. A. Operating Reactors Branch 1. 81/07/09. 2pp. 

09077: 085. 


— 8107020160 Amend 71 & to Licenses DPR-32 it DPR-37, respectively, revising 
Tech Specs to reflect results of mod made to alleviate NPSH. 

VARGA, S. A. Operating Reactors Branch 1. 81/06/23. 30pp. 

08920: 106. 


— 8107020164 Notice of issuance it availability of Amend 71 to Licenses 
DPR-32 it DPR-37, respectively. 

VARGA, S. A. Operating Reactors Branch 1. 81/06/23. 3pp. 

09920: 136. 


8107020210 Forwards "Surry Offsite Toxic Chemical Release Analysis, " 
Vol 2 as followup to 810119 response to NUREG-0737, 

Item II. D. 3. 4. Corrective actions for toxic chemical releases 
end. 

SYLVIA, B. R. Virginia Electric it Power Co. 81/06/30. 3pp. 

08920: 074. 


— 8107020211 "Surry Offsite Toxic Chemical Release Analysis," Vol 2. 
TOTH, K. J. , NATHAN. S. J. NUSCorp. NUS 3733. 81/06/02. 26pp. 

00920: 077. 


8107070331 Responds to Item II. D. 1 of NUREG-0737 re performance testing 
of power relief valve 8c safety valves. Tests will not be 
completed by 810701. Interim data rept will be submitted by 
810701. 

LEASBURG, R. H. Virginia Electric 8c Power Co. 81/07/01. 2pp. 

08939: 348. 


8107070361 Requests that requirement to implement interim actions re 
controls for handling heavy loads contained in NUREG-0612 be 
delayed until unit commences next refueling outage. 

LEASBURG, R . H. Virginia Electric 8c Power Co. 81/07/01. 2pp. 

08942: 043. 


8107170275 Forwards 13 oversize drawings as suppl to 801213 response to 
NUREG-0737. End drawings support design of RCS vents. 

Aperture cards are available in PDR. 

LEASBURG. R. H. Virginia Electric it Power Co. 81/07/01. ip. 

09055: 158. 


8107070154 Forwards Amend 4, Draft 5 to VEP-l.QA program, operations 
phase. Revi sion complies w/current reg guides 8c ANSI stds 8c 
reflects util organizational changes. 

BAUM, E. A. Virginia Electric 8< Power Co. 81/07/06. Ip. 08940:339. 


— 8107070163 Amend 4, Draft 5 to QA program, operations phase. 

* Virginia Electric 8c Power Co. VEP-i A04 DR FT 05. 81/07/06. 

46pp. 08940: 340. 


8107310055 Generic Ltr 81-23A to all licensees 8c CP holders, advi sing 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation, per Generic Ltr 81-23, are unnecessary. 

E1SENHUT, D. G. Division of Licensing. 81/07/06. 6pp. 09222:215. 


8107130421 Application for amend to License DPR-37, allowing 60-day 
administrative extension of Tech Spec 4. 17-1 requirement for 
visual insp surveillance of 158 inaccessible hydraulic 
snubbers. 

LEASBURG, R. H. Virginia Electric it Power Co. 81/07/07. 3pp. 

08997: 068. 

— 8107130423 Tech Spec 4.17-1 re visual insp requirement for hydraulic 
shock suppressors. 

* Virginia Electric 8c Power Co. 81/07/07. 2pp. 08997:071. 


8107220043 Notifies that licensee not required to respond to TMI Item 
II. K. 2. 19. Concerns expressed in item not applicable to N8SS 
designed by Westinghouse 8c C-E. Item considered complete. 

VARAtS. A. Operating Reactors Branch 1. 81/07/07. 2pp. 09127:333. 


8107170331 Forwards Amend 72 to License DPR-37, safety evaluation 8c 
notice of issuance 8c avai lab 11 ity. Amend provides 60-day 
extension for visual insp requirements for inaccessible 
snubbers. 

VARGA, S. A. Operating Reactors Branch 1. 81/07/09. 2pp. 09077:073. 


8107140079 Advises that WCAP-955B, Revision 2, WCAP-9570, Revisi on 2, 
UCAP-97B7 8c WCAP-9788 re effects of asymmetric LOCA loads on 
integrity of primary RCS are applicable to facilities. 

LEASBURG, R . H. Virginia Electric 8c Power Co. 81/07/10. Ip. 
09022:271. 


8107290116 Forwards order confirming licensee commitments to post-TMI 
related requirements of NUREG-0737, based on util 801215,31, 
810119,0227,0529 8c 0706 ltrs. Explicit statements of 
requirements set forth in attachment to order. 

VARGA, S. A. Operating Reactors Branch 1. 81/07/10. 3pp. 09205:344. 


— 8107290118 Order confirming licensee commitments on post-TMI related 
i ssues. L i c ensee required to satisfy specific requirements 
described in attachment within 60 days after effective date 
of ord er , 

PURPLE, R. A. Division of Licensing. 81/07/10. 10pp. 09203:347. 


8107210255 Forwards response to Generic Ltr 81-14 re seismic 
qualification of auxiliary feedwater sys. Typical protection 
sys equipment is subj to testing under simulated seismic 
accelerations. _ 

LEASBURG, R. H. Virginia Electric 8c Power Co. 81/07/16. 6pp. 
09104: 119. 


8107290005 Notification of 810728,29 8c 30 meetings w/B8cW, Westinghouse 8c 
C-E owners groups in Bethesda, MD to discuss thermal shock to 
reactor pressure vessel issue. 

VISSING, G. Operating Reactors Branch 4. 81/07/20. 5pp. 09189:127. 


8107300045 Forwards propriatary response re further clarification of 
experimental methods for determining fuel handling accident 
analysis decontamination factor. Enel withheld (ref 10CFR2. 

790). 

LEASBURG, R. H. Virginia Electric 8c Power Co. 81/07/24. 2pp. 

09191: 274. 


8107310267 Informs that steam generator repair program for Unit 1 
essentially complete, w/exception of final startup testing. 

Final progress rept will be submitted by 810831. 

LEASBURG, R . H. Virginia Electric 8c Power Co. 81/07/28. ip. 
09218: 291. 


Q. Inspection reports, IE Bulletins 8c correspondence 


8107150277 Forwards IE Circular 81-06, "Potential Deficiency Affecting 
Certain Foxboro 10 to 50 Milliampere Transmitters." No 
written response required. 

0 'REILLY, U. P. Region 2, Atlanta, Office of the Director (81/03/01). 
81/04/14. Ip. 09033:333. 


8107240332 Updates 801103 8c 810415 responses to IE Bulletin 80-11, 
"Masonry Wall Design. " Safety of plant will not be 
jeopardized by continued analysis of remaining walls during 
plant operation. Analysis will be completed by 810631. 

SYLVIA, B.R. Virginia Electric 8c Power Co. 81/06/15. 3pp. 
09138: 182. 


8107240184 Updates 810615 progress rept re IE Bulletin 80-11, "Masonry 
Wall Design." Analysis of remaining walls will be 
completed by 810731. „ _ 

SYLVIA, B.R. Virginia Electric 8c power Co. 81/06/19. 2pp. 

09139:204. 


8107240372 Aek receipt of 810603 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-2B0/81-11 Sc 
30-281/81-11. ^ „ 

LEWIS, R. C. Division of Resident 8c Reactor Project Inspection. 
81/07/01. Ip. 09138:200. 


— 8107240379 Forwards supplemental response to violations noted in IE 
Insp Repts 30-280/81-U 8c 30-281/81-11. Scaffolding 
immediately removed 8c piping examined to ensure that no 
damage has been incurred. 

SYLVIA, B.R. Virginia Electric 8c Power Co. 81/06/03. 2pp. 
09138:201. 
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— 8107240390 Responds to NRC 810430 ltr re violations noted in IE Insp 
Repts 50-280/B1-11 & 50-281/81-11. Corrective actions: rod in 
caddie destroyed St uield metal deposited by welder removed. 

SYLVIA, B.R. Virginia Electric & Power Co. 81/05/22. 3pp. 

09138: 203. 


—8107240394 Forwards IE Insp Repts 50-280/81-11 8< 50-281/81-11 on 
810331-0403 & notice of violation. 

LEWIS, R. c. Division of Resident & Reactor Project Inspection. 
81/04/30. 2pp. 09138:206. 


— 8107240396 Notice of violation from insp on 810331-0403. 

# Division of Resident it Reactor Project Inspection. 81/04/30. 
Ip. 09138:208. 


—8107240400 IE Insp Repts 50-280/81-11 it 50-281/81-11 on 810331-0403. 
Noncompliance noted : fai lure to establish adequate controls 
for protection of installed equipment !< failure to follow 
welding control procedure. 

KLEXNSORQE, W. P. > HERDT, A. R. Engineering Inspection Branch. 
81/04/21. 10pp. 09138:209. 


8107240376 Provides info in response to IE Bulletin' 81-01, 
"Surveillance of Mechanical Snubbers. " Visual insp & stroke 
testing of mechanical snubbers has been comp leted. List of 
mechanical snubbers end. 

LEA8BURG, R. H. Virginia Electric Si Power Co. Bl/07/01. 3pp. 
09141: 191. 


8107270011 Forwards IE Circular 81— 09> "Containment Effluent Water 
That Bypasses Radioactivity Monitor." Licensee action is 
required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director (Bl/03/01). 
81/07/10. Ip. 09156:286. 


8107240284 Forwards IE Info Notice 81-20, "Test Failures of Electrical 
Penetration Assemblies. 11 No licensee action or response is 
required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director (Bl/03/01). 
81/07/13. 4pp. 09148:196. 


R. Periodic operating reports & related correspondence 


8107210036 Forwards monthly operating repts for June 1981. 
LEASBURG.P. H. Virginia Electric &< Power Co. 81/07/17. Ip. 
09097: 105. 


— 8107210038 Monthly operating repts for June 1981. 

DINN< S. D. Virginia Electric St Power Co. 81/07/10. 45pp. 

09097: 106. 


S. Reportable occurrences, LERs 8c related correspondence 


8107310440 Forwards LER 81-015/03L-0, updated LER 81-035/03X-1 & 
corrected LER 81-036/03L-0. 

WILSON, J. L. Virginia Electric St Power Co. 81/07/03. Ip. 
09220: 357. 


—8107310451 Updated LER B1-035/03X-1: on 810529, fuel oil transfer pump IB 
suction valve 1— EE-14 found closed. Caused by personnel 
error. Valve opened. 

WILSON, J.L. Virginia Electric it Power Co. 81/07/03. 2pp. 

09220: 360. 


8107280464 Forwards LERs 81-037/03L-0 it 81-043/03L-0. 

WILSON, J.L. Virginia Electric it Power Co. 81/07/17. Ip. 
09175: 003. 


—8 1 07280467 LER 81-037/03L-0: on 810608, NaOH concentration of CAT 
exceeded Tech Spec limits. Cause not stated. Concentration 
diluted it personnel will be reinstructed. 

WILSON, J.L. Virginia Electric it Power Co. 81/07/17. 2pp. 
09175: 004. 


— 8107280470 LER 81-043/03L-0: on 810617, in preparation for flushing of 
sensitized pipe, valve 2-SI-73 was discovered open. Cause 
unknown. Valve closed it locked. 

WILSON, J.L. Virginia Electric it Power Co. 81/07/17. 2pp. 

09175: 006. 
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8107210504 Advises of elimination of NURE0-0737 Action Plan Item 
IX. K. 2. 19 requirement re sequential auxiliary feedwater flow 
analysis for licensees w/NSSSs designed by Westinghouse & 

C-E. 

CLARK, R. A. Operating Reactors Branch 3. 81/07/09. Ip. 09108:300. 


8107230058 Advises that B10831 is new target date for 6-month submittal 
of info re control of heavy loads, per DO Eisenhut 801222 
ltr. New 9-month target date schedule will be included in 
6-month submittal. Ninety day requirements implemented. 

MAYER, L. 0. Northern States Power Co. 81/07/15. Ip. 09132:300. 


F. Security, medical, emergency it fire protection plans 


8107170250 Requests info on logistic support available at licensed 
activity sites prior to implementation of nationwide 
emergency notification sys. Coord ination of actions to 
upgrade sys w/telecommunication planning personnel proposed. 
KEPPLER, J.G. Region 3, Chicago, Office of the Director (81/03/01). 
81/06/19. 7pp. 09058:213. 


8107210200 Requests confirmation by 810724 that means have been 
established for alerting it instructing public within plume 
exposure emergency planning zone in event of emergency, per 
10CFR50, App E requirement. 

KEPPLER, J. G. Region 3, Chicago, Office of the Director (81/03/01). 
81/07/01. 2pp. 09102:071. 


B 107290002 Generic Ltr 81-27: requests that all emergency plans it 
implementing procedures be submitted w/pages marked to 
reflect privacy & proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT, D. G. Division of Licensing. 81/07/09. 5pp. 09189:059. 


8107200362 Advises that licensees must submit three copies of emergency 
p Ians, proc edures it revisions to NRC regional ofc.All copies 
should be sent to Region 3 incident response ctr. 

KEPPLER, J. G. Region 3, Chicago, Office of the Director (81/03/01). 
81/07/10. 2pp. 09070:215. 


8107310073 Ack receipt of 810625 ltr, transmitting change to plant 
security plan. Ltr will be withheld per 10CFR2. 790. 

CLARK, R. A. Operating Reactors Branch 3.- 81/07/29. 2pp. 09221:112, 


0. Adjudicatory correspondence 


— 8107310458 Corrected LER B 1 -036/ 03L-0, changing sequential date of LER 
8 1-033/0 3L-0. On 810528, sampl e of emergency diesel generator 
fuel oil storage tanks revealed water in tank i-EE-TK-2A. 

WILSON, J.L. Virginia Electric it Power Co. 81/07/03. 3pp. 
09221:001. 


8107090291 Answer that petitioners do not object to NRC 810629 motion 
for leave to defer response to 810622 petition until 810731. 
Certificate of Svc end. 

REYNOLDS, N. S. Commonwealth Edison Co. 81/07/07. 3pp. 089B4:117. 


B 1072 10288 Forwards LERs 81-016/03L-0 it 81-038/03L-0. 

WILSON, J.L. Virginia Electric it Power Co. 81/07/09, lp. 
09101:303. 


-8107210300 LER SI— 038/03L— 0: on B10614, one fuel oil flow path to 
emergency diesel generator was inoperable. Caused by failed 
control transformer for fuel oil pump EE-P-1C. Transformer, 
burned wiring St one SOV replaced. 

WILSON, J.L. Virginia Electric it Power Co. 81/07/09. 2pp. 
09101:306. 


8107240522 PN0-I1-B1-056: on 810717, safety injection 8< reactor trip 
occurred. Caused by spurious steam header to steam line 
differential pressure signal. Complete calibr being conducted 
to determine cause of trip signal. 

* DANCE, H. C. Region 2, Atlanta, Office of the Director 
(81/03/01). 81/07/17. 2pp. 09142:253. 


8X07150286 Requests that NRC notify N Reynolds that 810622 petition 
for extension of deadline for compliance w/CLI-SO-21 has 
been retitled. Svc should be made of all subsequent papers on 
parties to proceeding, including UCS. 

WEISS, E. R. Harmon Sc Weiss. Bl/07/10. 3pp. 09025:156. 


8107220211 Forwards order confirming licensee commitments to post-TMI 
related requirements of NURE0-0737, based on 801120,1230, 
810116,30,0327 Sc 0706 ltrs. Exp lie it statements of 
requirements set forth in attachment to order. 

CLARK, R. A. Operating Reactors Branch 3. 81/07/10. 4pp. 09125:332. 


— 8107220217 Order confirming licensee commitments re post-TMI related 
requirements of NURE0-0737. Requests that applicant satisfy 
specific requirements of NUREG, described in attachment, 
within 30 days. 

PIRPLE, R. A, Division of Licensing. 81/07/10. 10pp. 09125:354. 
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. General correspondence 


107140231 Notifies that County Board of Commissioners mill be removed 
from mailing lists unless request to remain is received 
within 30 days. Ltr counter signed w/request to remain on 
list. 

MARTIN* R. E. Operating Reactors Branch 3. 81/07/01. Ip. 09021:318. 


107140238 Requests that name Sc address be maintained on mailing list 
for info re facility* in response to NRC 810701 ltr. 

SPANNAUS* W. Minnesota, State of. 81/07/06. ip. 09021:317. 


Operating license stage documents & correspondence 


107060087 Identifies deficiencies in Westinghouse owners group 
submittal for TMI Action Plan Item I. C. 1 re guidance for 
evaluation & development of procedures for transients & 
accidents. NRC 810528 ltr to owners group end. 

CLARK# R. A. Operating Reactors Branch 3. 81/06/17. 2pp. 08957:288. 


L07100228 Forwards "Background Info for Reactor Vessel Head Vent 
Operation, " Revision 0 & "Reactor Vessel Head Vent 
Operation, " Revision 0 in response to NUREG-0737, Items 
II. B. 1 & 1 1. D. 1. 

MAYER, L. 0. Northern States Power Co. 81/07/06. 5pp. 08995:100. 


-8107100230 "Background Info for Reactor Vessel Head Vent Operation," 
Revision 0. 

* Northern States Power Co. 81/02/28. 13pp. 08995:105. 


-8107100263 "Reactor Vessel Head Vent Operation, " Revision 0. 
* Northern States Power Co. 81/02/28. 11pp. 08995:118. 


07310055 Generic Ltr 81-23A to all licensees S< CP hoi ders, advi sing 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation, per Generic Ltr 81-23, are unnecessary. 

EISENHUT, D. G. Division of Licensing. 81/07/06. 6pp. 09222:215. 


07220211 Forwards order confirming licensee commitments to post-TMI 
related requirements of NUREG-0737, based on 801120,1230, 
810116,30,0327 $< 0706 ltrs. Expl ic it statements of 
requirements set forth in attachment to order. 

CLARK, R. A. Operating Reactors Branch 3. 81/07/10. 4pp. 09125:352. 


8107220217 Order confirming licensee commitments re post-TMI related 
requirements of NUREG-0737. Requests that applicant satisfy 
specific requirements of NUREG, described in attachment, 
within 30 days. 

PURPLE, R. A. Division of Licensing. 81/07/10. 10pp. 09125:356. 


07210261 Forwards "Seismic Qualification of Auxiliary Feedwater Sys 
(NRC Generic Ltr 81-14)," in response to NRC 810210 ltr. 

MAYER, L. 0. Northern States Power Co. 81/07/14. Ip. 09101:244. 


8107210264 "Seismic Qualification of Auxiliary Feedwater Sys (NRC 
Generic Ltr 81-14). " 

MAYER, L. 0. Northern States Power Co. 81/07/14. 39pp. 09101:245. 


07280377 Forwards NUREG-1970 & NUREG-2005 detailing development of 
checklist for evaluation of emergency procedures used in 
nuclear p lants. Expresses appreciation for help in study. W/o 
end. 

HEISHMAN, R. F. Division of Resident Sc Project Inspection. 81/07/15. 
Ip. 09175:118. 


07230384 Notification of 810811 meeting w/util in Bethesda, MD to 
discuss replacement of current App B Tech Specs, based in 
part on NPDES permit recently granted to util. 

MARTIN, R.E. Operating Reactors Branch 3. 81/07/17. 2pp. 

09145: 099. 


07280489 Forwards revised “Main Control Room Habitability Study, " 
>er NUREG-0737, Item III. D. 3. 4. Revision corrects errors in 
'adiologieal analysis assumptions. Mods recommended in toxic 
:hemical study will be scheduled for completion by 830101. 

1AYER, L. 0. Northern States Power Co. 81/07/20. Ip. 09175:310. 


1107280495 Revised "Main Control Room Habitability Study. " 

* Bechtel Power Corp. (subs, of Bechtel Corp. ). 81/05/31. 67pp. 

09175:311. 


>7290005 Notification of 810728,29 Sc 30 meetings w/BScW, West inghous# & 
)-E owners groups in Bethesda, MD to discuss thermal shock to 
*eactor pressure vessel issue. 

'ISSING, G. Operating Reactor# Branch 4. 81/07/20. 5pp. 09189:127. 


Q. Inspection reports, IE Bulletins & correspondence 


8107010354 Ack receipt of 810611 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-282/81-08 & 
50-306/81-09. 

NORELIUS, C. E. Division of Engineering S< Technical Inspection. 
81/06/18. Ip. 08888:350. 


—8107010357 Responds to NRC 810521 ltr re violations noted in IE Insp 
Repts 50-282/81-08 & 50-306/81-09. Corrective act i ons: Sec t ion 
work instruction controlling test equipment calibr will be 
revised to include new recording equipment. 

GILBERTS, D. E. Northern States Power Co. 81/06/11. 2pp. 

08888: 351. 


8107240409 Advises that IE Circular 81-10, "Steam Voiding in RCS During 
Heat Removal Cooldown," was forwarded to listed utils. 

# Region 3, Chicago, Office of the Director (81/03/01). 81/07/02. 

Ip. 09148:206. 


8107100217 Notifies that IE Circular 81-10, "Steam Voiding in RCS 
During Decay Heat Removal Cooldown," was sent to listed 
licensees on 810702. 

CARROLL, D. E. Word Processing & Document Control Section. 81/07/06. 
2pp. 0B994: 342. 


8107240306 Advises that IE Info Notice 81-19, "Lost Parts in Primary 
Coolant Sys," was forwarded to listed utils. 

* Region 3, Chicago, Office of the Director (81/03/01). 81/07/06. 

Ip. 09148:203. 


8107200402 Notifies that IE Info Notice 81-19, "Lost Parts in Primary 
Coolant Sys," was sent to listed utils on 810706. 

CARROLL, D. E. Word Processing & Document Control Section. 81/07/07. 
2pp. 0907 3:323. 


8107200451 Forwards IE Insp Repts 50-282/81-12 & 50-306/81-14 on 
810611-17. No noncompliance noted. 

HIND, J. A. Division of Emergency Preparedness & Operational Support. 
81/07/08. 2pp. 09073: 101. 


—8107200459 IE Insp Repts 50-282/81-12 & 50-306/81-14 on 810611-17. No 
noncompliance noted. Major areas inspected: rad iolog ical 
environ monitoring program including internal audit 
practices & QA program for analytical measurements. 

JANUSKA, A. , OESTMANN, M. J. Emergency Preparedness 8, Program Support 
Branch. SCHUMACHER, M. C. Independent Measurements Sc Environmental 
Protection Section. 81/07/07. 8pp. 09073:103. 


8107220374 Discusses review of 790430,0518 Sc 0622 responses to IE 
Bulletin 79-06A & 79-06A, Revision i.Encl safety evaluation 
completes TMI Item II. K. 1 Sc bulletins. Responses to IE 
Bulletin 79-06C will be reviewed as part of Item II. K. 3. 5. 

CLARK, R. A. Operating Reactors Branch 3. 81/07/08. 2pp. 09123:325. 


— 8107220376 Safety evaluation re applicant responses to IE Bulletins 
79-06A Sc 79-06A, Revision 1. Actions taken by licensee 
demonstrate understanding of concerns Sc implications of 
TMI -2 accident. 

* Office of Nuclear Reactor Regulation, Director. 81/07/08. 2pp. 
09123:327. 


8107150107 Advises that IE Circular 81-09, "Containment Effluent Water 
That Bypasses Rad ioactivity Monitor," was sent to listed 
licensees on 810710. 

CARROLL, D. E. Word Processing Sc Document Control Section. 81/07/10. 
2pp. 09026:026. 


8107170236 Advises that IE Info Notice 81-20, "Test Failures of 
Electrical Penetration Assemblies," was sent to listed utils 
on 810713. 

CARROLL, D. E. Word Processing Sc Document Control Section. 81/07/13. 
2pp. 09051:028. 


8107170245 Advises that IE Info Notice 81-20, "Test Failures of 
Electrical Penetration Assemblies, " was forwarded to 
listed licensees. 

* Region 3, Chicago, Office of the Director (81/03/01). 81/07/15. 

Ip. 09051:001. 


8107170251 Advises that IE Circular 81-09, "Containment Effluent Water 
That Bypasses Radioactivity Monitor," was forwarded to 
listed licensees. 

* Region 3, Chicago, Office of the Director (81/03/01). 81/07/15. 

Ip. 09058:209. 


8107200420 Forwards IE Insp Repts 50-282/81-13 Sc 50-306/81-15 on 
810601-30 Sc notice of violation. 

HEISHMAN, R . F. Division of Resident Sc Project Inspection. 81/07/15. 
3pp. 09173:311. 
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— 8107280422 Notice of violation from insp on 810601-30. 

HEISHMAN, R. F. Division of Resident & Project Inspection. 
81/07/15. lp. 09173:314. 


—8107280428 IE Insp Repts 50-282/81-13 & 50-306/81-15 on 810601-30. 
Noncompliance noted: failure to maintain integrity of 
auxiliary bldg special ventilation zone. 

FEIERABEND, C. 0. » BERGESS.B. L. , LITTLE* W. S. Reactor Projects 
Section 2C. 81/07/09. 8pp. 09173:315. 


8103300402 IE Info Notice 81-21. "Potential Loss of Direct Access to 
Ultimate Heat Sink. " 

* Director's Office. Office of Inspection and Enforcement. 
81/07/21. 5pp. 09162:348. 


8107270246 Advises that IE Info Notice 81-21. "Potential Loss of Direct 
Access to Ultimate Heat Sink. " was sent to listed licensees 
on 810721. 

CARROLL, D. E. Word Processing & Document Control Section. 31/07/21. 
2pp. 09160: 112. 


8107270218 Advises that IE Circular 81-12, "Inadequate Periodic Test 
Procedure of PWR Protection Sys, " was sent to listed 
licensees on 810722. 

CARROLL, D. E. Word Processing & Document Control Section. 81/07/22. 
2pp. 09160: 131. 


8107270253 Advises that IE Circular 81-12, "Inadequate Periodic Test 
Procedure of PWR Protection Sys, " was sent to listed 
licensees. 

* Region 3, Chicago, Office of the Director (Bl/03/01). 81/07/24. 

lp. 09160:107. 


R. Periodic operating reports 8 < related correspondence 


8107020215 Forwards annual environ rept 1980, "Environ Monitoring & 
Ecological Studies Program. " Includes nonradiological 
environ surveillance activities, per Tech Spec App B, 

Section 4. 0. 

WARD, E. C. Northern States Power Co. 81/06/30. lp. 08927:001. 


—8107020222 Annual environ rept 1980, "Environ Monitoring & Ecological 
Studies Program. " 

* Northern States Power Co. 80/12/31. ISOpp. 08927:002. 


S. Reportable occurrences, LERs & related correspondence 


8106010419 Part 21 rept re failure of GA Co instrument cable to meet 
IEEE temp requirements, initially reported on 810512. 

Defective matl was supplied by Rockbestos Corp. Each user 
should evaluate installation. User list end. 

RICKARD, C. L. General Atomic Co. <subs. of Gulf Oil Co.). 81/05/15 

4pp. 08663:008. 


8107070360 Environ Event Rept 81-01: on 810604, daily chlorination cycle 
extended for 126 minutes. Caused by malfunction of timer. 

New timer w/more precise time control installed u/setting 
of 110 minutes per day. 

WARD, E. C. Northern States Power Co. 81/07/02. lp. 08941:335. 


8107300056 Forwards LER 81-007/03L-0. 

MAYER, L. 0. Northern States Power Co. 31/07/22. lp. 09192:099. 


*8107300037 LER 81-007/03L-0: on 810622, both doors in one shield bldg 
• irlock found open It not under administrative c ontrol. Caused 
by const personnel opening doors w/o notifying control room. 
Training program to be expanded to emphasize door specs. 

HIMSTAD, A. A. Northern States Power Co. 81/07/22. lp. 09192:100. 


■8107290255 Forwards completed questionnaire re standby diesel genen 
units, in response to NRC 771215 request. 

SHORT, T. E. Omaha Public Power District. 78/01/20 4dd 
09207: 103. 


G. Adjudicatory correspondence 


8107220291 Forwards order confirming licensee commitments to post-TMl 
related requirements of NUREG-0737, based on 801212,31, 

810106,26 & 0227 ltr s. Exp 1 i c i t statements of requirements 
set forth in attachment to order. 

CLARK, R. A. Operating Reactors Branch 3. 81/07/10. 3pp, 09126:290 


■8107220295 Order confirming licensee commitments re post-TMl related 
requirements of NUREG-0737. Requests that applicant satisfy 
specific requirements of NUREG, described in attachment, 
within 30 days. 

EISENHUT , D. G. Division of Licensing. 81/07/10. 10pp. 09126:292 


H. General correspondence 


8107090082 Requests to remain on facility mailing list, in response to 
NRC 810630 ltr. 

BRIhKMAN, C . B. C-E Power Systems. 81/07/06. lp. 08981:168. 


P. Operating license stage documents & correspondence 


8107100055 Advises that TMI Action Plan Item II. K. 2. 19 re sequential 
auxiliary feedwater analysis does not apply to NSSS ui/ 
inverted U— tube steam generator such as those designed by 
C-E «< West inghouse. No response to item required. 

CLARK, R. A. Operating Reactors Branch 3. 81/06/29. 2pp. 09001:241 


8107150354 Grants relief from ASME code requirements for inservice 
testing of check valves SI-159 Sc 81-160 until 830926. Safety 
evaluation & FR notice end. 

CLARK, R. A, Operating Reactors Branch 3. 81/06/29. 3pp. 09033:132 


8107150357 Safety evaluation supporting granting of relief from ASME 
Code Section IX concerning inservice testing requirements 
for chec k valves. 

* Office of Nuclear Reactor Regulation, Director. 81/06/29. 3pp 
09033:136. 


—8107150359 Notice of granting of relief from ASME Code Section IX re 
inservice testing requirements. 

CLARK, R. a. Operating Reactors Branch 3. 81/06/29. 2pp. 


8107000321 Forwards five drawings, design description Sc procedural 
guidelines re reactor coolant gas vent sys, per NUREG-0737, 

Item II. B. 1 clarif ication transmitted in NRC 801031 ltr. 

Aperture cards are available in PDR. 

JONEB, W. C. Omaha Public Power District. 81/07/01. 6pp. 0B974: 16B 


” 8 *«Z? 80327 "Sys Description for Reactor Coolant Gas Vent Sys. 11 

GQLLOB, R.B.i WORLEY, C. A. , MILLS, R. R. Combustion Engineering, Inc. 

81/02/18. 16pp. 08974:174. 


-8107080333 "Procedural Guidelines for Reactor Coolant Gas Vent Sys." 
2?4^2 B ' R,S '' W0RLEY< c - A. ' MILLS, R. R. Combustion Engineering, Inc. 
81/02/18. 35pp. 08974:190. 


8107140556 Forwards info on adequacy of util electrical distribution 
sys voltages, in response to NRC 810513 ltr. 

JONES, W.C. Omaha Public Power District. 81/07/02. 11pp. 


DOCKET 50-285 FORT CALHOUN STATION, UNIT 1 

F. Security, medical, emergency fe fire protection plans 


8107290002 Generic Ltr 81-27: requests that all emergency plans & 
implementing procedures be submitted w/pages marked to 
reflect privacy fe proprietary matl. Info to be deleted from 
previous documents should be requested by 810731, 

EISENHUT, D. G. Division of Licensing. 81/07/09. 5pp. 09189 059 


“ ffl#T9#ncy P lanning info for placement in LPDR.W/o 
SQUDER, J. L. Division of Rules and Records. 81/07/16. in. 


8107290253 Requests info re station blackout, addressing Unresolved 
S. ll !l£'L ll,i,u# A-44. Questionnaire fe LER documentation end. 

R,A< Operating Reactors Branch 3. 81/07/20. 19pp. 

09207:084. 


B107140713 Advises that util will submit evaluations & plant specific 
I*, NURE ®“ 0737 ' Item 1 on schedule consistent w/NRC 

* ** modified on ©10701. Interim data rept for 
valv# test program summarizes current data. 

JONEB, W.C. Omaha Public Power District. 81/07/02. lp. 09008:199. 


8107310055 Generic Ltr 81-23A to all licensees it CP holders, advi sing 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofe of Nuclear Reactor 
Regulation, per Generic Ltr 81-23, are unnecessary. 

EISENHUT, D. G. Division of Licensing. 81/07/06. 6pp. 09222:213. 


8107220291 Forwards order confirming licensee commitments to post-TMl 
t*®* 0 laments NUREG-0737, based on 801212,31, 

& 0227 It**. Explicit statements of requirements 
set forth in attachment to order, 

CLARK, R. A. Operating Reactors Branch 3. 81/07/10. 3pp. 09126:290 


DOCKETED ITEMS 


103 


— 8107220299 Order confirming licensee commitments re post-TMI related 
requirements of NURE0-0737. Requests that applicant satisfy 
specific requirements of NUREG, described in attachment, 
within 30 days.’ 

EXSENMUT , D. G. Division of Licensing. 81/07/10. 10pp. 09126:293. 


8107230019 Forwards response to NRC Generic Ltr 81-14 re seismic 
qualif icat ion of auxiliary feedwater sys. Four identified 
deficiencies Sc planned corrective action provided. 

JONES, W. C. Omaha Public Power District. 81/07/14. 17pp. 

09129:219. 


8107290009 Notification of 810728,29 8c 30 meetings w/B8<W, Nest ingh ouse 8c 
C-E owners groups in Bathesda#ND to discuss thermal shock to 
reactor pressure vessel issue. 

VXS8XNG, G. Operating Reactors Branch 4. 81/07/20. 3pp. 09189:127. 


8107290293 Requests info re station blac kout, addressing Unresolved 
Safety Issue A-44. Questionnaire 8< LER documentation end. 

CLARK, R. A. Operating Reactors Branch 3. 81/07/20. 19pp. 

09207: 084. 


■*"■8107290295 Forwards completed questionnaire re standby diesel generator 
units, in response to NRC 771219 request. 

SHORT, T. E. Omaha Public Power District. 78/01/20. 4pp. 

09207: 103. 


81072X140 Forwards application for amend to License DPR-40 8c proposed 
Tech Specs. Amend upgrades provisions re operation w/tripped 
or bypassed reactor protection or emergency safeguards 
feature c hannel. Certificate of Svc end. 

* LeBoeuf, Lamb, Leiby 8c MacRae. a Omaha Public Power District. 
81/07/22. 2pp. 09128:037. 


— 8107230147 Application for amend to License DPR-40 to upgrade 
provisions re operation w/tripped or bypassed reactor 
protection or emergency safeguards feature channel. 

JONES, W. C. Omaha Public Power District. 81/07/21. 2pp. 
09128: 039. 


—8107230151 Proposed Tech Specs upgrading provisions re operation w/ 
tripped or bypassed reactor protection or emergency 
safeguards feature channel. 

* Omaha Public Power District. 81/07/22. 9pp. 09128:041. 


•8107090137 Forwards FEMA Region 2 Regional Assistance Committee review 
of draft State of NY radiological emergency preparedness 
plan including Westchester County plan. Deficiencies in plan 
fall into three broad categories. W/o review. 

DICKEY, J.E. Federal Emergency Management Agency. 81/04/23. Ip. 
08989: 299. 


81070X126 Releases public version of emergency plan for facility. 
FELTON, J. M. Division of Rules and Records. 81/06/18. Ip. 
07806:001. 


■8107080129 Forwards public version of emergency plan for f acil ity. Plan 
includes Commonwealth of PA draft disaster operations plan 8t 
States of CT, NJ 8c NY S< Westchester, Putnam, Rockland 8e Orange 
Counties, NY draft emergency plans. 

BAYNE, J. P. Power Authority of the State of New York. 80/12/30. 

Ip. 07806:001. 


■8107080132 Public version of emergency plan for facility. Plan includes 
Commonwealth of PA draft disaster operations plan 8c States 
of CT, NJ 8c NY 8e Westchester, Putnam, Rockland 8< Orange 
Counties, NY draft emergency plans. Two oversize maps end. 

* Power Authority of the State of New York. 80/12/30. 7000pp. 

07806:001. 


81070X392 Releases public version of revised emergency plan for 
facility. 

FELTON, J. M. Division of Rules and Records. 81/06/22. Ip. 
07806: 001. 


— 8107020397 Forwards public version of revised emergency plan. 

BAYNE, J. P. Power Authority of the State of New York. 81/03/31. 
Ip. 07806:001. 


— 8107020360 Public version of revised emergency plan. 

* Power Authority of the State of New York. 81/04/01. 200pp. 

07806: 001. 


8107070179 Forwards util action plan for addressing fire protection 
requirements of 10CFR50, App R, per util 810319 ltr. Enel 
provides Section III.Q action plan 8c Section III.O plans Sc 
schedule. 

BAYNE, J. P. Power Authority of the State of New York. 81/06/22. 
9pp. 08940:303. 


81072X160 Forwards application to amend License DPR-40, adding 
provisions for controlling localized high radiation areas 
where dose rate exceeds 1,000 m/h. Also forwards revised Tech 
Spec Page 9-19a. Certificate of Svc end. 

* LeBoeuf, Lamb, Leiby Sc MacRae. * Omaha Public Power District. 
81/07/22. 2pp. 09131:198. 


—8107230166 Application to amend License DPR-40, add ing provisions for 
controlling localized high radiation areas where dose rate 
exceeds 1,000 m/h. 

JONES, W.C. Omaha Public Power District. 81/07/21. 2pp. 

09131: 160. 


•8107230173 Proposed revised Tech Spec Page 3-19a re provisions for 
controlling localized high radiation areas where dose rate 
exceeds 1,000 m/h. Related matl end. 

* Omaha Public Power District. 81/07/22. 3pp. 09131: 162. 


81071X174 Releases public version of info re conceptual design for 
upgrading emergency support facilities. 

FELTON, J. M. Division of Rules and Records. 81/06/26. Ip. 

07806: 001. 


— 8107130178 Forwards public version of info re conceptual design for 
upgrading emergency support facilities, in response to NRC 
810218 ltr. 

BAYNE, J. P. Power Authority of the State of New York. 81/06/01. 
30pp. 07806:001. 


81071X341 Requests confirmation that sys re prompt notification St 
instructions to public in emergency has been implemented. 

Info re compensating actions or procurement St installation 
problems requested. Response requested by 810724. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/01. 4pp. 08997:091. 


3. Inspection reports, IE Bulletins St correspondence 


8107270398 Informs that XE Info Notice 81-10, "Inadvertent Containment 
Spray Due to Personnel Error," was sent to listed licensees. 

MADSEN, G. L. Reactor Projects Branch. 81/03/26. Ip. 09167:309. 


R. Periodic operating reports St related correspondence 


8107240045 Forwards monthly operating rept for June 1981. 

JONES, W. C. Omaha Public Power District. 81/07/15. Ip. 09137:205. 


81 2?’ 240047 Monthly operating rept for June 1981. 

D »*ha Public Power District. 81/07/15. 6pp. 

09137:206. 
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F^ Security, medical, emergency St fire protection plans 


8107240160 Releases public version of implementing procedures for 
facility emergency plan. 

FELTON, J. M. Division of Rules and Records. 81/07/01. Ip. 
07806: 001. 


—8107240163 Forwards public version of implementing procedure for 
emergency plan, in response to NRC 801113 request. 

BAYNE, J. P. Power Authority of the State of New York. 81/02/27. 
Ip. 07806:001. 


—8107240167 Public version of implementing procedures for emergency 
plan. 

* Power Authority of the State of New York. 81/02/27. 390pp. 

07806:001. 


8107170130 Ack receipt of 810926 ltr informing NRC of steps taken to 
correct violations noted in FEMA review of NY state Sc 
county emergency plans. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/09. Ip. 09057:300. 


01O I°!2 1 ? a FEMA 810423 ltr to NRC Sc FEMA 810406 ltr to State 

Of NY listing numerous deficiencies in State of NY Sc local 
emergency response plans for area around reactor site. 

Deficiencies must be corrected within 30 days. 

Reflion 1, Philadelphia, Office of the Director 
(81/03/01). 81/04/24. 30pp. 08985:269. 


—8107170132 Responds to NRC 810424 ltr re violations noted 810406 FEMA 
review of state Sc county emergency plans. Corrective actions: 

NY State Nuclear Emergency Planning Group will delineate 
specific support roles for state agencies. 

BAYNE, J, P. Power Authority of the State of New York. 81/05/26. 
30pp. 09097:301. 
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8107170166 Ack receipt of 810526 ltr informing NRC of steps taken to 
correct deficiencies noted by FEMA in NY state & county 
emergency response plans. 

GRIER* B. H. Region 1. Ph i lad e lph ia, Office of the Director 
(81/03/01). 81/07/09. Ip. 09053:339. 


8107290002 Generic Ltr Bl-27: requests that all emergency plans & 
implementing procedures be submitted w/pages marked to 
reflect privacy & proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT. D. G. Division of Licensing. 81/07/09. 5pp. 09189:059. 


B107240470 Forwards facility emergency planning info for placement in 
LPDR. W/o end. 

SOUDER/J. L. Division of Rules and Records. 81/07/21. Ip. 

09148: 211. 


8107310189 Forwards emergency planning info for placement in LPDR. W/o 
8107020360. 

SOUEER.J. L. Division of Rules and Records. 81/07/21. Ip. 

09222: 315. 


G. Adjudicatory correspondence 


8107010403 Notice of ASLB reconstitution. ES Bower s* chairman & PA 
Morris & OH Paris* members. 

LAZO. R.M. Atomic Safety and Licensing Board Panel. 81/06/22. 2pp. 
08914: 333. 


8107090291 Answer that petitioners do not object to NRC 810629 motion 
for leave to defer response to 810622 petition until 310731. 
Certificate of Svc end. 

REYNOLDS, N. S. Commonwealth Edison Co. 81/07/07. 3pp. 089B4:117. 


8107150286 Requests that NRC notify N Reynolds that 810622 petition 
for extension of deadline for compliance w/CLI-80-21 has 
been retit led. Svc should be made of all subsequent papers on 
parties to proceed ing* includ ing UCS. 

WEISS, E. R. Harmon S< Weiss. 81/07/10. 3pp. 09025:136. 


8107290088 Forwards order confirming licensee commitments to post-TMI 
related requirements of NUREG-0737, based on util 801230 & 

0227 Itrs. Explicit statements of requirements set forth in 
attachment to order. 

VARGA* S. A. Operating Reactors Branch 1. 81/07/10. 3pp. 09189:323. 


— 8107290091 Order confirming licensee commitments re post-TMI related 
issues. Licensee must comply w/encl specific requirements 
within 30 days. 

EISENHUT, D. G. Division of Licensing. 81/07/10. 11pp. 09189:326. 


B 107200265 Requests submission of current status rept re attempt to 
contact other parties on svc list to ascertain position on 
util motion. 

BOWERS, E. S. Atomic Safety and Licensing Board Panel. 81/07/15. Ip. 
09074:274. 


8107170192 Response supporting util 810626 request to withdraw 810626 
license amend & motion to discontinue proceeding. 

Certificate of Svc end. 

MOORE. J. E. Hearing Branch 2. 81/07/16. 3pp. 09054:020. 


P. Operating license stage documents & correspondence 


8107020471 Forwards final nonpropr ietary version of "Tearing Stability 
Analysis of RCS. Indian Point 3 Nuclear Power Plant. " 

Requests review of analysis to possibly relieve licensee of 
performing mods in proposed W-CAP-9117. 

.BAYNE, J.P. Power Authority of the State of New York. 81/06/25. 

2pp. 08933:240. 


— 8107020476 Final nonproprietary version of "Tearing Stability of RCS, 
Indian Point 3 Nuclear Power Plant," prepared for PASNY. 

* Fracture Proof Design Corp. 81/05/2B. 62pp. 08935:242. 


8107090179 Submits page changes to 810521 safety evaluation for environ 
qualif icat ion of saf ety-related electrical equipment. Changes 
result from identification of inconsistencies between 
safety evaluation & technical evaluation rept. 

VARGA, S. A. Operating Reactors Branch 1. Bi/06/25. 5pp. 08985:318. 


8107060100 Advises that util representatives will attend 810707-10 
generic meeting in Bethesda, MD re environ qualification of 
safety-related electrical equipment. Util reserves right to 
request plant-specific meetings. 

BAYNE, J. P. Power Authority of the State of New York. 81/06/29. Ip. 
08889:025. 


8107060179 Provides description of three occurrences re excessive 
discharge of suspended solids, in compliance w/requirements 
of NY State Pollutant Discharge Elimination Sys Permit 
NY0027065. Resin traps will be xnstal led. Correspondence end. 
BRONS, J. C. Power Authority of the State of New York. 81/06/29. 
7pp. 08890:002. 


8107070358 Requests addl time to assemble documentation required to be 
available or submitted by requirements of NUREG— 0737, Items 
II, B. 1 & 1 1. F. 1. Installation of high range monitor scheduled 
for Dec 1981 refueling outage. 

BAYNE, J. P. Power Authority of the State of New York. Bl/07/01. 

2pp. 08942:104. 


8107210099 Requests assistance in completion of outstanding purge & 
vent items, in order to allow completion of NUREG-0737, TM I 
Action Item II. E. 4. 2. Review of existing Tech Specs against 
end sample Tech Specs also requested. 

VARGA, S. A. Operating Reactors Branch 1. 81/07/01. 13pp. 

09100:055. 


—8107210102 Sample Tech Specs 3. 6. 1, 4. 6. 1 , 3. 6. 3 & 4. 6. 3 re containment 
sys. 

* Operating Reactors Branch 1. 81/07/01. 3pp. 09108:068. 


— 8107210110 "Technical Evaluation of Electrical Instrumentation it 
Control Design Aspects of Override of Containment Purge 
Valve Isolation & Other Engineered Safety Feature Signals 
for Indian Point 3 Nuclear Power Plant. " 

JACOBY. K. D. EG&G, Inc. FIN A-0231. 81/01/30. 14pp. 09108:071. 


8107090512 Advises that fees are not charged for deletion of 
nonrad iol o g i ca 1 aquatic limiting conditions for operation & 
other nonrad iological monitoring requirements. Fees will be 
refunded. 

MILLER, W. 0. License Fee Management Branch. 81/07/02. 2pp. 
08985:203. 


8107140223 Forwards application for renewal of state pollution 
discharge elimination sys permit, per Section 3.2 of environ 
protection p lan. Industrial chemical surveys end. 

BAYNE, J. P. Power Authority of the State of New York. 81/07/06. 
33pp. 09021:327. 


8107310055 Generic Ltr 81-23A to all licensees & CP holders, advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation, per Generic Ltr 81-23, are unnecessary. 

EISENHUT, D. G. Division of Licensing. Bl/07/06. 6pp. 09222:215. 


8107290088 Forwards order confirming licensee commitments to post-TMI 
related requirements of NUREG-0737, based on util 801230 & 

0227 ltrs. Explicit statements of requirements set forth in 
attachment to ordeT. 

VARGA, S. A. Operating Reactors Branch 1. 81/07/10. 3pp. 09189:323. 


— 8107290091 Order confirming licensee commitments re post-TMI related 
issues. Licensee must comply w/encl specific requirements 
within 30 days. 

EISENHUT, D. G. Division of Licensing. 81/07/10. ilpp. 09109:326. 


8107220016 Notification of 810724 meeting w/util in Bethesda, MD to 
discuss sys interaction study . Meeting agenda end. 

□LSHAN, L. Operating Reactors Branch 1. 81/07/17. 5pp. 09127:141. 


8107240059 Responds to 810508 ltr re compliance w/NUREG-0737. Item 
II. B. 3 re hydrogen sampling capacity. Sys in full compliance 
w/requirements for grab samples of containment atmosphere, 
plant vent & reactor coolant. 

BAYNE, J. P. Power Authority of the State of New York. 81/07/20. 
2pp. 09137:164. 


8107270057 Forwards App A it revised pages to control room habitability 
rept t» toxic chemicals impact study of 5-mile radius of 
facility, per NUREG-0737. Item III. D. 3. 4. 

BAYNE, J. P. Power Authority of the State of New York. 81/07/20. 
34pp. 09158:203. 


G. Inspection reports, IE Bulletins it correspondence 


8107090225 Forwards IE Insp Rept 50-286/80-18 on 801105-06 * notice of 
violation. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director. 

81/01/30. 2pp. 08986:121. 


— 8107090235 Notice of violation from insp on 801105-06. 

* Rsgion 1, Philadelphia, Office of the Director. 81/01/30. 2pp. 
08986: 123. 
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— 8107090243 IE Insp Rept 30-286/80-18 on 801 103-06. Noncomp 1 lance noted: 
failure to adhere to radiation protection procedure per Tech 
Specs 6. 11 & failure to instruct workers per 10CFR19. 12. 

Individual entered controlled area w/o film badge. 

BAER.R. E. » KNAPP. P. J. Region 1. Philadelphia. Fuel Facility & 
Materials Safety Branch. 81/01/20. 8pp. 08986:123. 


8107270217 Advises that IE Info Notice 81-03. "Degraded DC Sys at 
Palisades. 11 was sent to listed licensees. 

* Region 1. Philadelphia. Office of the Director (81/03/01). 
81/03/13. 4pp. 09167:273. 


8107270270 Advises that IE Info Notice 81-08. "Repetitive Failures of 
Limitorque Operator SMB-4 Motor-to-Shaf t Key. 11 was sent to 
listed licensees. 

* Region 1. Philadelphia. Office of the Director (81/03/01). 
81/03/20. 4pp. 09178: 163. 


8107270243 Advises that IE Info Notice 81-10. "Inadvertent Containment 
Spray Due to Personnel Error." was sent to listed licensees. 

* Region 1. Philadelphia. Office of the Director (81/03/01). 
81/03/23. 4pp. 09167:296. 


8107270192 Advises that IE Info Notice 81-09. "Degradation of Residual 
Heat Removal (RHR) Sys." was sent to listed licensees. 

# Region 1. Philadelphia. Office of the Director (81/03/01). 
81/03/26. 4pp. 09167:267. 


8107230297 Advises that IE Bulletin 81-02. "Failure of Gate Type 
Valves to Close Against Differential Pressure. 11 was 
sent to listed licensees. 

* Region 1. Philadelphia. Office of the Director (81/03/01). 
81/04/09. 4pp. 09146:349. 


8107270236 Advises that IE Circular 81-06. "Potential Deficiency 
Affecting Certain Foxboro 10 to SO Milliampere 
Transmitters. " was sent to listed licensees. 

* Region 1. Philadelphia. Office of the Director (81/03/01). 
81/04/14. 4pp. 09167:280. 


8107070340 Forwards drawing it info re insp program for welds & pipe 
supports, in response to NRC 810403 request. Aperture card 
is available in PDR. 

BAYNE, J. P. Power Authority of the State of New York. 81/06/30. 
9pp. 08941:097. 


8107130092 Forwards IE Circular 81-10. "Steam Voiding in RCS During 
Decay Heat Removal Cooldown. " No written response required. 
ORIBR.B. H. Region i. Philadelphia. Office of the Director 
(81/03/01). 81/07/02. 3pp. 09027:231. 


8107160313 Forwards IE Info Notice 81~19» "Lost Parts in Primary 
Coolant Sys." No written response required. 

GRIER. B. H. Region 1. Philadelphia. Office of the Director 
(81/03/01). 81/07/16. 3pp. 09041:092. 


8107240344 Ack receipt of 810602 ltr informing NRC of steps taken to 
correct violation noted in IE Insp Rept 30-286/80-20. 

MARTIN. T. T. Engineering Inspection Branch. 81/07/16. Ip. 

09141:263. 


—8107240330 Suppls 810213 ltr re violation noted in IE Insp Rept 
30-286/80-20. Corrective actions: revision to existing 
administrative procedure reviewed it approved by plant 
operating review committee. 

BR0N8. J. C. Power Authority of the State of New York. 81/06/02. 
2pp. 09141:264, 


8107290170 Forwards IE Info Notice 81-21* "Potential Loss of Direct 
Access to Ultimate Heat Sink. " No written response required. 

GRIER, B. H. Region 1, Philadelphia. Office of the Director 
(81/03/01). 81/07/21. 3pp. 09186:279. 


8107290201 Forwards IE Circular 81-12, "Inadequate Periodic-Test 
Procedure of PWR Protection Sys. " No written response 
required. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/22. 3pp. 09188:131. 


8107230298 Forwards IE Circular 81-09, "Containment Effluent Water That 
Bypasses Radioactivity Monitor. " No written response 
required, 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/23. 3pp. 09133:080. 


8107230293 Forwards ZE Info Notice 81-20, "Test Failures of Electrical 
Penetration Assemblies. " No written response required. 

GRIER, B.H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/23. 3pp. 09133:142. 


R. Periodic operating reports & related correspondence 


8107210046 Forwards monthly operating rept for June 1981. 

BRONS, J. C. Power Authority of the State of New York. 81/07/13. Ip. 
09096: 163. 


— 8107210048 Monthly operating rept for June 1981. 

CONNELL, C. Power Authority of the State of New York. 81/07/01. 
3pp. 09096: 164. 


S. Reportable occurrences, LERs & related correspondence 


8106010419 Part 21 rept re failure of GA Co instrument cable to meet 
IEEE temp requirements, initially reported on 810312. 

Defective matl was supplied by Rockbestos Corp. Each user 
should evaluate instal lation. User list end. 

RICKARD, C. L. General Atomic Co. (subs, of Gulf Oil Co.). 81/05/13. 

4pp. 08663:008. 
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F. Security, medical, emergency & fire protection plans 


8107080390 Forwards response to NRC 810223 Generic Ltr 81-04 re 
emergency procedures it training for station blackout events. 
No changes necessary other than mod to turbine driven pump. 
Eight oversize drawings enc 1. Aperture cards are in PDR. 

THIEB, A. C. Duke Power Co. 81/07/01. 17pp. 08974:145. 


8107290002 Generic Ltr 81-27: requests that all emergency plans it 
implementing procedures be submitted w/pages marked to 
reflect privacy it proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT, D. G. Division of Licensing. 81/07/09. 3pp. 09189:039. 


8107210394 Confirms discussion w/V Stello at 810708 meeting w/NRC re 
util plans for complying w/guidance for emergency response 
facilities per NUREG-0696. 

PARKER, W. 0. Duke Power Co. 81/07/15. Ip. 09104:034. 


G. Adjudicatory correspondence 


8107270330 Advises that abeyance period per 810116 ltr will be extended 
to 90 days following issuance of safety evaluations. Hearing 
request must include specific issues to be raised re 
environ qual if ication of electrical equipment. 

EISENHUT, D. G. Division of Licensing. 81/06/12. 2pp. 09167:343. 


8107090291 Answer that petitioners do not object to NRC 810629 motion 
for leave to defer response to 810622 petition until 810731. 
Certificate of Svc end. 

REYNOLDS, N. S. Commonwealth Edison Co. 81/07/07. 3pp. 08984:117. 


8107130286 Requests that NRC notify N Reynolds that 810622 petition 
for extension of deadline for compliance w/CLI-80-21 has 
been retitled. Svc should be made of all subsequent papers on 
parties to proceeding, including UCS. 

WEISS, E. R. Harmon it Weiss. 81/07/10. 3pp. 09023:136. 


H. General correspondence 


8107290160 Advises that name will be removed from svc list for 
facilities unless written request is received within 30 days 
of receipt of ltr. 

STOLZ, J. F. Operating Reactors Branch 4. 81/07/22. Ip. 09190:313. 


I, Financial information 


B10717001 1 Forwards Annual Financial Rtpli'i9B0. 

PARKER, W. 0. Duke Power Co. 81/07/09. Ip. 09057:082. 


P. Operating license stage documents & correspondence 


8107310364 Forwards LRC-9092, "Oconee 3 Cracked Once-Through Steam 
Generator Primary Manway Studs - Interim Rept. " Crack 
initiation & propagation mechanism was hydrogen 
embrittlement fc stress corrosion cracking, W/o end. 

PARKER, W. 0. Duke Power Co. * 81/03/23. 2pp. 09220:320. 


8107210547 Notification of cancelled 810716 meeting w/BScW owners group 
in Bethesda.MD to discuss responses to NRC 810109 info 
request re asymmetric L0CA loadings. 

VISSING, 0. Operating Reactors Branch 4. 81/04/14. Ip. 09110:336. 
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8107080560 Summary of 810513 meeting w/util in Bethesda.MD re proposed 
means of fulfilling positions per NUREG-0737, TMI Action Plan 
Item XI. F. 2. 

WAGhER, P. C . Operating Reactors Branch 4. 81/05/18. 12pp. 

08979: 131. 


8107070334 Provides info in response to TMI Action Plan Item II. B-i re 
design & operation of RC8 high point vent sys. Valves mill be 
exercised during cold shutdown. Generic operating guidelines 
Sc 40 oversized drawings end. Aperture cards are in PDR. 

PARKER. W.O. Duke Power Co. 81/06/29. 41pp. 08941:106. 


8107130266 Application to bmend OLs, changing degraded mode to make mode 
sufficient when testing for dc grounds. Changes consist of 
one Class III it two Class I license amends. Fee end. 

PARKER. W.O. Duke Power Co. 81/07/06. 2pp. 09000:030. 


-*-8107130268 Proposed revised Tech Spec 3.7 re degraded mode. 
* Duke Power Co. 81/07/06. 5pp. 09000:032. 


8107130454 Forwards response to 810601 ltr describing several 
deficiencies in areas identified in NURE0-0737i but not 
addressed in "Abnormal Transient Operating Guidelines < ATOQ) 
Program Description. " Guidelines it diagrams end. 

PARKER. W.O. Duke Power Co. 81/07/06. 45pp. 08997:316. 


— 8107130463 "Abnormal Transient Operating Guideline (ATOG) Program 
Description. 11 

* Babcock it Wilcox Co. 81/06/30. 35pp. 08998:001. 


8107310055 Generic Ltr 81-23A to all licensees it CP h elders, advi sing 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation, per Generic Ltr 81-23. are unnecessary. 

EISENHUT.D. G. Division of Licensing. 81/07/06. 6pp. 09222:215. 


8107140805 Requests assistance in completing outstanding purge Sc vent 
items necessary to complete Item II. E. 4. 2 in NUREG-0737. 

Forwards safety evaluation. 

STQLZ.J. F. Operating Reactors Branch 4. 81/07/07. 10pp. 

09029: 282. 


— 8107140812 Safety evaluation re override of containment purge isolation 
Sc other engineered safety feature actuation signals. Overri de 
of containment purge isolation is acceptable except for two 
listed items. 

* Operating Reactors Branch 4. 81/07/07. 2pp. 09029:291. 


8107210531 Forwards safety evaluation re response to NUREG-0737 Item 
II.E4. 2. Info provided sufficient details rt containment 
isolation pressure to conclude requirements have been met. 

STOLZ, J.F. Operating Reactors Branch 4. 81/07/15. 5pp. 09110:321. 


8107310092 Informs that NRC completed review of info provided by util 
re containment purge/vent sys design & operating practices. 

Requests evaluation of purge/vent sys design & operating 
practices within 60 days of receipt of ltr. 

STQLZ.J. F. Operating Reactors Branch 4. 81/07/17. 3pp. 09221:149. 


8107290005 Notification of 810728.29 Sc 30 meetings w/BScU. Westing house Sc 
C-E owners groups in Bethesda.MD to discuss thermal shock to 
reactor pressure vessel issue. 

V1SSINQ, G. Operating Reactors Branch 4. Bl/07/20. 5pp. 09189:127. 


8107280283 Advises that info requested in NRC 810210 ltr re seismic 
qualification of auxiliary feedwater sys will not be 
completed until 811001, Delay caused by manpower limitations. 
PARKER. W.O. Duke Power Co. 81/07/23. Ip. 09173:068. 


8107280360 Responds to 810603 ltr rt emergency feedwater sys 
automatic initiation Sc flow indication circuiting. All mods 
will be implemented by end of Unit 3 1982 refueling outage. 
PARKER, W.O. Duke Power Co. 81/07/23. ip. 09178:151. 


8107290029 Notifies that ut,il will postpone installation of high range 
radiation monitor Sc cabling until Victoreen Modal 877 
in containment cabling Sc connector is acceptably qualified. 

Monitor is required by NUREG-0737, Item II.F.i. 

PARKER, W. 0. Duke Power Co. 81/07/23. Ip. 09182:359. 


8107290039 Forwards “Oconee 3, Cycle 6 Startup Testing Rept. " 
PARKER, W. 0. Duks Powsr Co. 81/07/23. Ip. 09183:327. 


*8107290044 “Qconee 3, Cycle 6 Startup Testing Rept. M Testing rept 
includes Part 1 "Zero Power Physics Testing" Sc Part II 
“Powsr Escalation Tasting. " 

ELDER, M. L. Duke Power Co. 31/07/23. 27pp. 09183:328. 


8107290165 Forwards proposed Tech Specs re containment air lock 
testing, su pp lementing 801229 submittal. DiScus,sion of 
proposed implementation of 10CFR50, App J, III. D. 2 end. 

PARKER, W.O. Duke Power Co. 81/07/24. 4pp. 09185:314. 


— 8107290167 Proposed Tech Spec 4. 4. 1. 5 re containment air lock testing. 
* Duke Power Co. 81/07/24. 4pp. 09185:318. 


8107290200 Disagrees w/NRC 810424 evaluation Sc recommendations re low 
temp overpressure protection at facility. Assumption is 
incorrect that postulated event can be initiated by failure 
of injection valve to remain closed. 

PARKER, W.O. Duke Power Co. 81/07/24. 2pp. 09186:295. 


8107300142 Responds to NRC 810401 ltr advising util that proposed plans 
to upgrade & justify BScU small break evaluation model were 
acceptable in eight of nine areas. Current program adequate 
re technical needs Sc further tests unnecessary. 

PARKER, W.O. Duke Power Co. 81/07/24. 3pp. 09195:030. 


8107300296 Forwards Amends 99,99 Sc 96 to Licenses DPR -38, DPR-47 Sc 
DPR-55, res pectively, safety evaluation Sc notice of issuance 
Sc avai labi 1 i ty. Amends revise Tech Specs, allowing for testing 
dc voltage sys for grounds. 

STOLZ, J.F. Operating Reactors Branch 4. 81/07/24. 2pp. 09209:024. 


—8107300298 Amends 99,99 Sc 96 to Licenses DPR-38, DPR-47 Sc DPR-55, 
respectively, revising Tech Specs to allow for testing dc 
voltage sys for grounds. 

STOLZ, J, F. Operating Reactors Branch 4. 81/07/24. 12pp. 

09209: 026. 


— 8107300300 Safety evaluation supporting Amends 99,99 Sc 96 to Licenses 
DPR-38, DPR-47 Sc DPR-55. respectively. 

* Office of Nuclear Reactor Regulation, Director. 81/07/24. 2pp. 
09209: 038. 


— 8107300302 Notice of issuance Sc availability of Amende 99,99 Sc 96 to 
Licenses DPR-38, DPR-47 Sc DPR-55, respect ively. 

STOLZ, J. F. Operating Reactors Branch 4. 81/07/24. 2pp. 

09209: 040. 


G. Inspection reports, IE Bulletins Sc correspondence 


8107150277 Forwards IE Circular 81-06. "Potential Deficiency Affecting 
Certain Foxboro 10 to 50 Milliampere Transmitters. " No 
written response required. 

O'REILLY, J.P. Region 2, Atlanta, Office of the Director (81/03/0U. 
81/04/14. Ip. 09033:333. 


8107080477 Ack receipt of 810526 Sc 0602 ltrs informing NRC of steps 
taken to correct violations noted in IE Insp Repts 
50-269/81-07,50-270/81-07 Sc 50-287/81-07. 

KELLOGG, P. J. Reactor Project Branch 2. 81/06/18. Ip. 08972:227. 


—8107080485 Responds to NRC 810501 ltr re Violation B noted in IE Insp 
Repts 50-269/81-07, 50-270/81-07 Sc 50-287/81-07. Corrective 
actions: monthly surveillance checks now being performed 
■ on all units. 

THIES, A. C. Duke PoweT Co. 81/06/02. 3pp. 08972:228. 


—8107080495 Responds to NRC 810501 ltr re violations noted in IE Znip 
Repts 50-269/81-07, 50-270/81-07 Sc 50-287/81-07. No 
proprietary inf o. Corrective actions: appropriate disciplinary 
action taken against maint personnel. 

THIES, A. C. Duke Power Co. 81/05/26. 4pp. 08972:231. 


— 8107080501 Forwards revised notice of violation page to IE Insp 
Repts 50-269/81-07. 50-270/81-07 Sc 50-287/81-07. 

LEWIS, R. C. Division of Resident Sc Reactor Project Inspection. 
81/05/07. Ip. 08972:235. 


•8107080507 Revised page to notice of violation from insp on 
810310-0410. 

* Division of Resident Sc Reactor Project Inspection. 81/05/07. 
Ip. 08972: 236. 


*8107080515 Forwards IE Insp Repts 50-269/81-07,50-270/81-07 Ic 
50-287/81-07 on 810310-0410 Sc notice of violation. 

LEWIS, R. C. Division of Resident Sc Reactor Project Inspection. 
81/05/01. 2pp. 08972:237. 


— 8107080518 Notice of violation from insp on 810310-0410. 

* Division of Resident Sc Reactor Project Inepeetion. 81/05/01. 
2pp. 08972:239. 
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—8107080525 IE Insp Repts 50-269/81-07.50-270/81-07 & 50-287/81-07 on 
810310-0410. Noncompliance noted: failure to follow 
instructions for cable repairs. Tech Spec surveillance 
requirements missed. 

JAPE, F. . ORDERS. W. . MYERS. D. Division of Resident U Reactor 
Project Inspection. 81/04/29. 15pp. 08972:241. 


8107240494 Suppls 810320 response to IE Bulletin 81-01 re mechanical 
snubbers. Insp of accessible snubbers found only one safety- 
related snubber locked-up. 

PARKER, W. 0. Duke Power Co. 81/06/22. Ip. . 09142:094. 


8107240289 Forwards analysis & evaluation status in response to IE 
Bulletin 80-11. "Masonry Wall Design. 11 Specified walls are 
safe in existing configuration. Added margin of safety will 
be provided by upgrades. 

PARKER. W.O. Duke Power Co. 81/06/30. 2pp. 09141:107. 


8107240407 Forwards IE Insp Repts 30-269/81-11,50-270/81-11 *< 
50-2B7/81-11 on 810526-29. No noncompliance noted. 

LEWIS, R. C. Division of Resident 8c Reactor Project Inspection. 
81/06/30. 2pp. 09138:296. 


—8107240418 IE Insp Repts 50-269/01-11.50-270/81-11 8c 50-287/81-11 on 
810526-29. No none ompl lance noted. Major areas inspected: 
health physics appraisal findings. 

PUCKETT, J. M. , FRANKLIN, L. A. , HOSEY, C. M. Technical Inspection 

Branch. 81/06/23. 7pp. 09138:298. 


8107240454 Forwards revision to 810522 response to IE Bulletin 81-03, 
"Flow Blockage of Cooling Water to Safety Sys Components by 
Corbicula Sp (Asiatic clam) 8< Mytilus Sp (Mussel ). 11 Clams 
discovered in fire protection sys on 810526. 

PARKER. W.O. Duke Power Co. 81/07/09. 4pp. 09143:013. 


8107240345 Ack receipt of 810522 8c 0602 ltrs informing NRC of steps 
taksn to correct violations noted in IE Insp Repts 
50-269/81-06,50-270/81-06 8< 50-287/81-06. Resolution of Items 
C 8c E expected by 810720. 

LEWIS, R. C. Division of Resident 8c Reactor Project Inspection. 
01/07/10. Ip. 09141:266. 


—8107240349 Responds to NRC 810428 ltr re violations noted in IE Insp 
Repts 50-269/81-06,50-270/81-06 8c 50-287/81-06. Corrective 
actions: evaluation of paragraph will be made 8c clarifying 
changes proposed if appropriate. 

THIES, A. C. Duke Power Co. 81/06/02. 3pp. 09141:267. 


—8107240356 Responds to NRC 810428 ltr re violations noted in IE Insp 
Repts 50-269/81-06,50-270/81-06 8c 50-287/81-06. Correct ive 
actions: periodic review of station procedures will be 
revised to include station directives. 

THIE8.A. C. Duke Power Co. 81/05/22. 8pp. 09141:270. 


—8107240360 Forward* IE Insp Repts 50-269/81-06, 50-270/81-06 8< 
50-287/81-06 on 810323-27 8c notice of violation. 

LEWIS, R, C. Division of Resident 8c Reactor Project Inspection. 
81/04/28. 2pp. 09141: 278. 


— 8107240364 Notice of violation from insp on 810323-27. 

* Division of Resident 8c Reactor Project Inspection. 81/04/28. 
3pp. 09141:280. 


—8107240370 IE Insp Repts 50-269/81-06,50-270/81-06 8c 50-287/81-06 on 
810323-27, Noncompliance noted: plant procedures not reviewed 
•very 2 yrs as requirtd. 

BELISLE, 0. , FREDRXCK80N, P. , SKINNER, P. H. Engineering Inspection 
Branch. 81/04/24. 15pp. 09141:283, 


8107240498 Ack reciept of 810306,0403 8c 0522 ltrs informing NRC of 
staps taken to correct violations noted in IE Insp Repts 
50-269/81-01,50-270/81-01 8c 50-287/81-01. 

KELLOOO, P. J. Reactor Project Branch 2. 81/07/10. Ip. 09138:325. 


—8107240507 Forwards response to NRC 810209 ltr re violations noted in 
IE Insp Repts 50-269/81-01,50-270/81-01 8t 50-287/81-01. 

Corrective actions: search of nine areas conducted by trained 
angineers. Ltr supersedes 810306 8c 0403 ltrs. 

THIES, A. C. Duke Power Co. 81/05/22. 2pp. 09138:326. 


—8107240514 Ack receipt of 010403 ltr informing NRC of steps taken to 
corract violations noted in IE Insp Repts 50-269/81-01, 
50-270/81-01 <c 50-287/81-01. 

LEWIS, R. C. Division of Resident 8c Reactor Project Inspection. 
81/05/22. Ip. 09138:320. 


— 8107240521 Forwards response to NRC 810209 ltr re violations noted in 
IE Insp Rept 50-269/81-01,50-270/81-01 8c 50-287/81-01. 

Corrective actions: addl masonry walls surveyed. Response 
to IE Bulletin 80-11 dtd 810202 provides necessary info. 

PARKER, W.O. Duke Power Co, 81/04/03. 2pp. 09138:329. 


8107270011 Forwards IE Circular 81-09, "Containment Effluent Water 
That Bypasses Radioactivity Monitor. " Licensee action is 
required. 

O'REILLY. J. P. Region 2, Atlanta, Office of the Director (81/03/01). 
81/07/10. Ip. 09156:286. 


8107200301 Forwards request for relief from ASME Section XI visual 8c 
volumetric inservice insp requirements. Suppls 810601 
request. No addl license fees provided. 

PARKER. W.O. Duke Power Co. 81/07/13. 4pp. 09070:359. 


8107210031 Forwards response to NRC 810601 request for addl info re 
IE Bulletin 80-11 concerning masonry walls. Thirty-eight 
oversize drawings enc 1. Aperture cards are available in 
PDR. 

PARKER, W. 0. Duke Power Co. 81/07/13. 68pp. 09098:191. 


8107240284 Forwards IE Info Notice 81-20, "Test Feilures of Electrical 
Penetration Assemblies." No licensee action or response is 
required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director (81/03/01). 
81/07/13. 4pp. 09148:196. 


8107210418 Forwards Revision 1 to inservice insp rept, orig inally 
submitted on 810609. 

PARKER, W.O. Duke Power Co. 81/07/14. Ip. 09103:330. 


— 8107210421 Revision 1 to inservice insp rept for 1981 refueling 
outage. 

HONEYCUTT, C. R. , PHINNEY, J. D. Babcock 8c Wilcox Co. BARBOUR, J. 0. 
Duke Power Co. 599-0443-14-08 R01. 81/07/06. 15pp. 09103:331. 


S. Reportable occurrences, LERs 8c related correspondence 


8107200282 Forwards LER 80-016/03L-1. Detailed event analysis end. 
PARKER, W.O. Duke Power Co. 81/02/19. 2pp. 09074:264. 


— 8107200284 LER 80-01 6/03L-1 : on 801123, fire detectors string B-2 went 
into alarm condition. Caused by dust buildup in detector. 

Detector cleaned 8c verified operable. 

JONES, J. L. Duke Power Co. 81/02/19. Ip. 09074:266. 


8107010423 RO: on 810219 analytical results of aquatic vegetation 
samples collected on 810210 indicated that radioact ivity 
levels exceeded Tech Specs. Cause not stated. 

PARKER. W.O. Duke Power Co. 81/02/25. 2pp. 08905:329. 


8107200486 Forwards LER 81 -003/01 T-0. Detai led event analysis end. 
PARKER, W.O. Duke Power Co. 81/03/12. 2pp. 09073:268. 


— 8107200491 LER 81-003/01T-0: on 810226, B steam generator was 
pressurized to 550 psig. Caused by procedural deficiency, 
□nee-through steam generator pressure lowered. Procedures for 
opening startup block valves will be revised. 

JONES, J. L. Duke Power Co. 81/03/12. Ip. 09073:270. 


8107200330 Forwards LER 81-003/01 X-i. Detai led event analysis end. 
PARKER, W.O. Duke Power Co. 81/05/18. 2pp. 09073:291. 


8107200285 Forward* LER 81-009/03L-0. Detailed event analysis end. 
PARKER, W.O. Duke Power Co. 81/06/05. 3pp. 09074:260. 


— 8107200290 LER 81-009/03L-0: on 810507, containment isolation valve 3CS-6 
was discovered in intermediate position, resulting in loss 
of containment integrity. Cause undetermined. Valve 3C8-6 
verified operable. 

JONES, J. L. Duke Power Co. 81/06/05. Ip. 09074:263. 


8107200307 Forwards LER 81-003/01 X-l. Detailed event analysis end. 
PARKER, W.O. Duke Power Co. 81/06/10. 2pp. 09071:106. 


— 8107200314 LER 81-003/01 X-l : on 810226, steam generator B was pressurized 
to 550 psig. Caused by procedural deficiency. Valves opened 
to lower once through steam generator pressure. Condensate & 
feedwater procedure will be revised. 

JONES, J. L. Duke Power Co. 81/06/10. Ip. 09071:108. 


8107020306 Part 21 rept re potential problem w/overcurrent relays 
ITE-50H & ITE-50D series produced from 1976 to Oct 19B0. 

Relays may not drop out upon reduction in current. Company 
taking steps to notify relay users. 

DUVALL, D. D. Brown Bovtri Corp. (subs. Brown Boveri & Co., Ltd. ). 
81/06/16. 3pp. 08935:340. 


8107200326 Forwards LER B1-010/03L-0. Detailed event analysis end. 
PARKER, W.O. Duke Power Co. 81/06/16. 2pp. 09070:209. 
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— 8107200329 LER 81-010/03L-0: on 810517, broken airline to valve 3LPSW-525 
was disc overed. Caused by breakage of brass nipple between 
air supply isolation valve S< accumulator tank. Brass nipple 
replaced. 

JONES, J. L. Duke Power Co. 81/06/16. Ip. 09070:211. 


8107200292 Forwards LER 31-01 1/03L-0. Beta il ed event analysis end. 
PARKER, W. 0. Duke Power Co. 81/06/17. 2pp. 09070:202. 


—8107200297 LER 81-01 1 /03L-0: on 810518, safety-related mechanical snubber 
was discovered inoperable during visual insp. Caused by ball 
screw shaft of snubber being slightly scored, pr oh ib iting 
ball bearings from running smooth ly. Snubber replaced. 

JONES, J. L. Duke Power Co. 81/06/17. Ip. 09070:204. 


8107310142 RO: on 810630, during performance of normal power procedure, 
backup function of units isolating & transfer diodes on 125 
volt dc instrumentation it control sys was observed. 

Proposed Tech Spec change will be submitted. 

* Duke Power Co. 81/07/01. Ip. 09218:260. 


— 8107020401 Public version of temporary change notices to emergency 
procedures re site emergency, general emergency & offsite 
dose projections. 

* Metropolitan Edison Co. 81/05/14. 9pp. 07806:001. 


B107130023 Releases public version of status of unresolved emergency 
planning items, identified in NRC response to ASLB memorandum 
St order in restart proceedings. 

FELTON, J. M. Division of Rules and Records. 81/06/26. Ip. 

07806: 001. 


— 8107130025 Forwards public version of status of unresolved emergency 
planning items, identified in NRC 810330 response to ASLB 
memorandum S< order in restart proceedings. 

HLKILL, H. D. Metropolitan Edison Co. 81/04/30. 25pp. 07806:001. 


8107130066 Releases public version of temporary changes to implementing 
procedures for util emergency plan. 

FELTON, J. M. Division of Rules and Records. 81/06/26. Ip. 

0 7806:001. 


8107280401 RO:on 810717, fire suppression water sys found inoperable. 
Caused by open main control source breakers. Breakers closed 
it sys successfully tested. 

MATTHEWS, T. C. Duke Power Co. 81/07/28. Ip. 09175:055. 
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F. Security, medical, emergency fc fire protection plans 


8107010485 Releases public version of revision to emergency plan 
administrative procedure. 

FELTON, J. M. Division of Rules and Records. 81/06/24. Ip. 
07806:001. 


— 8107010487 Forwards public version of Revision 1 to Administrative 
Procedure 1051, "Emergency Planning Drills. " 

* Metropolitan Edison Co. 81/05/08. Ip. 07806:001. 


— 8107010489 Public version of Revision 1 to Administrative Procedure 
1051, "Emergency Planning Drills. " 

NELSON, M. A. , TOOLE, R. Metropolitan Edison Co. 81/05/08. 20pp. 

07806:001. 


8107020469 Releases public version of draft radiological emergency 
response plans for incidents at facility. 

FELTON, J. M. Division of Rules and Records. 81/06/24. Ip. 
07806:001. 


8107130069 Forwards public version of Temporary Change 1-81-0054 to 

Procedure 1004.29, "Activation of Operations Support Ctr" it 
Temporary Change 1-81-0053 to Procedure 1004.33, "Handling 
High Activity Reactor Coolant Samples. . . 11 
* Metropolitan Edison Co. 81/06/08. Ip. 07806:001. 


— 8107130071 Public version of Temporary Change 1-81-0054 to Procedure 
1004.29, "Activation of Operations Support Ctr" fc Temporary 
Change 1-81-0053 to Procedure 1004.33, "Handling High 
Activity Reactor Coolant Samples..." 

* Metropolitan Edison Co. 81/05/29. 16pp. 07806:001. 


8107060319 Forwards "Siren Alert Sys: Acoustical Performance 
Evaluation," final rept, per NUREO-0654/FEMA— REP— 1, App 3. 

Includes six oversize drawings. Aperture cards are 
available in PDR. 

HUKILL, H. D. Metropolitan Edison Co. 81/06/30. Ip. 08902:161. 


— 8107060322 "Siren Alert Sys: Acoustical Performance Evaluation, " final 
rept. 

* Parsons, Brinkerhoff, Quada & Douglas, Inc. 81/05/31. 93pp. 

08902: 162. 


8107130341 Requests confirmation that sys re prompt notification & 
instructions to public in emergency has been implemented. 

Info re compensating actions or procurement it installation 
problems requested. Response requested by 810724. 

ORIERiB. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/01. 4pp. 08997:091. 


■8107020474 Forwards public version of Dauphin & York Counties, PA, draft 
radiological emergency response plans for incidents at 
fac ility. Related correspondence. 

STRAUBE, M. Pennsylvania, State of. 81/04/21. Ip. 07806:001. 


■8107020478 Public version of Dauphin & York Count ies, PA, draft 
radiological emergency response plans for incidents at 
facility. Related correspondence. 

* Pennsylvania, State of. 81/04/21. 400pp. 07806:001. 


8107290002 Generic Ltr 81-27: requests that all emergency plans & 
implementing procedures be submitted w/pages marked to 
reflect privacy 8« proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT, D. G. Division of Licensing. 81/07/09. 5pp. 09189:059. 


8107310183 Forwards emergency planning info for placement in LPDR.W/o 
8107010487. 

SOUDER, J. L. Division of Rules and Records. 81/07/21. Ip. 

09222: 322. 


8107100044 Responds to 800930 security plan revisions. Forward s 
discussion of disputed revisi ons. Enel withheld <ref 
10CFR2. 790). 

STQL2, J. F. Operating Reactors Branch 4. SNYDER, B. J. TMI Program 
Office. 81/06/24. 4pp. 09001:138. 


8107310184 Forwards emergency planning info for placement in LPDR.W/o 
B 107020347. 

SOUDER, J. L. Division of Rules and Records. 81/07/21. Ip. 
09222:323. 


8107020343 Releases public version of util proposed emergency drill 
scenario for joint full scale emergency preparedness 
exercise. 

FELTON, J. M. Division of Rules and Records. 81/06/26, lp. 
07806:001. 


—8107020347 Forwards public version of proposed emergency drill scenario 
for joint full scale emergency preparedness exercise u/PA 
Emergency Mgt Agency & county $< municipal govt agencies. 

HUKILL, H. D. Metropolitan Edison Co. 81/05/22. 31pp. 07806:001. 


8107020396 Releases public version of temporary change notices to 
emergency procedures for facility. 

FELTON, J. M. Division of Rules and Records. 81/06/26. IP. 
07806:001. 


— 8107020399 Forwards public version of temporary change notices to 
emergency procedures re site emergency, general emergency it 
offsite dose projections. 

* Metropolitan Edison Co. 81/05/14. Ip, 07806:001. 


8107310186 Forwards emergency planning info for placement in LPDR.W/o 
8107020399. 

SOUDER, J. L. Division of Rules and Records. 81/07/21. lp. 
09222:324. 


8107310192 Forwards emergency planning info for placement in LPDR.W/o 
8107020474. 

SOUDER, J. L. Division of Rules and Records. 81/07/21. lp. 
09222:328. 


G. Adjudicatory correspondence 


8107020332 Submitf list of portions of SERs & suppls affected by 
licensee c oncerns. Resolution of issues desired w/NRC before 
ASLB hearing. Related correspondence. Svc list end. 

BAXTER, T. A. Shaw, Pittman, Potts & Trowbridge. BAXTER, T. A. 
Metropolitan Edison Co. 81/05/01. 5pp. 08954:246. 


8107060444 Motion to receive witness on NUREG-0680, Supp 1 3 it safety 
evaluation repts for items contained in End 1 to 
NUREG-0737. NRC Exhibits 12 it 14 contain new it changed 
positions. W/Certif icate of Svc. 

ADLER, R.W. Pennsylvania, State of. Bl/05/01. 8pp. 08902:068. 
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8107020407 Memorandum requesting that ASLB direct participants in 
facility restart hearing to file initial & reply proposed 
findings re emergency planning issues by 810701 & 15, 
respective ly. 

RIDGWAY, D. A. Shaw. Pittman. Potts & Trowbridge. 81/05/05. 3pp. 
08926:360. 


8107020525 Response in opposition to Commonwealth of PA 810422 
response to Sholly 810409 motion to reject EIA in restart 
proceeding . Certificate of Svc end. 

TROWBRIDGE. G. F. Metropolitan Edison Co. TROWBRIDGE, G. F. Shaw, 
Pittman, Potts it Trowbridge. 81/05/05. 12pp. 08950:090. 


8107060423 Forwards most recent drafts of Lancaster County, Cumb er land 
County it Lebanon County radiological emergency response 
plans. W/o enc Is. Related correspondence. 

STRAUBE, M. Pennsylvania, State of. 81/05/05. Ip. 08920:023. 


8107020475 Forwards NRC & licensee joint proposed introductory 
findings. Certificate of Svc end. 

TROWBRIDGE, G. F. Shaw, Pittman, Potts it Trowbridge. TROWBRIDGE, G. F. 
Metropolitan Edison Co. 81/05/06. 3pp. 08934: 132. 


— 8107020480 Util NRC joint proposed introductory findings for restart 

hearing. 

* Metropolitan Edison Co. * Office of the Executive Legal. 
Director. 81/05/06. 78pp. 08934: 135. 


8107020493 Response stating no objections to SC Sholly 810501 motion 
that ASLB take official notice of certain addl facts & 
documents. Certificate of Svc end. 

ADLER, R. W. Commonwealth Edison Co. ADLER, R. W. Widoff, Reager, 
Selkouitz & Adler. 81/05/06. 2pp. 08935:036. 


8107020514 Statement of position re UCS 810303 motion for order to 
reopen record to consider power operated relief valve/block 
valve test resul ts. Rel ief , outl ined in Pollard affidavit. 
Paragraph 14 should be granted. W/Cert if i cate of Svc. 

ADLER, R. W. Pennsylvania, State of. Bl/05/26. 5pp. 08935:008. 


8107020455 Table of contents for intervenor TMI Alert proposed findings 
of fact it conclusions of law on mgt issues. Certificate of 
Svc end. 

* Three Mile Island Alert. 01/06/25, 4pp. 08952:252. 


8107020421 Answer in opposition to intervenor UCS S1061S motion to make 
specified corrections to transcript of Torcivia testimony. 

Corrections do not appear to be directed at correct 
transcript. W/Cert if icate of Svc. 

BAXTER, T.A. Metropolitan Edison Co. BAXTER, T. A. Shaw. Pittman, 
Potts & Trowbridge. 81/06/26. 5pp. 08921:222. 


8107060263 Errata to 810515 proposed findings of fact & conclusions of 
law on mgt issues. 

BLAKE, E. L. Metropolitan Edison Co. BLAKE. E. L. Shaw, Pittman, Potts 
8t Trowbridge. 81/06/29. Ip. 08891:314. 


8107060265 Forwards licensee reply to Aamodt & Commonwealth of PA 
findings on mgt issues, per ASLB 810609 memorandum it order. 
Written order confirming unanimous approval of affiliated 
interest contract will be provi ded. W/Certif icate of Svc. 

BLAKE, E. L. Shaw, Pittman, Potts & Trowbridge. BLAKE, E. L. 
Metropolitan Edison Co. 81/06/29. 5pp. 08891:315. 


8107060268 Answers in opposition to Commonwealth of PA & Aamodt 
Findings on mgt issues. Licensee training programs 
satisfactorily augment operator training. Provisions made for 
sufficient number of operators. 

BLAKE, E. L. Metropolitan Edison Co. BLAKE, E. L. Shaw* Pittman, Potts 
& Trowbridge. 81/06/29. 55pp. 08891:328. 


8107080193 Proposed findings of fact it conclusions of law on 810515 mgt 
issues. Five~*shift rotation would not adversely impact 
licensee training it operations. Certificate of Svc end. 1 

ADLER, R. W. Pennsylvania, State of. 81/06/29. i2pp. 08963:081, 


8107090154 Certifies 810701 svc of end tables of contents for 
previously served Aamodt findings of fact, conclusions of law 
on mgt issues St reply findings to staff St licensee findings 
on mgt issues, princ ipally training. 

AAMODT, M. Affiliation Unknown. 81/07/01. 6pp. 08981:072. 


8107150094 Reply to licensee St NRC proposed findings of fact S< 
conclusions of law re plant design issues. Certificate of Svc 
end. 

SHOLLY, S.C. Affiliation Unknown. 81/07/01. 44pp. 09027:159. 


8107080331 Motion to require further development of record on issue 
of licensee mgt response to accident. ACRS rept should be 
admitted to support Udall conclusion or to show difference 
of opinion. 

* Three Mile Island Alert. 81/07/02. 5pp. 08972:158. 


— 8107080339 Forwards review of rept by House Committee on Interior it 
Insular Affairs re reporting of info concerning TMI 
acc ident . Agrees w/staff rept conclusions. Certificate of 
Svc enc 1 . 

ABBOTT, E. C. ACRS - Advisory Committee on Reactor Safeguards. 
81/06/04. 25pp. 08972: 163. 


8107090124 Proposes that UCS Exhibit 39 be stipulated into evidence in 
order to obviate need for further questioning of witnesses, 
per TA Baxter & JV Cutchin request. Related correspondence. 

WEISS, E. R. Union of Concerned Scientists. 81/07/02. 2pp. 

08981: 055. 


8107080199 Summarizes Gilinsky 810701 tour of Units 1 & 2. 
AUSTIN, J. H. Commissioners. 81/07/06. 2pp. 08962:019. 


8107100149 Supplemental response in support of licensee 810126 motions 
re amend of 790809 it 800306 orders it mods of NRC 790702 
order. NRC is prepared to issue requested license amend. 

Certificate of Svc & proposed amend end. 

SWANSON, D. T. Hearing Branch 1. 81/07/06. 22pp. 08992:301. 


8107160498 Suppls 810622 ltr re Commonwealth of PA 810515 proposed 
findings of fact it conclusions of law on mgt issues & 810629 
reply find ing s. Outlines commitments to shift manning 
requirements per NUREG-Q737. 

BLAKE, E. L. Shaw, Pittman, Potts it Trowbridge. BLAKE, E. L. 
Metropolitan Edison Co. 81/07/07. 4pp. 09041:099. 


8107100170 Responses to UCS 810618 motion for transcript correction. 
Inaccuracies assumed to reflect typographical errors. 

Objects to proposed corrections to Torcivia testimony. 

Certificate of Svc end. 

SWARTZ, L. L. Antitrust Division. 81/07/08. 4pp. 08992:039. 


8107150335 Forwards licensee reply to Commonwealth of PA proposed 
findings on separation of TMI-1 & TMI-2. Court Decision 
C-Si-154 RJM re burial of non-Washington radwastes & 
Certificate of Svc end. 

ZAHLER, R. E, Shaw, Pittman, Potts & Trowbridge. ZAHLER, R. E. 
Metropolitan Edison Co, 81/07/10. 5pp. 09025:001. 


— 8107150339 Memorandum Decision C-81-190 RJM holding that case 
challenging constitutionality of Washington Radwaste & 
Storage it Transportation Act of 1980 is unconstitutional it 
unenf or c eab 1 e. Motion for summary judgment granted. 
MCNICHOLS, R. J. U. S. District Court, Eastern District of 
Washington. 81/06/26. 13pp. 09025:006. 


— 8107150341 Reply to proposed findings of fact S< conclusions of law 
by Commonwealth of PA re separation of TMI-1 & TMI-2. 

ZAHLER, R . E. Metropolitan Edison Co. ZAHLER, R. E. Shaw, Pittman, 
Potts it Trowbridge. 81/07/10. 18pp. 09025:019. 


— 8107150345 Forwards draft table of contents summary outline 
identifying contentions to be addressed in each section & 
listing of each contention. 

ZAHLER, R. E, Shaw, Pittman, Potts it Trowbridge. ZAHLER, R. E. 
Metropolitan Edison Co. 81/07/10. 47pp, 09025:040. 


8107150207 Confirmatory order re schedule for shift manning findings. 
Addl proposed findings shall be served by 810723. Courtesy 
notification & pages from 810709 hearing session transcript 
enc 1. 

SMITH, I. W. Atomic Safety and Licensing Board Panel. 81/07/13. 8pp. 
09027; 328. 


8107170104 Forwards UCS proposed findings of fact on Contention 12 & 
reply findings on Contentions 1,2,3 it 5. Certificate of Svc 
enc l. 

WEISS, E. R. Harmon it Weiss. WEISS, E. R. Union of Concerned 
Scientists. 81/07/13. 4pp. 09059:116. 


— 8107170105 Proposed findings of fact & rulings of law on UCS Contention 
12 re severity of environ in which equipment important to 
safety must operate. 

WEISS, E. R. Harmon it Weiss. WEISS, E. R. Union of Concerned 
Scientists. 81/07/13. 45pp. 09059:120. 


— 8107170107 Reply to findings on UCS Contentions 1,2,3 it 5. 

WEISS, E. R. Harmon it Weiss. WEISS, E. R. Union of Concerned 
Scientists. 81/07/13. 32pp. 09059:166. 
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8107170109 Forwards Part 3 of licensee proposed findings of fact S< 
conclusions of law on plant design & procedures issues in 
form of partial initial decision & first of two segments of 
reply to proposed f ind ings. Cert i f icate of Svc end. 

BAXTER* T. A. Shaw. Pittman. Potts & Trowbridge. BAXTER. T. A. 
Metropolitan Edison Co. 81/07/13. 9pp. 09093:091. 


— 8107170112 Part 3 of proposed findings of fact & conclusions of law 
re plant design & procedures issues in form of partial 
initial decision. Add 1 restart requirements not necessary to 
provide reasonable assurance of safe operation. 

BAXTER. T. A. Metropolitan Edison Co. BAXTER, T. A. Shaw. Pittman, 
Potts & Trowbridge. 81/07/13. 25pp. 09053:056. 


— 8107170115 Reply to proposed findings of fact & conclusions of law 
re plant design & procedures issues filed by other parties. 

BAXTER, T. A. Metropolitan Edison Co. BAXTER, T. A. Shaw, Pittman, 
Potts & Trowbridge. 81/07/13. 105pp. 09053:081. 


8107210076 Proposed findings of fact & conclusions of law on UCB 
Contention 12 re ability of safety-related equipment to 
function under conditions of reactor bldg flooding. 

ADLER, R. W. Pennsylvania, State of. 81/07/13. 12pp. 09101:225. 


8107200093 Forwards opinion & order of PA Public Util Commission 
approving OPU operating agreement. Typographical errors fc 
corrections listed. Certificate list end. Related 
correspond ence. 

BLAKE, E. L. Shaw. Pittman, Potts & Trowbridge. BLAKE, E. L. 
Metropolitan Edison Co. 81/07/15. 4pp. 09069:140. 


— 8107200097 Order that affiliated interest agreement is approved as 
being reasonable & consistent w/public interest. 

THIERFELDER, W, Pennsylvania, State of. 81/05/22. 6pp. 

09069: 144. 


8107210126 Forwards revised Apps A & B & suppls to Apps A & B of NRC 
& licensee 810506 joint proposed introductory findings. 

Suppls update listings of prefiled testimony Sc documentary 
evidence. Certificate of Svc encl. 

RIDGWAY, D. A. Shaw, Pittman, Potts S< Trowbridge. RIDGWAY, D. A. 
Metropolitan Edison Co. 81/07/15. 90pp. 09100:358. 


8107220256 Lists documents which were introduced into evidence during 
last wk of hearings. Biographic info on WP Dornsife Sc 
Certificate of Svc encl. 

STRAAJBE, M. Pennsylvania, State of. 81/07/16. 4pp. 09118:118. 


8107220087 Submits complete Contention EP-5<D> . Attachment to 810710 
memorandum erroneously included only first part of 
contention . 

ZAHLER,R. E. Shaw, Pittman, Potts Sc Trowbridge. ZAHLER, R. E. 
Metropolitan Edison Co. 81/07/17. 2pp. 09114: 1B6. 


8107270087 Corrects error in 810716 ltr. Municipal plans entered per 
ABLB Exhibit 13 on B 10709. Svc list encl. 

STRAUBE, M. Pennsy lvania. State of. 81/07/21. 2pp. 09157:029. 


8107270088 Proposed findings of fact Sc conclusions of law re emergency 
planning aspects of shift manning per util 810707 
commitments on senior reactor operators. Two senior operators 
not needed on each shift. Certi f icate of Svc encl, 

SWARTZ, L. L. Antitrust Division. SWANSON, D. T. Hearing Branch 1. 
81/07/22. 10pp. 09156:329. 


8107280209 Supplemental mgt findings on shift staffing. No objection to 
including any or all commitments set forth in License 
Exemption 59 as license conditions for restart. Certificate 
of Svc enc 1. 

BLAKE, E. L. Metropolitan Edison Co; BLAKE, E. L, Shew, Pittman, Potts 
*t Trowbridge. 81/07/23. 8pp. 09172:211. 


8107280503 Amended proposed reply findings of fact 3c conclusions of law 
on 810515 mgt issues. Agreements reached by util fc 
Commonwealth of PA constitute fair & reasonable solutions 
to issues. Certificate of Svc encl. 

™ — ^ete of. 81/07/23. 10pp. 09175:273. 


filing dates of emergency 
k reply findings to 

" Board Panel. 81/07/24. 2pp. 


gn 8c mod 


vision. 


H. General correspondence 


8107100048 Responds to encl 810522 ltr to Pr es i dent .Reagan supporting 
TMI-i restart & govt sharing of TMI-2 cleanup costs. Cites 
difficulties in reaching decision on restart. NRC primary 
concern is public health & safety, not financial impacts. 

DENTON, H. R. Office of Nuclear ReactoT Regulation. Director 
81/06/10. 3pp. 09001:166. 


8107060320 Expresses concern re damage from total meltdown. 
GENTILE, O, Affiliation Unknown. 81/06/21. Ip. 08894:324. 


8107080314 Forwards resolution adopted at 810612 annual meeting in 
Somerset, PA. Resolution urges Unit 1 restart & Unit 2 
c 1 eanup. Af fi davit encl. 

NICHOLSON, H. E. Saluda River Electric Cooperative. Inc. 81/06/23 
3pp. 08972:054. 


8107080320 Forwards 810612 resolution urging return to svc of Unit 1 3c 
expedition of cleanup activities at Unit 2. 

NICHOLSON, H. E. Saluda River Electric Cooperative, Inc. 81/06/23 
3pp. 08972:062, 


8107080171 Opposes facility restart. 

KINO. M. Affiliation Unknown. 81/06/24. 9pp. 08965:338. 


8107080500 Opposes restart of facility. 

MARCUS, C. Affiliation Unknown. 81/06/25. Ip. 08973:223. 


8107060363 Opposes facility restart. 

HAGGERTY, W. Affiliation Unknown. 81/06/29. Ip. 0889B:299. 


8107080493 Opposes restart of facility. 

DANDINI, -J. A. Affiliation Unknown. 81/06/29. 2pp. 08973:224. 


8107060369 Package of two ltrs opposing facility restart. 

LOHSE.D. T. , KLINGSBERG, I. G. Affiliation Unknown. 81/06/30. 2pp 
08898:306, 


8107160087 Opposes facility restart. 

FITZPATRICK, J. Affiliation Unknown. 81/07/07. lp. 09041:330. 


8107140687 Package of two ltrs opposing facility restart. 

PARSONS, C. H. , WALSH, E. Affiliation Unknown. 81/07/09. 2pp 
09017:121. 


8107220066 Opposes facility restart. 

BROMER, S. L. Affiliation Unknown. 81/07/13. lp. 09114:190. 


8107240067 Supports facility restart. 

LESTER, D. H. Affiliation Unknown. 81/07/15. 2pp. 09137:109. 


8107270213 Forwards constituent DC Cuomo 810331 comments On TMI 
shutdown for review & reply. 

COURTER, J. House of Rep. 81/07/17. 3pp. 09160:143. 


, 8107280450 Opposes restart of facility. 

ROSENBERG, A. Affiliation Unknown. 81/07/20. lp. 09174:238. 


B107290159 Advises that name will be removed from svc list for facility 
unless written request is received within 30 days of receipt 
of ltr. 

JACOBS, R. H. Operating Reactors Branch 4. 81/07/22. lp. 09205:361, 


8107290160 Advises that name will be removed from svc list for 
facilities unless written request is received within 30 deys 
of receipt of ltr. 

STOLZ, J. F. Operating Reactors Branch 4. 81/07/22. Ip. 09190:313. 


8107300289 Informs that RQ Pollard will be removed from mailing list 
unless otherwise requested. 

JACOBS, R. H. Operating Reactors Branch 4. 81/07/22. lp. 09208:359. 


8107310403 Informs that Sheldon, Harmon fc Weiss will be removed from 
mailing list unless otherwise requested. 

JACOBS, R. H. Operating Reactors Branch 4. 81/07/22. 1pp. 

09225: 030. 


8107310414 Informs that M Cohen will be removed from mailing list 
unless otherwise requested. 

JACOBS, R. H. Operating Reactors Branch 4. 81/07/22, lp. 09225:032. 


8107310421 Informs that Knupp & Andrews will be removed from mailing 
list unless otherwiss rsqussted. 

JACOBS, R. H. Operating Reactors Branch 4. 81/07/22. lp. 09225:034. 
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in 


0107310428 Informs that Coalition for Nuclear Power Plant Postponement 
will be removed from mailing list unless otherwise 
requested. 

JACOBS/ R. H. Operating Reactors Branch 4. 01/07/22. Ip. 09225:036. 


8107310449 Informs that J Lee will be removed from mailing list unless 
otherwise requested. 

JACOBS/ R. H. Operating Reactors Branch 4. 81/07/22. Ip. 09225:038. 


8107310488 Informs that TMI Alert will be removed from mailing list 
unless otherwise requested. 

JACOBS/ R. H. Operating Reactors Branch 4. 81/07/22. Ip. 09225:042. 


8107310498 Informs that Joint Legislative Committee on Energy will be 
removed from mailing list unless otherwise requested. 

JACOBS/ R. H. Operating Reactors Branch 4. 81/07/22. Ip. 09225:044. 


8107310530 Informs that Anti-Nuclear Oroup Representing York will be 
removed from mailing list unless otherwise requested. 

JACOBS/ R. H. Operating Reactors Branch 4. 01/07/22. Ip. 09223:027. 


J. Insurance & indemnity information 


0107080417 Forwards Endorsement 41 to MAELU Policy MF-73. 

OERETY/H. F. General Public Utilities - GPU Service Corp. 81/07/01. 
2pp. 08973:155. 


0. Advisory Committee on Reactor Safeguards reports & correspondence 


8107150360 Responds to ACRS 801204-06 meeting request for summary of 
remaining open restart issues/ status statement/ heal th & 
safety significance & resolution priority. Restart test 
program currently under NRC review. Certificate of Svc end. 

NOVA*/ T. M. Assistant Director for Operating Reactors. 81/06/05. 
4pp. 09033: 046. 


— 8107150370 Submits proposed agenda items for ACRS Subcommittee 810625 
meeting on facility restart. Tables listing items requiring 
resolution prior to restart end. 

STOLZ/ J. F. Operating Reactors Branch 4. 81/06/05. 6pp. 

09033: 048. 


8107070001 Certified appendices to minutes of 249th ACRS 010108-10 
meeting in Nash ington/ DC. 

* ACRS - Advisory Committee on Reactor Safeguards. 81/06/18. 
250pp. 08961:016. 


8107200384 Advises that facility can be restarted & operable w/o undue 
risk to public health & safety. Licensee has demonstrated 
reasonable progress toward completion of requirements for 
restart. 

MARK/J. C. ACRS - Advisory Committee on Reactor Safeguards. 

81/07/14. 4pp. 09070:328. 

8107280676 Forwards ACRS 810714 Itr re review of proposed restart of 
TMI-1. 

STOLZ. J. F. Operating Reactors Branch 4. 81/07/17. 4pp. 09188:174. 


P. Operating license stage documents & correspondence 


8107210547 Notification of cancelled 810716 meeting w/B&W owners group 
in Bethesda.MD to discuss responses to NRC 810109 info 
request re asymmetric LOCA loadings. 

VISSING, G. Operating Reactors Branch 4. 81/04/14. Ip. 09110:356. 


8107080559 Notification of 810522 meeting w/util in Bethtsda.MD to 
discuss status summary of TMI-1 restart program. 

DIIANNI/D. C. Operating Reactors Branch 4. 81/05/13. 5pp. 

08979: 145. 


8107090400 Approves 810505 request for info re TMI Action Plan 
requirements & related orders. per Paperwork Reduction Act. 
COLLINS. L. V. Office of Management & Budget. 81/05/15. 2pp. 
08984:229. 


8107070364 Forwards "B&W Post-Test Evaluation of LOFT Test L3-1. " 
HUKILL.H. D. Metropolitan Edison Co. 81/07/02. Ip. 08942:082. 


8107080367 Advises that reactor bldg purge U isolation valve travel 
limiting mod completed & operational readiness verified. 

Future purging under nonaccident conditions will comply w/ 

TMI Action Plan Item II. E. 4. 2. 

HUKILL.H. D. Metropolitan Edison Co. 81/07/02, Ip. 08973:026. 


8107100045 Forwards response to NRC 810324 & 0423 ltrs transmitting 
safety evaluation re environ qualification of saf ety-related 
electrical equipment. Response to component specific concerns 
will be submitted by 810720. 

HUKILL/H.D. Metropolitan Edison Co. 81/07/02. 10pp. 08990:055. 


8107080250 Trip rept of Commissioner Gilinsky 810701 visit to facility 
to see submerged demineralizer sys in spent fuel pool area 
in Unit 2 & tour parts of Unit 1. 

AUSTIN, J. H. Commissioners. 81/07/06. 2pp. 08973:289. 


8107310055 Generic Ltr 81-23A to all licensees & CP holders, advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulati on , per Generic Ltr 81-23. are unnecessary. 

EISENHUT . D. G. Division of Licensing. 81/07/06. 6pp. 09222:215. 


B107270056 Responds to request for brief overview summary of facility 
restart. Di sc usses present status. remaining General Public 
Utils & NRC efforts & basis for restart evaluation. 

STOLZ, J. Operating Reactors Branch 4. 81/07/14. 2pp. 09162:360. 


8107290005 Notification of 810728.29 & 30 meetings w/B&W, Westinghouse & 
C-E owners groups in Bethesda.MD to discuss thermal shock to 
reactor pressure vessel issue. 

VISSING. G. Operating Reactors Branch 4. 81/07/20. 5pp. 09189:127. 


8107280574 Forwards Tech Spec Change Request 106 for amend of License 
DPR-SQ to permit hot functional testing w/reactor coolant 
pump heat prior to initial criticality for Cycle 5. 

HUKILL.H. D. Metropolitan Edison Co. 81/07/23. Ip. 09176:082. 


— 810728057B Tech Spec Change Request 106 amending App A of License 
DPR-50. Certificate of Svc end. 

HLKILL, H.D. Metropolitan Edison Co. 81/07/23. 4pp. 09176:083. 


— 8107280580 Proposed Tech Spec mod s. rep lac ing Pages 3-32 & 3-37 of Table 
3.5-1 re instruments operating conditions. 

* Metropolitan Edison Co. 81/07/23. 2pp. 09176:087. 


8107300252 Forwards evaluation re control rod guide tube wear 
program. Issue adequately addressed St considered closed. 

STOLZ. J. F. Operating Reactors Branch 4. 81/07/24. 7pp. 09208:152. 


Q. Inspection reports. IE Bulletins St correspondence 


8107270217 Advises that IE Info Notice 81-05. ' "Degraded DC Sys at 
Palisades. " was sent to listed licensees. 

* Region 1, Philadelphia. Office of the Director (81/03/01). 
81/03/13. 4pp. 09167:273. 


8107270270 Advises that IE Info Notice 81-OB. "Repetitive Failures of 
Limitorque Operator SMB-4 Motor-to-Shaf t Key, " was sent to 
listed licensees. 

* Region 1, Philadelphia, Office of the Director (81/03/01). 
81/03/20. 4pp. 09178:165. 


8107270243 Advises that IE Info Notice 81-10, "Inadvertent Containment 
Spray Due to Personnel Error," was sent to listed licensees. 

* Region 1, Philadelphia, Office of the Director (81/03/01). 
81/03/25. 4pp. 09167:296. 


8107270192 Advises that IE Info Notice 81-09, "Degradation of Residual 
Heat Removal (RHR) Sys." was sent to listed licensees. 

* Region 1, Philadelphia, Office of the Director (81/03/01). 
81/03/26, 4pp. 09167:267. 


8107230297 Advises that IE Bulletin 81-02, "Failure of Gate Type 
Valves to Close Against Differential Pressure," was 
sent to listed licensees. 

* Region 1, Philadelphia, Office of the Director (81/03/01). 
81/04/09. 4pp. 09146:349. 


8107270256 Advises that IE Circular 81-06, "Potential Deficiency 
Affecting Certain Foxboro 10 to 50 Milliampere 
Transmitters," was sent to listed licensees. 

* Region 1, Philadelphia, Office of the Director (81/03/01), 
81/04/14. 4pp. 09167:280. 


8107060408 Forwards IE Insp Rept 50-289/81-14 on 810518-21. No 
noncompliance noted. 

MARTIN, T. T. Engineering Inspection Branch. 81/06/17. 2pp. 
08899: 168. 


— 8107060411 IE Insp Rept 50-289/81-14 on 810518-21. No noncompliance 
noted. Major areas impacted: work act ivities, documentation & 
records re restart program, including cable trays & supports. 
SASSANI. A. D. , EBNETER, 8. D. Plant Systems Section. 81/06/11. 6pp. 
08899: 170, 


112 


DOCKETED ITEMS 


8107100179 Forward s IE Insp Rept 50-289/81-08 on 810301-0430. No 
noncompl ianc e noted. 

KEIMIG, R. R . Projects Branch 2. 81/06/25. 2pp. 08992:026. 

— 8107100183 IE Insp Rept 50-289/81-0B on 810301-0430. No nohcomp 1 iance 
noted. Major areas inspec ted: li censee action on previous insp 
findings & plant operations. 

HAVERKAMP, D. R. , YOUNG, F. E. , SANDERS, W. F. Three Mile Island 
Resident Section. 81/06/24. 8pp. 08992:028. 


8107150092 Forwards IE Circular 81-10, "Steam Voiding in RCS During 
Decay Heat Removal Cooldown. " No written response required. 

GRIER. B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/02. 3pp. 09027:251. 


8107080369 Advises of intent to use portions or articles of later code 
publications endorsed by NRC inservice insp program. Future 
changes to inservice insp program will be documented in 
records & onsite for insp. 

HUKILL, H. D. Metropolitan Edison Co. 81/07/06. 2pp. 08972:269. 


8107160315 Forwards IE Info Notice 81-19, "Lost Parts in Primary 
Coolant Sys. " No written response required. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/16. 5pp. 09041:092. 


8107290170 Forwards IE Info Notice 81-21, "Potential Loss of Direct 
Access to Ultimate Heat Sink. " No written response required. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
(Bl/03/01). 81/07/21. 5pp. 09186:279. 


8107290201 Forwards IE Circular 81-12, "Inadequate Peri od i c -Test 
Procedure of PWR Protection Sys. " No written response 
required. 

GRIER, B. Hi. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/22. 5pp. 09188:131. 


8107230250 Forwards IE Circular 81-09, "Containment Effluent Water That 
Bypasses Radioactivity Monitor." No written response 
required. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/23. 5pp. 09133:080. 


8107230293 Forwards IE Info Notice 81-20, "Test Failures of Electrical 
Penetration Assemblies. " No written response required. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/23. 5pp. 09133:142. 


R. Periodic operating reports & related correspondence 


8107230084 Forwards monthly operating rept for June 1981. 

HUKILL, H. D. Metropolitan Edison Co. 81/07/16, lp. 09128:004. 


— 8107230087 Monthly operating rept for June 1981. 

MITCHELL, D. G. Metropolitan Edison Co. 81/07/15. 5pp. 09128:005. 


S. Reportable occurrences, LERs & related correspondence 


8107280346 Forwards LER 81-007/99X-0. 

HUKILL, H. D. Metropolitan Edison Co. 81/07/17. lp. 09174:251. 


— 8107280354 LER 81-007/99X-0: on 810702, pipe supports found located or 
oriented improperly when installed per IE Bulletin 79-02 & 

79-14 insp results. Caused by inadequate insp prior to 
operation. Supports are being modified. 

STEPHENSON, C. Metropolitan Edison Co. 81/07/08. 4pp. 09174:252. 


T. Hearing transcripts on non-antitrust matters 


8107060317 Transcript of 810629 restart hearing in Harr isburg , PA. 
Pp 21,861-22,087. 

* Atomic Safety and Licensing Board Panel. 81/06/29. 260pp. 

08894: 05B. 


8107060310 Transcript of 810630 restart hearing in Harrisburg, PA. 
Pp 22,088-22,344. 

* Atomic Safety and Licensing Board Panel. 81/06/30. 285pp. 

08893: 134. 


8107060292 Transcript of 810701 restart hearing in Harrisburg, PA. 
Pp 22,345-22,495. 

* Atomic Safety and Licensing Board Panel. 81/07/01. 165pp. 

08892: 330. 


8107140244 Transcript of 810707 restart hearing in Harr i s burg , PA. 
Pp 22,496-22,739. 

* Atomic Safety and Licensing Board Panel. 81/07/07. 243pp. 

09019: 077. 


8107140247 Transcript of 810708 restart hearing in Harr isburg, PA. 
Pp 22,740-22,958. 

* Atomic Safety and Licensing Board Panel. 81/07/08. 218pp. 

09014: 02B. 


8107140045 Transcript of 810709 restart hearing in Harrisburg, PA. 
Pp 22,959-23,115. 

* Atomic Safety and Licensing Board Panel. 81/07/09. 259pp. 

09012: 280. 


DOCKET 50-293 PILGRIM NUCLEAR POWER STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 


8106120204 Forwards "Prompt Alerting 8< Notification Sys - Pilgrim 
Nuclear Power Station, " re initial sys design phase for 
meeting 10CFR50 & NUREG-0654 requ irements. Requests extension 
of deadline for compliance until 811231. 

M0R1SI, A. V. Boston Edison Co. 81/06/05. 2pp. 08769:256. 


— 8106120207 "Prompt Alerting & Notification Sys - Pilgrim Nuclear Power 
Station. " Oversized map of siren locations & extent of 
coverage enc 1 . Aperture card will be in PDR. 

# Stone & Webster Engineering Corp. 81/03/31. 150pp. 


8107130341 Requests confirmation that sys re prompt notification 8t 
instructions to public in emergency has been implemented. 

Info re compensating actions or procurement fc installation 
problems requested. Response requested by 810724. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01 ) . 81/07/01. 4pp. 08997:091. 


8107140210 Forwards revised pages to security force training & 
qualification plan. Revised pages withheld (ref 10CFR2. 790). 
MORISI.A.V, Boston Edison Co. 81/07/09. lp. 09022:261. 


8107290002 Generic Ltr 81-27: requests that all emergency plans & 
implementing procedures be submitted u/pages marked to 
reflect privacy & proprietary matl, Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT, D. G. Division of Licensing. 81/07/09. 5pp. 09189:059. 


8107240192 Forwards missing pages of revised station security force 
training & qualification plan. Pages withheld 
(ref 10CFR2. 790). 

MOR ISI , A. V. Boston Edison Co. Bl/07/17. lp. 0913B:317. 


8107310134 Requests info re station blackout to determine reliability 
of onsite standby diesel generators. Enc 1 questionnaire 
requests info in tabular form 8c solicits data for 1976-80. 

Requests response within 120 days. 

IPPGLITO, T. A. Operating Reactors Branch 2. 81/07/20. 14pp. 

09222:268. 


—8107310135 Forwards completed questionnaire re reliability study of 
standby diesel generators. 

ANDOGNINI, G. C. Boston Edison Co. 78/02/14. 3pp. 09222:285. 


G. Adjudicatory correspondence 


8107090291 Answer that petitioners do not object to NRC 810629 motion 
for leave to defer response to 810622 petition until 810731. 
Certificate of Svc end. t- 

REYNOLDS, N. S. Commonwealth Edison Co. REYNOLDS, N. S. Duke Power Co. 
REYNOLDS, N. S. Duquesne Light Co. 81/07/07. ,3pp. 08984:117. 


8107150286 Requests that NRC notify N Reynolds that 810622 petition 
for extension of deadline for compliance w/CLI-80-21 has 
been retitled. Svc should be made of all subsequent papers on 
parties to proceeding, including UCS. 

WEISS, E. R. Harmon 8c Weiss. 81/07/10. 3pp. 09025:156. 


8107210165 Forwards order confirming licensee commitments to post-TMI 
related requirements of NUREG-0737, based on util 801215, 
810105,22,0211 & 27 ltrs. Exp 1 ic it statements of NUREG-0737 
requirements set forth in attachment to order. 

IPPOLITO, T. A. Operating Reactors Branch 2. 81/07/10. 2pp. 

09106:292. 


— 8107210172 Order confirming licensee commitments re post-TMI related 
requirements of NUREG-0737. Requests that applicant satisfy 
specific requirements of NUREG, described in attachment 
within 30 days of receipt of ltr. 

EISENHUT, D. G. Division of Licensing. 81/07/10. 10pp. 09106:294. 
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— 8107310135 Forwards completed questionnaire re reliability study of 
standby diesel generators. 

ANDOGNIN I, G. C. Boston Edison Co. 78/02/14. 3pp. 09222: 2BS. 


P. Operating license stage documents it correspondence 


8102170202 Responds to NUREG-0737, Items II. K. 3. 13 & I II. D. 3. 4. Ei gh t 
oversize drawings encl. Aperture cards available in PDR. 

MERRITT# W. J. Boston Edison Co. 81/02/11. 10pp. 07712:353. 


8107310298 Forwards safety evaluation re licensee responses to 780B29 Se 
800110 Generic Ltr 81-24# Multi-Plant Issue B-56# re control 
rod failure to fully insert. Maint problem can be corrected 
by control rod drive overhaul during outage. 

EISENHUT, D. G. Division of Licensing. 81/06/15. Ip. 09222:357. 


8107070290 Responds to NUREG-0612# "Control of Heavy Loads. " Visual & 
verbal instruction program imp lemented# fol lowed by actual 
crane operation & performance appraisal. Load path layout 
drawings encl. 

MORISI# A. V. Boston Edison Co. 81/06/25. 20pp. 08939:041. 


8107060438 Responds to request for addl info re containment purge valve 
mechanical operab i 1 ity. Uti 1 estimate indicates insignificant 
torque increase of approx 67.. Rockwell valve disc it Fisher 
7600 valve disc is symmetrical to shaft. 

MORISI# A. V. Boston Edison Co. 81/06/26. 2pp. 08899: 22B. 


8107090176 Requests confirmation of containment atmosphere control sys 
compliance W/10CFR50. 44# as discussed at 810618 meeting. 

Current P&IDs «< electrical schematics for sys required. 

NOVAK# T. M. Assistant Director for Operating Reactors. 81/06/26. 

3pp. 089B5: 235. 


8107100240 Forwards MI-LR-81-02# "Mark I Plant Containment Mod Status 
Summary. " Info provided for all Mark I plants except Hope 
Creek & Oyster Creek. Hope Creek not yet operating. Oyster 
Creek will be providing info separately. 

STARK, S. J. General Electric Co. 81/06/29. Ip. 08995:166. 


-—61071 002S5 "Mark I Plant Containment Mod Status Summary. " 

* General Electric Operating Plant Owners Group. MI-LR-81-02. 
81/06/29. 116pp. 08995:167. 


8107100150 Notifies that util will initiate QA manual change request 
to commit to Reg Guide 1. 58# Revision 1 it Reg Guide 1. 146 re 
qualification of personnel# per Generic Ltr 81-01. Change will 
be approved & in place by 610910. 

MORISI# A. V. Boston Edison Co. 81/06/30. Ip. 08992:224. 


8107100321 Submits 810727-0908 date range for proposed meeting to 
discuss concerns re single loop operation for BWRs above 
50% rated power# in response to 810512 application. Proposed 
agenda encl. 

IPPCLITO, T. A. Operating Reactors Branch 2. 81/07/02. 4pp. 

09002: 141. 


8107310055 Generic Ltr 81-23A to all licensees it CP holders# advi s ing 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation# per Generic Ltr 81-23# are unnecessary. 

EISENHUT, D. G. Division of Licensing. 8 1/07/06. 6pp. 09222:215. 


8107140669 Responds to NRC 810226 ltr requesting review of all ASME 
Code Class 1 it 2 pressure boundary piping# safe ends & 
fitting matl re guidelines in NUREG-0313, Rtvi sion l.Most 
questions answered in 771212 ltr. Addl responses encl. 

MORISI# A. V. Boston Edison Co. 81/07/08. 3pp. 09018:206. 


8107210165 Forwards order confirming licensee commitments to post-TMI 
related requirements of NUREG-0737# based on util 801213. 
810105,22,0211 it 27 ltrs. Explicit statements of NUREG-0737 
requirements set forth in attachment to order. 

IPPQL1T0# T. A. Operating Reactors Branch 2. 81/07/10. 2pp. 

09106: 292. 


— 8107210172 Order confirming licensee commitments re post-TMI related 
requirements of NUREG-0737. Requests that applicant satisfy 
specific requirements of NUREG# described in attachment 
within 30 days of receipt of ltr. 

EISENHUT# D. G. Division of Licensing. 81/07/10. 10pp. 09106:294. 


8107200306 Requests meeting w/NRC on 810730 or 31 to discuss 
determination that cor# spray sparger need not be replaced 
during Cycle 6. 

MORISI# A. V. Boston Edison Co. 81/07/14. Ip. 09076:013. 


8107310134 Requests info re station blackout to determine reliability 
of onsite standby diesal generators. Encl questionnaire 
requests info in tabular form it solicits data for 1976-80. 

Requests response within 120 days. 

IPPQUTQ# T, A. Operating Reactors Branch 2. 81/07/20. 14pp. 

09222: 268. 


Q. Inspection reports# IE Bulletins it correspondence 


8107140839 Grants 800808 request for extension of response date util 
800827 for items of noncompliance noted in IE Health Physics 
Appraisal Rept 50-293/80-05. 

GRIER# B. H. Region 1# Ph iladelph ia# Office of the Director 
(81/03/01). 80/08/14. Ip. 09029:163. 


—8107140847 Responds to NRC 800722 ltr re violations noted in IE Health 
Physics Appraisal Rept 50-293/80-05. Requests extension until 
800827 for response due date. 

ANDOGNIN I, G. C. Boston Edison Co. 80/08/0B. Ip. 09029:164. 


—8107140856 Forwards IE Health Physics Appraisal Rept 50-293/80-05 & 
on 800128-0208# notice of violation Sc significant appraisal 
findings. 

GRIER# B. H. Region 1# Phi ladelph ia# Office of the Director 
(81/03/01). 80/06/22. 6pp. 09029:165. 


— 8107140861 Notice of violation from health physics appraisal on 
800128-0208. 

* Region 1, Philadelphia, Office of the Director (81/03/01). 
80/06/22, 5pp. 09029: 171. 


—8107140870 IE Health Physics Appraisal Rept 50-293/80-05 on 
800128-0208. Noncompliance noted : fai lure to perform airborne 
radioactivity surveys as required by 10CFR20. 103. 

NEELY, D. R. , BAIRD, J. B. , ZAVADOWSKI, R. Region 1# Philadelphia, Fuel 
Facility & Materials Safety Branch. 80/07/10. 182pp. 09029:176. 


8107080070 Forwards IE Insp Rept 50-293/80-30 on 801031-1126 6 notice 
of deviation. 

BRUNNER, E. J. Region 1, Philadelphia, Reactor Operations Nuclear 
Support Branch. 01/02/12. 2pp. 08976:119. 


— 8107080075 Notice of deviation from insp on 801031-1126. 

* Region 1, Philadelphia, Reactor Operations Nuclear Support 
Branch. 81/02/12. Ip. 08976:121. 


—8107080080 IE Insp Rept 50-293/80-30 on 801031-1 126. Noncompliance 
noted: failure to limit operation of containment purge 8c 
vent valves to 90-h per yr. Control room operator on watch 
for 32— h . 

JOHNSON, J., MARTIN# T. T. Region 1, Philadelphia. Reactor Operations 
Nuclear Support Branch. 81/02/06. 16pp. 08976:122. 


8107270217 Advises that IE Info Notice 81-05, "Degraded DC Sys at 
Palisades. " was sent to listed licensees. 

* Region 1, Philadelphia# Office of tha Director (81/03/01). 
81/03/13. 4pp. 09167:273. 


8107270270 Advises that IE Info Notice 81-08, "Repetitive Failures of 
Limitorque Operator SMB-4 Motor-to-Shaf t Key# " was sent to 
listed licensees. 

* Region 1, Philadelphia. Office of the Director (81/03/01). 
81/03/20. 4pp. 09178: 165. 


8107270243 Advises that IE Info Notice 81-10# "Inadvertent Containment 
Spray Due to Personnel Error," was sent to listed licensees. 

* Region 1, Philadelphia# Office of the Director (81/03/01). 
81/03/25. 4pp. 09167:296. 


8107270192 Advises that IE Info Notice 81-09# "Degradation of Residual 
Heat Removal (RHR) Sys#" was sent to listed licensees. 

* Region 1# Philadelphia# Office of the Director <81/03/01). 
81/03/26. 4pp. 09167:267. 


B 107230297 Advises that IE Bulletin 01-02# "Failure of Gate Type 
Valves to Close Against Differential Pressure," was 
sent to listed licensees. 

* Region 1, Philadelphia# Office of the Director <81/03/01). 
01/04/09. 4pp. 09146:349. 


8107270256 Advises that IE Circular 81-06# "Potential Deficiency 
Affecting Certain Foxboro 10 to 50 Milliampere 
Transmitters#" was sent to listed licensees. 

* Region 1# Philadelphia, Office of the Director <81/03/01). 
81/04/14. 4pp. 09167:280. 


8107100269 Forwards IE Insp Rept 50-293/81-06 on 810310-13 it notice of 
violation. 

SNYDER# G. L. Emergency Preparedness it Operational Support Branch. 
81/06/22, 2pp. 08995:300. 
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— 8107100270 Notice of violation from insp on 810310-13. 

SNYDER, G.L. Emergency Preparedness & Operational Support Branch. 
81/06/22. Ip. 08995:302. 


— 8107100272 IE Insp Rept 50-293/81-06 on 810310-13. Noncompl iance noted: 
failure to report anomalous measurement. 

SAKENA8, C. , BORES. R. J. Independent Measures & Environmental 
Protection Section. 81/06/19. 7pp. 08995:303. 


8107020258 Forwards payment covering NRC insp*, conducted for routine 
health. safety, environ & safeguards from Mar 1980 to Mar 
1981. 

M0R1SI.A. V. Boston Edison Co. 81/06/26. Ip. 08934:035. 


8107230205 Responds to IE Bulletin 81-02. "Failure of Gate Type Valves 
to Close Against Differential Pressure. “ W-EMD valve 
installed in reactor core isolation cooling sys. Valve used 
as inboard steam line isolation valve. 

M0R1SX.A.V. Boston Edison Co. 81/06/29. 3pp. 09128:060. 


8107130104 Ack receipt of 810603 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-293/80-30. 

BRUNNER. E. J. Projects Branch 1. 81/07/02. Ip. 08999:172. 


—8107130107 Responds to NRC 810212 ltr re violations noted in IE Insp 
Rept 50-293/80-30. Corrective actions: dryuel 1 venting 
procedure revised & overtime policy for licensed operators 
established. 

HQRISI. A. V. Boston Edison Co. 81/06/03. 2pp. 08999:173. 


8107130219 Confirms plans for Performance Appraisal Branch insp during 
wks of 810720.27 & 0810. General insp plan & list of 
appraisal team members end. 

GRIER. B.H. Region 1. Philadelphia. Office of the Director 
<81/03/01). 81/07/06. 4pp. 08999:315. 


8107130490 Ack receipt of 810616 ltr Informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-293/81-02. 

BRUNNER. E, J. Division of Resident & Project Inspection. 81/07/08. 
Ip. 08997: 144. 


— 8107130495 Forwards revision to util 810427 response re violations 
noted in IE Insp Rept 50-293/81-02. Corrective actions: 
procedure for keeping log during watch will be deleted 8« 
Procedure QPER-28 approved. 

MQRISI, A. V. Boston Edison Co. 81/06/16. 3pp. 08997:145. 


8107140562 Responds to 810413 request foT addl info on automatic 
depressurization sys valve reset Sc engineered safety feature 
actuation signal reset per IE Bulletin 80-06. Provides addl 
justif icat ion for modifying sys circuits Sc valves. 

MORISIr A. V. Boston Edison Co. 81/07/08. 3pp. 09024:001. 


8107160315 Forwards IE Info Notice 81-19. "Lost Parts in Primary 
Coolant Sys. " No written response required. 

GRIER. B. H. Region 1. Philadelphia. Office of the Director 
(81/03/01). 81/07/16. 5pp. 09041:092. 


8107240176 Ack receipt of 810629 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-293/81-07. 

BRUMMER, E. J. Projects Branch 1. 81/07/17. Ip. 09139:197. 


—8107240179 Responds to NRC 810601 ltr re violations notad in IE Insp 
Rept 50-293/81-07. Corrective actions: memos submitted to 
watch engineers re-emphasizing action to be taken should 
fire doors be found open. 

MORXSX, A. Boston Edison Co. 81/06/29. 3pp. 09139:198. 


8107290170 Forwards IE Info Notice 81-21. "Potential Loss of Direct 
Access to Ultimate Heat Sink. " No written response required. 

GRIER. B. H. Region 1. Philadelphia. Office of the Director 
(81/03/01). 81/07/21. 5pp. 09186:279. 


8107290201 Forwards IE Circular 81-12. "Inadequate Periodic-Test 
Procedure of PWR Protection Sys. " No written response 
required. 

GRIER. B.H. Region 1. Phi ladelphia. Office of the Director 
<81/03/01). 81/07/22. 5pp. 09188:131. 


8107230258 Forwards IE Circular 81-09. "Containment Effluent Water That 
Bypasses Radioactivity Monitor. " No written response 
required. 

GRIER. B. H. Region 1. Philadelphia. Office of the Director 
<81/03/01). 81/07/23. 5pp. 09133:080. 


8107230293 Forwards IE Info Notice 81-20. "Test Failures of Electrical 
Penetration Assemblies. * No written response required. 

GRIER. B.H. Region 1. Philadelphia. Office of the Director 
<81/03/01). 81/07/23. 5pp. 09133:142. 


8107280491 Ack receipt of 800829 & 810511 ltrs informing NRC of steps 
taken to correct violations noted in IE Insp Rept 
50-293/80-05. in response to NRC 800722 Sc 0814 ltrs. 

GRIER. B. H. Region 1. Philadelphia. Office of the Director 
(81/03/01). 81/07/24. Ip. 09176:016. 


— 8107280499 Suppls 800829 response to NRC 800722 ltr re violations noted 
in IE Insp Rept 50-293/80-05. Completion dates for internal 
dosimetry & respiratory protection programs cannot be met. 

Status of programs Sc reason for delay provided. 

MGRISl. A. V. Boston Edison Co. 81/05/11. 4ppl 09176:017. 


— 8107280504 Responds to violations noted in IE Insp Rept 50-293/80-05. 
Corrective actions: formal training on whole body counting 
procedure for calibr & training course on radiation 
protection initiated. Manpower requirements to be evaluated. 
ANDOGNINI, G. C. Boston Edison Co. 80/08/29. 14pp. 09176:021. 


8107290166 Forwards IE Circular 81-11. " Inadequate Decay Heat Removal 
During Reactor Shutdown. 11 No written response required. 

GRIER. B.H. Region 1. Philadelphia. Office of the Director 
(81/03/01). B 1/07/24. 3pp. 09185:322. 


8. Reportable occurrences. LERs & related correspondence 


8107020151 Forwards LER 81-018/03L-0. 

MACHON.R. D. Boston Edison Co. 81/06/10. Ip. 08936:359. 


— 8107020153 LER 81-018/03L-0: on 810512. stack gas radiation monitor alarm 
annunciated on panel C903 in control room. Caused by 
preamplifier & pulse height discriminator circuit failures 
due to lightning hit in main stack area. 

MCLOUGHL IN. M. T. Boston Edison Co. 81/06/10. Ip. 08936:360 


8107010125 Forwards LER 81-020/03L-0. 

MACHDN.R. D. Boston Edison Co. 81/06/16. Ip. 08908:267. 


—8107010132 LER 81-020/03L-0: on 810603. fire protection engineer 
determined that 810224 fire on 51-ft elevation. initially 
reviewed per ORC Meeting 81-39. should be reported. Caused by 
failure to follow combustible matl removal procedures. 

MCLOUGHL IN. M. T. Boston Edison Co. 81/06/16. 2pp. 0890B: 268. 


8107010115 Forwards LER 81-023/03L-0. 

MACHON.R. D. Boston Edison Co. 81/06/24. Ip. 08908:264. 


—8107010122 LER 81— 023/03L— O: on 810601 & 800721. two primary containment 
nitrogen supply valves made inoperable & valve in same line 
placed in isolated condition. Caused by lines cut Sc capped 
due to maint on post— accident nitrogen supply sys. 

GRAHAM, E.T. Boston Edison Co. 81/06/22. 2pp. 08908:265. 


8107130299 Forwards LER B1-021/01T-0. 

MACHDN.R. D. Boston Edison Co. 81/06/29. Ip. 08998:357. 


—8107130306 LER 81— 021/01T-0: on 810615, review of analysis responding to 
10CFR50. 44 determined inadequate. Mg t controls failed to 
identify effect of rendering post-accident nitrogen supply 
tys inop erable. Caused by inadequate mgt controls. 

GRAHAM, E.T. , ZIEMIANBKI, E. J. Boston Edison Co. Bi/06/30. 3pp. 
08998: 358. 


8107130401 Forwards LER 81-024/03L-0. 

MACHDN.R. D. Boston Edison Co. 81/07/03. ip. 08998:052. 


—8107130407 LER 81-024/03L-0: on 810604, shutdown transformer primary fc 
secondary breakers opened due to fault in offsite power 
supply. Caused by failure of cable porcelain clamps. Clamps 
removed. Post-type insulators installed. 

MCLOUGHL IN, M. T. Boston Edison Co. 81/07/03. Ip. 08998:053. 


8107130411 Forwards LER 81-025/03L-0. 

MACHDN.R. D. Boston Edison Co. 81/07/03. ip. 09000:098. 


— 8107130416 LER 81-025/03L-0: on 810607, technician failed to document 
jumper installation. Caused by shift turnover during 
installation. Personnel instructed to ramain w/job until 
completion, regardless of shift times. 

MCLOUGHLIN, M. T. Boston Edison Co. 81/07/03. Ip. 09000:099. 


8107130167 LER 81-026/01 X-0: on 810707, during engineering analyses, 
components of standby gas treatment sys were found to have 
insufficient documentation to demonstrate operation during 
LOCA. Documentation acquired. 

DEACON, W. H. , MCLOUGHLIN, M. T. Boston Edison Co. 81/07/07. 2pp. 
08998: 163. 



DOCKETED ITEMS 


115 


8107280472 Forwards LER 81-030/04T-0. 

MACHONj R. D. Boston Edison Co. 81/07/16. Ip. 09174:353. 


—8107280477 LER B1-030/04T-0: on 810603. lab rapt indicated concentration 
of Co-60 in mussel taken from discharge canal/outfall on 
810505. Caused by improved analytical techniques# detec ting 
sensitivities below capabilities specified in Tech Specs. 

MCLOUGHLIN, M. T. Boston Edison Co. 81/07/16. 2pp. 09174:336. 


8107280586 Forwards LER 81-027/03L-0. 

MACHON/R. D. Boston Edison Co. 81/07/16. Ip. 09173:014. 


—8107280594 LER 81-027/03L-0: on 810616. while performing rod block 
monitor surveillance test 8. M. 2. 3. 1. step 31 high rod block 
came on at 123% vs 94% power. Caused by failed trip ref card. 
Card replaced in kind. 

MCLOUGHL IN. M. T. Boston Edison Co. 81/07/16. Ip. 09173:015. 


8107280451 Forwards LER S1-029/03L-0. 

MACHON.R.D. Boston Edison Co. 81/07/17. Ip. 09173:243. 


—8107280454 LER 81-029/03L-0: on 810617 & 18, RBV sample pump A tripped. 
Caused by internal pump friction due to normal wear. Pumps 
rebuilt & spare pump installed. 

MCLOUGHLIN. M. T. Boston Edison Co. 81/07/17. ip. 09173:244. 


8107200479 Forwards LER 81-028/99L-0. 

MACHON.R.D. Boston Edison Co. 81/07/17. Ip. 09173:016. 


— 8107280481 LER B1-028/99L-0: on 810617, facility organization was revi 
to eliminate chief operation engineer position & create 
watch engineer position. Caused by need for direct 
communication of operating experience to mgt. 

MCLOUGHLIN. M. T. Boston Edison Co. 81/07/17. Ip. 09173:017. 


8107280435 Forwards LER B1-031/03L-0. 

MACHON.R.D. Boston Edison Co. 81/07/18. Ip. 09174:236. 


— 8107280439 LER 81-031 /03L-0: on 810618 Jk 19. main stack sample pump A 
tripped. Caused by increased internal friction. 

MCLOUGHLIN, M. T. Boston Edison Co. 81/07/18. Ip. 09174:237. 


8107280166 Forwards LER 81-026/01 T-0. 

MACHON.R.D. Boston Edison Co. 81/07/20. Ip. 09172:287. 


— 8107280169 LER 81 -026/01 T-0: on 810706, standby gas treatment sys could 
not be conclusively demonstrated to remain operable during 
design basis LOCA. Caused by inadequate documentation. 

MCLOUGHLIN, M, T, Boston Edison Co. 81/07/20. 2pp. 09172:288. 


8107280443 Forwards LER 81-032/03L-0. 

MACHON.R.D. Boston Edison Co. Bi/07/20. Ip. 09173:180. 


— 8107280447 LER 81-032/03L-0: on B10619, reactor coolant leak detection 
air sampling sys C-19 declared inoperable. Caused by valves 
sticking in closed position due to dirt in sys check valves. 

Valves disassembled & cleaned. 

MCLOUGHLIN, M. T. Boston Edison Co. Bl/07/20. Ip. 09173:181. 


8107290124 Forwards LER 81-033/03L-0. 

MACHON.R.D. Boston Edison Co. 81/07/21. Ip. 09183:319. 


—8107290128 LER 81-033/03L-0: on 810621, unidentified drywell leak rate 
exceeded Tech Specs. Cause unknown. Inboard clean up valve 
electrically backseated fc repacked. 

MCLOUGHLIN, M. T. Boston Edison Co. 81/07/21. Ip, 09183:320. 


DOCKET 30-294 MICHIGAN STATE UN IV. RESEARCH REACTOR 


P. Operating license stage documants & correspondence 


8107090380 Forwards Amend 4 to License R-114. Amend incorporates 
currently approved physical security plan, 

MILLER, J. R. Standardization & Special Projects Branch. 81/06/24. 
3pp. 08986:300. 


—8107090382 Amend 4 to License R-l 14, incorporating currently approved 
physical security plan. 

MILLER, J. R. Standardization *c Special Projects Branch. 81/06/24. 
2pp. 08986:303. 


DOCKET 30-295 ZION NUCLEAR POWER STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 


8107170250 Requests info on logistic support available at licensed 
activity sites prior to implementation of nationwide 
emergency notification sys. Coord ination of actions to 
upgrade sys w/telecommunicat ion planning personnel proposed. 
KEPPLER, J.G. Region 3. Chicago, Office of the Director (81/03/01). 
81/06/19. 7pp. 09058:213. 


8107100023 Releases public version of info booklets for revised 
emergency plan. 

FELTDN, J. M. Division of Rules and Records. 81/06/26. Ip. 


— 8107100028 Forwards public version of info booklets for revised 
emergency plan. 

CHANEY, V.L. Commonwealth Edison Co. 81/03/31. Ip. 


•8107100036 Public version of ltr summarizing major changes in util 
Apr 1981 revision of emergency plan. Offsite emergency 
response organization has been restruc tured. Ma jor changes 
in director positions are listed. 

GOLDEN, J. C. Commonwealth Edison Co. 81/03/27. 2pp. 


— 8107100041 Public version of info booklets for revised emergency plan. 
* Commonwealth Edison Co. 81/03/31. 26pp. 


8107130033 Releases public version of revision to emergency plan annex 
for facility. 

FELTON, J. M. Division of Rules and Records. 81/06/26. Ip. 

07806: 001. 


— 8107130056 Forwards public version of Revision 1 to emergency plan 
annex, "Zion Station. “ 

* Commonwealth Edison Co. 81/03/05. Ip. 07806:001. 


— 8107130061 Public version of Revision 1 to emergency plan annex. "Zion 
Station. " 

* Commonwealth Edison Co. 81/04/30. 55pp. 07806:001. 


8107210200 Requests confirmation by 810724 that means have been 
established for alerting fe instructing public within plume 
exposure emergency planning zone in event of emergency, per 
10CFR30, App E requirement. 

KEPPLER, J.G. Region 3, Chicago, Office of the Director (81/03/01). 
81/07/01. 2pp. 09102:071. 


8107290002 Generic Ltr 81-27: requests that all emergency plans & 
implementing procedures be submitted w/pages marked to 
reflect privacy & proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT, D. G. Division of Licensing. 81/07/09. 5pp. 09189:059. 


8107200362 Advises that licensees must submit three copies of emergency 
p Ians, procedures & revisions to NRC regional ofc.All copies 
should be sent to Region 3 incident response ctr. 

KEPPLER, J. G. Region 3, Chicago, Office of the Director (81/03/01). 
81/07/10. 2pp. 09070:213. 


8107210220 Forwards 49 oversize drawings providing supplemental details 
for util B 10602 response to NRC 810220 ltr re fire 
protection mods. Aperture cards are available in PDR. 

TRAfW, T. R. Commonwealth Edison Co. 81/07/14. 4pp. 09102:181. 


8107290236 Requests info re station blackout, addressing Unresolved 
Safety Issue A-44. Questionnaire Sc LER documentation end. 
IPPQLITQ, T. A. Operating Reactors Branch 2. 81/07/17. 20pp. 

09206: 289. 


0. Adjudicatory correspondence 


8107090291 Answer that petitioners do not object to NRC 810629 motion 
for leave to defer response to 810622 petition until 810731. 
Certificate of Svc end. 

REYNOLDS, N. 8. Commonwealth Edison Co. REYNOLDS, N. S. Washington 
Public Power Supply System. REYNOLDS, N. S. Wisconsin Electric Power 
Co. 81/07/07. 3pp. 08984:117. 


8107160036 Discusses applicant request for 810615 bearing re environ 
qualif icat ion of safety-related equipment. Requests issues 
applicant intends to raise in proceeding. NRC available for 
meeting prior to 810707-10 meeting w/all licensees. 

EISENHUT, D, 0. Division of Licensing. 81/07/07. 3pp. 09061:252. 
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8107150286 Requests that NRC notify N Reynolds that B10622 petition 
for extension of deadline for compliance w/CLI-BO~21 has 
been retitled. Svc should be made of all subsequent papers on 
parties to proceeding* including UCS. 

WEISS) E. R. Harmon 8c Weiss. 81/07/10.. 3pp. 09025:156. 


8107290064 Forwards order confirming licensee commitments to,post-TMl 
related requirements of NUREG-0737* based on listed util 
ltrs. Expl ic it statements of requirements set forth in 
attachment to order. 

VARGA* S. A. Operating Reactors Branch 1. 81/07/10. 3pp. 09189:238. 


■8107290069 Order confirming licensee commitments re post-TMI related 
issues. Licensee must comply w/encl specified items within 60 
days. 

PURPLE* R. A. Division of Licensing. 81/07/10. 10pp. 09189:241. 


H. General correspondence 


8107200469 Informs that LO DelGeorge named Director of Nuclear 
Licensing & replaces JS Abel as principal correspondent for 
NRC communications on all facilities. 

TRAMM.TR, Commonwealth Edison Co. 81/07/13., Ip. 0906B:001. 


P. Operating license stage documents fc correspondence 


8107000046 Forwards Amend 65 8< 62 to Licenses DPR-39 & DPR-48, 
respectively*?* notice of issuance Sc avai lability. Amends 
revise Tech Specs to incorporate requirements for decay heat 
removal capability. 

VARGA. S. A. Operating Reactors Branch i. 81/06/22. 3pp. 0B976: 069. 


— 8107080050 Amends 65 8< 62 to Licenses DPR-39 8c DPR-48* respectively, 
revising Tech Specs to incorporate requirements for decay 
haat removal capability & to further define operable for sys 
?t components. 

VARGA* S. A. Operating Reactors Branch 1. Bl/06/22. 39pp. 

08976: 072. 


— 8107080051 Notice of issuance & availability of Amends 65 Sc 62 to 
Licenses DPR-39 & DPR-48* respectively . 

VARGA* S. A. Operating Reactors Branch 1. 81/06/22. 2pp. 

08976: 112. 


8107070353 Application to amend Licenses DPR-39 U DPR-48. adopting STS 
provision to control water level when irradiated fuel is 
moved. 

TRAM. T. R. Commonwealth Edison Co. 81/06/23. 2pp. 08941:262. 


— 8107070354 Proposed revised Tech Spec Pages 247* 247a 8 « 248 re water 
level requirements. Explanation end. 

* Commonwealth Edison Co. 81/06/23. 7pp. 08941:264. 


8107060121 Reiterates 810422 request for addl fees re 800422 Tech Spec 
change app 1 icat ions. Requests remittance within 15 days. 

MILLER. W. 0. License Fee Management Branch. 81/06/24. Ip. 

08957:315. 


8107070423 Forwards revised Pages 1-7.1-33*1-37 & 1-40 to CE-l-A* QA 
Program* Revision 17. W/o Pages 1-7.1-37 8c 1-40. 

TRAM. T. R. Commonwealth Edison Co. 81/06/26. Ip. 08950:038. 


8107150408 Informs that NUREG-0737* TMI Action Plan Item II. K. 2. 19, not 
applicable to NSSS w/inverted U-tube steam generator 
designed by Westinghouse S< C-E. No further action necessary. 

Item complete. 

VARGA, S. A. Operating Reactors Branch 1. 81/06/26. 3pp. 09032:250. 


8107060430 Requests retraction or explanation of NRC 810422 request for 
addl OL fee payments. Clarification should be provided re 
inconsistent fee determinations concerning 800422 & 1003 
proposed OL amends. 

TRAM, T. R. Commonwealth Edison Co. 81/06/29. 3pp. 08920:068. 


8107140294 Forwards Amends 66 & 63 to Licenses DPR-39 8< DPR-48* 
respective ly* safety evaluation Sc notice of issuance & 
availabili ty. Amends revise Tech Spec requirement for noble 
gas monitor detection limits. 

■ VARGA. S. A. Operating Reactors Branch 1. 81/06/29. 2pp. 09029:353. 


— 8107140302 Amends 66 St 63 to Licenses DPR-39 St DPR-48, respectively* 
revising Tech Spec requirement for noble gas monitor 
detection limits. 

VARGA, S. A. Operating Reactors Branch 1. 81/06/29. 7pp. 

09029: 355. 


— 8107140310 Safety evaluation supporting Amends 66 Sc 63 to Licenses 
DPR-39 8c DPR-4S* respectively. 

* Office of Nuclear Reactor Regulation* Director. 81/06/29. 2pp 
09029: 362. 


— 8107140317 Notice of issuance 8c availability of Amends 66 8c 63 to 
Licenses DPR-39 Sc DPR-48* respectivel y. 

VARGA, S. A. Operating Reactors Branch 1. 81/06/29. 2pp. 

09030: 002. 


8107090210 Forwards responses to NUREG-0737 i terns* inc lud ing RC8 vents* 
relief /saf ety value test requirements* aux i 1 iary feedwater 
sys evalua tion/automati c initiation 8c flow indication Sc 
dedicated hydrogen penetration. 

DELGEORGE, L. 0. Commonwealth Edison Co. 81/07/01. 37pp. 08983:290. 


8107080411 Forwards addl commitments to TMI Action Plan Items II. B. 4, 
XXX. D. 3. 4* II. K. 3. 29 8< II. F. 2* per NRC 810701 request. 

DELGEORGE, L. 0. Commonwealth Edison Co. 81/07/02. 4pp. 08973:073. 


8107310055 Generic Ltr 81-23A to all licensees Sc CP holders, advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation, per Generic Ltr 81-23* are unnecessary. 

EISENHUT, D.G. Division of Licensing. 81/07/06. 6pp. 09222:215. 


8107170337 Forwards Amends 67 Sc 64 to Licenses DPR-39 8c DPR-48. 
respective ly* safety evaluation 8c notice of issuance 8< 
availabili ty. Amends revises Tech Specs by removing rod bow 
penalty from calculations in peaking factor limit. 

VARGA, S. A. Operating Reactors Branch 1. 81/07/09. 2pp. 09067:325. 


— 8107170338 Amends 67 8c 64 to Licenses DPR-39 8c DPR-48, respec tively* 
revising Tech Specs by removing rod bow penalty from 
calculation in peaking factor limit. 

VARGA, S. A. Operating Reactors Branch 1. 81/07/09. 11pp. 

09067: 32B. 


— 8107170339 Safety evaluation supporting Amends 67 8c 64 to License* 
DPR-39 Sc DPR-48, respectively. 

# Office of Nuclear Reactor Regulation, Director. 81/07/09. 4pp. 
09067:339. 


— B 1071 70340 Notice of issuance 8< availability of Amends 67 8t 64 to 
Licenses DPR-39 8< DPR-48, respec tive ly. 

VARGA, S. A. Operating Reactors Branch 1. 81/07/09. 2pp. 

09067: 34 3. 


8107230360 Confirms 810708 telcon authorization for change in Tech 
8pect: Licenses DPR-39 Sc DPR-48 are amended by removing rod 
bow penalty from nuclear radial peaking factor in Tech Spec 
3.2.2 for each unit, effective 810708. 

NOVAK, T. M. Assistant Director for Operating Reactors. 81/07/09. 
2pp. 09145:290. 


8107290064 Forwards order confirming licensee commitments to post-TMI 
related requirements of NUREG-0737, based on listed util 
ltrs. Expl icit statements of requirements set forth in 
attachment to order. 

VARGA, S. A. Operating Reactors Branch 1. 81/07/10. 3pp. 091B9:238. 


■8107290069 Order confirming licensee commitments re post-TMI related 
issues. Licensee must comply w/encl specified items within 60 
days. 

PURPLE, R. A. Division of Licensing. 81/07/10. 10pp. 09189:241. 


8107140577 Forwards Revision 18 to CE-l-A, QA program. Revision clarifies 
procurement of safety-related matls, parts* equipment* 
components 8c items. 

SWARTZ, E. D. Commonwealth Edison Co. 81/07/12. Ip. 09023:352. 


— 8107140590 Revision 18 to QA program for facility. 

* Commonwealth Edison Co. CE-l-A RIB. 81/07/12. 5pp. 
09023: 353. 


8107200467 Forwards response to NRC 810210 ltr to all operating PWR 
licensees re seismic design of facility auxiliary feedwater 
sys. Sys designed* constructed 8c maintained per IE Bulletins 
79-02,79-04*79-07, 79-14* BO- 11 & IE Info Notice 80-21. 

TRAM, T. R. Commonwealth Edison Co. 81/07/14. 6pp. 09073:150. 


8107230358 Discusses NRC acceptance review of Revision 17 to CE-l-A. 
QA program for nuclear generating stations. Revision 
incorporates organizational changes. Rept acceptable. 

HAASS, W. P, Quality Assurance Branch. 81/07/14. 2pp. 09145:172. 


8107290236 Requests info re station blackout* addressing Unresolved 
Safety Issue A-44. Questionnaire it LER documentation end. 
IPPQLITO* T. A. Operating Reactors Branch 2. 81/07/17. 20pp. 

09206: 289. 
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8107290005 Notification of 810728*29 & 30 meetings w/B&W, Westinghouse & 
C-E owners groups in Bethesda.MD to discuss thermal shock to 
reactor pressure vessel issue. 

V1SS1NQ*G. Operating Reactors Branch 4. 81/07/20. 5pp. 09189:127. 


G. Inspection reports* IE Bulletins & correspondence 


8107020315 Ack receipt of 810603 ltr addressing security matters 
identified in IE Insp Repts 50-295/80-23 & 50-304/80-25. 
Forwards comments re licensee commitments to correct 
security i terns. Comments withheld (ref 10CFR2. 790). 

MOREL I US* C. E. Division of Engineering it Technical Inspection. 
81/06/25. Ip. 08935:325. 


8107100226 Forwards IE Insp Repts 50-295/81-11 & 50-304/81-07 on 
810507-OS & notice of violation. 

NORELXUSi C. E. Division of Engineering it Technical Inspection. 
81/06/25. 2pp. 08993:152. 


— 8107100227 Notice of violation from insp on 810507-08. 

NORELIUS* C. E. Division of Engineering it Technical Inspection. 
81/06/24. Ip. 08993: 154. 


—8107100229 IE Insp Repts 50-295/81-11 & 50-304/81-07 on S10507-0B. 
Noncompliance noted: fire brigade training sessions not held 
quarter 1 y. 

GROBE, J. A. , WILLIAMS* C. C. Plant Systems Section. 81/06/17. 5pp. 
08993: 155. 


8107240409 Advises that IE Circular 81-10* "Steam Voiding in RCS During 
Heat Removal Cooldown*'' was forwarded to listed utils. 

* Region 3. Chicago* Office of the Director (81/03/01). 81/07/02. 

Ip. 09148:206. 


8107100217 Notifies that IE Circular 81-10, "Steam Voiding in RCS 
During Decay Heat Removal Cooldown* " was sent to listed 
licensees on 810702. 

CARROLL* D. E. Word Processing & Document Control Section, 81/07/06. 
2pp. 08994: 342. 


8107140378 Forwards monthly status evaluation rept,re IE Bulletin 
79-14* "Seismic Analysis for As-Built Safety-Related Piping 
Sys. " W/o end. 

RAUSCH* T. J. Commonwealth Edison Co. 81/07/06. Ip. 09014:003, 


8107240306 Advises that IE Info Notice 81-19, "Lost Parts in Primary 
Coolant Sys," was forwarded to listed utils. 

* Region 3, Chicago. Office of the Director (81/03/01). 81/07/06. 

Ip. 09148:203. 


0107200402 Notifies that IE Info Notice Bl-19, "Lost Parts in Primary 
Coolant Sys," was sent to listed utils on 810706. 

CARROLL* D. E. Word Processing it Document Control Section. 81/07/07. 
2pp. 09073:323. 


8107150107 Advises that IE Circular 81-09, "Containment Effluent Water 
That Bypasses Radioactivity Monitor* " was sent to listed 
licensees on 810710. 

CARROLL* D. E. Word Processing it Document Control Section. 81/07/10. 
2pp. 09026: 026. 


8107210252 Forwards IE Insp Rept 50-295/81-08 on 810409, 15-17 it 
0624-26. No noncompliance noted. 

NORELIUS* C. E. Division of Engineering 8t Technical Inspection. 
81/07/10, 2pp. 09104: 128. 


—8107210259 IE Insp Rept 50-295/81-08 on 810409,15-17 *t 0624-26. No 
noncompliance noted. Major areas inspected: Cyc le 6 scram time 
tests including incore/excore calibr Ik control rod worth 
measurements. 

ROBINSON* D. L. » JACKIW* I. N, Test Program Section. 81/07/09. 6pp. 
09104: 130. 


8107170236 Advises that IE Info Notice 81-20* "Test Failures of 
Electrical Penetration Assemblies," was sent to listed utils 
on 810713. 

CARROLL* D. E. Word Processing Jk Document Control Section. 81/07/13. 
2pp. 09051:028. 


8107170245 Advise* that IE Info Notice 81-20* "Test Failures of 
Electrical Penetration Assemblies* “ was forwarded to 
listed licensees. 

* Region 3* Chicago* Office of the Director (81/03/01). 81/07/15. 

ip. 09051:001. 


8107170251 Advises that IE Circular 81-09* "Containment Effluent Water 
That Bypasses Radioactivity Monitor*'' was forwarded to 
listed licensees. 

* Region 3* Chicago* Office of the Director (81/03/01). 81/07/15. 

Ip. 09058:209. 


8107200254 Ack receipt of 810526 & 0615 ltrs informing NRC of steps 
taken to correct violations noted in IE Insp Repts 
50-237/31-06, 50-249/81-04* 50-254/81 -03* 50-265/81-03* 

50-295/81-05 it 50-304/81-03. 

NORELIUS* C. E. Division of Engineering St Technical Inspection. 
81/07/15. 2pp. 09074:359. 


— 8107200260 Responds to NRC 810501 ltr re violations noted in IE Insp 
Repts 50-237/81-06, 50-249/81-04, 50-254/81-03, 50-265/81-03. 
50-295/81-05 8< 50-304/81-03. Corrective actions: GA topical 
rept will be revised & submitted by 810713. 

ABEL* J. S. Commonwealth Edison Co. 81/06/15. 2pp. 09074:361. 


— 8107200269 Responds to NRC 810501 ltr re violations noted in IE Insp 
Repts 50-237/81-06. 50-249/81-04* 50-254/81-03* 50-265/81-03, 
50-295/81-05 & 50-304/81-03. Corrective actions-.Tech Spec 
changes to be submitted to identify proper QA stds. 

ABEL* J. S. Commonwealth Edison Co. 81/05/26. 6pp. 09075:001. 


8107200278 Ack receipt of 810629 ltr Informing NRC of steps taken to 
correct violation noted in IE Insp Repts 50-295/81-12 & 

50-304/81-08. 

HIND, J. A. Division of Emergency Preparedness it Operational Support. 
81/07/15. Ip. 09074:253. 


—8107200286 Responds to NRC 810604 ltr re violation noted in IE Insp 
Repts 50-295/81-12 it 50-304/81-08. Corrective actions: c loser 
attention being paid to sample collection schedule & weekly 
data sheets to assure proper sampling. 

DELGEORGE, L. 0. Commonwealth Edison Co. 81/06/29. 2pp. 

09074: 25 4. 


8103300402 IE Info Notice 81-21* "Potential Loss of Direct Access to 
Ultimate Heat Sink. " 

* Director's Office, Office of Inspection and Enforcement. 
81/07/21. 5pp. 09162:348. 


8107270246 Advises that IE Info Notice 81-21, "Potential Los* of Direct 
Access to Ultimate Heat Sink," was sent to listed licensees 
on 810721. 

CARROLL* D. E. Word Processing it Document Control Section. 81/07/21. 
2pp. 09160: 112. 


8107270218 Advises that IE Circular 81-12* "Inadequate Periodic Test 
Procedure of PWR Protection Sys." was sent to listed 
licensees on 810722. 

CARROLL, D. E. Word Processing it Document Control Section. 81/07/22. 
2pp. 09160:131. 


8107270253 Advises that IE Circular 81-12* "Inadequate Periodic Test 
Procedure of PWR Protection Sys* " was sent to listed 
licensees. 

* Region 3* Chicago* Office of the Director <81/03/01). 81/07/24. 

In. 09160:107. 


S. Reportable occurrences* LERs it related correspondence 


8106010419 Part 21 rept re failure of GA Co instrument cable to meet 
IEEE temp requirements* ini tial ly reported on 810512. 

Defective matl was supplied by Rockbestos Corp.Each user 
should evaluate installation. User list end. 

RICKARD, C. L. General Atomic Co. (subs, of Gulf Oil Co.). 81/05/15. 

4pp. 08663:008. 


8107160306 Forwards LER 81-023/03L-0. 

©RAE8BER, K. L. Commonwealth Edison Co. 81/06/12. Ip. 09042:010. 


— 8107160308 LER 81-023/03L-0: on 810422* discrepancies in PT-210 were not 
reported, Fan damper* failed to open on fan start* fan failed 
to start it relief dampers failed to close on fan trip. Caused 
by lack of Tech Spec directions. Mods under investigation. 

FANNING* G, Commonwealth Edison Co. 81/06/12. Ip. 09042:011. 


8107080225 Forwards LER 81-027/03L-0, 

GRAESSER* K, L. Commonwealth Edison Co. 81/06/26. Ip. 08965:196. 


•8107080227 LER S1-027/03L-0: on 810529* particulate it iodine filters were 
not installed on radiation monitor 0RT-PR18AB before 
returning to svc. Caused by technician error. Filter* 
installed. 

OST*F. Commonwealth Edison Co. 81/06/26. ip. 08965:197. 


8107080228 Forwards LER 81-026/03L-0. 

GRAESSER* K. L. Commonwealth Edison Co. 81/06/26. Ip. 08966:124. 


—8107080231 LER 81-026/03L-0: on 810529* particulate it iodine filters 
were not installed on radiation monitor 0RT-RF12AB before 
returning to svc. Caused by technical error. Filter* 
installed. 

QST* F, Commonwealth Edison Co. 81/06/26. Ip. 08966:125. 
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8107080234 Forward* LER 81-022/03L-0. 

ORAESSER* K. L. Commonwealth Edison Co. 81/06/26. Ip. 08966:147. 


— 8107080239 LER 81-022/03L-0: on 810528* instrument inverter 114 failed 
concurrent w/perf ormance of instrument functionals, resulting 
in reactor trip. Caused by shorted primary windings of master 
Sola output transformer. Unit returned to manufacturer. 

CHOATE. 8 . Commonwealth Edison Co. 81/06/26. Ip. 08966:148. 


— 8107280693 Public version of revisions to 810408 it 15 radiological 
emergency plan. Consists of revised Page 15 in App E. Pages 
1-3 of list of effective pages it signature/title page. 

* Tennessee Valley Authority. 81/04/28. 8pp. 07806:001. 


8107080255 Forwards security-related info re physical security plan 
revisions, in response to NRC 810519 ltr. Info withheld 
(ref 10CFR2. 790). 

MILLS. L. M. Tennessee Valley Authority. 81/06/30. Ip. 08972:098. 


8107140535 Forwards LER 81-028/03L-0. 

ORAESSER, K. L. Commonwealth Edison Co. 81/07/06. Ip. 09024:004. 


— 8107140542 LER 81-028/03L-0: on 810615, during normal operation, stack gas 
radiation monitor ORE-0014 began spiking erratically. Cause 
unknown. CM tubes, Model 12NB3, rep laced. 

OST.F. Commonwealth Edison Co. 81/07/06. Ip. 09024:005. 


8107240313 LER 81-026/01 X-0: on 810707. engineering analysis identified 
insufficient documentation for certain standby gas treatment 
components. Action taken to acquire documentation to verify 
qualification or to replace component. 

DEACON, W.H., MCLQUQHLIN, M. T. Boston Edison Co. 81/07/07. 2pp. 
09141:099. 


8107240323 Forwards updated LER 81-004/03X-1. 

ORAESSER, K.L. Commonwealth Edison Co. 81/07/17. Ip. 09138:176. 


— 8107240326 Updated LER 81-004/03X-1 : on 810204, microswitch 2FIC-611A, 
controlling only valve on RHR recirculation line B, found to 
be def ec t Ive. Caused by faulty procedure used to check switch 
cal ibr. Procedure revised & switches tested. 

PANAGOS, A. Commonwealth Edison Co. 81/07/17. Ip. 09138:177. 


B10730004B Forwards LER 81-030/03L-0. 

ORAESSER, K. L. Commonwealth Edison Co. 81/07/23. Ip. 09191:190. 


8107080470 Comments on latest Sandia it Underwriters Labs info re 
NRC-sponsored fire protection sys replication tests. Water 
supply sys pressure it flow info should be increased. Proposed 
second fire brigade response test should be changed. 

MILLS, L. M. Tennessee Valley Authority. 81/06/30. 2pp. 08972:210. 


8107290267 Releases public version of revisions to radiological 
emergency plan for facilities. 

FELTON, J. M. Division of Rules and Records. 81/07/02. Ip. 
07806:001. 


— 8107290269 Forwards public version of revisions to 810408 & 15 
radiological emergency plan. Consists of revised Page 15 in 
App E, Pages 1-3 of list of effective pages Sc signature/titl# 
page. 

MILLS, L. M. Tennessee Valley Authority. 81/04/28. Ip. 07806:001. 


8107290002 Generic Ltr 81-27: requests that all emergency plans Sc 
implementing procedures be submitted w/pages marked to 
reflect privacy Sc proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT, D. G. Division of Licensing. 81/07/09. 3pp. 09189:059. 


8107300145 Forwards emergency planning info for placement in LPDR. W/o 
8106260391. 

SOUDER.J. L. Division of Rules and Records. 81/07/16. Ip. 
09207:341. 


•8107300049 LER 81-030/03L-0: on 810524, breaker failed & would not 
reclose after circuit supplying diesel generator control 
panel IB was turned off during dc ground procedure on dc 
bus 112. Caused by mechanical breaker failure. 

AMOROSO, A. Commonwealth Edison Co. 81/07/23. Ip. 09191:191. 


8107300187 Forwards emergency planning info for placement in LPDR. W/o 
8106290424. 

SOUEER.J. L. Division of Rules and Records. 81/07/16. Ip. 

09207: 289. 


8107300052 Forwards LER 81-031 /03L-0. 

ORAESSER, K. L. Commonwealth Edison Co. 81/07/23. Ip. 09192:084. 


— 8107300055 LER 81-031 /03L-0: on 810624, fire sump radiation monitor ORT- 
PR25 spiked high for several minutes. Cause not determined. 

Revision to be written upon completion of repairs 8c mod to 
monitor. 

AKER.R. E. Commonwealth Edison Co. 81/07/23. Ip. 09192:085. 


8107290247 Requests info re station blackout addressing Unresolved 
Safety Issue A-44. Questionnaire it LER documentation end. 
IPPOLITO, T. A. Operating Reactors Branch 2. 81/07/20. 16pp. 

09207: 052. 


8107310256 Forwards emergency planning info for placement in LPDR. W/o 
8106290426. 

SOUDER, J. L. Division of Rules and Records. 81/07/21. Ip. 

09222: 349. 


DOCKET 50-296 BROWNS FERRY NUCLEAR POWER STATION, UNIT 3 


F. Security, medical, emergency it fire protection plans 


8107020294 Releases public version of revision to radiological 
emergency plan for facility. 

FELTON, J. M. Division of Rules and Records. 81/06/24. Ip. 
07806:001. 


—8107020296 Forwards public version of revision to radiological 
emergency plan. 

MILLS, L, M. Tennessee Valley Authority. 81/03/30. Ip. 07806:001. 


8107130046 Releases public version of revision to radiological 
emergency plan for facility. 

FELTON, J. M. Division of Rules and Records. 81/06/26. Ip. 
07806: 001. 


— 8107130047 Forwards public version of revision to radiological 
emergency plan. 

MILLS, L. M. Tennessee Valley Authority. 81/06/11. Ip. 07806:001. 


—8107130049 Public version of revision to radiological emergency plan. 
* Tennessee Valley Authority. 81/05/20. 23pp. 07806:001. 


8107280688 Releases public version of revisions to radiological 
emergency plan for facility. 

FELTON, U. M. Division of Rules and Records. 81/06/26. Ip. 
07806:001. 


—8107280691 Forwards public vereion of revisions to 810408 it 15 
radiological emergency plan. Consists of revised Page 15 in 
App E, Pages 1-3 of list of effective pages & signature/title 

P agi, 

MILLS, L. M. Tennessee Valley Authority. 81/04/28. Ip. 07B06:001. 


G. Adjudicatory correspondence 


8107140154 Forwards Director's Decision under 10CFR2. 206, in response to 
801028 ltr requesting that issuance of Amends 60,55 it 32 to 
Licenses DPR-33, DPR-52 & DPR-68, respectively, be 
reconsidered. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 

81/06/26. Ip. 09031:118. 


— 8107140167 Director's Decision under 10CFR2. 206, deny ing Safe Energy 
Alliance of AL 801028 request to reconsider issuance of 
Amends 60,55 it 32 to Licenses DPR-33, DPR-52 Sc DPR-68, 
respect! vely. No safety reasons exist for reconsideration. 

DENTON, H! R. Office of Nuclear Reactor Regulation, Director, 
81/06/26. 11pp. 09031:119. 


8107290041 Forwards order confirming licensee commitments to post-TMl 
related requirements of NUREG-0737, based on util 801223, 
810317,0409,0601 Sc 0702 Itrs. Explicit statements of 
requirements set forth in attachment to order. 

IPPOLITO, T. A. Operating Reactors Branch 2. 81/07/10. 3pp. 

09189: 145. 


-8107290049 Order confirming licensee commitments re post-TMI related 
requirements of NUREG-0737. Requests that applicant satisfy 
specific requirements of NUREG, described in attachment, 
within 30 days. 

PURPLE, R. A. Division of Licensing. 81/07/10. 10pp. 09189:140. 


8107240018 Order granting extension until 810728 for Commission to 
decide whether to review Director's Denial ra facility. 

CHILK, 8. J. Office of the Secretary of the Commission. 81/07/20. 
Ip. 09137:189. 
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0. Advisory Committee on Reactor Safeguards reports Sc correspondence 


8107190373 Provides summary of ACRS 253rd meeting on 810507-0? in 
Washington i DC re control ays failures that could cause or 
exacerbate nuclear power plant accidents S< causes Sc 
implications of Browns Ferry partial failure-to-scram. 

MARK# J. C. ACRS - Advisory Committee on Reactor Safeguards. 
81/05/IB. 3pp. 09032:276. 


P. Operating license stage documents it correspondence 


910731029 8 Forwards safety evaluation re licensee responses to 780829 & 
800110 Generic Ltr 81-24. Multi-Plant Issue B-56. re control 
rod failure to fully insert. Maint problem can be corrected 
by control rod drive overhaul during outage. 

EISENHUT. D. Q. Division of Licensing. 81/06/15. Ip. 09222:357. 


B107140793 Authorizes exemption of Class 111 & 1 fees re B10303 
application for review of Tech Spec changes for scram 
discharge vol level continuous monitoring. Application 
withheld prior to commencement of review. Refund forthcoming. 
MILLER, W. 0. License Fee Management Branch. 81/06/17. Ip. 
09032: 106. 


8107100240 Forwards MI-LR-81-02. "Mark I Plant Containment Mod Status 
Summary. " Info provided for all Mark I plants except Hope 
Creek it Oyster Creek. Hope Creek not yet operating. Oyster 
Creek will be providing info separately. 

STARK. S. J. General Electric Co. 81/06/29. Ip. 08995:166. 


— 8107100285 "Mark I Plant Containment Mod Status Summary. " 

* General Electric Operating Plant Owners Group. MI-LR-81-02. 
81/06/29. 116pp. 08995:167. 


B107080317 Forwards design info re reactor protection sys power supply 
mods, per 801204 commitment. Operating Cycle 5 for Unit 1 has 
been extended for power avai lab i 1 ity. Ref uel ing outage 
scheduled for Fall 1982 now planned for Spring 1983. 

MILLS. L. M. Tennessee Valley Authority. 81/07/01. 3pp. 08972:059. 


8107080377 Responds to NUREG-0737, TMI Action Plan Item II. D. 1 re safety 
relief valve adequacy. Tested valves satisfy acceptance 
criteria for operabil ity. Adequacy w/both two it three stage 
topworks demonstrated. 

M1LLB.L.M. Tennessee Valley Authority. Bl/07/01. Ip. 0B973: 088. 


8107090080 Advises that final design scoping document re NUREG-0737. 
Item II. F. 1.2 will be available for review by 810801. 

MILLS. L. M. Tennessee Valley Authority. 81/07/02. Ip. 08981:167. 


8107090510 Forwards ltr denying TW Paul. 8 Horn it D Ely 801028 ltr 
which requested reconsideration of issuance of Amends 60. 

55 Sc 32 to Licenses DPR-33. DPR-52 S< DPR-60. respectively. W/o 
end. 

IPPOLITO. T. A. Operating Reactors Branch 2. 81/07/02. 2pp. 

08985:205. 


81071X220 Forwards info re implementation of NUREG-031 3. Revision 1. in 
response to NRC 810226 ltr. Addl info for Hartsville it Phipps 
Bend will be provided in respective FSARs tentatively 
scheduled for Sept 1983 submittal. 

MILLS. L. M. Tennessee Valley Authority. 81/07/02. 10pp. 00999:319. 


8107310055 Generic Ltr 81-23A to all licensees Sc CP holders, advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operetions eveluetion repts to Ofc of Nuclear Reactor 
Regulation. per Generic Ltr 81-23. are unnecessary. 

EISENHUT. D. G. Division of Licensing. 81/07/06. 6pp. 09222:215. 


81072X167 Notification of 810714 meeting w/util Sc GE in Bethesda.MD to 
discuss design of lead test assemblies & resulting changes 
in plant test Sc operating procedures. 

CLARK. R. A. Operating Reactors Branch 2. 81/07/08. 2pp. 09180:057. 


8107290041 Forwards order confirming licensee commitments to post-TMI 
related requirements of NUREG-0737. based on util 801223. 
810317.0409.0601 S< 0702 ltrs. Explicit statements of 
requirements set forth in attachment to order. 

IPPOLITO. T. A. Operating Raactors Branch 2. 81/07/10. 3pp. 

09189: 145. 


—8107290049 Order confirming licensee commitments re post-TMI related 
requirements of NUREG-0737. Requests that applicant satisfy 
specific requirements of NUREG. described in attachment, 
within 30 days. 

PURPLE, R. A. Division of Licensing. 81/07/10. 10pp. 09189:148. 


81072X013 Forwards addl justification Sc safety analyses for license 
amend requests in response to NRC 810529 1 tr. Torus-related 
changes, containment purge Sc plant operations review 
committee changes discussed. 

MILLS, L. M. Tennessee Valley Authority. 81/07/13. 6pp. 09131:142. 


8107210203 Forwards response to NUREG-0737, Items II. E. 4. 1, dedicated 
hydrogen penetrations, 1 1. K. 3. 13, separation of HPCI Sc reactor 
core isolation cooling sys, , 1 1. K. 3. 25, loss of ac power on 
pump seals S< Item II. K. 3. 15. 

MILLS, L. M. Tennessee Valley Authority. 81/07/16. 8pp. 09102:063. 


8107290005 Notification of 810728,29 Sc 30 meetings u/BScW, Westinghouse Sc 
C-E owners groups in Bethesda,MD to discuss thermal shock to 
reactor pressure vessel issue. 

VISSING, G. Operating Reactors Branch 4. 81/07/20. 5pp. 09189:127. 


3107290247 Requests info re station blackout addressing Unresolved 
Safety Issue A-44. Questionnaire Sc LER documentation end. 
IPPOLITO, T. A. Operating Reactors Branch 2. 81/07/20. 16pp. 

09207: 052. 


— 8107290249 Forwards completed questionnaire for NRC reliability study 
of diesel generator, in response to NRC 771215 request. 

HUGHES. N.Q. Tennessee Valley Authority. 78/01/24. 3pp. 

09207: 068. 


8107240308 Recommends suspension of 820630 deadline for qualification 
of IE electrical equipment under NUREG-0588. Deadl ine should 
be flexible Sc tied to replacement schedule for each util. 

Typical examples of inability to meet deadline end. 

MILLS, L. M. Tennessee Valley Authority. 81/07/21. 3pp. 09141:076. 


81072X675 Submits request for addl info re commitments to address 
Unresolved Safety Issue A-10,BWR nozzle cracking, per 810123 
1 tr. 

NOVAK, T, M. Assistant Director for Operating Reactors. 81/07/22. 
3pp. 09188:170. 


Q. Inspection reports. IE Bulletins Sc correspondence 


81071X277 Forwards IE Circular 81-06. "Potential Deficiency Affecting 
Certain Foxboro 10 to 50 Milliampere Transmitters. " No 
written response required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director <81/03/01). 
81/04/14. Ip. 09033:333. 


8107240504 Forwards schedule outlining final resolution of IE Bulletins 
79-02 Sc 79-14 requirements. Mod workload for NRC required 
mods over next several yrs is extremely heavy. 

MILLS, L. M. Tennessee Valley Authority. 81/06/18. 4pp. 09142:132. 


8107240405 Suppls 800626 response to IE Bulletin 79-27 re reactor 
feedwater pump/main turbine control c ircuitry. Description 
of long-term mod design schedule for implementation end. 

MILLS, L. M. Tennessee Valley Authority. 81/06/25. 2pp. 09138:292. 


8107240412 Ack receipt of 810619 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-259/81-12, 
50-260/81-12 Sc 50-296/81-12. 

LEWIS, R. C. Division of Resident Sc Reactor Project Inspection. 
81/07/08. Ip. 09139:106. 


— 8107240419 Responds to NRC 810526 ltr re violations noted in IE Insp 
Rept 50-259/81-12,50-260/81-12 Sc 50-296/81-12. Correct ive 
actions: jumpers removed promptly Sc mgt informed of 
violation. Individual involved officially reprimanded. 

MILLS, L. M. Tennessee Valley Authority. 81/06/19. 5pp. 

09139: 107. 


—8107240428 Forwards IE Insp Repts 50-259/81-12,50-260/81-12 Sc 
50-296/81-12 on 810326-0427 Sc notices of violation Sc 
deviation. 

LEWIS, R. C. Division of Resident Sc Reactor Project Inspection. 
81/05/26. 2pp. 09139:112. 


— 8107240436 Notice of violation from insp on 810326-0427. 

* Division of Resident Sc Reactor Project Inspection. 81/05/26. 
2pp. 09139:114. 


—8107240442 Notice of deviation from insp on 810326-0427. 

* Division of Resident Sc Reactor Project Inspection. 81/05/26. 
Ip. 09139:116. 


—8107240449 IE Insp Repts 50-259/81-12, 50-260/81-12 St 50-296/81-12 on 
810326-0427. Noncompliance noted: failure to perform jet-pump 
surveillance test Sc to initiate potential LER Sc failure to 
provide cover for cable trays. 

SULLIVAN, R. F. , PAULK, G. , CHASE, J. W. Division of Resident Sc Reactor 
Project Inspection. 81/05/26. 9pp. 09139:117. 
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8107270011 Forwards IE Circular 81-09. "Containment Effluent Water 
That Bypasses Radioactivity Monitor. " Licensee action is 
required. 

O'REILLY. J. P. Region 2. Atlanta. Office of the Director (81/03/01). 
81/07/10. Ip. 09156:286. 


8107100317 Approves proposed programs for nondestructive testing of 
control rod drive return line piping it alternate insp 
interval, per NUREG-0619, pending review of thermal fatigue 
cracking in foreign reactors, in response to 810326 ltr. 

IPPGLITO, T. A. Operating Reactors Branch 2. 81/07/12. 2pp. 

09002: 137. 


8107240284 Forwards IE Info Notice 81-20, "Test Failures of Electrical 
Penetration Assemblies," No licensee action or response is 
required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director (81/03/01). 
81/07/13. 4pp. 09148: 196. 


R. Periodic operating reports it related correspondence 


8107240050 Forwards monthly operating repts for June 1981. 
ABERCROMBIE, H. Tennessee Valley Authority. 81/07/10. Ip. 
09137:214. 


— 8107240051 Monthly operating repts for June 1981. 

THOM, T. Tennessee Valley Authority. 81/07/01. 45pp. 09137:215. 


S. Reportable occurrences, LERs & related correspondence 


8107060262 Forwards LER 81-029/01T-0. 

GREEN, H. J. Tennessee Valley Authority. 81/06/29. Ip. 08891:310. 


—8107060267 LER 81-O29/01T-0: on 810616, fire protection preaction 
sprinkler sys for reactor bldg elevations 565,593 & 621 were 
found isolated. Caused by personnel error. Valve opened. 
Personnel familiarized w/isolation valve operation. 

* Tennessee Valley Authority. 81/06/29. 3pp. 08891:311. 


8107060341 Forwards LER S1-030/01T-0. 

GREEN, H. J. Tennessee Valley Authority. 81/06/29. Ip. 08894:343. 


•8107060342 LER 81-030/01T-0: on B10616, turb ine first stage permissive 
switches PS— 1-81 A it B it PS-1-91A it B were found above Tech 
Spec limit. Caused by Barksdale Model B2T-A12S9 setpoint 
drift. Switches reset. 

* Tennessee Valley Authority. 81/06/29. 2pp. 08894:344. 


8107290285 Forwards LER 81-031 /03L-0. 

GREEN, H. J. Tennessee Valley Authority. 81/07/21. Ip. 09177:109. 


— 8107280290 LER 81-031/03L-0: on 810624, during normal . operations 3-A 
reactor recirculation pump tripped due to 2A-K45A relay 
action. Caused by resistance temp detector high temp trip. 

Unit load reduced. GE motor generator set & restarted. 

HOLDER, G. Tennessee Valley Authority. 81/07/21. 2pp. 09177:110. 


8107310344 Forwards LER 81-032/03L-0. 

GREEN, H. J. Tennessee Valley Authority. 81/07/22. Ip. 09219:170. 


—8107310347 LER 81-032/03L-0: on 810701, leak discovered at vent nipple of 
RHR pump room cooler 3A. Cause unknown. Crack was silver 
soldered. 

HOLDER, G. Tennessee Valley Authority. 81/07/22. 2pp. 09219:171. 


DOCKET 50-298 COOPER NUCLEAR STATION 

F. Security, medical, emergency & fire protection plans 


8107020122 Releases public version of util revised emergency plan it 
implementing procedure. 

FELTON, J. M. Division of Rules and Records. 81/06/24. Ip. 

07806: 001. 


—8107020124 Forwards public version of util 810401 revised emergency 
plan it Revision 7 to Emergency Procedure 5. 7. Submittals are 
needed for NRC Emergency Planning Appraisal Team June 1981 
site visit, 

PILANT, J.M. Nebraska Public Power District. 81/05/29. 2pp. 
07B06: 001. 


—8107020126 Public version of util revised emergency plan. 

* Nebraska Public Power District. 81/04/01. 100pp. 07806:001. 


8107060463 Responds to NRC 810526 ltr indicating decision that shift 
supervisor must be excluded from being fire brigade leader. 

Agrees that licensed station operator can fulfill 
responsibi lities. Util will comply no later than 820701. 

PILANT, J. M. Nebraska Public Power District. 81/06/26. 2pp. 

08902: 135. 


8107070348 Forwards responses to Items XX. B. 1, XI. D. 1. XX. E. 4. 1, XX. E. 4.2. 

II. F. 1, IX. K. 3. 13. II. K. 3. 15, II. K. 3. 24, II. K. 3. 25, II. K. 3. 27 it 

III. A. 2 of NUREG-0737. Also forwards "Meteorological 
Monitoring Sys Development Plan for Emergency Preparedness. " 

PILANT, J.M. Nebraska Public Power District. 81/06/30. 5pp. 

08941: 158. 


■8107070351 "Meteorological Monitoring Sys Development Plan for 
Emergency Preparedness, " preliminary rept. 

# Dames it Moore. 81/01/26. 49pp. 08941:163. 


8107130251 Forwards response to NUREG-0737 TMI action plan requirements 
it "Meteorological Monitoring Sys Development Plan for 
Emergency Preparedness," preliminary rept prepared by Dames 
it Moore per NUREG-0654. 

PILANT. J. M. Nebraska Public Power District. 01/06/30. 5pp. 
08999:097. 


— 8107130285 "Meteorological Monitoring Sys Development Plan for 
Emergency Preparedness for NE Public Power District, Cooper 
Nuclear Station Sc Brownsvi 1 le, NE, " preliminary rept. 

* Dames Sc Moore. 81/01/26. 49pp. 08999; 102. 


8107100214 Provides addl info re fire protection in response to 810318 
request. Util maintains request that NRC grant exemption per 
10CFR50. 48 for safe shutdown capabilities already in 
existence. 

PILANT, J. M. Nebraska Public Power District. 81/07/02. 4pp. 

08992: 144. 


8107280172 Advises that info requested by NRC 810619 ltr re logistic 
support for emergency notification sys upgrade will be 
provided by 810720. 

PILANT, J. M. Nebraska Public Power District. 81/07/06. Ip. 

09169: 007. 


8107290002 Generic Ltr 81-27: requests that all emergency plans Sc 
implementing procedures be submitted w/pages marked to 
reflect privacy Sc proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT, D. G. Division of Licensing. 81/07/09. 5pp. 09189:059. 


8107220112 Requests that telephone numbers listed in Attachments B, L Sc 
0 of Emergency Procedure 5.7, "CNS Emergency Plan 
Implementation, 11 be deleted prior to placement in PDR. 

PILANT, J, M. Nebraska Public Power District. 81/07/16. Ip. 

09113: 350. 


8107290141 Forwards emergency planning info for placement in LPDR. W/o 
8106290440. 

SOUDER, J. L. Division of Rules and Records. 81/07/16. Ip. 

09190: 268. 


8107300286 Requests info re Unresolved Safety Issue A-44, station 
blackout. Enel questionnaire is to determine reliability of 
onsite standby diesel generators. 

IPPCLITO, T, A. Operating Reactors Branch 2. 81/07/20. 19pp. 

09209: 001.. 


— 8107300287 Forwards completed questionnaire re standby diesel generator 
units reliability, in response to NRC 771215 ltr. 
e Nebraska Public Power District. 70/01/18. 4pp. 09209:020. 


0. Adjudicatory correspondence 


8107290130 Forwards order confirming licensee commitment* to post-TMI 
related requirements of NUREG-0737, based on util 801230 it 
0227 ltrs. Explicit statements of requirements set forth in 
attachment to order. 

IPPCLITO, T. A. Operating Reactors Branch 2. 81/07/10. 2pp. 

09206:025. 


—8107290133 Order confirming licensee commitments to post-TMI related 
issues. Licensee required to satisfy specific requirement* 
described in attachment to order within 30 days after 
effective date of order. 

EISENHUT, D. G. Division of Licensing. 81/07/10. 10pp. 09206:027. 


8107020128 Public version of Revision 7 to Emergency Procedure 5.7. 
SAYER* J. Nebraska Public Power District. 81/03/31. 100pp. 
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P. Operating license, stage documents & correspondence 


8107310298 Forwards safety evaluation re licensee responses to 780829 & 
800110 Oeneric Ltr 01-24# Mult i-Plant Issue B-96# re control 
rod failure to fully insert. Maint problem can be corrected 
by control rod drive overhaul during outage. 

EIBENHUT, D. 0. Division of Licensing. 81/06/19. Ip. 09222:397. 


8107080199 Responds to Oeneric Ltr 81-01 re qual if icati on of insp#exam 
& testing fc audit personnel. Uti 1 has incorporated quality 
insp & test functions directly into station operating 
procedures. 

P SLANT# J. M. Nebraska Public Power District. 81/06/29. 4pp. 

00962: 114. 


8107100240 Forwards MI-LR-81-02. "Mark I Plant Containment Mod Status 
Summary. 11 Info provided for all Mark I plants except Hope 
Creek & Oyster Creek. Hope Creek not yet operating. Oyster 
Creek will be providing info separately. 

STARK# 8. J. General Electric Co. 81/06/29. Ip. 08999:166. 


— 8107100289 "Mark I Plant Containment Mod Status Summary. 11 

* General Electric Operating Plant Owners Group. MI-LR-Bi-02. 
81/06/29. 116pp. 08999:167. 


8107080474 Responds to 801222 request for addl info re control 
of heavy 1 oads. Interim actions described in Enel 2 to NRC 
ltr were implemented prior*" to 810319. Diagrams end. 

PILANT.J. M. Nebraska Public Power District. 81/06/30. 19pp. 

08972:212. 


8107100322 Submits 810727-0908 date range for proposed meeting to 
discuss concerns re single loop operation for BWRs above 90% 
rated power# in response to 800809 appl ication. Proposed 
agenda enc 1. 

IPPOLITO# T. A. Operating Reactors Branch 2. 81/07/02. 4pp. 

09002: 149. 


B107310099 Oeneric Ltr 81-23A to all licensees it CP holders# advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation# per Generic Ltr 81-23# are unnecessary. 

EIBENHUT, D. G. Division of Licensing. 81/07/06. 6pp. 09222:219. 


8107190131 Grants exemption from fee requirement for 780711 it 800680 
requests for certain ETS deletion. Fees no longer charged for 
deletion of nonradiological aquatic it other limiting 
conditions for operation where NPDES permit is effective. 

MILLER# 14. 0. License Fee Management Branch. 81/07/0B'. Ip. 

09048: 242. 


8107290130 Forwards order confirming licensee commitments to post-TMI 
related requirements of NUREG-0737# based on util 801230 it 
0227 ltrs. Explicit statements of requirements set forth in 
attachment to order. 

IPPOLITO# T. A. Operating Reactors Branch 2. 81/07/10. 2pp. 

09206: 029. 


— 8107290133 Order confirming licensee commitments to post-TMI related 
Issues. Licensee required to satisfy specific requirements 
described in attachment to order within 30 days after 
effective date of order. 

EIBENHUT. D. 0. Division of Licensing. 81/07/10. 10pp. 09206:027. 


8107240983 Forwards NRC evaluation of BWR owners group response to 
NUREG-0737# Item II. K. 3. 46# "Michelson Concerns." Response 
acceptable. Item considered complete. W/o end. 

IPPOLITO# T. A. Operating Reactors Branch 2. 81/07/14. Ip. 

09147: 336. 


8107220097 Application for amend of License DPR-46 submitted as 
proposed changes to Tech Specs for snubber surveillance. 
PILANT# J. M. Nebraska Public Power District. 81/07/19. 2pp. 
09117:117. 


— 8107220098 Tech Specs 3. 6. H# 4. 6. H# 6. 6. 2. G# 6. 6. 3 * Tables 3.6.1 it 
3.6.3 for safety-related it inaccessible hydraulic shock 
suppressors (snubbers). 

♦ Consumers Power Co, 81/07/19. 14pp. 09117:119. 


8107240987 Discusses util 810107 ltr re implementation of NURE0-0619 
containing NRC resolution of Unresolved Safety Issue A-10. 

Info re control rod drive hydraulic sys mod testing during 
Spring 1981 requested within 49 days. 

NOVAK# T.M. Assistant Director for Operating Reactors. 81/07/19. 
3pp. 09147:342. 


8107310086 Informs that Class II fee paid 810310 for 810223 application 
will be ref unded. Request for extension of implementation 
date set forth in 810109 order re scram discharge sys is 
exempt from fee requirements. 

MILLER«W. 0. License Fee Management Branch. 81/07/19. Ip. 

09222: 293. 


8107290038 Application to amend License DPR-46# changing Tech Spec 
Section 3. 7. A. l.C to raise suppression pool temp limit from 
90 F to 99 F u/o exceeding Mark I temp limits or LOCA 
considerations. Class II amend fee end. 

PILANT# J. M. Nebraska Public Power District. 81/07/16. 2pp. 
09183:001. 


—8107290040 Proposed Tech Spec Section 3. 7. C re containment sys# raising 
supprassion pool temp limit from 90 F to 99 F. GE 810716 ltr 
end. 

* Nebraska Public Power District. 81/07/16. 4pp. 09183:003. 


8107300286 Requests info re Unresolved Safety Issue A-44# station 
b lockout. Enc 1 questionnaire is to determine reliability of 
onsite standby diesel generators. 

IPPOLITO# T. A. Operating Reactors Branch 2. 81/07/20. 19pp. 

09209: 001. 


— 8107300287 Forwards completed questionnaire re standby diestl generator 
units re 1 iabil ity# in response to NRC 771219 ltr. 

* Nebraska Public Power District. 78/01/18. 4pp. 09209:020. 


Q. Inspection reports# IE Bulletins 8c correspondence 


8107270398 Informs that IE Info Notice 81-10# "Inadvertent Containment 
Spray Due to Personnel Error." was sent to listed licensees. 

MADSEN# G. L. Reactor Projects Branch. 81/03/26. Ip. 09167:309. 


8107090262 Forwards IE Insp Rapt 90-298/81-09 on 810918-21. No 
noncompliance noted. Major araas inspected: activities 
designed to protect against industrial sabotage. Rept 
withheld (ref 10CFR2. 790). 

BROWN# 0. D. Technical Inspection Branch. 81/06/18. 2pp. 08984:094. 


8107060482 Responds to Oeneric Ltr Bl-04 re commitments for 
implementation of NUREG-0313. Insarvica insp exams parformed 
on stainless steel piping sys revealed no evidence of 
intergranular stress corrosion cracking. 

PILANT.J. M. Nebraska Public Power District. 81/07/01. 3pp. 
00902: 196. 


8. Reportable occurrences# LERs it related correspondence 


8107130346 Forwards LER 81-009/03L-0. Detal led event analysis submitted. 
LESSdR.L, C, Nebraska Public Power District. 81/06/01. 2pp. 

08998: 139. 


—8107130347 LER B1-009/03L-0: on 810303# two Pacific Scientific Model 
PSA-10 mechanical shock suppressors found lnoperab le. Cause 
under evaluation. Snubbar replaced. 

NOYES# C. R. Nebraska Public Power District. 81/06/01. Ip. 

08998: 141. 


8107130282 Forwards LER B1-010/03L-0. 

LESSOR. L.C. Nebraska Public Power District. 81/06/03. 2pp. 
08999: 081. 


—8107130292 LER 81-010/03L-0: on 810309# static inverter 1A spike 
suppressor capacitor failed causing inverter to become 
inoperab le. Caused by aging it effects of high ripple charger. 
SCHEER# J. L. Nebraska Public Powar District. 81/06/03. Ip. 
00999: 083. 


8107280311 Forwards LER 81 -01 1/03L-0. Detailed event analysis submitted. 
LESSOR# L.C. Nebraska Public Power District. 81/06/16. 2pp. 
09177:328. 


— 8107280319 LER 81-01 1/03L-0: on 810928# during insp of unexpected alarm# 
CS header break detection instrument switches found piped to 
incorrect lines. Caused by connection to wrong line at 
drywall penetration. Instruments connected to proper lines. 

FLANNIGAN# R. D. Nebraska Public Power District. 81/06/16. Ip. 
09177:330. 


8107280593 Forwards LER 81-012/03L-0. Data i led event analysis end. 
LESSOR# L. C. Nebraskai Public Power District. 81/06/1B. 2pp. 
09177:310. 
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— 8107280598 LER 81-Q12/03L-0: on 810519, during testing HPCI-PS-6BD 
tripped at 89 psig instead of 100 psig Tech Spec limit. 

Caused by random instrument dri ft. Instrument immediately 
recalibr & returned to svc. 

FLANNIOAN, R. D. Nebraska Public Power District. 81/06/18. Ip. 
09177:312. 


8107280614 Forwards LER 8 1-01 4/03L-0. Detailed event analysis end. 
LESSOR, L. C. Nebraska Public Power District. 81/06/24. 2pp. 
09177:286. 


•8107280619 LER B1-014/03L-0: on 810608, during testing, HPCI pump turbine 
tripped on overspeed prior to reaching rated sys flow. Sys 
declared inoperab le. Caused by improper valve line-up 
procedure. Valve throttled 8c tested. 

FLANNIOAN, R. D. Nebraska Public Power District. 81/06/24. Ip. 
09177:288. 


8107280625 Forwards LER 81-013/03L-0. Detailed event analysis end. 
LESSOR, L. C. Nebraska Public Power District. 81/06/24. 2pp. 
09177: 264. 


—8107280629 LER 81-013/03L-0: on 810528, during testing of station battery 
rated load test w/plant in cold shutdown, 125 volt batteries 
1A & IB discharged at rate greater than required. Caused by 
error in reading procedure. Procedure will be revised. 

LAWRENCE, L. 1. Nebraska Public Power District. 81/06/24. Ip. 

09177: 266. 


8107280628 Forwards LER 81-015/03L-0. Detai led event analysis also 
submitted. 

LESSOR, L.C. Nebraska Public Power District. 81/06/30. 4pp. 
09176:112. 


— 8107280631 LER 81-015/03L-0: on 810531 , twelve penetrations were found 
leaking excessively. Ten caused by normal wear & two by 
improper Limitorque operation. Valve repairs performed. 

MARKER, D. K. Nebraska Public Power District. 81/06/30. Ip. 

09176: 113. 


DOCKET 50-301 POINT BEACH NUCLEAR PLANT, UNIT 2 


F. Security, medical, emergency 8< fire protection plans 


8107170250 Requests Info on logistic support available at licensed 
activity sites prior to implementation of nationwide 
emergency notification sys. Coordination of actions to 
upgrade sys u/telecommunication planning personnel proposed. 

KEPPLER, J. O. Region 3, Chicago, Office of the Director <81/03/01). 
81/06/19. 7pp. 09058:213. 


8107010459 Releases public version of revision to emergency plan 
manual for facility. 

FELTON, J. M. Division of Rules and Records. 81/06/22. Ip. 
07806:001. 


— 8107010461 Forwards public version of Revision 15 to emergency plan 
manual Sc addition to App J addressing segment capacities of 
evacuation routes, per NRC 801209 Itr. 

FAY, C. W. Wisconsin Electric Power Co. 81/04/20. Ip. 07806:001. 


—8107010463 Public version of Revision 15 to emergency plan manual & 
addition to App U addressing segment capacities of 
'set. 

vr Co. 81/04/16. 16pp. 07806:001. 


y 810724 that means have been 
ucting public within plume 
In event of emergency, per 

Office of the Director <81/03/01). 


sts that all emergency plans & 
tted w/pages marked to 
itl. Info to be deleted from 
uested by 810731. 

ising. 81/07/09. 5pp. 09189:059. 


must submit three copies of emergency 
NRC regional ofc.All copies 
ent response ctr. 

Office of the Director <81/03/01). 


8107290241 Requests Info re station blac kout, addressing Unresolved 
Safety Issue A-44. Questionnaire 8c LER documentation end. 

CLARK, R. A. Operating Reactors Branch 3. 81/07/20. 16pp. 

09206:330. 


8107310204 Forwards emergency planning info for placement in LPDR. W/o 
8107010463. 

SOUDER, J. L. Division of Rules and Records. 81/07/21. Ip. 
09222:333. 


B107300027 Notifies that util will periodically test inservice 
hydostatic fire hoses per NFPA 1962 & requirements of 
10CFR50 App E Section 1IZ.E. 

FAY.C.W. Wisconsin Electric Power Co. 81/07/24. 2pp. 09191:113. 


8107310262 Forwards addl info on security force training Sc 
qualification plan. Enel withheld (ref 10CFR2. 790). 

BURSTEIN, 8. Wisconsin Electric Power Co. 81/07/28. Ip. 0921B:331. 


0. Adjudicatory correspondence 


8107090291 Answer that petitioners do not object to NRC 810629 motion 
for leave to defer response to 810622 petition until 810731, 
Certificate of Svc end. 

REYNOLDS, N. S. Commonwealth Edison Co. 81/07/07. 3pp. 08984:117. 


8107150286 Requests that NRC notify N Reynolds that 810622 petition 
for extension of deadline for compliance w/CLI-SO-21 has 
been retitled. Svc should be made of all subsequent papers on 
parties to proceeding, including UCS. 

WEISS, E. R. Harmon S< Weiss. 81/07/10. 3pp. 09025:156. 


8107220243 Forwards order confirming licensee commitment to post-THI 
related requirements of NUREG-0737, based on 801223,810119, 

0304,31 & 0706 ltrs. Explicit statements of requirements set 
forth in attachment to order. 

CLARK, R. A. Operating Reactors Branch 3. 81/07/10. 4pp. 09127:014. 


— 8107220249 Order confirming licensee commitments re post-TMI related 
requirements of NUREG-0737. Requests that applicant satisfy 
specific requirements of NUREG, described in attachment, 
within 30 days. 

PURPLE, R. A. Division of Licensing. 81/07/10. 10pp. 09127:018. 


8107240523 Forwards petition for admission as party, hearing & EIS re 
facility steam generator tube sleeving program. Notice of 
representation end. 

FALK, K. M. Wisconsin's Environmental Decade. 81/07/20. 2pp. 
09142:228. 


* — 8107240527 Petition for admission as party, hearing & EIS re steam 
generator tube sleeving program. Certificate of Svc end. 

FALK, K. M. Wisconsin's Environmental Decade. 81/07/20. 6pp. 
09142: 230. 


P. Operating license stage documents 8c correspondence 


8107090050 Identifies deficiencies in Westinghouse owners group 
submittal for Action Plan Item I.C. 1 re guidance for 
evaluation 8< development of procedures for transients & 
accidents. NRC 810528 Itr to owners group end. 

CLARK, R. A. Operating Reactors Branch 3. 81/06/17. 2pp. 08979:282. 


8107070049 Trip rept of 810608-12 site visit to conduct annual plant 
visit 8c audit masonry wall site. 

COLBURN, T. 0. Operating Reactors Branch 3. 81/06/19. 5pp. 

08960: 185. 


8107010065 Forwards Amends 50 8c 54 to Licenses DPR-24 8c DPR-27, 
respectively 8c notice of issuance 8c availability . Amend 
consists of revised definition of operability 8c new specs 
addressing limiting conditions for operation. 

CLARK, R. A. Operating Reactors Branch 3. 81/06/24. 3pp. 08908:035. 


—8107010069 Amends 50 8c 56 to Licenses DPR-24 8c DPR-27, respectively, 
revising definition of operability 8c adding new specs to 
address limiting conditions for operation 8< inoperability of 
safety-related sys due to loss of power supply. 

CLARK, R. A. Operating Reactors Branch 3. 81/06/24. 15pp. 

00908; 038. 


—8107010073 Notice of issuance 8c availability of Amends 50 8t 56 to 
Licenses DPR-24 8c DPR-27, respectively. 

CLARK, R. A. Operating Reactors Branch 3. 81/06/24. 2pp. 

09908: 053. 


.1 820101 for submittal of 

•squired by NUREQ-0654. 

wr Co, 81/07/17. ip. 09102:031, 
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B107100083 Advises that no further action is necessary on NUREG-0737 
Item II. K. 2. 19 re sequential auxiliary feedwater flow 
analysis. Item is not applicable to NSSS w/inverted U-tube 
steam generators designed by Westinghouse & C-E. 

CLARK* R. A. Operating Reactors Branch 3. 81/06/26. 2pp. 09001:296. 


8107140691 Tech Spec Change Request 69. amending Licenses DPP-24 & DPR- 
27* to permit repair of degraded or defective steam generator 
tubes by sleeving. Request involves Class III f ee. ASME code & 
regulatory requirements table & fee end. 

BURSTEIN* S. Wisconsin Electric Power Co. 81/07/02. 4pp. 

09019: 279. 


— 8107140699 Proposed revised Tech Spec Page 15. 4. 2-1 c & Table 15.4.2-1* 
permitting repair of degraded or defective steam generator 
tubes by sleeving. 

« Wisconsin Electric Power Co. 81/07/02. 2pp. 09015:279. 


8107140843 Requests application to revise Tech Specs to provide for 
functional testing of all snubbers to meet STS acceptance 
criteria. Application should be submitted within 60 days of 
receipt of Itr. 

CLARK* R. A. Operating Reactors Branch 3. 81/07/02. 2pp. 09029:333. 


8107140180 Forwards corrected Tech Spec Page 15.6.11-1 for Amends 90 *< 
54 to Licenses DPR-24 fc DPR-27, respectively. 

CLARK* R. A. Operating Reactors Branch 3. 81/07/06. 3pp. 09031:325. 


—0107140188 Corrected Tech Spec Page 15.6.11-1 for Amend* 50 & 54’ to 
Licenses DPR-24 it DPR-27* respectively. 

# Operating Reactors Branch 3. 81/07/06. Ip. 09031:328. 


8107140414 Provides addl info re commitments related to requirements of 
NUREG-0737. Implementation schedules for sys impacted by IE 
Bulletin 79-01B may be delayed due to delivery schedules It 
supplier unwillingness to provide qualification data. 

FAY* C. W. Wisconsin Electric Power Co. 81/07/06. 2pp. 09013:325. 


8107310055 Oeneric Ltr 81-23A to all licensees & CP holders* advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation* per Oeneric Ltr 81-23* are unnecessary. 

EX8ENHUT* 0. 0. Division of Licensing. 81/07/06. 6pp. 09222:215. 


8107170313 Forwards Amends 51 it 57 to Licenses DPR-24 «< DPR-27, 
respectively* safety evaluation & notice of issuance it 
availability. Amends update coolant sys temp & pressure 
curves for Unit 2. 

CLARK* R. A. Operating Reactors Branch 3. 81/07/10. 2pp. 09066:315. 


—8107170316 Amends 51 it 57 to Licenses DPR-24 it DPR-27, respectively* 
updating coolant sys temp & pressure curves for Unit 2 it 
revising vessel matls surveillance capsule removal 
schedules for both units. 

CLARK* R. A. Opereting Reactors Branch 3. 81/07/10. 15pp. 

09066:318. 


—8107170318 Safety evaluation supporting Amends 51 & 57 to Licenses 
DPR-24 li DPR-27* respectively. 

* Office of Nuclear Reactor Regulation* Director. 81/07/10. 3pp. 
09066: 333. 


—8107170319 Notice of issuance it availability of Amends 51 & 57 to 
Licenses DPR-24 * DPR-27* respectively. 

CLARK* R. A, Opereting Reactors Branch 3. 81/07/10. 2pp. 

09066: 336. 


8107220243 Forwards order confirming licensee commitment to post-TMI 
related requirements of NURE0-0737* based on 801223*810119* 

0304,31 tc 0706 ltrs. Explicit statements of requirements set 
forth in attachment to order. 

CLARK* R. A. Operating Reactors Branch 3. 81/07/10. 4pp. 09127:014. 


—8107220249 Order confirming licensee commitments re post-TMI related 
requirements of NUREG-0737. Requests that applicant satisfy 
specific requirements of NUREO* described in attachment, 
within 30 days. 

PURPLE* R . A. Division of Licensing. 81/07/10. 10pp. 09127:018. 


8107210412 Forwerde response to Oeneric Ltr 81-14 re seismic 
qualification of auxiliary feedwater sys. Sys is adequately 
protected for seismic event. 

FAY* C. W. Wisconsin Electric Power Co. 01/07/16. 9pp. 09102:339. 


B1 07290005 Notification of 810728,29 fe 30 meetings ui/BMd# Westinghouse 6 
CHE owners groups in Bethesde, MD to discuss thermal shock to 
reactor prassure vessel issue. 

VX88XN0* 0. Operating Reactors Branch 4. 81/07/20. 9pp, 09189:127. 


8107290241 Requests info re station blackout* addressing Unresolved 
Safety Issue A-44. Questionnaire & LER documentation end. 

CLARK, R. A. Operating Reactors Branch 3. 81/07/20. 16pp. 

09206: 330. 


—8107290244 Forwards completed questionnaire re reliability study of 
standby diesel generator units* in response to NRC 771215 
ltr. 

BURSTEIN, S. Wisconsin Electric Power Co. 78/02/22. 2pp. 

09206: 346. 


Q. Inspection reports, IE Bulletins & correspondence 


8107060388 Forwards IE Insp Repts 50-266/81-10 &t 50-301/81-11 on 
810301-29 it notice of violation. 

HEISHMAN, R. F. Division of Resident it Project Inspection. 81/06/17. 
2pp. 08898:331. 


— 8107060392 Notice of violation from insp on 810901-29. 

HEISHMAN, R. F. Division of Resident & Project Inspection. 
81/06/17. 2pp. 08898:333, 


—8107060397 IE Insp Repts 50-266/81-10 & 30-301/81-11 on 810501-29. 
Noncompliance noted: failure to comply w/emergency 
notification sys requirement it conduct operator training as 
specified in 810420 order for mod of license. 

©U..DEMOND, W. 0. , HAGUE* R. L. , KONKLIN, J. E. Reactor Projects Section 
2 A. 81/06/15. 13pp. 08898:335. 


8107240409 Advises that IE Circular 81-10* "Steam Voiding in RCS During 
Heat Removal Cooldown* 11 was forwarded to listed utils. 

* Region 3, Chicago, Office of the Director (81/03/01). 81/07/02. 

Ip. 09148:206. 


8107140346 Provides progress rept verifying that as-built safety- 
related piping sys conform to as-designed seismic analysis 
it acceptable criteria, per IE Bulletin 79-14. Next rept will 
be submitted Dec 1981. 

FAY, C. W. Wisconsin Electric Power Co. 81/07/03. 2pp. 09013:102. 


8107100217 Notifies that IE Circular 81-10* "Steam Voiding in RCS 
During Decay Heat Removal Cooldown* " was sent to listed 
licensees on 810702. 

CARROLL* D. E. Word Processing it Document Control Section. 81/07/06, 
2pp. 08994:342. 


8107240306 Advises that IE Info Notice 81-19, "Lost Parts in Primary 
Coolant Sys*" was forwarded to listed utils. 

* Region 3* Chicago, Office of the Director (81/03/01). 81/07/06, 

lp. 09148:203. 


8107160364 Forwards safety evaluation Sc technical evaluation re util 
responses to Items 1 Sc 3 of IE Bulletin 80-06, "Engineered 
Safety Feature (ESF) Reset Controls. " 

NOVAK* T. M. Assistant Director for Operating Reactors. Bi/07/07. 
3pp. 09060:289. 


— 8107160369 "Technical Evaluation of Licensee Responses to IE Bulletin 
80-06, re Engineered Safety Feature Reset Controls for Point 
Beach Nuclear Power Station* Units 1 Si 2. 

HACKETT, D. B. EGSiG* Inc. FIN A-0230. EOO-i 1S3-4209. 81/03/31. 

8pp. 09060: 292. 


0107200402 Notifies that IE Info Notice 81-19* "Lost Parts in Primary 
Coolant Sys*" was sent to listed utils on 810706. 

CARROLL* D. E. Word Processing S< Document Control Section. 81/07/07. 
2pp. 09073:323. 


8107150107 Advises that IE Circular 81-09, “Containment Effluent Water 
That Bypasses Radioactivity Monitor," was sent to listed 
licensees on 810710. 

CARROLL* D. E. Word Processing * Document Control Section. 81/07/10. 
2pp. 09026:026. 


8107170236 Advises that XE Info Notice 81-20* "Test Failures of 
Electrical Penetration Assemblies," was sent to listed utils 
on 810713. 

CARROLL* D, E. Word Processing it Document Control Section. 81/07/13. 
2pp. 09051 :02B. 


8107170245 Advises that IE Info Notice 81-20* "Test Failures of 
Electrical Penetration Assemblies*" was forwarded to 
listed licensees. 

* Region 3* Chicago* Office of the Director (81/03/01). 81/07/15. 

Ip. 09051:001. 
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8107170291 Advises that IE Circular 81-09. “Containment Effluent Mater 
That Bypasses Radioactivity Monitor. " uias forwarded to 
listed licensees. 

# Region 3. Chicago. Office of the Director (81/03/01). 81/07/15. 

Ip. 09058:209. 


8107240148 Forwards "Masonry Test Procedures for Point Beach Nuclear 
Power Plant. " in response to questions raised at 810609-11 
meeting w/NRC re onsite review Sc audit of util responses to 
IE Bulletin 80-11. 

FAY. C, W. Wisconsin Electric Power Co. 81/07/17. 2pp. 09137:006. 


—8107240152 "Masonry Test Procedures for Point Beach Nuclear Power 
Plant. " 

* Computech Engineering Services. Inc. 81/06/30. 16pp. 

09137: 008. 


8103300402 IE Info Notice 81-21. "Potential Loss of Direct Access to 
Ultimate Heat Sink. 11 

e Director's Office. Office of Inspection and Enforcement. 
81/07/21. 5pp. 09162:348. 


8107270246 Advises that IE Info Notice 81-21. "Potential Loss of Direct 
Access to Ultimate Heat Sink." was sent to listed licensees 
on 810721. 

CARROLL. D. E. Word Processing Sc Document Control Section. 81/07/21. 
2pp. 09160:112. 


8107270218 Advises that IE Circular 81-12. "Inadequate Periodic Test 
Procedure of PWR Protection Sys. " was sent to listed 
licensees on 810722. 

CARROLL. D. E. Word Processing & Document Control Section. 81/07/22. 
2pp. 09160: 131. 


8107270253 Advises that IE Circular 81-12. "Inadequate Periodic Test 
Procedure of PWR Protection Sys." was sent to listed 
1 icensees. 

* Region 3. Chicago. Office of the Director (81/03/01). 81/07/24. 

lp. 09160:107. 


— 8107200121 LER 81-005/03L-0: on 810625. during normal operation, 
contractor accidently tripped turbine overspeed trip valve 
on auxiliary feedwater pump. Valve reset. Contractors removed 
from area & reminded to use caution. 

FAY. C. W. Wisconsin Electric Power Co. 81/07/10. 2pp. 09069:116, 


DOCKET 50-302 CRYSTAL RIVER NUCLEAR PLANT, UNIT 3 


F. Security, medical, emergency & fire protection plans 


8107070337 Provides addl info on fire protection mods re existing 
reactor coolant pump oil collection sys. Requests extension 
of implementation schedule identified in 10CFR50. 48(c), 

BAYN4RD, P. Y. Florida Power Corp. 81/06/30. 4pp. 08940:024. 


8107070446 Forwards info re emergency operation facility conceptual 
design, in response to NRC 810218 ltr Sc in accordance 
w/810414 Sc 0601 ltrs. Site location for facility has been 
selected. Const completion expected by 821001. 

BAYN4RD, P. Y. Florida Power Corp. 81/07/01. 13pp. 08950:023. 


8107200492 Forwards questionnaire re Unresolved Safety Issue A-44 
concerning station blackout. Requests response S< review of 
end LER documentation within 90 days to allow NRC to meet 
schedule requirements for resolution of issue. 

STOLZ, J. Operating Reactors Branch 4. 81/07/09. 11pp. 09079:264, 


— 8107200493 Forwards standby diesel generator reliability study per 
KR ©oiler 771215 request. Followup correspondence will be 
submitted for unanswered questions because data unavailable 
until 780120. 

BETTY, J. P. Florida Power Corp. 78/01/18. 2pp. 09079:281. 


8107290002 Generic Ltr 81-27: requests that all emergency plans Sc 
implementing procedures be submitted w/pages marked to 
reflect privacy Sc proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT, D. 0. Division of Licensing. 81/07/09. 5pp. 09189:059. 


R. Periodic operating reports 8c related correspondence 


8107280433 Forwards State of WI environ radioactivity monitoring repts 
for 1980 for facilities. 

MCDONNELL, L. J. Wisconsin, State of. NRC-05-80-275. 81/07/03. Ip. 

09174:001. 


— 8107280436 "State of WX Point Beach Environ Radioactivity Survey. 1980. " 
* Wisconsin, State of. NRC-05-80-275. 81/07/03. 32pp. 

09174: 002. 


8107200221 Forwards monthly operating repts for June 1981 Sc corrected “ 
repts foT May 19B1. 

BUR STEIN, 8. Wisconsin Electric Power Co. 81/07/10. ip. 09071:084. 


8107300175 Forwards emergency planning info for placement in LPDR. W/o 
8106290438. 

80UDER, J. L. Division of Rules and Records. 81/07/16. lp. 

09207: 286. 


0. Adjudicatory correspondence 


8107210532 Forwards order confirming licensee commitments to post-TMI 
related requirements contained in NUREG-0737. 

STOLZ, J. F. Operating Reactors Branch 4. 81/07/10. 2pp. 09110:327. 


■8107210536 Order confirming licensee commitments to post-TMI related 
issues set forth in NUREG-0737. 

PURPLE, R. A. Division of Licensing. 81/07/10. 10pp. 09110:330. 


— 8107200225 Monthly operating repts for June 1981. 

FAY , C. W. Wisconsin Electric Power Co. 81/07/07. 8pp. 09071:085. 


H. General correspondence 


—8107200228 Corrected monthly operating repts for May 1981. 
FAY. C. W. Wisconsin Electric Power Co. 81/07/10. 2pp. 


09071:093. 


8107230244 FOIA request for five categories of info re facility Sc BScW, 
BROWN, M. A. Carlton, Fields. Ward. Emmanuel, Smith & Cutler. 

' 81/06/15. 3pp. 09134:337. 


8. Reportable occurrences, LERs & related correspondence 


8106010419 Part 21 rept re failure of GA Co instrument cable to meet 
IEEE temp requirements, initially reported on 810512. 

Defective matl was supplied by Rockbestos Corp. Each user 
should evaluate installation. User list end. 

RICKARD, C. L. General Atomic Co. (subs, of Gulf Oil Co.). Bl/05/15. 

4pp. 08663: 008. 


8107160276 Forwards LER 81-004/01T-0. 

BUR8TEIN, 8. Wisconsin Electric Power Co, 81/06/12. lp. 09046:309. 


— 8107160282 LER 81-004/01T-0: on 810529. during maint shutdown, MSIV 
2CV-2017 failed to shut. Caused by two vent valves for 
air operator failing to open. Valves replaced. 

FAY, C. W. Wisconsin Electric Power Co. 81/06/12. 3pp. 09046:310. 


8107140362 Resubmits LERs 81-005/03L-0 St 81-003/01T-0 w/respective 
cover ltrs, originally sent undated. 

FAY.C. W, Wisconsin Electric Power Co. 81/07/02. lp. 09013:347. 


— 8107140368 Forwards LER 81-003/01T-0. 

FAY, G. W. Wisconsin Electric Power Co. 

81/06/04. 

lp. 

09013:351. 

8107200117 Forwards LER 81-005/03L-0. 

BURSTEIN, S. Wisconsin Electric Power Co. 

81/07/10. 

lp. 

09069: 115. 


8107080268 Notifies of organi xational changes. Revised Tech Spec change 
request will be submitted. 

HANCOCK, J, A. Florida Power Corp. 81/06/30. 2pp. 08973:266. 


8107150281 Advises that name will be removed from NRC mailing list 
unless justification to remain is received within 30 days. 

Deletion is cost reduction measure. 

ERICKSON, P. Operating Reactors Branch 4. 81/07/08. lp. 09033:349. 


8107230243 Partial response to FOIA request for five categories of info 
re facility Sc BtcW. Forwards documents listed in app. W/o 
ends. 

FELTON, J. M. Division of Rules and Records. 81/07/17. 4pp. 

09134: 333, 


8107290160 Advises that name will be removed from svc list for 
facilities unless written request is received within 30 days 
of receipt of ltr. 

STOLZ, J. F. Opereting Reactors Branch 4. 81/07/22. lp. 09190:313. 


P. Operating license stage documents fc correspondence 


8107210547 Notification of cancelled 810716 meeting w/BfcW owners group 
in Bethesde.MD to discuss responses to NRC 810109 info 
request re asymmetric LOCA loadings. 

VZ88XNG, G. Operating Reactors Branch 4. 81/04/14. lp. 09110:396. 
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8107100025 Advises that check mailed on 810410 has not been cashed. 
WILSON* K. R . Florida Pouter Corp. 81/05/22. Ip. 09001:196. 


— 8107100027 Forwards license fees for Tech Spec Change Requests 62*64 & 
67* in response to NRC 810130*0212 Sc 0324 ltrs. 

BAYNARD. P. Y. Florida Power Corp. Sl/04/10. 2pp. 09001:197. 


8107060035 Forwards safety evaluation per 801024 order for mod of 
license re environ qual if ication of safety-related 
electrical equipment. Requests addl info identified in 
Sections 3 & 4 within 90 days. 

STOLZ, J.F. Operating Reactors Branch 4. 81/06/05. 5pp. 08956:260. 


— 8107060038 Safety evaluation re environ qualif ication of safety-related 
electrical equipment. Equipment it safety-related sys 
acceptab le* except as noted in Section 3. 

* Equipment Qualification Branch. 81/06/05. 42pp. 08956:267. 


— 8107060041 "Environ Qualification of Safety-Related Electrical 
Equipment* IE Bulletin 79-01B, " technical evaluation rept. 

HUNT i M. D. Region 2* Atlanta* Reactor Construction it Engineering 
Support Branch. 80/12/11. 72pp. 08956:309. 


8107090229 Informs that evaluation it other plant-specific data .re 
safety 8< relief valve testing program will be submitted by 
810807* in response to NUREG-0737, Item II. D. 1. 

BAYNARD, P. Y. Florida Power Corp. 81/07/01. Ip. 08984:196. 


8107090473 Notifies that 810521 application for amend to License 
DPR-72 clarifying term "operable" involves consideration of 
administrative issue. Submittal of Class II amend fee 
requested. 

MILLER* W, 0. License Fee Management Branch. 81/07/01. Ip. 
08985: 152. 


8107130240 Forwards design description it operating guidelines for 
proposed RCS vents* in response to NRC 801031 ltr. Operating 
procedures will be available at site. Hot leg it pressuriaer 
vents installation scheduled for Fall 1981 refueling outage. 
BAYNARD* P. Y. Florida Power Corp. Bl/07/01. 38pp. 09000:043. 


8107140593 Clarifies 801215 it 810529 ltrs re scope S< schedule for 
compliance w/installation* operability 8< documentation of 
addl accident monitoring instrumentation requirement. Sys 
will be operable by 820101 w/documentation ready by B10B17. 
BAYNARD* P. Y. Florida Power Corp. 81/07/03. 2pp. 09024:025. 


8107140005 Responds to NUREG-0737* Item I. C. 1* "Abnormal Transient 
Operator Guidelines. " Guidelines to address loss of core 
cooling were incorporated into plant operating procedures on 
800101. Program meets full intent of NUREG. 

BAYNARD* P. Y. Florida Power Corp. 81/07/06. 5pp. 09021:322. 


8107310055 Generic Ltr 81-23A to all licensees it CP holders* advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation* per Generic Ltr 81-23. are unnecessary. 

EXSENHUT* D. G. Division of Licensing. 81/07/06. 6pp. 09222:215. 


8107140350 Application to amend License DPR-72* changing App A Tech 
Specs re reactor protection sys set points* safety limits k 
operating limits to allow Cycle III operation at 2544 MW 
thermal. Amend fee it Certificate of Svc end. 

BAYNARD. P. Y. Florida Power Corp. 81/07/09. 3pp. 09013:185. 


— 8107140356 Proposed Tech Spec Sections 1.0*2. 1-1 it 2.1-2 re reactor 
protection sys setpoints# safety limits it operating limits to 
allow Cycle III operation at 2544 MW tharmal. 

* Florida Power Corp, 81/07/09. 13pp. 09013:188. 


8107140431 Informs that review schedule St training program revision re 
implementation of NUREG-0612 have not met 810630 completion 
date* due to unscheduled outage. Completion expected by 
810731. Changes will be issued prior to 810919 outage. 

BAYNARD, P. Y. Florida Power Corp. 81/07/09. Ip. 09013:343. 


8107210496 Forwards Amend 40 to License DPR-72* safety evaluation St 
notice of issuance Sc availability. Amend revises Tech Specs 
to clarify term operable Sc to make shutdown timet 
consistent w/ST8. 

STOLZ, J.F. Operating Reactors Branch 4. 81/07/10. 2pp. 09108:287. 


—8107210499 Amend 40 to License DPR-72* revising Tech Specs to clarify 
term operable as applied to safety sys Sc emergency power Sc 
to make shutdown timet eonti ttent w/STS. 

STDLZ, J. F. Operating Reactort Branch 4. 81/07/10. 7pp. 

09108: 289. 


— 8107210502 Safety evaluation supporting Amend 40 to License DPR-72. 

* Office of Nuclear Reactor Regulation* Director. 81/07/10. 2pp. 
09108:296. 


— 8107210505 Notice of issuance Sc availability of Amend 40 to License 
DPR-72. 

STOLZ* J. F. Operating Reactors Branch 4. 81/07/10. 2pp. 

09108: 298. 


8107210532 Forwards order confirming licensee commitments to post-TMI 
related requirements contained in NUREQ-0737. 

STOLZ, J. F. Operating Reactors Branch 4. 81/07/10. 2pp. 09110:327. 


— 8107210536 Order confirming licensee commitments to post-TMI related 
issues set forth in NUREG-0737. 

PURPLE, R. A. Division of Licensing. 81/07/10. 10pp. 09110:330. 


8107200116 Provides info re seismic qualification of emergency 
feedwater sys in response to NRC 810210 ltr. Minor 
discrepancies will be resolved concurrent w/final emergency 
feedwater upgrade of initiation it control sys. 

BAYNARD, P. Y. Florida Power Corp. 81/07/14. 7pp. 09069:118. 


8107230078 Requests extension until 811108 to submit re-evaluation of 
environ qualification of saf ety-related electrical 
equipment* due to lack of info it analyses. 

BAYNARD, P. Y. Florida Power Corp. 81/07/17. 2pp. 09132:255. 


8107310087 Requests addl info re degraded grid voltage previously 
requested in 810410 ltr. Info should be provided within 45 
days of date of ltr. 

STOLZ, J. F. Operating Reactors Branch 4. 81/07/17. 2pp. 09222:288. 


8107290005 Notification of 810728.29 it 30 meetings w/B&W* Westinghouse & 
C-E owners groups in Bethesda,MD to discuss thermal shock to 
reactor pressure vessel issue. 

VISSING, G. Operating Reactors Branch 4. 81/07/20. 5pp. 09189:127. 


Q. Impaction reports, IE Bulletins it correspondence 


8107150277 Forwards IE Circular 81-06, “Potantial Deficiency Affecting 
Certain Foxboro 10 to 50 Milliamper* Transmitters." No 
written response required. 

□ 'REILLY* J. P. Region 2* Atlanta, Office of the Director (Bl/03/01). 
81/04/14. Ip. 09033:333. 


8107080458 Ack receipt of 810609 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-302/81-05. 

KELLOGG, P. J. Reactor Project Branch 2, 81/06/19. Ip. 08974:055. 


— B107O8049O Responds to NRC 810515 ltr re violations noted in IE Insp 
Rept 50-302/81-05. Corrective actions: properly reviewed 
Fenwal instruction manual placed in technical library. 
Administrative procedure revised. 

BAYNARD* P. Y. Florida Power Corp. 81/06/09. 5pp. 08974:056. 


•8107080513 Forwards IE Insp Rept 50-302/81-05 on 810325-0428 8. notice 
of violation. 

LEWIS, R. C. Division of Resident it Reactor Project Inspection. 
81/05/15. 2pp. 08974:061. 


— 8107080526 Notice of violation from insp on 810325-0428. 

* Division of Resident it Reactor Project Inspection. 81/05/15. 
2pp. 08974: 063. 


— 8107080532 IE , Insp Rept 50-302/81-05 on 810325-0428. Noncompliance 
noted: fa ilure to have adequate procedures to demonstrate 
operability of Halon sys it to have emergency feedwater pumps 
operable when in Mode 3. 

STETKA* T. F. * SMITH* B. W. * KELLOGG* P. J. Division of Resident it 
Reactor Project Inspection. 81/05/15. 16pp. 08974:065. 


8107080435 Ack receipt of 810619 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-302/81-06. Enel 
withheld <ref 10CFR2. 790). 

0 'REILLY* J. P. Region 2* Atlanta* Office of the Director (81/03/01). 
81/06/25. Ip. 08973:213. 


8107140817 Forwards safety evaluation concluding that response to IE 
Bulletin 80-06 is acceptable. Test to demonstrate that all 
equipment remains in emergency mode upon removal or manual 
resetting of activation signals completed satisfactorily. 

STOLZ* F. Operating Reactors Branch 4. 81/07/02. 2pp. 09029: 0B9. 


— 8107140821 Safety evaluation of util response to IE Bulletin 80-06 re 
engineered safety features reset controls. Controls art in 
compliance w/NRC criteria. 

# Operating Reactors Branch 4. 81/07/02. Ip. 09029:091. 
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■8107140827 "Technical Evaluation of Licensee Response to IE Bulletin 
80-06 re Engineered Safety Features Reset Controls, " 

LAUDENBACH, D. H. , RADOSEVIC, J. R. EGScG, Inc. FINA-0250. 
EGG-11B3-4189. 81/02/28. 6pp. 09029:093. 


8107270011 Forwards IE Circular 81-09, "Containment Effluent Water 
That Bypasses Radioactivity Monitor." Licensee action is 
required. 

O'REILLY, J. P. Region 2. Atlanta, Office of the Director (81/03/01). 
81/07/10. Ip. 09156:286. 


8107240123 Submits info on mgt controls implemented to improve 
weaknesses & enhance effectiveness of other programs, in 
response to IE Mgt Appraisal Rept 50-302/81-01 . Add 1 members 
have been added to subcommittees. 

GRIFFIN, B. L. Florida Power Corp. 81/07/13. 12pp. 09137:073. 


8107240284 Forwards IE Info Notice 81-20, “Test Failures of Electrical 
Penetration Assemblies. " No licensee action or response is 
required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director (81/03/01). 
81/07/13. 4pp. 09148:196. 


R. Periodic operating reports it related correspondence 


8107200238 Forwards monthly operating rept for June 1981. 

BAYNARD, P. Y. Florida Power Corp. 81/07/09. Ip. 09074:289. 


— 8107200243 Monthly operating rept for June 1981. 

CULVER, M.W. Florida Power Corp. 81/07/02. 5pp. 09074:290. 


S. Reportable occurrences, LERs St related correspondence 


8107200333 Forwards LER 81-027/01T-0. 

BAYNARD, P. Y. Florida Power Corp. 81/05/22. Ip. 09076:337. 


— 8107200336 LER 81-027/01T-0: on 810508, plant shutdown upon discovery 
that on 810505 more than one filter sys had been removed 
from svc for maint. Caused by failure of procedures to 
reflect Tech Spec requirements. 

HERNANDEZ, V. A. Florida Power Corp. 81/05/22. 2pp. 09076:338. 


8107310162 RO:on 810629, second of two reactor bldg cavity fans became 
inoperable. On 810630, plant commenced shutdown due to 
excessive temp in reactor bldg cavity. Cause not stated. 

Repair of purge supply valve in process. 

* Region 2, Atlanta, Office of the Director (81/03/01). 81/07/01. 

Ip. 0921 B : 309. 


8107310273 Forwards LER S1-030/03L-0. Detai led event analysis end. 
BAYNARD, P. Y. Florida Power Corp. Bl/07/01. 2pp. 09218:282. 


— 8107310275 LER 81-030/03L-0: on 810526 it 0616, emergency diesel generator 
B shut down from ready condition. Cause of 810526 event 
undetermined. Event on 810616 caused by maladjusted timing 
relay. Relay adjusted. 

HERNANDEZ, V. A. Florida Power Corp. 81/07/01. Ip. 09218:284. 


8107210397 Forwards LER 81-031/01T-0. 

BAYNARD, P. Y. Florida Power Corp. 81/07/08. Ip. 09104:056. 


—8107210401 LER B1-031/01T-0: on 810624, notification was received that 
containment isolation valves were operating less 
conservatively than vendor re-evaluation for safety-related 
applicat ion. Caused by inadequacy of valve operators. 

HERNANDEZ, V. A. Florida Power Corp. 81/07/08. 2pp. 09104:057. 


8107280287 Forwards LER 81-032/03L-0. 

BAYNARD, P. Y. Florida Power Corp. 81/07/14. Ip. 09177:359. 


—8107280293 LER 81-032/03L-0: on 810616, during normal operation, decay 
heat closed cycle cooling pump supply fan AHF-15B discovered 
noisy. Fan declared inoperable. Caused by worn bear ings. Sealed 
bearings replaced. 

HEIN ANDY, V. Florida Power Corp. 81/07/14. 2pp. 09177:360. 


8107280351 Forwards LER 81-035/03L-0. 

BAYNARD, P. Y. Florida Power Corp. 81/07/14. Ip. 09178:024. 


—8107280357 LER S1-033/03L-0: on 810616, regulating rod groups A Sc 7 
exceeded overlap requirements. Causad by procedural 
deficiencies resulting in failure to note loss of permissive 
logic when transferring power supplies. 

HERNANDEZ, V. Florida Power Corp. 81/07/14. 2pp. 09178:025. 


8107280341 Forwards LER 81-037/03L-0. 

BAYNARD, P. Y. Florida Power Corp. 81/07/14. Ip. 09175:071. 


— 8107280365 LER S1-037/03L-0: on 810617, during performance of SP-iiO, 
reactor protection sys functional testing, delta flux module 
meter indication for channel C was less conservative then 
requirement. Caused by instrument drift. Generator recalibr. 
HERNANDEZ, V. A. Florida Power Corp. 81/07/14. 2pp. 09175:072. 


8107280369 Forwards LER 81-034/03L-0. Detailed event analysis end. 
BAYNARD, P. Y. Florida Power Corp. 81/07/14. 2pp. 09175:077. 


— 8107280376 LER 81-034/03L-0: on 810617, during hot shutdown operation, 
lightning strike rendered all meteorological instrumantation 
inoperab le. Full operability restored on 810624. 

HERNANDEZ, V. A. Florida Power Corp. 81/07/14. Ip. 09175:079 


8107280585 Forwards LER 81-033/03L-0. 

BAYNARD, P. Y. Florida Power Corp. 81/07/14. Ip. 09176:101. 


—8107280588 LER 81-033/03L-0: on 810616, lightning struck startup 
transformer causing loss of ac power. Power loss tripped air 
handling fans, rasul ting in temp increase in reactor bldg. 
Cause attributed to failure of lightning arrestor sys. 

KQMARA, B. Florida Power Corp. 81/07/14. 2pp. 09176:102. 


8107280488 Forwards LER 81-038/04T-0. 

BAYNARD, P. Y. , POOLE. D. Florida Power Corp. 81/07/15. Ip. 
09175: 155. 


-8107280493 LER 81-03B/04T-0: on 810605, first half 1981 green leafy 
vegetable sample for station C48 had 83 picocurias par kg of 
Sr-90, ex ceeding ET8 by 10 times. Cause undetermined. Resample 
being performed. 

HERNANDEZ, V. A. Florida Power Corp. 81/07/15. 2pp. 09175:156. 


8107280613 Forwards LER B1-036/03L-0. 

BAYNARD, P. Y. Florida Power Corp. 81/07/15. Ip. 09177:063. 


— 8107280617 LER S1-036/03L-0: on 810618, during reactor coolant sampling, 
primary coolant dose equivalent 1-131 exceeded Tech Spec 
limits. Caused by leaking fuel or "tramp U" * anticipated 
dost equivalent iodine transient following RC8 transient. 

HERNANDEZ, V. A. Florida Power Corp. 81/07/15. 31pp. 09177:064. 


8107310397 Forwards LER B1-039/03L-0. 

BAYNARD, P. Y. Florida Power Corp. Bl/07/21. Ip. 09220:075. 


— 8107310402 LER 81-039/03L-0: on 810630, control rod units 1 fc 2 rendered 
inoperable during maint on house svcs transformer. Caused by 
personnel shorting 4, 160-volt bus supplying startup 
transformer while checking energized sections. 

HERNANDEZ, V. A. Florida Power Corp. 01/07/20. 2pp. 09220:076. 


8107310487 Forwards LER 81-040/03L-0. 

BAYNARD, P. Y. Florida Powar Corp. 81/07/20. Ip. 09221:029. 


— 8107310494 LER 81-040/03L-0: on 810627, during powar escalation followinj 
reactor startup, quadrant powar tilt excaedad Tach Spac 
steady state limit. Cause attributed to xenon transient 
following earlier reactor trip fc plant startup. 

HERNANDEZ, V. A. Florida Power Corp. 81/07/20. 2pp. 09221:030. 


DOCKET 50-304 ZION NUCLEAR POWER STATION, UNIT 2 


F. Security* medical, emergency & fire protection plans 


8107170250 Requests info on logistic support available at licensed 
activity sites prior to implementation of nationwide 
emergency notification sys. Coord inat ion of actions to 
upgrade sys w/telacommunication planning personnel proposed. 
KEPPLER, J. G, Region 3, Chicago, Office of the Director <81/03/01). 
81/06/19. 7pp. 09050:213. 


8107100023 Releases public version of info booklets for revised 
emergency plan. 

FELTON, J. M. Division of Rules and Records, 81/06/26. Ip. 


—8107100028 Forwards public version of info booklets for revised 
emergency plan. 

CHANEY, V.L. Commonwealth Edison Co. 81/03/31. Ip. 


—8107100036 Public version of ltr summarizing major changes in util 
Apr 1981 revision of emergency plan. Offsite emergency 
response organization has been restructured. Major changes 
in director positions are listed. 

GOLDEN, J. C. Commonwealth Edison Co. 81/03/27. 2pp. 


—8107100041 Public version of info booklets for revised emergency 
* Commonwealth Edison Co. 81/03/31. 26pp. 
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8107130093 Releases public version of revision to emergency plan annex 
for facility. 

FELTON* J. M. Division of Rules and Records. 81/06/26. lp. 

07806: 001. 


—8107130036 Forwards public version of Revision 1 to emergency plan 
annex* "Zion Station. “ 

* Commonwealth Edison Co. 81/05/09. lp. 07806:001. 


— 8107130061 Public version of Revision 1 to emergency plan annex* "Zion 
Station. " 

a Commonwealth Edison Co. 81/04/30. 55pp. 07806:001. 


8107210200 Requests confirmation by 810724 that means have been 
established for alerting & instructing public within plume 
exposure emergency planning zone in event of emergency* per 
10CFR50*App E requirement. 

KEPPLER, J. 8. Region 3* Chicago* Office of the Director (81/03/01). 
81/07/01. 2pp. 09102:071. 


8107290002 Generic Ltr 81-27: requests that all emergency plans Sc 
implementing procedures be submitted w/pages marked to 
reflect privacy Sc proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT* D. Q. Division of Licensing. 81/07/09. 5pp. 09189:059. 


8107200362 Advises that licensees must submit three copies of emergency 
plans* procedures Sc revisions to NRC regional ofc.All copies 
should be sent to Region 3 incident response ctr. 

KEPPLER* J. 0. Region 3* Chicago* Office of the Director (81/03/01). 
81/07/10. 2pp. 09070:215. 


8107210220 Forwards 49 oversize drawings providing supplemental details 
for util 810602 response to NRC 810220 ltr re fire 
protection mods. Aperture cards are available in PDR. 

TRAlii* T. R. Commonwealth Edison Co. 81/07/14. 4pp. 09102:181. 


8107290236 Requests info re station blackout* addressing Unresolved 
Safety Issue A-44. Questionnaire 8c LER documentation end. 
IPPOLITO. T. A. Operating Reactors Branch 2. 81/07/17. 20pp. 

09206: 289. 


Q. Adjudicatory correspondence 


8107090291 Answer that petitioners do not object to NRC 810629 motion 
for leave to defer response to 810622 petition until 810731. 
Certificate of Svc end. 

REYNOLDS* N. S. Commonwealth Edison Co. REYNOLDS* N. 8. Yankee Atomic 
Electric Co. REYNOLDS, N. S. Debevoise S< Liberman. 81/07/07. 3pp. 
08984: 117. 


8l07i60036 Discusses applicant request for 810615 hearing re environ 
qualif ication of saf ety-related equipment. Requests issues 
applicant intends to raise in proceeding. NRC available for 
meeting prior to 810707-10 meeting w/all licensees. 

EISENHUT, D. ©. Division of Licensing. 81/07/07. 3pp. 09061:252. 


8107150286 Requests that NRC notify N Reynolds that 810622 petition 
for extension of deadline for complience w/CLI-80-21 has 
been retit led. Svc should be made of all subsequent papers on 
parties to proceeding* including UCS. 

WE 186* E. R. Harmon 8c Weiss. 81/07/10. 3pp. 09025:156. 


8107290064 Forwards order confirming licensee commitments to post-TMI 
related requirements of NUREG-0737, based on listed util 
Itrs. Expli cit statements of requirements set forth in 
attachment to order. 

VARGA* S. A. Operating Reactors Branch 1. 81/07/10. 3pp. 09189:238. 


— 8107290069 Order confirming licensee commitments re post-TMI related 
issues. Licensee must comply w/encl specified items within 60 
days, 

PURPLE* R. A. Division of Licensing. 81/07/10. 10pp. 09189:241. 


H. General correspondence 


8107200469 Informs that LO DelGaorge named Director of Nuclear 
Licensing 6 replaces 08 Abel as principal correspondent for 
NRC communications on all facilities. 

TRAMM, T. R. Commonwealth Edison Co. 81/07/13. lp. 09068:001. 


P. Operating license stage documents 6 correspondence 


8107080046 Forwards Amend 65 Sc 62 to Licenses DPR-39 8c DPR-4B* 
respectively* & notice of issuance 6 availability. Amends 
revise Tech Specs to incorporate requirements for decay heat 
removal capability. 

VARQA* 8. A. Operating Reactors Branch 1. 81/06/22. 3pp. 08976:069. 


—8107080050 Amends 65 & 62 to Licenses DPR-39 & DPR-48* respectively* 
revising Tech Specs to incorporate requirements for decay 
heat removal capability 6 to further define operable for sys 
6 components. 

VARQA* S. A. Operating Reactors Branch 1. 81/06/22. 39pp. 

08976: 072. 


— 8107080051 Notice of issuance & availability of Amends 65 6 62 to 
Licenses DPR-39 & DPR-48* respect! vel y. 

VARGA* S. A. Operating Reactors Branch 1. 81/06/22. 2pp. 

08976: 112. 


8107070353 Application to amend Licenses DPR-39 & DPR-48* adopting 8TS 
provision to control water level when irradiated fuel is 
moved. 

TRAMM, T. R. Commonwealth Edison Co. 81/06/23. 2pp. 08941:262. 


— 8107070354 Proposed revised Tech Spec Pages 247,247 a 6 248 re water 
level requirements. Explanation end. 

* Commonwealth Edison Co. 81/06/23. 7pp. 08941:264. 


8107060121 Reiterates 810422 request for addl fees re 800422 Tech Spec 
change app lications. Requests remittance within 15 days. 

MILLER* W. 0. License Fee Management Branch. 81/06/24. lp. 

08957:315, 


8107070423 Forwards revised Pages 1-7.1-33.1-37 6 1-40 to CE-l-A* GA 
Program* Revision 17. W/o Pages 1-7,1-37 & 1-40. 

TRAM* T. R. Commonwealth Edison Co. 81/06/26. lp. 08950:038. 


8107150408 Informs that NUREG-0737, TMI Action Plan Item II. K. 2. 19* not 
applicable to NSBS w/invarted U-tube steam generator 
designed by Westinghouse 6 C-E. No further action necessary. 

Item complete. 

VARGA, 8. A. Operating Reactors Branch 1. 81/06/26. 3pp. 09032:250. 


8107060430 Requests retraction or explanation of NRC 810422 request for 
addl OL fee payments. Clarification should be provided re 
inconsistent fee determinations concerning 800422 8c 1003 
proposed QL amends. 

TRAMM* T. R. Commonwealth Edison Co. 81/06/29. 3pp. 08920:068. 


8107140294 Forwards Amends 66 8c 63 to Licenses DPR-39 8c DPR-48, 
respective ly, safety evaluation 8c notice of issuance Sc 
availabi li ty. Amends revise Tech Spec requirement for noble 
gas monitor detection limits. 

VARGA, 8. A. Operating Reactors Branch 1. 81/06/29. 2pp. 09029:353. 


— 8107140302 Amends 66 8< 63 to Licenses DPR-39 8c DPR-48* respectively* 
revising Tech Spec requirement foT noble gas monitor 
detection limits. 

VARGA, S. A. Operating Reactors Branch 1. 81/06/29. 7pp. 

09029: 3 5 5. 


— 8107140310 Safety evaluation supporting Amends 66 8< 63 to Licenses 
DPR-39 8< DPR-48* respectively. 

* Office of Nuclear Reactor Regulation* Director. 81/06/29. 2pp. 
09029: 362. 


— 8107140317 Notice of issuance 8c availability of Amends 66 8< 63 to 
Licenses DPR-39 8c DPR-48* respectively. 

VARGA* S. A. Operating Reactors Branch 1. 81/06/29. 2pp. 

09030: 002. 


8107090210 Forwards responses to NUREG-0737 items* including RCS vents, 
relief /saf ety value test requirements* auxiliary feedwater 
sys evaluation/automatic Initiation 8c flow indication 8c 
dedicated hydrogen penetration. 

DELQEORQE* L, 0, Commonwealth Edison Co. 81/07/01. 37pp. 08983:290. 


8107080411 Forwards «ddl commitments to TMI Action Plan items II. B. 4* 
II I. D. 3.4* II. K. 3. 29 8c II. F. 2*. per NRC 810701 request. 

DELQEORQE, L,. Q, Commonwealth Edison Co. 81/07/02. 4pp. 08973:073. 


8107310055 Generic Ltr 81-23A to all licensees 8c CP holders* advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation* per Generic Ltr 81-23* are unneceesary. 

EISENHUT* D. 0. Division of Licensing. 81/07/06. 6pp. 09222:215. 


8107170337 Forwards, Amends 67 8c 64 to Licenses DPR-39 Sc DPR-48* 
respective ly* safety evaluation & notice of issuance 8c 
availabili ty. Amends revisas Tech Specs by removing rod bow 
penalty from calculations in peaking factor limit. 

VARGA* S. A. Operating Reactors Branch 1. 91/07/09. 2pp. 09067:325. 
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— 8107170338 Amends 67 8c 64 to Licenses DPR-39 & DPR-48* respective! y, 
revising Tech Specs by removing rod bow penalty from 
calculation in peaking factor limit. 

VARGA* S. A. Operating Reactors Branch 1. 81/07/09. 11pp. 

09067: 328. 


— 8107170339 Safety evaluation supporting Amends 67 it 64 to Licenses 
DPR-39 it DPR-48* respectively. 

* Office of Nuclear Reactor Regulation* Director. 81/07/09. 4pp. 
09067: 339. 


— 8107170340 Notice of issuance & availability of Amends 67 & 64 to 
Licenses DPR-39 it DPR-48* respectively. 

VARGA* S. A. Operating Reactors Branch 1. 81/07/09. 2pp. 

09067: 343. 


8107230360 Confirms 810708 telcon authorization for change in Tech 
Specs: Licenses DPR-39 & DPR-48 are amended by removing rod 
bow penalty from nuclear radial peaking factor in Tech Spec 
3.2.2 for each unit* effective 810708. 

NOVAK* T. M. Assistant Director for Operating Reactors. 81/07/09. 
2pp. 09145:290. 


8107290064 Forwards order confirming licensee commitments to post-TMI 
related requirements of NUREG-0737* based on listed util 
Itrs.Explicit statements of requirements set forth in 
attachment to order. 

VARGA, S. A. Operating Reactors Branch 1. 81/07/10. 3pp. 09189:238. 


— 8107290069 Order confirming licensee commitments re post-TMI related 
issues. Licensee must comply w/encl specified items within 60 
days. 

PIRPLE* R. A. Division of Licensing. 81/07/10. 10pp. 09189:241. 


8107140577 Forwards Revision 18 to CE-l-A, QA program. Revi sion clarifies 
procurement of safety-related matls* parts* equipment, 
components & items. 

SWARTZ, E.D. Commonwealth Edison Co. 81/07/12. Ip. 09023:352. 


— 8107140590 Revision 18 to QA program for facility. 

* Commonwealth Edison Co. CE-l-A RIB. 81/07/12. Spp. 
09023: 353. 


8107200467 Forwards response to NRC 810210 ltr to all operating PWR 
licensees re seismic design of facility auxiliary feedwater 
sys.Sys designed* constructed & maintained per IE Bulletins 
79-02,79-04*79-07,79-14,80-11 it IE Info Notice 80-21. 

TRAI“W, T. R, Commonwealth Edison Co. Bl/07/14. 6pp. 09073:150. 


8107230358 Discusses NRC acceptance review of Revision 17 to CE-l-A, 
QA program for nuclear generating stations. Revision 
incorporates organizational changes. Rept acceptable. 

HAASS, W. P. Quality Assurance Branch. 81/07/14. 2pp. 09145:172. 


8107290236 Requests info re station blac kout* addressing Unresolved 
Safety Issue A-44. Questionnaire & LER documentation end. 
IPPOLITQ* T. A. Operating Reactors Branch 2. 81/07/17. 20pp. 

09206: 289. 


8107290005 Notification of 810728,29 it 30 meetings w/B8cW* Westinghouse & 
C-E owners groups in Bethesd«#MD to discuss thermal shock to 
reactor pressure vessel issue. 

VI8SING.0. Operating Reactors Branch 4. 81/07/20. Spp. 09189:127. 


Q. Inspection reports* IE Bulletins & correspondence 


8107020315 Ack receipt of 810603 ltr addressing security matters 
identified in IE Insp Repts 50-293/80-23 it 50-304/80-25. 
Forwards comments re licensee commitments to correct 
security items. Comments withheld (ref 10CFR2. 790). 

NORELIUS# C. E. Division of Engineering it Technical Inspection. 
81/06/23. Ip. 08933: 325. 


F °l*w**ds IE Insp Repts 50-295/81-11 it 50-304/81-07 on 
810907-08 it notice of violation. 

i!? 1 ??:!!?' C - E - Of Engineering it Technical Inspection. 

81/06/23. 2pp. 08993: 152. 


” 8l 222? a27 Not4c * violation from insp on 810507-08. 

C ' E * Division of Engineering it Technical Inspection. 
81/06/24. lp. 08993:134. 


—8107100229 IE Insp Repts 30-295/01-11 it 50-304/81-07 on B103O7-0B. 
Noncomplianee noted: fire brigade training sessions not held 
quarterly, 

08993* 155 * WILLI AM8* C. C. Plant Systems Section. 81/06/17' Spp. 


8107240409 Advises that IE Circular 81-10* "Steam Voiding in RCS During 
Heat Removal Cooldown* " was forwarded to listed utils. 

* Region 3, Chicago* Office of the Director (81/03/01). 81/07/02. 

Ip. 09148:206, 


8107100217 Notifies that IE Circular 81-10, "Steam Voiding in RCS 
During Decay Heat Removal Cooldown," was sent to listed 
licensees on 810702. 

CARROLL, D. E. Word Processing & Document Control Section. Bl/07/06. 
2pp. 08994:342. 


8107140378 Forwards monthly status evaluation rept* re IE Bulletin 
79-14* "Seismic Analysis for As-Built Safety— Related Piping 
Sys. " W/o end. 

RAUSCH* T. J. Commonwealth Edison Co. 81/07/06. lp. 09014:003. 


8107240306 Advises that IE Info Notice 81-19, "Lost Parts in Primary 
Coolant Sys* 11 was forwarded to listed utils. 

* Region 3, Chicago* Office of the Director (81/03/01). 81/07/06. 

lp. 09148:203. 


8107200402 Notifies that IE Info Notice 81-19* "Lost Parts in Primary 
Coolant Sys," was sent to listed utils on 810706. 

CARROLL, D. E. Word Processing it Document Control Section. 81/07/07. 
2pp. 09073:323. 


8107150107 Advises that IE Circular 81-09. "Containment Effluent Water 
That Bypasses Radioactivity Monitor, " was sent to listed 
licensees on 810710. 

CARROLL, D. E. Word Processing it Document Control Section. 81/07/10. 
2pp. 09026:026. 


8107170236 Advises that IE Info Notice 81-20* "Test Failures of 
Electrical Penetration Assemblies," was sent to listed utils 
on 810713. 

CARROLL, D. E. Word Processing it Document Control Section. 81/07/13. 
2pp. 09051:028. 


8107170243 Advises that IE Info Notice 31-20, "Test Failures of 
Electrical Penetration Assemblies, " was forwarded to 
listed licensees. 

* Region 3* Chicago, Office of the Director (81/03/01). 81/07/15. 

lp. 09051:001. 


8107170251 Advises that IE Circular 81-09, "Containment Effluent Water 
That Bypasses Radioactivity Monitor," was forwarded to 
listed licensees. 

* Region 3, Chicago, Office of the Director (01/03/01). 81/07/15. 

lp. 09058:209. 


8107200254 Ack receipt of 810526 (k 0615 ltrs informing NRC of steps 
taken to correct violations noted in IE Insp Repts 
50-237/81-06, 50-249/81-04* 50-254/81-03* 50-265/81-03, 

50-295/81-05 it 50-304/81-03. 

NORELIUS, C . E. Division of Engineering St Technical Inspection. 
81/07/15. 2pp. 09074:359. 


—8107200260 Responds to NRC 810501 ltr re violations noted in IE Insp 
Repts 50-237/81-06, 50-249/81-04, 50-254/81-03, 50-265/81-03, 
50-295/81-05 it 50-304/81-03. Corrective actions: QA topical 
rept will be revised & submitted by 810713. 

ABEL, U. S. Commonwealth Edison Co. 81/06/15. 2pp. 09074:361. 


— 8107200269 Responds to NRC 810501 ltr re violations noted in IE Insp 
Repts 50-237/81-06*50-249/81-04,50-254/81-03, 50-265/81-03, 
50-295/81-05 it 50-304/81-03. Corrective actions: Tech Spec 
changes to be submitted to identify proper QA stds. 

ABEL, J. S. Commonwealth Edison Co. 81/05/26. 6pp. 09075:001. 


8107200278 Ack receipt of 810629 ltr informing NRC of steps taken to 
correct violation noted in IE Insp Repts 50-295/81-12 it 
50-304/81-08. 

HIND, J. A. Division of Emergency Preparedness Sc Operational Support. 
01/07/ 1 5. lp. 09074:253. 


— B1072002B6 Responds to NRC 810604 ltr re violation noted in IE Insp 
Repts 50— 295/B1-12 8c 50-304/81-00. Corrective ac tions: closer 
attention being paid to sample collection schedule 8c weekly 
data sheets to assure proper sampling. 

DELGEORGE, L. 0. Commonwealth Edison Co. 81/06/29. 2pp. 

09074: 254. 


8103300402 IE Info Notice 81-21* "Potential Loss of Direct Access to 
Ultimate Heat Sink. « 

* Director's Office# Office of Inspection and Enforcement. 
81/07/21. Spp. 09162:348. 
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8107270246 Advises that IE Info Notice 81-21# "Potential Loss of Direct 
Access to Ultimate Heat Sink# 11 was sent to listed licensees 
on 810721. 

CARROLL# D. E. Word Processing it Document Control Section. 81/07/21. 
2pp. 09160: 112. 


8107270218 Advises that IE Circular 81-12* "Inadequate Periodic Test 
Procedure of PWR Protection Sys*" was sent to listed 
licensees on 810722. 

CARROLL# D. E. Word Processing & Document Control Section. 81/07/22. 
2pp. 09160: 131. 


8107270253 Advises that IE Circular 81-12# "Inadequate Periodic Test 
Procedure of PWR Protection Sys# " was sent to listed 
1 icensees. 

* Region 3# Chicago# Office of the Director <81/03/01). 81/07/24. 

Ip. 09160: 107. 


S. Reportable occurrences# LERs & related correspondence 


8106010419 Part 21 rept re failure of GA Co instrument cable to meet 
IEEE temp requirements# ini tial 1 y reported on 810512. 

Defective matl was supplied by Rockbestos Corp. Each user 
should evaluate installation. User list end. 

RICKARD# C. L. General Atomic Co. <subs. of Gulf Oil Co.). 81/05/15. 

4pp. 08663:008. 


8107160264 Forwards LER S1-010/03L-0. 

GRAESSER, K. L. Commonwealth Edison Co. 81/06/12. Ip. 09046:295. 


— 8107160271 LER 81-010/03L-0: on 810513# following meint functional tests# 
loop B overpower/temp delta T channel became erratic. Cause 
not known. Channel monitored for S4-h w/o recurrence, verified 
operable it returned to svc. 

JENKINS. R. V. Commonwealth Edison Co. 81/06/12. Ip. 09046:296. 


0107280217 Forwards updated LER 81-008/03X-1 . 

GRAESSER, K. L. Commonwealth Edison Co. Sl/06/29. Ip. 09171:336. 


— 8107280221 Updated LER 81-0Q8/03X-1 : on B10507#unit tripped it safety 
injected. Caused by master inverter output SDLA transformer 
shorting to ground# resulting in inverter trip it slave 
transformer burnup. Task force organized. 

ROHDE, J. E. Commonwealth Edison Co. 81/06/29. Ip. 09171:337. 


8107210277 Forwards LER 81-013/03L-0. 

GRAESSER, K. L. Commonwealth Edison Co. 81/07/15. Ip. 09102:029. 


8107210280 LER Q1-013/03L-0: on 810619. steam generator 2B level 

indication 2LI-548 found shifting w/start & stops of 
containment fan cooler 2E. Caused by defective transmitter 
due to bad force motor. 

JENKINS# R. V. Commonwealth Edison Co. 81/07/15. Ip. 09102:030. 


8107240328 Forwards LER 81-014/03L-0. 

GRAESSER# K. L. Commonwealth Edison Co. 81/07/17. Ip. 0913B: 180. 


8107240331 LER 81-014/03L-0: on 810619, svc water inlet valve to RCFC# 

2MQV8W0Q02# fai led to stroke open on train B actuation 
signal per Tech Spec# during quarterly safeguard 
surveillance. Cause not determined. 

JENKINS. R.V. Commonwealth Edison Co. 81/07/17. Ip. 09130:101. 


>OCKET 50-305 KEWAUNEE NUCLEAR POWER PLANT 


\ Security# medical* emergency Sc fire protection plans 


107170250 Requests info on logistic support available at licensed 
activity sites prior to implementation of nationwide 
emergency notification sys. Coordination of actions to 
upgrade sys w/telecommunlcation planning personnel proposed. 
KEPPLER# J. G. Region 3* Chicago* Office of the Director (81/03/01). 
81/06/19. 7pp. 09058:213. 


'07090085 Proposes alternatives to staged implementation dates of 
NUREG-0737# Section III.A.2. 1 re upgrade of meteorological 
measurements program. Functional description of programs S< 
Installation schedule will be provided by 820101. 

N ATHENS* E. R. Wisconsin Public Service Corp. 81/07/01. 2pp. 
08981 : 169. 


072 10200 Requests confirmation by 810724 that means have been 
ttstabllthed for alerting it Instructing public within plume 
Exposure emergency planning zone in event of emergency* per 
^ OCFR50# Ap p E requirement. 

KEPPLER# J.G. Region 3# Chicago* Office of the Director (81/03/01). 
Si/07/0i. 2pp. 09102:071. 


8107100250 Responds to 810623 ltr re completion date for Item 2 of 
810622 ltr re emergency preparedness improvements. 

Notification requested if B10731 submittal date cannot be 
met. 

KEPPLER# J. G. Region 3# Chicago# Office of the Director (81/03/01). 
81/07/06. Ip. 08995:299. 


8107290002 Generic Ltr 81-27: requests that all emergency plans & 
implementing procedures be submitted w/pages marked to 
reflect privacy & proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT# D. G. Division of Licensing. 81/07/09. 5pp. 09189:059. 


8107150274 Confirms 810702 telcon between J Wallace & CJ Paperiello re 
util emergency preparedness public education it info program. 

Concurs w/proposal to distribute State of WI brochure re 
site-specific info to public. 

KEPPLER, J. G. Region 3, Chicago# Office of the Director (81/03/01). 
81/07/10. 2pp. 09028:088. 


8107200362 Advises that licensees must submit three copies of emergency 
p Ians# proc edur es it revisions to NRC regional ofc.All copies 
should be sent to Region 3 incident response ctr. 

KEPPLER# J. G. Region 3# Chicago# Office of the Director (81/03/01). 
81/07/10. 2pp. 09070:215. 


8107280700 Requests info re station blackout (Unresolved Safety Issue 
A-44) . Questionnaire it LER documentation end. Reply 
requested within 120 days. 

VARGA# S. A. Operating Reactors Branch 1. 81/07/20. 20pp. 

09188:211. 


— 8107280701 Forwards completed questionnaire re standby diesel 
generator units. 

JAMES, E. W. Wisconsin Public Service Corp. 78/01/20. 3pp. 
09188: 231. 


G. Adjudicatory correspondence 


8107290262 Forwards order confirming util commitments to TMI-related 
requirements for facility per NUREG-0737. Implementation it 
submittal of items should be consistent w/proposed schedule. 

VARGA# S. A. Operating Reactors Branch 1. 81/07/10. 2pp. 09207:127. 


— 8107290264 Order confirming licensee commitments to post-TMI related 
issues contained in NUREG-0737. Licensee required to satisfy 
specific requirements described in attachment to order 
within 60 days after effective date of order. 

EISENHUT, D. G. Division of Licensing. 81/07/10. 10pp. 09207:130. 


P. Operating license stage documents it correspondence 


8107070098 Identifies deficiencies in Westinghouse owners group 
submittal for TMI Action Plan Item I. C. 1 re guidance for 
• valuation & development of procedures for transients it 
accidents. NRC 810528 ltr to owners group end. 

VARGA# S. A. Operating Reactors Branch 1. 81/06/16. 2pp. 08963:285. 


8107070064 Forwards 810210 Generic Ltr 81-14 on seismic qualification 
of auxiliary feedwater sys. Since original ltr was not 
received# r esponse date extended until 810814. 

VARGA# S. A. Operating Reactors Branch 1. 81/06/18. 2pp. 08960: 29B. 


8107090389 Requests review of QA program requirements re diesel 
generator fuel oil. QA program should include diesel 
generator fuel oil within 60 days or justification for 
noncompliance should be submitted. % 

VARGA# S. A. Operating Reactors Branch 1. 81706/19. 2pp. 08986:328. 


8107070362 Forwards drawings it updated info per NUREG-0737# Items 
II. B. 1*11. D, 1# II. E. 1. 1. II. E. 4. 1, II. E.4. 2, II. K. 3. 1 it 
II. K. 3. 5# in response to NRC 001031 request. Aperture cards 
art available In PDR. 

MATHEWS# E. R. Wisconsin Public Service Corp. 81/07/01. Ip. 
08941 : 147. 


8107100056 Forwards NUREG-0452, Revision 3# "STS for Westinghouse PWRs, “ 
as guide for proposed Tech Spec amends. W/o end. 

VARGA# S. A. Operating Reactors Branch 1, 81/07/01. 2pp. 09001:243. 


8107310055 Generic Ltr 81-23A to all licensees & CP holders# advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation# per Generic Ltr 81-23* are unnecessary. 

EISENHUT, D. G. Division of Licensing. 81/07/06. 6pp. 09222:215. 
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B1Q7140636 Informs of interim actions to be taken until resolution of 
NRC concerns re method of assurance that rod misalignments 
are maintained within allowable limits. Surveillance 
procedure for interim actions will be issued 810709. 

MAThEWS, E. R. Wisconsin Public Service Corp. 81/07/08. 2pp. 
09015:068. 


8107290262 Forwards order confirming util commitments to TMI-related 
requirements for facility per NUREG-0737. Implementation & 
submittal of items should be consistent w/proposed schedule. 

VARGA, S. A. Operating Reactors Branch 1. 81/07/10. 2pp. 09207:127. 


— 8107290264 Order confirming licensee commitments to post-TMI related 
issues contained in NUREG-0737. Licensee required to satisfy 
specific requirements described in attachment to order 
within 60 days after effective date of order. 

EISENHUT, D. G. Division of Licensing. 81/07/10. 10pp. 09207:130. 


8107170220 Responds to 800611 Itr requesting that util revise Tech 
Specs to provide that redundant modes of heat removal are 
required for all modes of operation. Current Tech Specs 
adequately address decay heat removal. 

MATHEWS# E. R. Wisconsin Public Service Corp. 81/07/13. 2pp. 
09051 : 024. 


8107280700 Requests info re station blackout (Unresolved Safety Issue 
A-44). Questionnaire & LER documentation end. Reply 
requested within 120 days. 

VARGA, S. A. Operating Reactors Branch 1. 81/07/20. 20pp. 

09188:211. 


— 8107280701 Forwards completed questionnaire re standby diesel 
generator units. 

JAMES# E. W. Wisconsin Public Service Corp. 78/01/20. 3pp. 
09188: 231. 


8107290005 Notification of 810728,29 Sc 30 meetings ui/B&W, Westinghouse & 
C-E owners groups in Bethesda.MD to discuss thermal shock to 
reactor pressure vessel issue. 

VISSING, G. Operating Reactors Branch 4. 81/07/20. 5pp. 09189:127. 


8107300313 Forwards Amends 35 to License DPR-43 it notice of issuance 
St availabi lity. Amend deletes Tech Specs on thermal environ 
protection condition St monitoring equipment. 

VARGA, S. A. Operating Reactors Branch 1. 81/07/24. 3pp. 09209:115. 


— 8107300314 Amend 35 to License DPR-43, deleting Tech Specs on thermal 
environ protection condition Sc monitoring equipment. 

VARGA, S. A. Operating Reactors Branch 4. 81/07/24. 4pp. 

09209: 118. 


— 8107300315 Notice of issuance 8c availability of Amend 35 to License 
DPR-43. 

VARGA, S. A. Operating Reactors Branch 1. 81/07/04. 2pp. 

09209: 122. 


Q. Inspection reports, IE Bulletins & correspondence 


8107130353 Forwards IE Insp Rept 50-305/81-05 on 810401-30 S< notice 
of violation. 

HEISHMAN# R. F. Division of Resident & Project Inspection. 81/06/05. 
2pp. 08998: 102. 


— 8107130354 Notice of violation from insp on 810401-30. 

HEISHMAN# R. F. Division of Resident & Project Inspection. 
81/06/05. 2pp. 08998: 104. 


Rept 50-305/81-05 on 810401-30. Noncompliance noted: 
‘^oactive gas release from B waste 

<LIN. J. E. Reactor Projects Section 


,0620 S< 0713 responses 
Review of 
“ T Incident. H 

\ 2pp. 00979: 187. 


es to IE 


7. 3pp. 


— 8107080315 IE Insp Rept 50-305/81-09 on 810501-29. No noncompliance 
noted. Major areas inspected: monthly maint observation, insp 
during long-term shutdown# design changes/mods 8c type B&C 
leak rate tests. 

NELSON, R.L., FITZPATRICK# B. , KONKLIN. J. E. Reactor Projects Section 
2 A. Sl/06/23. 3pp. 00972:045. 


8107240409 Advises that IE Circular 81-10, "Steam Voiding in RCS During 
Heat Removal Cooldown, 11 was forwarded to listed utils. 

* Region 3# Chicago# Office of the Director (81/03/01). 81/07/02 

lp. 09148:206. 


8107100217 Notifies that IE Circular 81-10# "Steam Voiding in RCS 
During Decay Heat Removal Cooldown# " was sent to listed 
licensees on 810702. 

CARROLL#D. E. Word Processing it Document Control Section. 81/07/06 
2pp. 08994:342. 


0107240306 Advises that IE Info Notice 81-19# "Lost Parts in Primary 
Coolant Syt," was forwarded to listed utils. 

* Region 3# Chicago# Dffiet of the Director (81/03/01). 81/07/06. 

lp. 09148:203. 


8107200402 Notifies that IE Info Notice 81-19# "Lost Parts in Primary 
Coolant Sys<" was sent to listed utils on 810706. 

CARROLL# D. E. Word Processing 8c Document Control Section. 81/07/07. 
2pp. 09073:323. 


8107150107 Advises that IE Circular 81-09# "Containment Effluent Water 
That Bypasses Radioactivity Monitor. " was sent to listed 
licensees on 810710. 

CARROLLjD. E. Word Processing Sc Document Control Section. 81/07/10. 
2pp. 09026:026. 


SI 07 170236 Advises that IE Info Notice 81-20. "Test Failures of 
Electrical Penetration Assemblies." was tent to listed utils 
on 810713. 

CARROLL# D. E. Word Processing St Document Control Section. 81/07/13, 
2pp. 09051:028. 


8107290318 Forwards IE Insp Rept 50-305/81-11 on 810518-22 tc 0619. No 
noncompliance noted. 

NORELIUS. C. E. Division of Engineering Sc Technical Inspection. 
81/07/13. 2pp. 09177:331. 


—8107280331 IE Insp Rept 50-305/81-11 on 810518-22 Sc 0619. No 
noncompl iance noted. Major areas inspected : rad iation 
protection program during refueling Sc maint) organization & 
training# ALARA# exposure control Sc IE Buelletin 80-10. 

PAUL, R. A., GREGER# L. R. Facilities Radiation Protection Section. 
81/07/08. 8pp. 09177:333. 


81 07200236 Ack receipt of 810630 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-305/81-05. 

HEISHMAN# R. F. Division of Resident Sc Project Inspection. Bl/07/14. 
lp. 09074:300. 


— 8107200239 Responds to NRC ltr re violations noted in IE Insp Rept 
50-305/81-05. Corrective actions: comprehensive review of 
administrative procedures initiated. Appropriate revisions 
will be made by 810801. 

MATHEWS, E. R. Wisconsin Public Service Corp. 81/06/30. 3pp. 
09074:301. 


8107170245 Advises that IE Info Notice 81-20, "Test Failures of 
Electrical Penetration Assemblies# " was forwarded to 
listed licensees. 

* Region 3# Chicago, Office of the Director (81/03/01). 81/07/15. 

lp. 09051:001. 


8107170251 Advises that IE Circular 81-09# "Containment Effluent Water 
That Bypasses Radioactivity Monitor# " was forwarded to 
listed licensees. 

* Region 3# Chicago# Office of the Director (81/03/01). 81/07/15. 

ip. 09058:209. 


8103300402 IE Info Notice 81-21# "Potential Loss of Direct Access to 
Ultimate Heat Sink. " 

* Director's Office, Office of Inspection and Enforcement. 
81/07/21. 5pp. 09162:348. 


8107270246 Advises that IE Info Notice 81-21, "Potential Loss of Direct 
Access to Ultimate Heat Sink," was sent to listed licensees 
on 810721. 

CARROLL, D. E. Word Processing & Document Control Section. 81/07/21. 
2pp. 09160:112. 


06/24. 
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8107270218 Advises that IE Circular 81-12, " Inad equate Periodic Test 
Procedure of PWR Protection Sys, " was sent to listed 
licensees on 810722. 

CARROLL, D. E. Word Processing & Document Control Section. 81/07/22. 
2pp. 09160: 131. 

8107270253 Advises that IE Circular 81-12. "Inadequate Periodic Test 
Procedure of PWR Protection Sys. ” was sent to listed 

* Region 3. Chicago. Office of the Director (81/03/01). 81/07/24. 

Ip. 09160:107. 

fi. Periodic operating reports Sc related correspondence 


8107200433 Forwards State of WI environ redioacti vi ty monitoring repts 
for 1980 for facilities. 

MCDONNELL, L. J. Wisconsin. State of. NRC-03-SO-275. 81/07/03. Ip. 

09174:001. 

—8107280438 “State of WI Kenuaunee Environ Radioactivity Survey. 1980. " 
* Wisconsin. State of. NRC-05-00-275. 81/07/03. 29pp. 

09174: 034. 


S. Reportable occurrences. LERs Sc related correspondence 


8106010419 Part 21 rept re failure of CA Co instrument cable to meet 
IEEE temp requirements. initially reported on 810312. 

Defective matl was supplied by Rockbestos Corp. Each user 
should evaluate installation. User list end. 

RICKARD. C. L. General Atomic Co. (subs, of Oulf Oil Co.). 81/03/15. 

4pp. 0B663: 008. 


8107160231 Forwards LERs 81-016/03L-0. 81-017/03L-0 & S1-01B/03L-0. 
MATHEWS. E. R. Wisconsin Public Service Corp. 81/06/12. Ip. 
09046: 280. 


—8107160235 LER 81-016/03L-0: on 810315. tests indicated that two Foxboro 
RCS flow transmitters in loop A were out of ce 1 ibr. Caused by 
setpoint drift. Transmitters recelibr. 

MOLZAHN, D. J. Wisconsin Public Service Corp. 81/06/12. Ip. 

09046:281. 


— 8107160242 LER 81-017/03L-0: on 81051 3. d 1 scovered that high pressure 
reactor trip setpoints for pressure transmitters were higher 
than Tech Spec. Caused by setpoint drift. Instruments 
recalibr. 

MCLZAHN, D. J. Wisconsin Public Service Corp. Bl/06/12. Ip. 

09046: 282. 


— 8107160249 LER 81-018/03L-0: on 810316. testing indicated that low 
pressure safety injection & reactor trip were below Tech 
Spec limits for pressure transmitters. Caused by instrument 
drift. Sensing lines flushed. Amplifier replaced. 

MCLZAHN. D. J. Wisconsin Public Service Corp. 81/06/13. 2pp. 
09046: 283. 


8107140367 Forwards LER 81-019/03L-0. 

MATHEWS, E. R. Wisconsin Public Service Corp. 81/07/01. Ip. 
09014:012. 


— 8107140372 LER 81-019/03L-0: on 810603, during refueling outage, portable 
radiation survey instrument checks for May not performed per 
Tech Specs. Caused by oversight due to reassignment of 
personnel. Instruments will be source checked in June. 

LINDBERG, P. M. , MOLZAHN, D. J. Wisconsin Public Service Corp. 

81/07/03. Ip. 09014:013. 


8107140310 Forwards LER B1-020/03L-0. 

MATHEWS, E. R. Wisconsin Public Service Corp. 81/07/06. Ip. 
09023: 319. 


8107140919 LER 81-020/03L-0: on 810606, condensate water storage tank 

level went below Tech Spec limit. Caused by normal tank water 
usage during startup St turbine testing coincident u/ 
demineralizer regeneration. 

LINDBERG, P, Mf. , MOLZAHN, D. J. Wisconsin Public Service Corp. 
81/07/06 . Ip. 09023: 320. 


SI 07210227 Forwards LER B1-021/03L-0. 

MATHEWS, E. R. Wisconsin Public Service Corp. 81/07/13. Ip. 
09102:091. 


8107210230 LER 81-021/03L-0: on 810611, found visual verification of 
valve motion fc limit switch not performed during refueling 
outage for valves inaeeassiblt during normal operation per 
IWY 3300 of 1974 ASME code. Caused by procedural oversight. 
LINDBERG, P. M. , MOLZAHN, D. J. Wisconsin Public Service Corp. 
81/07/10. Ip. 09102:092. 


8107240161 Forwards LER 81-022/03L-0. 

MATHEWS, E. R . Wisconsin Public Service Corp. 81/07/17. Ip. 
09137:041. 


— 8107240166 LER B1 -022/03L-0: on 810619, spent fuel pool boron samplin 
not performed within allotted time frame during steady state 
operation. Caused by temporary work load increase on 
chemistry staff. Sample taken & analyzed. 

LINDBERG, P. M. , MOLZAHN, D. J. Wisconsin Public Service Corp. 
81/07/17. Ip. 09137:042. 


81072S0335 Forwards LER 81-023/03L-0. 

MATHEWS, E. R. Wisconsin Public Service Corp. 81/07/20. ip. 
09173: 198. 


— 8107280343 LER 81-023/03L-0: on 810621, boric acid found leaking from 
instrument isolation valve CVC-11188. Caused by leaking 
diaphragm & corroded bonnet, Transfer pump 1A isolated & 
bonnet assembly replaced. 

LXNDBERO, P. M. , MOLZAHN, D. J. Wisconsin Public Service Corp. 
81/07/21 . Ip. 09173:199. 


DOCKET 30-306 PRAIRIE ISLAND NUCLEAR STATION, UNIT 2 


8107210504 Advises of elimination of NUREG-0737 Action Plan Item 
II. K. 2. 19 requirement re sequential auxiliary feedwater flow 
analysis for licanseas w/NSSSs designed by Westinghause t* 

C-E. 

CLARK, R. A. Operating Reactors Branch 3. 81/07/09. Ip. 09108:300. 


F. Security, medical, emergency Sc fire protection plans 


8107170230 Requests info on logistic support available at licensed 
activity sites prior to implementation of nationwide 
emergency notification sys. Coordination of actions to 
upgrade sys w/telecommunlcation planning personnel proposed. 
KEPPLER. J. G. Region 3, Chicago, Office of the Director (81/03/01). 
81/06/19. 7pp. 09038:213. 


8107210200 Requests confirmation by 810724 that means have been 
established for alerting Sc instructing public within plume 
exposure emergency planning zone in event of emerg ency , p er 
10CFR30, App E requirement. 

KEPPLER, J. G. Region 3, Chicago, Office of the Director (81/03/01). 
81/07/01. 2pp. 09102:071. 


6107290002 Generic Ltr 81-27: requests that all emergency plans & 
implementing procedures be submitted w/pages marked to 
reflect privacy Sc proprietary matl. Info to be deleted from 
previous documents should be requested by 010731. 

EISENHUT, D. 9. Division of Licensing. 81/07/09. 3pp, 09189:039. 


8107200362 Advises that licensees must submit three copies of emergency 
p Ians, procedures Sc revisions to NRC regional ofc. A1 1 copies 
should be sent to Region 3 incident response ctr. 

KEPPLER, J. G. Region 3. Chicago. Office of the Director (81/03/01). 
81/07/10. 2pp. 09070:213. 


G. Adjudicatory correspondence 


8107090291 Answer that petitioners do not object to NRC 810629 motion 
for leave to defer response to 810622 petition until 810731. 
Certificate of Svc end. 

REYNOLDS. N. 8. Commonwealth Edison Co. 81/07/07. 3pp. 08984:117. 


8107130206 Requests that NRC notify N Reynolds that 810622 petition 
for extension of deadline for compliance w/CLI-BO-21 has 
been retitled. Svc should be made of ell aubsequent papers on 
parties to proceeding, including UC8. 

WEISS, E, R, Harmon Sc Weiss. 81/07/10. 3pp. 09023:156. 


8107220211 Forwards order confirming licensee commitments to post-TMl 
related requirements of NUREG-0737, bated on 801120,1230, 

810116,30, 0327 Sc 0706 1 trs. Expl icifc statements of 
requirements set forth in attachment to order. 

CLARK, R. A. Operating Reactors Branch 3. 81/07/10, 4pp. 09123:332, 


—8107220217 Order confirming licensee commitments re post-TMX related 
requirements of NUREG-0737. Requests that applicant satisfy 
specific requirements of NUREG, described in attachment, 
within 30 days. 

PURPLE, R. A. Division of Licensing, 81/07/10. 10pp. 09125:336. 
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H. General correspondence 


8107140231 Notifies that County Board of Commissioners will be removed 
from mailing lists unless request to remain is received 
within 30 days. Ltr counter signed w/request to remain on 
list. 

MARTIN, R. E. Operating Reactors Branch 3. 81/07/01. Ip. 09021:318. 


8107140238 Requests that name & address be maintained on mailing list 
for info re facility* in response to NRC 810701 ltr. 

SPANNAUS, W . Minnesota* State of. 81/07/06. Ip. 09021:317. 


■81 072B0495 Revised "Main Control Room Habitability Study." 

* Bechtel Power Corp. (subs, of Bechtel Corp. ). 81/05/31. 67pp. 

09175: 31 1. 


8107290005 Notification of 810728.29 & 30 meetings w/B8«W, Nesting house St 
C-E owners groups in Bethesda.IiD to discuss thermal shock to 
reactor pressure vessel issue. 

VISSING, ©. Operating Reactors Branch 4. 81/07/20. 5pp. 09189:127. 


G. Inspection reports. IE Bulletins & correspondence 


P. Operating license stage documents & correspondence 


8107060087 Identifies deficiencies in Uestinghouse owners group 
submittal for TMI Action Plan Item I.C. 1 re guidance for 
evaluation S< development of procedures for transients & 
accidents. NRC 810528 ltr to owners group end. 

CLARK. R. A. Operating Reactors Branch 3. 81/06/17. 2pp. 08957:280. 


8107100228 Forwards “Background Info for Reactor Vessel Head Vent 
Operation. " Revision 0 & "Reactor Vessel Head. Vent 
Operation. " Revision 0 in response to NUREG-0737, 1 terns 
II. B. 1 St 1 1. D. 1. 

MAYER. U. O. Northern States Power Co. 81/07/06. 5pp. 08995:100, 


— 8107100230 "Background Info for Reactor Vessel Head Vent Operation. 11 
Revision 0. 

* Northern States Power Co. 81/02/28. 13pp. 08995: 105. 


— 8107100263 "Reactor Vessel Head Vent Operation." 
* Northern States Power Co. 81/02/28. 11pp. 


Revision 0. 
08995: 118. 


8107010354 Ack receipt of 810611 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-282/81-08 9k 
50-306/81-09. 

NORELIUS. C. E. Division of Engineering & Technical Inspection. 
81/06/18. Ip. 08888:350. 


—8107010357 Responds to NRC 810521 ltr re violations noted in IE Insp 
Repts 50-282/81-0B Zt 50-306/81-09. Corrective ac t ions : Section 
work instruction controlling test equipment calibr will be 
revised to include new recording equipment. 

GILBERTS. D. E. Northern States Power Co. 81/06/11. 2pp. 
08888:351. 


8107240409 Advises that IE Circular 81-10, "Steam Voiding in RC8 During 
Heat Removal Cooldown, " was forwarded to listed utils. 

* Region 3, Chicago. Office of the Director (81/03/01). 81/07/02. 

Ip. 09148:206. 


B107100217 Notifies that IE Circular 81-10, "Steam Voiding in RCS 
During Decay Heat Removal Cooldown," was sent to listed 
licensees on 810702. 

CARROLL, D. E. Word Processing Sc Document Control Section. 81/07/06. 
2pp. 08994:342. 


8107130345 Informs that util will provide NRC w/descTiption of C-E 
heated junction thermocouple sys by 810901 upon 
demonstration of feasibi li ty. Submittal will include info re 
NUREG-0737, Item II. F. 2. 

MAYER, L.O. Northern States Power Co. 81/07/06. Ip. 0899S: 142. 


8107240306 Advises that IE Info Notice 81-19, "Lost Parts in Primary 
Coolant Sys," was forwarded to listed utils. 

* Region 3, Chicago, Office of the Director (81/03/01). 81/07/06. 

Ip. 09148:203. 


8107310055 Generic Ltr 81-23A to all licensees Sc CP holders, advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation, per Generic Ltr 81-23, are unnecessary. 

EISENHUT, D. G. Division of Licensing. 81/07/06. 6pp. 09222:215. 


8107220211 Forwards order confirming licensee commitments to post-TMI 
related requirements of NUREG-0737, based on B01120, 1230, 
810116,30,0327 Sc 0706 ltrs. Explicit statements of 
requirements set forth in attachment to order. 

CLARK, R. A. Operating Reactors Branch 3. 81/07/10. 4pp. 09125:352. 


— 8107220217 Order confirming licensee commitments re post-TMI related 
requirements of NUREG-0737. Requests that applicant satisfy 
specific requirements of NUREG, described in attachment, 
within 30 days. 

PURPLE, R. A. Division of Licensing. 81/07/10. 10pp. 09125:356. 


8107210261 Forwards "Seismic Qualification of Auxiliary Feedwater Sys 
(NRC Generic Ltr 81-14)," in response to NRC 810210 ltr. 

MAYER, L. 0. Northern States Power Co. 81/07/14. Ip. 09101:244. 


— 8107210264 "Seismic Quali f ication of Auxiliary Feedwater Sys (NRC 
Generic Ltr 81-14). " 

MAYER, L. 0. Northern States Power Co. 81/07/14. 39pp. 09101:245. 


8107230058 Advises that 810831 is new target date for 6-month submittal 
of info re control of heavy loads, per DG Eisenhut 801222 
ltr. New 9-month target date schedule will be included in 
6-month submittal. Ninety day requirements implemented. 

MAYER, L. 0. Northern States Power Co. 81/07/15. Ip. 09132:300. 


8107280377 Forwards NUREG-1970 & NUREG-2005 detailing development of 
checklist for evaluation of emergency procedures used in 
nuclear plants. Expresses appreciation for help in study. W/o 
end. 

HEISHMAN, R. F. Division of Resident Sc Project Inspection. 81/07/15. 
ip. 09175: 118. 


8107230384 Notification of 810811 meeting w/util in Bethesda# MD to 
discuss replacement of current App B Tech Specs. based in 
part on NPDES permit recently granted to util. 

MARTIN, R. E. Operating Reactors Branch 3. 81/07/17. 2pp. 

09145:099 


8107280489 Forwards revised "Main Control Room Habitability Study," 
1 II* D* 3. 4. Revision corrects errors in 
radiological analysis assumptions. Mods recommended in toxic 
EISS*? 1 * tudg wil1 b * scheduled for completion by 830101. 
MAYERiL.0. Northern States Power Co. 81/07/20. Ip. 09175:310. 


8107200402 Notifies that IE Info Notice 81-19. "Lost Parts in Primary 
Coolant Sys," was sent to listed utils on 810706. 

CARROLL, D. E. Word Processing Sc Document Control Section. 81/07/07. 
2pp. 09073:323. 


8107200451 Forwards IE Insp Repts 50-282/81-12 S< 50-306/81-14 on 
810611-17. No noncompliance noted. 

HIND, J. A. Division of Emergency Preparedness Sc Operational Support. 
81/07/08. 2pp. 09073: 101. 


8 107200459 IE Insp Repts 50-282/81-12 Sc 50-306/81-14 on 810611-17.No 
noncompliance noted. Major areas inspected: radiological 
environ monitoring program including internal audit 
practices Sc QA program for analytical measurements. 

JANUSKA, A. , OESTMANN, M. J. Emergency Preparedness Sc Program Support 
Branch. SCHUMACHER, M. C. Independent Measurements Sc Environmental 
Protection Section. 81/07/07. 8pp. 09073:103. 


8107220374 Discusses review of 790430,0518 Sc 0622 responses to IE 
Bulletin 79-06A 8< 79-06A, Revi sion l.End safety evaluation 
completes TMI Item II. K. 1 Sc bul letins. Responses to IE 
Bulletin 79-06C will be reviewed as part of Item II.K.3. 5. 

CLARK. R. A. Operating Reactors Branch 3, 81/07/08. 2pp. 09123:325. 


— 8107220376 Safety evaluation re applicant responses to IE Bulletins 
79-06A Sc 79-06A, Revision 1. Actions taken by licensee 
demonstrate understanding of concerns Sc implications of 
TMI -2 accident. 

* Office of Nuclear Reactor Regulation, Director. 81/07/08. 2pp. 
09123: 327. 


8107150107 Advises that IE Circular 81-09, "Containmant Effluent Watsr 
That Bypasses Radioactivity Monitor," was sent to listed 
licensees on 810710. 

CARROLL, D. E. Word Processing Sc Document Control Section. 81/07/10. 
2pp. 09026:026. 


8107170236 Advises that IE Info Notice 81-20, "Test Failures of 
Electrical Penetration Assemblies," was sent to listed utils 
on 810713. 

CARROLL, D. E. Word Processing Sc Document Control Section. 81/07/13. 
2pp. 09051:028. 


8107170245 Advises that IE Info Notice 81-20, "Test Failures of 
Electrical Penetration Assemblies," was forwarded to 
listed licensees. 

* Region 3, Chicago, Office of the Director (81/03/01). 81/07/15. 

Ip. 09051:001. 
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8107170251 Advises that IE Circular 81-09* "Containment Effluent Water 
That Bypasses Radioactivi ty Monitor* " was forwarded to 
listed licensees. 

# Region 3* Chicago* Office of the Director <81/03/01). 81/07/15. 

Ip. 09058:209. 


8107280420 Forwards IE Insp Repts 50-282/81-13 It 50-306/81-15 on 
810601-30 notice of violation. 

HEISHMAN* R. F. Division of Resident & Project Inspection. 81/07/15. 
3pp. 09173:311. 


— 8107280422 Notice of violation from insp on 810601-30. 

HEISHMAN* R. F. Division of Resident & Project Inspection. 
81/07/15. Ip. 09173:314. 


— 8107280428 IE Insp Repts 50-282/81-13 & 50-306/81-15 on 810601-30. 
Noncompliance noted: failure to maintain integrity of 
auxiliary bldg special ventilation zone. 

FEIERABEND* C. 0. * BERGEBS* B. L. * LITTLE* W. 8. Reactor Projects 
Section 2C. 81/07/09. 8pp. 09173:315. 


8103300402 IE Info Notice 81-21* "Potential Loss of Direct Access to 
Ultimate Heat Sink. " » 

* Director's Office* Office of Inspection and Enforcement. 
81/07/21. 5pp. 09162:348. 


8107270246 Advises that IE Info Notice 81-21* "Potential Loss of Direct 
Access to Ultimate Heat Sink*" was sent to listed licensees 
on 810721. 

CARROLL* D. E. Word Processing & Document Control Section. 81/07/21. 
2pp. 09160:112. 


8107270218 Advises that IE Circular 81-12* "Inadequate Periodic Test 
Procedure of PWR Protection Sys. " was sent to listed 
licensees on 810722. 

CARROLL* D. E. Word Processing U Document Control Section. 81/07/22. 
2pp. 09160: 131. 


8107270253 Advises that IE Circular 81-12* "Inadequate Periodic Test 
Procedure of PWR Protection Sys*" was sent to listed 
licensees. 

* Region 3* Chicago* Office of the Director <81/03/01). 81/07/24. 

Ip. 09160:107. 


R. Periodic operating reports 8< related correspondence 


8107020215 Forwards annual environ rept 1980* "Environ Monitoring St 
Ecological Studies Program. " Includes nonradiolog ieal 
environ surveillance activities* per Tech Spec App B* 

Section 4. 0. 

WARD* E. C. Northern States Power Co. 81/06/30. Ip. 08927:001. 


— 8107020222 Annual environ rept 1980, "Environ Monitoring 8t Ecological 
Studies Program. " 

a Northern States Power Co. 80/12/31. 180pp. 08927:002. 


S. Reportable occurrences* LERs & related correspondence 


8106010419 Part 21 rept re failure of GA Co instrument cable to meet 
IEEE temp requirements* initially reported on 810512. 

Defective matl was supplied by Rockbestos Corp.Each user 
should evaluate installation. User list end. 

RICKARDiC. L. General Atomic Co. <*ubs. of Gulf Oil Co.). 81/05/15. 

4pp. 08663: 008. 


8107070247 PNO-III-81-056A: info received that reactor coolant pump 21 
shaft cannot be manually rotated due to obstruction in pump. 

Pump to be removed early in wk of 810621 & placed in stand 
in containment for disassembly & exam. 

LITTLE* W. 8.* KNOP* R. C. Region 3* Chicago* Office of the Director 
<81/03/01). Bt/06/19. 2pp. 08938:068. 


8107070360 Environ Event Rept 81-01: on 810604* daily chlorination cycle 
extended for 126 minutes. Caused by malfunction of timer. 

New timer w/more precise time control installed w/setting 
of 110 minutes per day. 

WARD* E. C. Northern States Power Co. Bl/07/02. ip. 08941:335. 


8107150064 P NO-1 X 1-81 -056B: on 810707* unit shut down in excess of 48-h 
due to inability to manually rotata raactor coolant pump 21. 

Pump shaft bant in labyrinth saal araa It circumf arential 
crack found below main baaring. 

LITTLE* W. S. * KNOP* R. C. Ragion 3* Chicago, Offica of the Diractor 
<81/03/01). 81/07/07. Ip. 09025:300. 


8107240168 Forwards LER 81-008/01T-0. 

MAYER* L, 0. Northern States Power Co. 81/07/17. Ip, 09137:026. 


— 8107240172 LER 81-008/01T-0: on 810611* shaft vibration on reactor 
coolant pump 21 & seal 1 leakoff flow increased beyond 
normal range. Pump d i sassemb 1 ed. On 810706* c ircumf erential 
crack di scovered. Cause not determined. 

HUNSTAD* A. A. Northern States Power Co. 81/07/17. Ip. 09137:027. 


DOCKET 50-309 MAINE YANKEE ATOMIC POWER PLANT 


F. Security, medical* emergency & fire protection plans 


8107240138 Releases public version of revised emergency plan for 
facility. 

FELTON* J, M. Division of Rules and Records. 81/06/30. Ip. 
07806:001. 


— 8107240141 Forwards public version of revised emergency plan for 
facility . Revision consists of State of ME radiological 
incident plan.Yols 1 It 2. 

GARRITY. J. H. Maine Yankee Atomic Power Co. 80/12/31. 2pp. 
07806: 001. 


— 8107240145 Public version of revised emergency plan for facility. 
Revision consists of State of ME radiological incident plan* 

Volt 1 & 2. 

* Main# Yankee Atomic Power Co. 80/12/31. 1000pp. 07806:001. 


8107130341 Requests confirmation that sys re prompt notification & 
instructions to public in emergency has been implemented. 

Info re compensating actions or procurement & installation 
problems requested. Response requested by 810724. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
<81/03/01). 81/07/01. 4pp. 08997:091. 


8107290002 Generic Ltr 81-27: requests that all emergency plans & 
implementing procedures be submitted w/pages marked to 
reflect privacy It proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

E ISENHUT* D. G. Division of Licensing. 81/07/09. 5pp. 09189:059. 


810716029B Responds to 810619 It 26 ltrs requesting written description 
of availability of logistic support for mod of NRC onsite 
hotline communications sys. Util would appreciate any effort 
in future to eliminate unnecessary paper work. 

GARRITY* J. H. Maine Yankee Atomic Power Co. 81/07/13. 2pp. 

09042: 124. 


8107280416 Forwards emergency planning info for placement in LPDR. W/o 
8106290453. 

SOUDER* J. L. Division of Rules and Records. 81/07/16. Ip. 

09180: 152. 


8107300304 Requests info re Unresolved Safety Issue A-44, station 
b lackout. Enc 1 questionnaire is to determine reliability of 
onsite standby diesel generators. 

CLARK* R. A. Operating Reactors Branch 3. 81/07/20. 16pp. 

09208: 332. 


— 8107300305 Forwards completed questionnaire re standby diesel generator 
units reliability, in response to NRC 771215 ltr. 

GROCE* R. H. Maine Yankee Atomic Power Co. 78/01/20. 4pp. 

09208: 348. 


G. Adjudicatory correspondence 


8107290094 Forwards order confirming licensee commitments to post-TMI 
related requirements of NUREG-0737, based on util 801215* 
810108*16*30,0311 St 16 ltrs. Explicit statements of 
requirements set forth in attachment to order. 

CLARK, R. A. Operating Reactors Branch 3. 81/07/10. 3pp. 09189:337. 


—8107290096 Order confirming license# commitments re post-TMI related 
requirements of NUREG-0737. Requests that applicant satisfy 
specific requirements of NUREG* described in attachment, 
within 30 days. 

EISENHUT, D. G. Division of Licensing. 81/07/10. 10pp. 091B9: 340, 


P, Operating license stage document* It correspondence 


8107100022 Forwards request for addl info re operational QA program* per 
810309 It 0403 ltrs. 

HAAS8* W, P. Quality Assurance Branch. 81/06/10. 5pp. 09001:190. 


8107080186 Application for amend to License DPR-36* modify ing Tech Specs 
4. 6 It 3.19 re LWR primary coolant sys pressure isolation 
valve surveillance. Request constitutes Suppl 1 to 810603 
Proposed Change 86, 

RANDAZZA* J. B. Maine Yankee Atomic Power Co. 81/06/30. 3pp. 

08962; 191. 
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— 8107080187 Proposed Tech Specs 4. 6 it 3.19 re LWR primary coolant sys 
pressure isolation valve surveillance. 

* Maine Yankee Atomic Power Co. 81/06/30. 10pp. 08963: 194. 


8107070349 Provides status of NUREG-0737, TMI Action Plan Item II. D. 1. 
Util will submit evaluation it other plant-specific data on 
schedule consistent w/RC Youngdahl 801215 ltr it modified on 
810701. 

GROCE, R. H. Maine Yankee Atomic Pou/er Co. 81/07/01. Ip. 08942:048. 


8107080290 Withdraws request to modify Tech Spec 3. 10. A, 3 re min 
shutdown reactivity requirement submitted 810428 in proposed 
Change 84. 

GROCE, R. H. Maine Yankee Atomic Power Co. 81/07/02. Ip. 08973:355. 


8107100126 Application for Proposed Change 86, Suppl 2 to License 
DPR-36, revising acceptance criteria used to determine that 
ECCS valve barriers are intact. Suppl supersedes proposed 
changes submitted 810603 i< 30. 

MONTY, C.E. Maine Yankee Atomic Power Co. 81/07/06. 3pp. 
08990:315. 


— 8107100129 Proposed Tech Specs 4.6 it 3.19 re acceptance criteria used 
to determine that ECCS check valve barriers are intact & 
conditional exception to monthly testing of LPCI motor 
operated valves. 

* Maine Yankee Atomic Power Co. 81/07/06. 10pp. 08990: 318. 


8107310055 Generic Ltr 81-23A to all licensees it CP hold ers, advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation, per Generic Ltr 81-23,are unnecessary. 

EISENHUT, D. G. Division of Licensing. 81/07/06. 6pp. 09222:215. 


8107140683 Informs that response to safety evaluation open items for 
Amend 55 to License DPR-36 will be delayed until 810814, per 
810617 tel con. Extent of engineering involvement in current 
refueling has contributed' to delay. 

GROCE, R. H. Maine Yankee Atomic Power Co. 81/07/07. Ip. 09017:115. 


8107230321 Forwards Amend 58 to License DPR-36, safety evaluation it 
notice of issuance it availab il ity. Amend revises Tech Specs 
to support operation of unit at full power during Cycle 6. 

CLARK, R. A. Operating Reactors Branch 3. 81/07/10. 3pp. 09145:229. 


— 8107230323 Amend 58 to License DPR-36, revisi ng Tech Specs to support 
operation of unit at full power during Cycle 6. 

CLARK, R. A. Operating Reactors Branch 3. 81/07/10. 24pp. 

09145: 232. 


— 8107230326 Safety evaluation supporting Amend 58 to License DPR-36. 
* Office of Nuclear Reactor Regulation, Director. 81/07/10. 

26pp. 09145:255. 


— 8107230328 Notice of issuance it availability of Amend 58 to License 
DPR-36. 

CLARK, R. A. Operating Reactors Branch 3. 81/07/10. 3pp. 

09145: 281. 


8107290094 Forwards ordtT confirming licensee commitments to post-TMI 
related requirements of NUREG-0737, based on util 801215, 
810108,16,30,0311 & 16 1 trs. Expl ic it statements of 
requirements set forth in attachment to order, 

CLARK, R. A. Operating Reactors Branch 3. 81/07/10. 3pp. 09189:337. 


—8107290096 Order confirming licensee commitments re post-TMI related 
requirements of NUREG-0737. Requests that applicant satisfy 
specific requirements of NUREG, described in attachment, 
within 30 days. 

EISENHUT , D. G. Division of Licensing. 81/07/10. 10pp. 09189:340. 


8107210371 Advises that verification results re adequacy of physical 
it electrical separation it independence of reactor protection 
sys instrument channels & engineered safety features 
actuation sys subsystems expected by end of 1982 outage. 

QARRITY, J.“H. Maine Yankee Atomic Power Co. 81/07/15. Ip, 

09102: 262. 


8107270228 Forwards info addressing Item II. 33, 1 re RCS vents, in 
response to NRC 801031 request. 

GROCE, R. H. Maine Yankee Atomic Power Co. 81/07/20. 13pp. 

09160: 0B3. 


8107290005 Notification of B10728,29 it 30 meetings w/B&W, Uestinghouse it 
C— E owners groups in Bethesda, MD to discuss thermal shock to 
reactor pressure vessel issue. 

VISSING, G. Operating Reactors Branch 4. 81/07/20. 5pp. 09189:127. 


8107300304 Requests info re Unresolved Safety Issue A-44, station 
b lackout. Enc 1 questionnaire is to determine reliability of 
onsite standby diesel generators. 

CLARK, R. A. Operating Reactors Branch 3. 81/07/20. 16pp. 

09208:332, 


— 8107300305 Forwards completed questionnaire re standby diesel generator 
units re liabil ity, in response to NRC 771215 ltr. 

GROCE, R. H. Maine Yankee Atomic Power Co. 78/01/20. 4pp. 

09208: 348. 


8107290074 Advises that QA procedure changes will not meet 90-day 
schedule c ommitment. GA program it procedures will be 
implemented on 810901. 

GARRITY, J. H. Maine Yankee Atomic Power Co. 81/07/23. Ip. 
09183: 022. 


8107280057 Documents 810723 telcon re startup test program 
requirements. Criteria requires tilt trend to acceptable 
range at 50*/. power providing confidence in core operation 
symmetry. A lternative to INCA tilt monitoring identified. 
METEVIA, W. J. Maine Yankee Atomic Power Co. 81/07/24. Ip. 
09169:046. 


8107310279 Forwards proprietary rept, YAEC-1265P, "Methods for Analysis 
of Oxide Fuel Rod, Steady-State Thermal Effects (FROSSTEY) 

Code Qualification it Application." Affidavit end. Rept 
withheld (ref 10CFR2. 790). 

VANDENBURGH, D. Yankee Atomic Electric Co. 81/07/27. 3pp. 
09220:036. 


8107310081 Forwards exclusion area boundary atmospheric dispersion 
factor (X/Q) calculations using 1977 it 1979 meteorological 
data. Review & reply requested by 810814. W/o ends. 

REQUA, G, Operating Reactors Branch 3. 81/07/29. Ip. 09222:301. 


G. Inspection reports, IE Bulletins & correspondence 


8107270217 Advises that IE Info Notice 81-05, "Degraded DC Sys at 
Palisades," was sent to listed licensees. 

* Region 1, Philadelphia, Office of the Director (81/03/01). 
81/03/13. 4pp. 09167:273. 


8107270270 Advises that IE Info Notice 81-08, "Repetitive Failures of 
Limitorque Operator SMB-4 Motor-to-Shaf t Key, " was sent to 
listed licensees. 

* Region 1, Philadelphia, Office of the Director (81/03/01). 
B1/G3/20. 4pp. 09178: 165, 


B 107270243 Advises that IE Info Notice 81-10, "Inadvertent Containment 
Spray Due to Personnel Error, " was sent to listed licensees, 

* Region 1, Philadelphia, Office of the Director (Bl/03/01). 
81/03/25. 4pp. 09167:296. 


8107270192 Advises that IE Info Notice 81-09, "Degradation of Residual 
Heat Removal (RHR) Sys," was sent to listed licensees. 

* Region 1, Philadelphia. Office of the Director (81/03/01). 
81/03/26. 4pp. 09167:267. 


8107230297 Advises that IE Bulletin 81-02, "Failure of Gate Type 
Valves to Close Against Differential Pressure," was 
sent to listed licensees. 

* Region 1, Philadelphia, Office of the Director (81/03/01). 
Bl/04/09. 4pp. 09146:349. 


8107270256 Advises that IE Circular 81-06, "Potential Deficiency 
Affecting Certain Foxboro 10 to 50 Milliampert 
Transmitters, " was sent to listed licensees. 

* Region 1, Philadelphia, Office of the Director (81/03/01). 
Bl/04/14. 4pp. 09167: 2B0. 


8107060372 Forwards IE Insp Rept 50-309/81-12 on 810413-24 it notice of 
violation, 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/06/19. 2pp. 08898:308. 


—8107060375 Notice of violation from insp on Bi0413-24. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/06/19. 2pp. 08898:310. 


—8107060380 IE Insp Rept 50-309/B1-12 on 810413-24. Noncompliance noted: 
containment integrity program did not provide for prompt 
identification Se correction of excessive containment leak 
rate. 

LAZARUS, W. , SHETLAND, P. , GALLO, R. Reactor Projects Section 1A. 
81/06/15. 9pp. 08898:312. 
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8107100211 Forward* IE In*p Rapt 30-309/81-07 conducted on 810227-0303. 
No noncompliance noted. Major area* inspected: *elective exam 
of procedures & representative records & interviews w/ 
personnel. Ends withheld (ref 10CFR2. 790). 

JOYNER* J. H. Technical Inspection Branch. 81/06/22. Ip. 08992:143. 


8107130092 Forward* IE Circular 81-10* "Steam Voiding in RCS During 
Decay Heat Removal Cooldown. " No written response required. 
QRIER*B. H. Region 1* Philadelphia* Office of the Director 
(81/03/01). 81/07/02. 3pp. 09027:251. 


8107160315 Forwards IE Info Notice 81-19. "Lost Parts in Primary 
Coolant Sys. " No written response required. 

GRIER*B. H. Region 1* Philadelphia* Office of the Director 
(81/03/01). B 1/07/ 16. 3pp. 09041:092. 


8107290170 Forwards IE Info Notice 81-21* “Potential Loss of Direct 
Access to Ultimate Heat Sink. 11 No written response required. 

ORIER* B. H. Region 1* Philadelphia* Office of the Director 
(81/03/01). 81/07/21. 3pp. 09186:279. 


8107290201 Forwards IE Circular 81-12* "Inadequate Periodic-Test 
Procedure of PWR Protection Sys. " No written response 
required. 

ORIER* B. H. Region 1* Philadelphia* Office of the Director 
(81/03/01). 81/07/22. 3pp. 09188:131. 


8107230258 Forwards IE Circular 81-09. "Containment Effluent Water That 
Bypasses Radioactivity Monitor. " No written response 
required. 

ORIER, B. H. Region 1* Philadelphia* Office of the Director 
(81/03/01). 81/07/23. 5pp. 09133:080. 


8107230293 Forwards IE Info Notice 81-20, "Test Failures of Electrical 
Penetration Assemblies. " No written response required. 

ORIER* B. H. Region 1* Philadelphia* Office of the Director 
(81/03/01). 81/07/23. 3pp. 09133:142. 


R. Periodic operating reports &t related correspondence 


8107200414 Forwards discharge monitoring rept for June 1981. 
WHITNEY. M. A. Maine Yankee Atomic Power Co. 81/07/15. 8pp. 
09073: 177. 


8. Reportable occurrences* LERs & related correspondence 


8106010419 Part 21 rept re failure of OA Co instrument cable to meet 
IEEE temp requirements* initially reported on 810312. 

Defective matl was supplied by Rockbestos Corp. Each user 
should evaluate installation. User list end. 

RICKARD, C. L. General Atomic Co. (subs, of Gulf Oil Co.). 81/03/13. 

4pp. 08663:008. 


8107070327 Forwards LER 81-007/01 T-0. 

WOOD* E. C. Maine Yankee Atomic Power Co. 81/06/12. Ip. 08939:346. 


—8107070330 LER 81-007/01T-0: on 810602* svc water cooling to specialized 
common carrier was interrupted for approx 30 minutes due to 
tripping 6080 bus 6 to breaker 8. Caused by normal breaker 
trip due to addl loads during maint verification testing. 

BRINKLER* J. E. Maine Yankee Atomic Power Co. 81/06/12. Ip. 

08939: 347. 


8107070262 Forwards LER 81-010/03L-0. 

WOOD* E. C. Maine Yankee Atomic Power Co. 81/06/22. Ip. 08938:096. 


—8107070263 LER 81-010/03L-0: on 810611* w/plant in refueling shutdown 
mode* pres surizer safety velve position monitor discovered 
inopereb le. Caused by failed preamp. Preemp unit replaced. 

BRINKLER, J. E. Maine Yankee Atomic Power Co. 81/06/22. Ip. 

08936: 097. 


8107240230 Forwards LER 81-01 1/03L-0. 

WOOD, E. C. Maine Yankee Atomic Power Co. 81/07/08. Ip. 09140:245. 


—8107240253 LER 81-011/03L-0: on 810612, during refueling shutdown, 
primary vent stack continuous particulate filter found not 
installed. Caused by personnel error in not replacing filter 
following previous sample period. Personnel reinstructed. 

PAINE, W. J. Maine Yankee Atomic Power Co. 81/07/08. Ip. 

09140: 246. 


8107170231 RO: while performing plant testing, RCS boron concentration 
decreased approx 100 ppm. Probably caused by failure of 
demintrali zer water storage tank outlet valve to properly 
close following resin sluice operation. 

WOOD, E. C. Maine Yankee Atomic Power Co. 81/07/10. Ip. 


8107280569 Forwards LER 81-01 1/03L-1. 

WOOD/E. C. Maine Yankee Atomic Power Co. 81/07/16. Ip. 09176:142. 


— 8107280573 LER 81-01 1 /03L-1 : on 810612* in refueling shutdown mode* 
primary vent stack continuous particulate sample filter 
found not installed between 810612-16. Caused by personnel 
error. Personnel involved reinstructed. 

PAINE, W. J. Maine Yankee Atomic Power Co. 81/07/16. Ip. 

09176; 143. 


8107280615 Forwards LER 81-012/01 T-0. 

WOOD, E. C. Main* Yankee Atomic Power Co. 81/07/17. Ip. 09177:313. 


— 8107280620 LER 81— 012/01T-0: on 810710* during routine ref ueling* whl le 
performing plant testing* RCS boron concentration discovered 
decreased by lOOppm. Caused by failure of primary water 
outlet valve to close following sluice procedure. 

PAINE* W. J. Main* Yankee Atomic Power Co. 01/07/17. Ip. 

09177:314. 


8107290196 RO:w/r*actor plant at 17. power* while on alternate letdown to 
make repairs to alternate 1 ine, containment isolation sys 
valve on alternate letdown line failed open. Cause not 


stated. Valve repaired & tested 
WOOD, E. C. Maine Yankee Atomic 

satisfactorily. 

Power Co. 81/07/20. 

Ip. 

09186:293. 

8107290024 Forwards LER 81-013/03L-0. 

WOOD, E. C. Maine Yankee Atomic Power Co. 

81/07/21. 

Ip- 

09182:357. 


— 8107290026 LER 81-013/03L-0: on 810709* valve leakage observed at greater 
than acceptable 1 imits. Caused by damage to valve stem* 
dirty internals & seat warped by heat from weld ing. Valves 
repaired. 

PAINE, W. J. Maine Yankee Atomic Power Co. 81/07/21. Ip. 

09182: 358. 


U. Congressional/Executive Correspondence 


8107220070 Requests c larif ication re J Tierney contention that NRC may 
be deliberately delaying action on State of ME request to 
intervene in spent fuel proceeding. Clippings end. 

SNOWE, 0. J. House of Rep. 81/06/26. 3pp. 09117:094. 


DOCKET 50-31 1 SALEM NUCLEAR GENERATING STATION. UNIT 2 


F. Security* medical* emergency 8< fire protection plans 


8107010465 Releases public version of revisions to emergency plan for 
facilities. 

FELTON* J. M. Division of Rules and Records. Bl/06/22. Ip. 

07806: 001. 


— 8107010469 Forward* public version of revisions to emergency plan, in 
response to addl NRC questions. 

MITTL, R. L. Public Service Electric 8 1 Gas Co. of New Jersey. 
81/03/12. Ip. 07806:001. 


— 8107010470 Public version of revisions to emergency plan, 

* Public Service Electric fc Gas Co. of New Jersey. 81/03/12. 
10pp. 07806:001. 


8107020136 Releases public version of util request for relief from 
NUREG-0696 criteria re backup emergency operations facility 
8i installation of special habitability features. 

FELTON* J. M. Division of Rules and Records. 81/06/22. Ip. 
07806:001. 


— 8107020139 Forwards public version of request for relief from NUREG- 
0696 criteria re backup emergency operetions facility & 
installation of special habitability features. Info re 
facility location & meteorological dispersion factor end. 

USERITZ* R. A, Public Service Electric & Gas Co. of New Jersey. 
81/04/20. 45pp. 07806:001. 


8107020141 Releases public version of "Emergency Preparedness Exercise 
Scenario. " 

FELTON* J. M, Division of Rules and Records. 81/06/22. Ip. 

07806:001. 


— 8107020144 Forwards public version of "Emergency Preparedness Exercise 
Scenario," to be observed by FEMA & NRC on 010408, per 
NUREG-0654 criteria. 

UDERITZ, R. A. Public Service Electric & Gas Co. of New Jersey. 
81/03/25. 2pp. 07806:001. 


09051:021. 
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— 8107020146 Public version of "Emergency Preparedness Exercise 
Scenario. " 

* Public Service Electric & Gas Co. of New Jersey. 81/03/29. 
65pp. 07806:001. 

8107130341 Requests confirmation that sys re prompt notification & 
instructions to public in emergency has been implemented. 

Info re compensating actions or procurement St installation 
problems requested. Response requested by 810724. 

GRIER. B. H. Region 1, Philadelphia. Office of the Director 
(81/03/01). 81/07/01. 4pp. 08997:091. 


8107080517 Requests temporary exemption from 10CFR50, App E criteria re 
installation & testing of prompt notification sys. due to 
delay in shipment of sirens. Emerg ency plan. Section 6.0 re 
prompt notification sys & compensatory actions end. 

MITTL. R. L. Public Service Electric fc Gas Co. of New Jersey. 

81/07/02. Ip. 08973:246. 


— 8107080523 Emergency plan. Section 6.0 re proposed prompt notification 
sys & compensatory actions. 

* Public Service Electric & Gas Co. of New Jersey. 81/07/02. 

13pp. 08973:247. 


8107290002 Generic Ltr 81-27: requests that all emergency plans & 
implementing procedures be submitted w/ pages marked to 
reflect privacy !< proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT.D. G. Division of Licensing. 81/07/09. 9pp. 09189:059. 


8107210320 Ack receipt of 810710 ltr re proposed schedule change until 
810731 for final verification of fire protection program 
cable interaction analysis. Proposed date accepted. 

GRIER. B. H, Region 1. Philadelphia. Office of the Director 
(81/03/01). 81/07/16. Ip. 09104:180. 


— 8107210321 Responds to NRC 810505 ltr. Review time for fire protection 
analysis lengthened until 810731 due to consideration of new 
criteria identified in recent site review. 

SCHNEIDER, F. W. Public Service Electric tc Gas Co. of New Jersey. 
81/07/10. Ip. 09104: 181. 


P. Operating license stage documents & correspondence 


8107060066 Identifies deficiencies in Westinghouse owners group 
submittal for TMI Action Plan Item I. C. 1 re guidance for 
evaluation & development of procedures for transients & 
acc idents. NRC 810528 ltr to owners group end. 

MIRAGLIA. F. J. Licensing Branch 3. 81/06/16. 2pp. 08958:204. 


8107140837 Forwards Generic Ltr 81-14 requesting info re seismic 
qualification of auxiliary feedwater sys inadvertently 
omitted from NRC 810210 ltr. Response extended to 810814 due 
to delay. 

VARGA. S. A. Operating Reactors Branch 1. 81/06/18. 3pp. 09029:320. 


8107150437 Approves util 810604 SUP 90. 1# App G, feedwater hammer test 
procedure. Procedure acceptable for determining whether 
feedwater hammer can occur under normal auxiliary feedwater 
starting conditions. 

TEDESCO. R. L. Division of Licensing. 81/06/25. 2pp. 09049:271. 


8107010490 Notification of 810630 meeting w/util in Bethesda.MD to 
review Tech Specs for variations between units St for change 
requests for both units. 

ROSS. W. J. Operating Reactors Branch 1. MEYER. G. Licensing Branch 
3. 81/06/26. Ip. 08918:345. 


ilogical environ monitoring 
previously 

1o, of New Jersey. 


2 safety S< relief valve 
id# 810701 plant 

o. of New Jersey. 


guidelines for RCS vent*, 
o. of New Jersey. 


ion. " Revision 0. One 
allable in PDR. 
ew Jersey. 81/02/28. 


8107020418 Forwards meteorological info per OL requirements. 
MITTL. R. L. Public Service Electric & Gas Co. of New Jersey 
81/06/30. 27pp. 08926:253. 


8107290248 "Adequacy of Station Electric Distribution Sys Voltages. 
Salem Nuclear Power Station Units 1 & 2. " technical 
evaluation rept. 

WEBER. D. A. EQStG Idaho. Inc. FIN A-6429. 8107290248 81/06/30 

8pp. 09207:071. 


8107080176 Application to amend License DPR-75, mod i fy ing plant-specific 
submittal schedules specified in NUREG-0737 to be consistent 
ui/time frames proposed in EPRI 801215 ltr. Class II amend fee 
end. 

MITTL. R. L. Public Service Electric & Gas Co. of New Jersey 
81/07/01. 3pp. 0B963: 112. 


81 07100012 Notifies that no further action necessary re TMI Action Plan 
Item II. K. 2. 19. Concerns expressed in Item IZ.K.-2. 19 not 
applicable to NSSS w/inverted U-tube steam generators 
designed by Westinghouse & C-E. 

VARGA. S. A. Operating Reactors Branch 1. 81/07/01. 2pp. 09001:170. 


8107310055 Generic Ltr 81-23A to all licensees & CP ho lders. advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulati on . p er Generic Ltr 81-23. are unnecessary. 

EISENHUT . D. G. Division of Licensing. 81/07/06. 6pp. 09222:215. 


8107220261 Advises that final action on 810616 request for license 
amend re undervoltage protection concerning emergency safety 
feature actuation instrumentation sys will be delayed, 
pending implementation of necessary design mods. 

VARGA, S, A. Operating Reactors Branch 1. 81/07/09. 2pp. 09126:274. 


8107160329 Application for amend to License DPR-75, requiring completion 
of fire interaction analysis by 810815, fire protection 
analysis by 810731 & cable wrapping by 810815. 

MITTL. R. L. Public Service Electric & Gas Co. of New Jersey. 

81/07/10. 5pp. 09041:356. 


8107300098 Ack receipt of 810630 ltr re meteorological info, in response 
to requirements of License DPR-75. Info under review. 

MEYER, G. C. Licensing Branch 3. 81/07/14. 2pp. 09207:283. 


8107290005 Notification of 810728.29 & 30 meet.ings w/B&W, Westinghouse tc 
C-E owners groups in Bethesda.MD to discuss thermal shock to 
reactor pressure vessel issue. 

VISSINO, G. Operating Reactors Branch 4. 81/07/20. 5pp. 09189:127. 


8107290171 Advises that manufacturer will perform seismic & environ 
qualif icat ion tests on safety valve switches by Jan 1982, 
per NUREG-057B, Item 2. 1. 3. a. 

MITTL, R. L. Public Service Electric Sc Gas Co. of New Jersey. 
81/07/21. 2pp. 09185:312. 


G. Inspection reports, IE Bulletins & correspondence 


.8107270217 Advises that IE Info Notice 81-05, "Degraded DC Sys at 
Palisades, " was sent to listed licensees. 

* Region 1, Philadelphia, Office of the Director (81/03/01). 
81/03/13. 4pp. 09167:273. 


8107270270 Advises that IE Info Notice 81-08, "Repetitive Failures of 
Limitorque Operator SMB-4 hotor-to-Shaf t Key," was sent to 
listed licensees. 

* Region 1, Philadelphia, Office of the Director (81/03/01), 
81/03/20. 4pp. 09178:165. 


8107270243 Advises that IE Info Notice 81-10, "Inadvertent Containment 
Sprey Due to Personnel Error, " was sent to listed licensees. 

* Region 1, Philadelphia, Office of the Director (81/03/01), 
81/03/25. 4pp. 09167:296. 


8107270192 Advises that IE Info Notice 81-09, "Degradation of Residual 
Heat Removal (RHR) Sys," was sent to listed licensees. 

* Region 1, Philadelphia, Office of the Director (81/03/01). 
81/03/26. 4pp. 09167:267. 


8107230297 Advises that IE Bulletin 81-02, "Failure of Gate Type 
Valves to Close Against Differential Pressure, " was 
sent to listed licensees. 

a Region 1, Philadelphia, Office of the Director (Bl/03/01). 
81/04/09. 4pp. 09146:349. 


8107270256 Advises that IE Circular 81-06, "Potential Deficiency 
Affecting Certain Foxboro 10 to 50 Miliiampere 
Transmitters, " was sent to listed licensees, 
a Region 1, Philadelphia, Office of the Director (81/03/01), 
81/04/14. 4pp. 09167:280. 
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8107150092 Forwards IE Circular 81-10, "Steam Voiding in RCS During 
Decau Heat Removal Cooldown. " No written response required. 
Or5!r,B H Region i, Philadelphia, Office of the Director 
(81/03/01). 81/07/02. 3pp. 09027:251. 


8107240524 Forwards corrected Page 12 it Pages 51-54 from "1980 Annual 
Environ Operating Repte (Nonradiological ). " Original rept 
submitted 810612. 

MITTL# R. L. Public Service Electric Sc ©as Co. of New Jersey. 
81/07/13. 2pp. 09139:126. 


8107160331 Forwards summary of 810618 meeting in King of Prussia, PA re 
systematic appraisal of licensee performance program 
evaluation board findings. Meeting improved mutual 
understanding of program & insp effort. 

CRIER# B. H. Region 1, Philadelphia# Office of the Director 
(81/03/01). 81/07/10. 2pp. 09034:118. 


—8107160332 Summary of 810618 meeting w/util in King of Prussia# PA re 
systematic appraisal of licensee performance board findings. 
Attendee list end. 

NORRHOLM# L. J. Region 1# Philadelphia, Office of the Director 
(81/03/01). 81/07/10. 2pp. 09034:120. 


8107230142 Ack receipt of 810624 ltr informing JMRC of steps taken to 
correct violations noted in IE Insp Repts 50-272/81—09 S< 
50-311/81-10. 

KEXMI©* R. R . Projects Branch 2. 81/07/10. Ip. 09128:050. 


—8107230149 Responds to NRC 810602 ltr re violations noted in IE Insp 
Repts 50-272/81-09 & 50-311/81-10. Corrective actions: 
personnel reminded of importance of submitting repts within 
time required by Tech Specs. 

SCHNEIDER# F. W. Public Service Electric & Oas Co. of New Jersey. 
81/06/24 . 4pp. 09128: 05i. 


8107280551 Forwards IE Insp Repts 50—272/81—12 & 50— 31 1/81— 1 1# on 810501 
-31, No noncompliance noted. 

KEIMIO# R. R. Division of Resident St Project Inspection. 81/07/10. 
2pp. 09176:207. 


— 8107280560 IE Insp Repts 50-272/81-12 S< 50-311/81-11 # on 810501-31. No 
non comp 1 ianc e noted. Major areas inspected : conformance w/Tech 
Specs# fire protection review S< followup on previous insp 
items. 

NORRHOLM# L. J. # HILL# W. M. # BETTENHAUSEN# L. Reactor Projects Section 
2 A. 81/07/08. 27pp. 09176:209. 


8107280084 Submits supplemental response to IE Bulletin 80-18# "Maint 
of Adequate Min Flow Through Centrifugal Charging Pumps 
Following Secondary Side High Energy Line Rupture. " Safety 
injection initiation signal will be removed from pump. 

SCHNEIDER# F. W. Public Service Electric & Oas Co. of New Jersey. 
81/07/14. 3pp. 09172:176. 


—8107240530 Corrected Page 12 it Pages 51-54 from "1980 Annual Environ 
Operating Rept (Nonradiological)." 

* Public Service Electric & ©as Co. of New Jersey. 81/07/13. 

5pp. 09139:120. 


8107290052 Forwards "Discharge Monitoring Rept for June 1901. " 
MIDURA# H. J. Public Service Electric & Oas Co. of New Jersey. 
81/07/14. Ip, 09184:273. 


— 8107290053 "Discharge Monitoring Rept for June 1981. " 

SCHNEIDER# F. W. Public Service Electric it Oas Co. of New Jersey. 
81/07/10. 12pp. 09184:274. 


S. Reportable occurrences# LER# Sc related correspondence 


8107060273 Forwards LER 81 -023/03L-0. Detai led event analysis end. 
UDERITZ# R. A. Public Service Electric it Oas Co. of New Jersey. 
81/06/18. 3pp. 08892:027. 


—8107060277 LER 81-028/03L-0: on 810603# feeder breaker 2B4D tripped when 
fan coil unit 24 was started. Caused by design error. 

Overcurrent protection relay accommodated only one fan 
cooling unit. Relay reset. 

ESPEY. J. J. Public Service Electric it Oas Co. of New Jersey. 

81/06/10. Ip. 08B92: 030. 


8107060260 Forwards LER 81-026/03L-0. Detai led event analysis end. 
UDERITZ, R. A. Public Service Electric it ©as Co. of New Jersey. 
81/06/19. 3pp. 08892:232. 


—8107060264 LER 81 -026/03L-0: on 810523#while performing surveillance# 
diesel generator 2C tripped on overcurrent. Caused by 
unexplained voltage spikes on sys grid. Surveil lance 
comp leted. 

ESPEY# J. J. Public Service Electric it ©as Co. of New Jersey, 
01/06/19. Ip. 00892:235. 


8107060328 Forwards LER 81 -022/03L-0. Deta i 1 ed event analysis end. 
UDERITZ, R. A. Public Service Electric & ©as Co. of New Jersey. 
81/06/19. 2pp. 08892:221. 


8107160315 Forwards IE Info Notice 81-19# "Lost Parts in Primary 
Coolant Sys. " No written response required. 

ORIER# B. H. Region 1# Phi ladelphia# Office of the Director 
(81/03/01). 81/07/16. 5pp. 09041:092. 


8107290170 Forwards IE Info Notice 81-21# "Potential Loss of Direct 
Access to Ultimate Heat Sink. " No written response required. 
©RIER#B. H. Region 1, Philadelphia, Office of the Director 
<81/03/01). 81/07/21. 5pp. 09186:279. 


—8107060331 LER 81-022/03L-0: on 810520# rod 2D4 dropped. Caused by 
corroded connector pins. Pins replaced Sc rod tested 
satisfac tori ly . 

ESPEY# J, J. Public Service Electric & Oas Co. of New Jersey. 
81/06/19. Ip. 08892:224. 


8107060269 Forwards LER 81 -O27/O3L-0. Detail ed event analysis end. 
UDERITZ# R. A, Public Service Electric & Oas Co. of New Jersey. 
81/06/22. 3pp. 00892:236. 


8107290201 Forwards IE Circular 81-12# "Inadequate Periodic-Test 
Procedure of PWR Protection Sys. " No written response 
required. 

©RIER# B. H. Region 1, Philadelphia# Office of the Director 
<81/03/01). 81/07/22. 5pp. 0918B: 131. 


8107230258 Forwards IE Circular 81-09# "Containment Effluent Water That 
Bypasses Rad ioactivity Monitor." No written response 
required. 

©RIERiB. H. Region 1# Philadelphia# Office of the Director 
(81/03/01). 81/07/23. 5pp. 09133:080. 


B107230293 Forwards IE Info Notice 81-20# "Test Failures of Electrical 
Penetration Assemblies. " No written response required. 

ORIER#B.H. Region 1# Philadelphia# Office of the Director 
(81/03/01). 81/07/23. 5pp. 09133:142. 


—8107060274 LER 81-027/03L-0: on 810523#valve 2PR6 position indication 
malfunctioned. Caused by motor operator limit switch being 
out of ad justment. Switch adjusted. 

ESPEY# J. J. Public Service Electric & Oas Co. of New Jersey. 
81/06/22. Ip. 08S92: 239. 


8107130197 Forwards LER 81-030/03L-0. Detai led event analysis end. 
UDERITZ# R. A. Public Service Electric & ©as Co. of New Jersey. 
81/06/29. 3pp. 00999:259. 


— 8107130201 LER 81-030/03L-0: on 810530# during startup operations# 
auxiliary feed pump 21 outboard bearing went into high temp 
alarm & was removed from svc. Caused by failure of outboard! 
bearing it seal assembly. Components replaced. 

ESPEY, J. J. Public Service Electric it ©as Co. of New Jersey. 
81/06/29. Ip. 0B999: 262. 


R. Periodic operating reports it related correspondence 


8107130217 Forwards results of soil samples inadvertentl y omitted from 
1980 Annual Radiological Rept submitted 800722. 

MITTLiR. L. Public Service Electric Se Oas Co. of New Jarsey. 

81/06/30. 3pp. 08999:305. 


8107200060 Forwards monthly operating rept for June 1981. 

MX DURA# H. J. Public Service Electric & ©es Co. of New Jersey. 
81/07/10. Ip. 09069:152. 


—8107200062 Monthly operating rept for June 1901, 

MILLER# L.K. Public Bervice Electric St ©as Co. of New Jersey. 
81/07/10 . 22pp. 09069:153. 


8107130243 Forwards LER 81-032/03L-0, Detailed event analysis end. 
UDERITZ# R. A. Public Service Electric & ©as Co. of New Jersey. 
81/06/30. 2pp. 08999:340. 


— 8107130247 LER B1-032/03L-0: on 810603# boron injection tank 
concentration decreased below Tech Spec limits. Caused by 
safety injection initiated by high streamline flow from high 
level in steam generator 22. Tank boratad. 

ESPEY# J, J, Public Servica Electric S< ©as Co. of New Jerseu. 
81/06/30. Ip. 08999:342. 


8107130497 Forwards LER B1-035/01T-0. 

UDERITZ, R. A. Public Service Electric Sc ©es Co, of New Jersey. 
81/06/30. Ip. 08997: 138. 
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— 8107130501 LER 81-035/01T-0: on 810616, during rtpair of valve bonnet 
leaki check valves 21MS46 it 23MS46 found to be internally 
damaged. Cause of damage being investigated. Chec k valves 
repaired . 

ESPEY, J. J. Public Service Electric it ©as Co. of New Jersey. 
81/06/30. 3pp. 08997:139. 


810713020B Forwards LER B1-034/03L-0. Detailed event analysis end. 
UDERITZ, R. A. Public Service Electric «< Gas Co. of New Jersey. 
81/07/01. 3pp. 08999:285. 


— 8107130210 LER 81-034/03L-0: on S10603i during refill of boron injection 
tank* samples indicated concentration less that 20* 000 ppm. 

Caused by boron tank not completely drained prior to 
refill. Tanks borated to between 20*000 & 22*500 ppm. 

ESPEY, J. J. Public Service Electric it Gas Co. of New Jersey. 

81/07/01. Ip. 08999:288. 


8107130394 Forwards LER 81 -031 /03L-0. Detailed event analysis end. 
UDERITZ. R. A. Public Service Electric it Gas Co. of New Jersey. 
81/07/01. 3pp. 08998:048. 


DOCKET 50-312 RANCHO SECO NUCLEAR GENERATING STATION 


F. Security* medical* emergency it fire protection plans 


8107090202 Requests exemption from requirements of Section IV. D. 3 of 
App E to 10CFR50 re implementation of facility early warning 
sys by 810701. Both tone alert it siren equipment will be 
received, installed it activated by 820301. 

MATTIMOE* J. J. Sacramento Municipal Utility District. 81/06/30. 
9pp. 08984:030. 


B1 07 150234 Advises recipients of IE info notices, c irculars it bulletins 
of issuance of RH Engelken 810701 ltr to all licensees re 
demonstration of establishment of emergency alert methods. 

# Region 5* San Francisco* Office of the Director <81/03/01). 
81/07/01. Ip. 09028:218. 


8107140631 Forwards info re emergency notification sys upgrade in 
response to NRC 810619 request. 

WALBRIDGE* W. C. Sacramento Municipal Utility District. 81/07/06. 
5pp. 09024:019. 


— 8107130399 LER 81-031 /03L-0: on 810601* auxiliary alarm annunciator 
declared inoperable due to erratic operation. Caused by 
ground in annunciator. Ground isolated. Annunciator tested 
satisfactorily Sc returned to operable status. 

ESPEY, J.J. Public Service Electric Sc Gas Co. of New Jersey. 
81/07/01. Ip. 08998:051. 


8107200484 Forwards LER 81 - 044 / 04 T- 0 . Detai led event analysis end. 
UDERITZ* R. A. Public Service Electric Sc Gas Co. of New Jersey. 
81/07/20. 3pp. 09175:162. 


—8107280487 LER 81-044/04T: on 810707* contamination of onsite storage 
area ten times normal background reading discovered where 
old spent fuel storage racks had been stored. Caused by 
rinsing of racks 8< high ambient temps. 

ESPEY* J. J. Public Service Electric Sc Gas Co. of New Jersey. 
81/07/20. Ip. /. 09175: 165. 


8107290131 Forwards LER 81-045/99X-0. Detai led event analysis end. 
UDERITZ, R. A. Public Service Electric Sc Gas Co. of New Jersey. 
81/07/21. 3pp. 09183:323. 

—8107290134 LER 81-045/99X-0: on 810423, inadvertent safety injection 
occurred during unit cooldown. Caused by personnel error in 
decreasing automatic setpoint. Personnel counseled on 
requirements to follow procedures. 

ESPEY, J. J. Public Service Electric Sc Gas Co. of New Jersey. 
81/07/21. Ip. 09183:326. 


8107290002 Generic Ltr 81-27: requests that all emergency plans Sc 
implementing procedures be submitted w/pages marked to 
reflect privacy & proprietary matl. Info to be deleted from 
previous documents should be requested by B10731. 

EISENHUT* D. G. Division of Licensing. 81/07/09. 5pp. 09189:059. 


Q. Adjudicatory correspondence 


8107020274 Forwards B&W 810325 ltr to util re reactor coolant pump 
suction small break LOCA. Licensee has determined that info 
in ltr is not reportable to NRC. Certificate of Svc end. 

Related correspondence. 

BAXTER, T. A. Shaw, Pittman, Potts 8< Trowbridge. BAXTER, T. A. 
Sacramento Municipal Utility District. 81/06/10. 7pp. 08954:209. 


8107300222 Forwards order based on util 801117 Sc 18* 1215, 810116, 0226 tc 
0713 commitments re complete implementation of NUREG— 0737 
requirements by 810630. Approves proposed schedule exceptions 
in order. t 

STOLZ, J. F. Operating Reactors Branch 4. Bl/07/10. 3pp. 0920B: 191. 


— 8107300224 Order requiring that util comply w/encl NUREG-0737 
conditions within 60 days. 

PURPLE* R. A. Division of Licensing. 81/07/10. 9pp. 09208:195. 


H. General correspondence 


8107290060 Forwards LER 81-047/03L-0. Detai led event analysis end. 
UDERITZ, R. A. Public Service Electric it Gas Co. of New Jersey. 
81/07/22. 3pp. 09183:032. 


—8107290065 LER 81-047/03L-0: on 810623, rod position indicator found in 
disagreement w/shutdown rod bank demand indicator. Caused by 
failure of amplifier board in indicator. Amplifier board 
replaced tc indicator recalibr. 

DICKEY* F. Public Service Electric Sc Gas Co. of New Jersey. 

81/07/22. 3pp. 09183:035. 


B10710014B Requests studies performed by State of CA Div of Mines tc 
Geology re Rancho Seco seismic design. Issuance of OL to 
Diablo Canyon considered consp irator ial. Simi lar ltrs for 
transmittal to Assistant UB Atty General mncl, 

CALSOYAB, C. D. Affiliation Unknown. 81/05/23. 5pp. 08992:323. 


8107150172 Advises that name will be removed from NRC mailing list 
unless justification to remain is received within 30 days. 
Deletion is cost reduction measure. 

PADOYAN, M. L. Operating Reactors Branch 4. 81/07/08. ip. 

09048:248. 


8107290087 Forwards LER 81-046/03L-0. Detai led event analysis end. 
UDERITZ, R. A. Public Service Electric Sc Ges Co. of New Jersey. 
81/07/22. 3pp. 09183:036. 


—8107290090 LER 81-046/03L-0: on 810622* individual rod position indicator 
Sc control rod bank demand indicator for rod 1B4 was found 
exceeding agreement limits. Caused by calibr drift of signal 
conditioning module. Module recalibr. 

DICKEY, F. Public Service Electric Sc Gas Co. of New Jersey. 

81/07/22. ip. 09183:039. 


8107150181 Advises that name will be removed from NRC mailing list 
unless justification to remain is received within 30 days. 
Deletion is cost reduction measure. 

PADDYAN, M. L. Operating Reactors Branch 4. 81/07/08. ip. 

09048:250. 


0107280444 Notifies of mailing address Sc name change for receiving 
plant info. 

PAPARIAN, M. Sierra Club. 81/07/21. Ip. 09175:179. 


V, Operator Examinations 


8107200366 Discusses NRC requirement re performance of special low 
power testing program for operator training prior to 
escalation above 55i rated thermal power. Supporting info 
end. 

RAHE, E. P. Meetinghouse Electric Corp. 81/07/08. 7pp. 09070:238. 


8107290160 Advises that name will be removed from svc list for 
facilities unless written request is received within 30 days 
of receipt of ltr. 

8T0LZ,J. F. Operating Reactors Branch 4. 81/07/22. Ip. 09190:313. 


J. Insurance it indemnity information 


8107280612 Forwards Endorsements 47-49 to ANI Policy NF-212. 
Endorsements 39-41 to MAELU Policy MF-75, Endorsement 5 to 
Binder EB-49 Sc Endorsement 5 to Binder XB-49. 

MATTIMOE, J. J. Bacremento Municipal Utility District. 81/07/21. 
11pp. 09177:297. 
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P. Operating license stage documents & correspondence 


8107210547 Notification of cancelled 810716 meeting w/B&W owners group 
in Bethesda,MD to discuss responses to NRC 810109 info 
request re asymmetric LOCA loadings. 

VXSSING, 0. Operating Reactors Branch 4. 81/04/14. lp. 09110:356. 


8107090187 Responds to NUREO— 0737 Item 1. C. 1, re abnormal transient 
operator g uidel ines, per NRC 810601 request. Event trees 
provided consider failure of all relevant challenged sys 
including failures involving multiple sys. 

MATTIMOE, J. J. Sacramento Municipal Utility District. 61/06/29. 
2pp. 08984: 049. 


8107080476 Forwards response to 810616 request for addl info re TMI 
Action Plan Item II. B. 2, "Plant Shielding Review." Summary 
descriptions re bldg & shielding design review & reactor 
bldg penetration & post-accident sampling sys mods provided. 
MATTIMOE/ J. J. Sacramento Municipal Utility District. 81/06/30. 
9pp. 08974: 103. 


8107070369 Forwards response to NUREG-0737, Items II. B. 1, 1, 1 1. D. 1. 2. a. 
II. £ 4. 2. 7, II. F. 1. 3, II. K. 3. 1 S< II. K. 3. 5. a. per 801215 
commitments. 

MATTIMOE* U. J. Sacramento Municipal Utility District. 81/07/01. 
28pp. 08942:054. 


8107140190 Informs that Class III fee required for 810605 application 
re radioactive effluent monitoring method. 

DIQG6, R. M. License Fee Management Branch. 81/07/02. lp. 

09031 : 334. 


8107140647 Revises submittal date to 810814 for final design for 
safety grade anticipatory reactor trip & design info for 
safety grade initiation & flow indication of auxiliary 
feedwater sys, per NUREQ-0737, TMI Items II. E. 1. 2 & II. K. 2. 10. 

MATTIMOE, J. J. Sacramento Municipal Utility District. 81/07/03. lp. 

09015:271. 


8107310055 Generic Ltr 81-23A to all licensees & CP holders, advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation, par Generic Ltr 81-23, are unnecessary. 

EI8ENHUT, D. G. Division of Licensing. 81/07/06. 6pp. 09222:215. 


8107300222 Forwards order based on util 801117 S< 18,1215,010116.0226 8, 
0713 commi tments re complete implementation of NUREQ-0737 
requiraments by 810630. Approves proposed schedule exceptions 
in order. 

8T0LZ, J. F. Operating Reactors Branch 4. 81/07/10. 3pp. 09208:191. 


— 8107300224 Order requiring thet util comply w/encl NUREG-0737 
conditions within 60 days. 

PURPLE, R. A. Division of Licensing. 81/07/10. 9pp. 09208:195. 


8107200143 Responds to 810210 Generic Ltr 81-14 re seismic 
qualif icat ion of auxiliary feedwater sys. Analysis 
methodology for Seismic Class I sys uses response spectrum 
approach. 

MATTIMOE, J. J. Sacramento Municipal Utility District. 81/07/13. lp. 
09068:360. 


8107310150 Forwards safety evaluation closing out NUREG-0737, Item 
II. £4. 2. 5 & "Technical Evaluation of Response to Position 
5 of Item II. E, 4. 2 of NUREG-0737 Containment Isolation 
Setpoint for Rancho Seco Nuclear Power Plant. " 

8TQLZ, J. F. Operating Reactors Branch 4. 81/07/14. 3pp. 09222:316. 


—8107310153 Safety evaluation of NUREG-0737, Item XI. E. 4. SCSI. 
Requirements of item have been met. 

* Operating Reactors Branch 4. 81/07/14. lp. 09222:319. 


—8107310159 "Technical Evaluation of Responsa to Position 5 of Item 
II. E. 4. 2 of NUREG-0737 Containment Isolation Setpoint for 
Rancho 8eco Nuclear Power Plant. 11 

MADE, W. 0., RUVALCABA, W. R, , BRODERICK, N. E. EQ&G, Inc. SR0-270. 
81/05/31 . 2PP. 09222: 320. 


8107210207 Repeats & notarizes util 810713 response to NRC 810210 
Generic Ltr 81-14 re seismic qualif ication of auxiliary 
faedwater sys. 

MATTIMOE, J. J, Sacramento Municipal Utility District, 81/07/17. 
Spp. 09102:050. 


8107240340 Forwards payment of fees for application filed e« proposed 
Amend 78, in response to NRC 810702 request. Proposed amend 
was formally approved by Amend 34 to License DPR-54 issued 
on 810623. 

MATTIMOE, J. J. Sacramento Municipal Utility District. Bl/07/20, lp. 
09141:262. 


8107290005 Notification of 810728,29 & 30 meetings w/B&W, Meetinghouse & 
C-E owners groups in Bethesda,MD to discuss thermal shock to 
reactor pressure vessel issue. 

VISSING, G. Operating Reactors Branch 4. 81/07/20. 5pp. 09189:127. 


G. Inspection reports, IE Bulletins & correspondence 


8107140716 Forwards IE Insp Rept 50-312/81-17 on 810501-31. No 
noncompliance noted. 

CREWS, J. L., Reactor Operations Projects Branch. 81/06/23. 2pp. 
09017: 199. 


— 8107140718 IE Insp Rept 50-312/81-17 on 810501-31. No noncompliance 
noted. Major areas inspected : long-term shutdown activities, 
operational safety verification, monthly maint & surveillance 
observations. 

CANTER, H.L., O'BRIEN, J., MORRILL, P. Reactor Project* Section 2. 
81/06/22. 9pp. 09017:201. 


8107200089 Responds to IE Insp Rept 50-312/81-15 on 810401-30. 
Corrective actions: surveillance procedures for high pressure 
injection & makeup pumps will be revised to comply 
w/IWP-3500, 

MATTIMOE, J. J. Sacramento Municipal Utility District. 81/07/01. 
3pp. 09069: 104. 


8107150139 Forwards IE Circular 81-10, "Steam Voiding in RCS During 
Decay Heat Removal Cooldown. " 

* Region 5, San Francisco, Office of the Director (81/03/01). 
81/07/02. lp. 09027: 2B7. 


8107150240 Advises that IE Info Notice 81-19, "Lost Parts in Primary 
Coolant Sys," was sent to listed licensees on 810706. 

* Region 5, San Francisco, Office of the Director (81/03/01). 
81/07/06. Ip. 09028:214. 


8107140607 Advises of issuance of end IE Circular 81-09, "Containment 
Effluent Water Thet Bypasses Radioactivity Monitor" to 
listed licensees. NRC 810710 transmittal ltr end. 

* Region 5, San Francisco, Office of the Director (81/03/01). 
81/07/10. lp. 09015:221. 


8107270155 Forwards IE Insp Rept 50-312/81-20, on 810601-30. No 
noncompliance noted. 

CREWS, J. L. Division of Resident, Reactor Projects & Engineering 
Inspection. 81/07/10. 2pp. 09159:338. 


—8107270158 IE Insp Rept 50-312/81-20 on 810601-30. No noncomp 1 ience 
noted. Major areas inspected: p lant operations, fol lowup on 
reactor plant trips fc followup on regional & headquarters 
requests. 

CANTER, H.L. I O'BRIEN, V. , YOUNG, T. Reactor Projects Section 2. 
81/07/08, 12pp. 09159:340. 


8107170081 Advises that IE Info Notice 81-20. "Test Failures of 
Electrical Penetration Assemblies," was sent to listed 
licensees on 810713. 

* Region 5, San Francisco, Office of the Director (81/03/01). 
81/07/13. lp. 09053:211. 


8107200428 Ack receipt of 810701 ltr informing NRC of steps taken to 
correct items noted in NRC 810608 ltr. Requests addl info re 
plans for periodic verification of safety-related lube oil 
cooler operability. 

CREWS, J. L. Reactor Operations Projects Branch. 81/07/14. 2pp. 
09073: 309. 


8107240154 Forwards IE Insp Rept 50-312/81-18 on 810630. No 
noncompliance noted. 

BOOK, H. E. Radiological Safety Branch. 81/07/20. 2pp. 09137:053. 


—8107240158 IE Insp Rept 50-312/81-18 on 810630. No noncompliance noted. 
Major areas inspected: followup to IE Insp Rept 50-312/81-11. 

HAMADA, 0. , WEN8LAW8KX, F. Reactor Radiation Protection Section. 
BOOKiH. E. Radiological Safety Branch. Bl/07/14. 2pp. 09137:055. 


8107270063 Advises that IE Info Notice 81-21, "Potential Loss of Direct 
Access to Ultimate Heat Sink," was forwarded to listed utils 
on 810721. 

* Region 5, San Francisco, Office of the Director (81/03/01). 
81/07/21. lp. 09158: 182. 


R. Periodic operating reports 4< related correspondence 


8107200230 Forwards monthly operating rapt for June 1981. 

RODRIGUEZ, R. J. Sacramento Municipal Utility District. 81/07/06. 
lp. 09077:010. 
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■8107200233 Monthly operating rept for June 1981. 

COLOMBO, R, W. Sacramento Municipal Utility District. Sl/06/30, 
14pp. 09077:011. 


— 8107010302 Forwards public version of Revision 1 to Emergency Plan 
Implementing Procedure 1903.50. "Emergency Response 
Organization. " 

* Arkansas Power St Light Co. 81/03/24. Ip. 07806:001. 


S. Reportable occurrences. LERs 8c related correspondence 


8107090248 Forwards LER 81-032/03L-0. 

WALBRIDGE. W. C. Sacramento Municipal Utility District. 81/06/26. 
Ip. 08984:061. 


—8107090254 LER B1-032/03L-0: on 810527. snubber w/nearly empty 
accumulator on letdown cooler discovered during SP at cold 
shutdown . Caused by leaking valve block seal. Snubber removed, 
adjusted & reinstalled & seal replaced. 

COLOMBO. R. W. Sacramento Municipal Utility District. 81/06/26. 
Ip. 08984:062. 


8107080521 PNO-V-B 1-038: on 810516. steam generator tube failure caused 
radioactive matl in algae. Caused by nuc 1 ides. State of CA 
plans to collect samples at plant. 

NORTH. H. S, . BOOK. H, E. Region 5, San Francisco, Office of the 
Director (81/03/01). 81/07/02. ip. 08973:245. 


8107200061 Forwards LER 81-033/03L-0. Detai led event analysis submitted. 
MATTIMOE, J. J. Sacramento Municipal Utility District. 81/07/03. Ip. 
09069: 150. 


—8107200064 LER 81-033/03L-0: on 81061 1, invest igat ion of diesel trouble 
alarm revealed open relay which would have prevented 
operation of diesel generator A. Relay reset. Alarm to be 
modified . 

COLOMBO, R. W. Sacramento Municipal Utility District. Bl/07/03. 

Ip. 09069:151. 


8107240264 Forwards LER 81-034/03L-0. Detai led event analysis also 
submitted. 

MATTIMOE, J. J. Sacramento Municipal Utility District. 81/07/07. Ip. 
09140:236. 


— 8107240267 LER B1-034/03L-0: on 810619, switchyard voltage decreased w/ 
reactor shutdown. Caused by high local electrical demand. 

Direct indication of switchyard voltage & alarm to be 
installed in control room % safety analysis to be updated. 

COLOMBO. R. W. Sacramento Municipal Utility District. 81/07/07. 

Ip. 09140:237. 


— 8107010303 Public version of Revision 1 to Emergency Plan Implementing 
Procedure 1903.50, "Emergency Response Organization." 

0 'HANLON, J. P. Arkansas Power it Light Co. 81/03/20. 3pp, 


8107290002 Generic Ltr 81-27: requests that all emergency plans it 
implementing procedures be submitted u/page* marked to 
reflect privacy it proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT, D. G. Division of Licensing. 81/07/09. 5pp. 09189:059. 


8107280508 Responds to Generic Ltr 81-04 re emergency procedures it 
training for station blackout events. Sufficient time is 
available to rastore power following station blackout. 

Capability to mitigate effects of postulated event is good. 

TRIMBLE, D. C. Arkansas Power it Light Co. 81/07/20. 8pp. 09175:184. 


8107310229 Forwards emergency planning info for placement in LPDR. W/o 
8107010311. 

SOUDER.J, L, Division of Rules and Records. 81/07/21. Ip. 
09222:312. 


8107310233 Forwards emergency planning info for placement in LPDR. W/o 
8107010315. 

SOUDER.J. L. Division of Rules and Records. 81/07/21. Ip. 

09222: 313. 


8107310236 Forwards emergency planning info for placement in LPDR. W/o 
8106250153. 

SOUDER.J. L. Division of Rules and Records. 81/07/21. Ip. 

09222: 356. 


8107310238 Forwards emergency planning info for placement in LPDR. W/o 
8107010301. 

SOUDER.J. L. Division of Rules and Records. 81/07/21. Ip. 

09222: 355. 


8107310070 Requests assistance 8< current info re facility security 
p lan, contingency plan it guard training plan. 

MARTIN, R. E. Operating Reactors Branch 3. 81/07/27. 3pp. 

09221:108. 


DOCKET 50-313 ARKANSAS NUCLEAR ONE. UNIT 1 


F. Security, medical, emergency *< fire protection plans 


8107010309 Releases public version of ltr of agreement between util it 
Univ of AK for incorporation into emergency plan for 
facility. 

FELTON. J. M. Division of Rules and Records. 81/06/22. Ip. 

07806: 001. 


— 8107010311 Forwards public version of ltr of agreement between util !< 
Univ of AK Medical Sciences Hosp for incorporation into 
emergency plan. 

TRIMBLE, D. C. Arkansas Power it Light Co. 81/04/01. 6pp. 

07806: 001. 


8107010312 Releases public version of revision to emergency plan 
procedures , 

FELTON, J. M. Division of Rules and Records. 81/06/23. Ip. 
07806:001. 


— 8107010315 Forwards public version of Revision 1 to emergency plan 
procedures re duties of emergency evacuetion team, fire team 
it radiation team. 

# Arkansas Power it Light Co. 81/05/11. Ip. 07806:001. 


— 8107010317 Public version of Revision 1 to emergency plan procedures re 
duties of emergency evacuetion team, fire team it radiation 
team. 

HANLON, J . P . Arkansas Power it Light Co. 81/05/06. 7pp. 

07806:001, 


8107010300 Releases public version of facility emergency planning info. 
FELTON, J. M. Division of Rules and Records. 81/06/24. Ip. 

07806:001. 


—8107010301 Public version of notification that revised emergency plan & 
specified implementing procedures will become effective on 
810327. 

O'HANLON, J, P. Arkansas Power it Light Co. 

07806: 001. 


G. Adjudicatory correspondence 


8107090291 Answer that petitioners do not object to NRC 810629 motion 
for leave to defer response to 810622 petition until 810731. 
Certificate of Svc end. 

REYNOLDS, N. S. Commonwealth Edison Co. REYNOLDS, N. S. Arkansas Power 
it Light Co. REYNOLDS, N. S. Baltimore Oas it Electric Co. 81/07/07. 
3pp. 08984:117. 


8107150286 Requests that NRC notify N Reynolds that 810622 petition 
for extension of deadline for compliance w/CLI-80-21 has 
been rctitled.Svc should be made of all subsequent papers on 
parties to proceeding, including UCS. 

WEISS, E. R. Harmon it Weiss. 81/07/10. 3pp. 09023: 1 #6. 


8107290099 Forwards order confirming licensee commitments to post-TMl 
related requirements of NUREG-0737, based on util 801219 it 
31,810119,0205 8< 27 ltrs. Explicit statements of requirements 
set forth in attachment to order. 

STQL2, J. F. Operating Reactors Branch 4. 81/07/10. 2pp. 09206:001. 


—8107290103 Order confirming licensee commitments to post-TMI relatad 
issues. Licensee required to satisfy specific requirements 
described in attachment to order within 60 days after 
effective date of order. 

EISENHUT, D. G. Division of Licensing. 81/07/10. 10pp. 09206:003. 


P. Operating license stage documents it correspondence 


8107210547 Notification of cancelled 810716 meeting w/B&kl owners group 
in Bethesda,MD to discuss responses to NRC 810109 info 
request re asymmetric LOCA loadings. 

VI68IN0, G. Operating Reactors Branch 4. 81/04/14. Ip. 09110:356. 


8107070100 Denies util 810401 request to postpone implementation of 
revised snubber STS until inclusion of snubber inservice 
testing std (OM-4) into A8ME Code. Draft std unacceptable it 
delays inevitab le. Requests OL amend application submittal. 

CLARK, R. A. Operating Reactors Branch 3. 81/06/17. 2pp. 08963:209. 


81/03/24. 


2pp. 
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8107070549 Requests use of plant in severe accident sequence analysis 
program. Re quests meeting w/util & Sandia Natl Labs to 
discuss pr ogram. Sand ia 810429 summary of program encl. 

CAVANAUGH* W. Division of Licensing. 81/06/17. 3pp. 08964:312. 


— 8107070552 Responds to 810427 request for short summary of severe 
accident sequence analysis program as it applies to 
fac i lity . Out 1 ines objectives. type of info needed, use of 
info, site visits & advantage for util & program. 

MURFIN, W.B. Sandia Laboratories. 81/04/29. 2pp. 08964:317. 


8107070046 Responds to 810430 request for re-eval uati on of NRC 810220 
Class 3 fee position re 801128 application on definition of 
operable. App lication approved as Amend 57 to OL. Class 2 fee 
deemed appropriate. Refund being processed. 

MILLER. W. 0. License Fee Management Branch. 81/06/26. Ip. 

08960: 175. 


8107140169 Forwards Amends 58 & 25 to Licenses DPR-51 & NPF-6, 
respectively. safety evaluation & notice of issuance & 
availabil i ty. Amend modifies Apps A & B Tech Specs to change 
organization S < personnel titles within util. 

CLARK. R. A. Operating Reactors Branch 3. STOLZ, J. F. Operating 
Reactors Branch 4. 81/06/26. 3pp. 09031:163. 


— 8107140178 Amends 58 & 25 to Licenses DPR-51 & NPF-6. respectively . 
revising Tech Specs to change organization i< personnel 
titles within util. 

STDLZ.J. F. Operating Reactors Branch 4. 81/06/26. 22pp. 

09031: 166. 


— 8107140184 Safety evaluation supporting Amends 58 !< 25 to Licenses 
DPR-51 $< NPF-6. respectively. 

* Office of Nuclear Reactor Regulation. Director. 81/06/26, 2pp. 
09031:187. 


—8107140187 Notice of issuance & availability of Amends 58 & 25 to 
Licenses DPR-51 & NPF-6. resp ec t ivel y. 

STOLZ. J. F. Operating Reactors Branch 4. Bi/06/26. 2pp, 

09030: 189. 


81071X258 Informs that further repts & evaluations re EPRI PWR safety 
& relief valve test program will be submitted per 801215 
schedule. as modified on 810701. 

TRIMBLE, D. C. Arkansas Power & Light Co. 81/07/02. Ip. 08999:349. 


8107140495 Responds to NUREG-0737, Item I. C. 1 re abnormal transients 
operator g ui delines, p er NRC 810601 ltr. Facility program 
considered complete, independent of NRC comments. Further 
questions can be resolved through informal meetings. 

TRIMBLE, D. C. Arkansas Power & Light Co. 81/07/02. 2pp. 09022:318. 


8107310055 Generic Ltr 81-23A to all licensees & CP holders, advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation, per Generic Ltr 81-23, are unnecessary. 

EISENHUT, D. G. Division of Licensing. 81/07/06. 6pp. 09222:215. 


8107140725 Submits info re Installation St testing of computer code for 
degraded grid voltage, per NRC 810609 request. 

TRIMBLE, D. C. Arkansas Power 8< Light Co. 81/07/07. 2pp. 09017:186. 


3107170171 Forwards replacement Page 18 for Amend 57 to License 
DPR-51, App A Tech Spec 3. 1.2. 4. 

STOLZ, J. F. Operating Reactors Branch 4. 81/07/09. 2pp. 09062:349. 


—8107170175 Replacement Page 18 for Amend 57 to License DPR-51 App A, 
Tech Spec 3. 1. 2. 4. 

* Operating Reactors Branch 4. 81/07/09. Ip. 09062:351. 


) 10728031 3 Forwards response to NUREG-0737, Item II. 0.1, re RCS vents. 
Configuration of B&W NSBS hot leg St pressurizer vents are 
adequate to provide venting from RCS. Eight oversize drawings 
encl. Aperture cards are available in PDR. 

TRIMBLE, D. C. Arkansas Power *t Light Co. 81/07/09. 3pp. 09176:147. 


<107210446 Requests that util recalculate boron dilution event using 
drained down RCS vol Sc 15 minute criteria required by 8RP 
15.4.6 for hot S< cold shutdown modes. Tech Jpec change 
requested if time interval exceeds 15 minutes. 

STOLZ, J. F. Operating Reactors Branch 4. 81/07/10. 2pp. 09108:317. 


107290099 Forwards order confirming licensee commitments to post-TMl 
related requirements of NUREG-0737, based on util 801219 St 
31,810119.0203 Sc 27 ltrs. Explicit statements of requirements 
set forth in attachment to order, 

STOLZ, J. F. Operating Raactors Branch 4. 81/07/10. 2pp. 09206:001. 


— SI 07290103 Order confirming licensee commitments to post-TM3 related 
issues. Licensee required to satisfy specific requirements 
described in attachment to order within 60 days after 
effective date of order. 

EISENHUT, D. G. Division of Licensing. 81/07/10. 10pp. 09206:003. 


8107300218 Requests proposed Tech Specs changes re purge/vent valve 
leakage testing requirements per encl sample Tech Specs. 

Generic concern will satisfy TMI Action Plan, NUREG-0737, Item 
II. E 4. 2 requirements. 

STOLZ, J. F. Operating Reactors Branch 4. 81/07/15. 3pp. 09208:168, 


— 8107300219 Sample Tech Specs 3/4 6-10 re purge/vent valve leakage 
testing requirements. 

* Operating Reactors Branch 4. 81/07/15. 3pp. 09208:172. 


8107300228 Notifies that containment isolation setpoints meet NUREG- 
0660 & NUREG-0737 requirements w/addl limited guidelines 
provided by resolved TMI Action Plan Item 1 1 . E. 4. 2. Safety 
evaluation encl. 

STOLZ, J. F. Operating Reactors Branch 4. 81/07/15. 2pp. 09207:358. 


— 8107300231 Safety evaluation approving min containment isolation 
setpoints, NUREG-0737 Item II. E. 4. 2(5). 

* Operating Reactors Branch 4. 81/07/15. Ip. 09207:360. 


— 8107300234 "Technical Evaluation of Response to Position 5 of Item 
II'E. 4. 2 of NUREG-0737, Containment Isolation Setpoint for AK 
Nuclear One Nuclear Power Plant. " 

WADE, W, 0, EG&G, Inc. SRO-237. 81/05/31. 2pp. 09207:361. 


8107280067 Responds to NRC 810617 request for amend of Licenses DPR-51 
& NPF-6 to incorporate applicable portions of model Tech 
Specs on snubbers into App A of facility Tech Specs. Mod i fied 
specs will be submitted by 810915. 

TRIMBLE, D. C. Arkansas Power S< Light Co. Bl/07/17. 2pp. 09169:239. 


8107290005 Notification of 810728,29 & 30 meetings w/B&W, Westinghouse & 
C-E owners groups in Bethesda, MD to discuss thermal shock to 
reactor pressure vessel issue. 

VISSING, G. Operating Reactors Branch 4. 81/07/20. 5pp. 09189:127. 


8107280524 Advises that licensee response to NRC 810109 request for 
addl info re asymmetric LOCA loads, has been provided by B&W 
810709 ltr. 

TRIMBLE, D. C. Ar kansas Power $< Light Co. 81/07/21. Ip. 09175:242. 


Q. Inspection reports, IE Bulletins & correspondence 


8107270398 Informs that IE Info Notice 81-10, "Inadvertent Containment 
Spray Due to Personnel Error," was sent to listed licensees. 

MADSEN, G. L. Reactor Projects Branch. 81/.03/26. Ip. 09167:305, 


B107130335 Forwards IE Insp Repts 50-313/81-17 8* 50-368/81-15 on 
B 10422-0521 Sc notice of violation. 

MADSEN, G. L. Reactor Projects Branch. 81/06/09. 2pp. 08997:098. 


— 8107130336 Notice of violation from insp on 810422-0521. 

MADSEN, 0. L. Reactor Projects Branch. 81/06/05. Ip. 08997:100. 


—8107130338 IE Inps Repts 50-313/81-17 & 30-368/81-15 on 810422-0521. 
Noncompliance noted: no food crop samples collected or 
analyzed during 1980. 

JOHNSON, W. D. , CALLAN, L. U. , HUNNICUTT, D. M. Project Section 2. 
81/06/05. 14pp. 08997:101. 


8107160338 Forwards safety evaluation & technical evaluation rept of 
licensee response to IE Bulletin 80-06 re engineered safety 
features control design deficiency. Response acceptable. 

NOVAK, T. M. Assistant Director for Operating Reactors. 81/06/15. 
4pp. 09050:324. 


8107290212 Ack receipt of 810619 ltr re request for interpretation of 
10CFR10. 203C f ) . Request referred to IE Div of Safeguards & 
Radiological Insp. 

STOLZ, J. F. Operating Reactors Branch 4. CLARK, R. A. Operating 
Reactors Branch 3. 81/07/13. 2pp. 09206:205. 


R. Periodic operating reports & related correspondence 


8107070181 Forwards result* of impingement monitoring at facility 
intake during May 1981. 

TRIMBLE, D. C. Arkansas Power & Light Co. 81/06/30. 11pp. 

08937: 101. 
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8107210118 Forwards revised results of impingement monitoring at intake 
of facility during May 1981. Correction made to total 
weight for fish in 810501 sample. 

TRIMBLE, D. C. Arkansas Power 8c Light Co. 81/07/15. Ip. 09101:196. 


—8107210121 Revised results of impingement monitoring at intake of 
facility during May 1981. 

# Arkansas Power & Light Co. 81/07/07. 10pp. 09101:197. 


S. Reportable occurrences! LERs 8c related correspondence 


8106010419 Part 21 rept re failure of OA Co instrument cable to meet 
IEEE temp requirements, initially reported on 810512. 

Defective matl was supplied by Rockbestos Corp. Each user 
should evaluate instal lati on. User list end. 

RICKARD. C. L. General Atomic Co. (subs, of Gulf Oil Co.). 81/05/15. 

4pp. 08663:008. 


8107300054 Forwards updated LERs 79-00 1/03X-1. 79-009/03X-1 . 

80-009 /03X-1 it 80— 025/03X-1. 

TRIMBLE. D. C. Arkansas Power it Light Co. 81/06/22. Ip. 09191:276. 


—8107300058 Updated LER 79-001/03X-1: on 790112. hydrog en purge standby 
unit purge supply flow from VSF-30B would not meet 
surveillance requirements. Caused by collapsed supply filter. 
VFA-20B, due to water restricting air flow. Filter changed. 

SHIVELY. C. N. Arkansas Power Sc Light Co. 81/06/22. Ip. 

09191:277. 


—8107300061 Updated LER 79-009/03X-1: on 790628. during surveillance run. 
reactor bldg hydrogen purge lead unit VSP-30A tripped. Caused 
by excessive seal water pressure. Fan restarted w/less seal 
water. Low seal water trip added to purge unit control. 

SHIVELY, C. N. Arkansas Power S< Light Co. 81/06/22. Ip. 

09191:278. 


— 8107300064 Updated LER 80-009/03X-1 : on 800328, during surveillance test, 
reactor bldg hydrogen purge lead unit VSF-30A tripped. Caused 
by stuck fan suction check valve HPA-5 due to moisture in 
check valves. Valve freed. Seal water solenoids added. 

SHIVELY, C. N. Arkansas Power 8 < Light Co. 81/06/22. Ip. 

09191:279. 


— 8107300066 Updated LER 80-025/03X-1: on 80071 1, hydrogen purge standby 
exhaust fan VSF-37B failed to maintain required flow per 
time length. Caused by internal fouling of sys piping 8c 
valves due to rust buildup in fan unit from seal leaks. 

SHIVELY, C. N. Arkansas Power 8c Light Co. Bl/06/22. Ip. 

09191:280. 


8107280248 Forwards updated LER 81-007/03X-1 . 

TRIMBLE, D. C. Arkansas Power 8c Light Co, 81/06/24, lp. 09173:152. 


—8107280253 Updated LER 81-007/03X-1 : on 810427, emerg ency diesel 
generator K4B failed to start 8c tripped lockout & loss of 
excitation relay s. Caused by blocking device in auxiliary 
contacts of loss of excitation relay. Procedures revised. 
SHIVELY, C. N. Arkansas Power 8< Light Co. 81/06/24. 2pp. 
09173: 153. 


8107280236 Forwards updated LER 80-027/04X-2. 

TRIMBLE, D. C. Arkansas Power Sc Light Co. 81/06/25. lp. 09173:069. 


—8107280242 Updated LER 80-027 / 04 X -2: on 800725, during shutdown for 
steam generator tube leak, average gross gas release for 
third quarter exceeded limits. Caused by applying revised 
ET5 retroactively. 

SHIVELY, C, N. Arkansas Power 8c Light Co. 81/06/25. 2pp. 
09173:070. 


8107280244 Forward* updated LER 80-01 1/03X- 10. 

TRIMBLE, D. C. Arkansas Power 8c Light Co. 81/06/30. lp. 09173:164. 


—8107280247 Updated LER 80-01 1/03X-10: on 800401, based on piping sys 
as-built configuration review per IE Bulletin 79-14,46 
hangers were declared inoperable. Cause not stated. Hangers 
repaired or modified. 

SHIVELY, C. N. Arkansas Power 8c Light Co. 81/06/30. 2pp. 

09173: 165. 


8107280618 Forwards LER B1-008/03L-0. 

TRIMBLE, D. C. Arkansas Power 8c Light Co. Bl/07/02. lp. 09176:117. 


■8107280623 LER B1-OOB/O3L-0: on 810602, sodium hydroxide tank level fell 
below Tech Spec requirements. Caused by test procedure 
assuming familiarity w/tys layout 8« idiosyncrasies. Tank 
refilled. 

SHIVELY, C. N. Arkansas Power 8c Light Co. 81/07/02, lp. 

09176:118. 


8107210339 PNO-IV-81-019: on 810714, reac tor shut down. Caused by 
unidentified primary sys leak rate exceeding 1 g pm. Source 
of leakage to be corrected 8c one or more reactor coolant 
pump seals replaced by 810722. 

JOHNSON, W. D. , HUNNICUTT, D. M. , MADSEN, G. L. Region 4, Dallas, Office 
of the Director (81/03/01). 81/07/15. lp. 09102:273. 


V. Operator Examinations 


8107020010 Summary of 810501 meeting w/util re licensed operator 
training 8« certif ication. Attendance list & vieujgraphs end. 

BOGER, B. A. Operator Licensing Branch. 81/06/18. 19pp. 08920:294 


8107090319 Discusses 810618 meeting w/AR Power it Light Co re 
operator training 8c certi f ication. Sub j has been included 
w/systematic assessment of licensee performance evaluations. 
NOVAK, T. M. Assistant Director for Operating Reactors. 81/06/30. 
2pp. 08986:212. 
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F. Security, medical, emergency 8c fire protection plans 


8107170250 Requests info on logistic support available at licensed 
activity sites prior to implementation of nationwide 
emergency notification sys. Coordination of actions to 
upgrade sys w/telacommunication planning personnel proposed. 
KEPPLER, J. G. Region 3, Chicago, Office of the Director (81/03/01). 
Bl/06/19. 7pp. 09058:213. 


8107090222 Requests 60-day extension for submittal of security force 
training 8c qualification plan, per NRC 810306 request. 
Identification of crucial tasks per NURE0-O674 will be 
Included in plan. 

HUNTER, R.S. Indiana 8c Michigan Electric Co. 81/06 / 30. lp. 

08984:213. 


8107080450 Requests extension of implementation date for public 
notification sys to 810807. Extension necessary due k to 
delays in equipment receipt. 

HUNTER, R. S. Indiana 8c Michigan Electric Co. 81/07/01. 2pp. 
08973: 171. 


8107210200 Requests confirmation by 810724 that means have been 
established for alerting 8c instructing public within plume 
exposure emergency planning zone in event of emergency, per 
10CFR50, App E requirement. 

KEPPLER, J. G. Region 3, Chicago, Office of the Director (Sl/03/01). 
81/07/01. 2pp. 09102:071. 


8107140016 Forwards response to 810225 Generic Ltr 01-04 re station 
blackout event. Units can maintain RCS inventory 8c provide 
decay heat removal w/only dc power available. 

HUNTER, R. S. Indiana 8c Michigan Electric Co. 81/07/07. 9pp. 
09019:068. 


8107290002 Generic Ltr Bl-27: requests that all emargency plans 8c 
implementing procedures be submitted w/pages marked to 
reflect privacy 8c proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT, D. 0. Division of Licensing. 81/07/09. 5pp. 09189:059. 


8107200362 Advises that licensees must submit thrae copies of emergency 
plans, procedures 8c revisions to NRC regional ofc.All copies 
should be sent to Region 3 incident response ctr. 

KEPPLER, J. G. Region 3, Chicago, Office of the Director (81/03/01). 
81/07/10. 2pp. 09070:215. 


8107210430 Forwards security info. Info withheld (ref 10CFR2, 790). 
HUNTER, R. S. Indiana Sc Michigan Electric Co. 81/07/10. lp. 
09103: 299. 


8107240568 Ack receipt of 810415 ltr which submitted change to 
facility security plan. Some changes are inconsistent w / 

10CFR50. 54 (p) 8c should be resubmitted under 10CFR50. 9*0. 

End withheld (ref 10CFR2. 790). 

VARGA, S. A. Operating Reactors Branch 1. 81/07/14. 2pp. 09148:225. 


G. Adjudicatory correspondence 


8107290031 Forwards order confirming licensee commitmenti to post-TMI 
related requirements of NUREG-0737, based on util 810 1 08,0209 
8c 0306 ltr s. Exp licit statements of requirements set forth in 
attachment to order. 

VARGA, 8. A, Operating Reactors Branch i. 81/07/10. 2pp. 09169:138. 
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— 8107290035 Order confirming licensee commitments on post-TMI related 
issues. Licensee required to satisfy specific requirements 
described in attachment to order within 60 days after 
effective date of order. 

EISENHUT. D. G. Division of Licensing. Bl/07/10. 10pp. 09189:160. 


P. Operating license stage documents & correspondence 


8107060157 Submits list of deficiencies identified during review of 
Westinghouse owners group submittal for TMI Action Plan I tern 
I.C.l/ "Guidance for Evaluation it Development of Procedures 
for Transients & Accidents. " 

VARGA* S. A. Operating Reactors Branch 1. 81/06/09. 2pp. 08957:335. 


8107090372 Forwards safety St technical evaluations re Task Action Plan 
Item II. E. 1.2 re auxiliary feedwater automatic initiation & 
flow indication. 

VARGA* S. A. Operating Reactors Branch 1. 01/06/16. 3pp. 08986:271. 


— 8107090374 "Automatic Feedwater Sys Automatic Initiation St Flow 
Indication* " technical evaluation rept. 

PANDEY* S. Franklin Institute/Franklin Research Center. 
NRC-03-79-1 IB. TER-C5257-292/293. 81/04/27. 16pp. 08986:278. 


8107160467 Notifies that NRC completed generic review of NUREG-0737, 
Item 1 1. K. 2. 19 requirements. No further action needed since 
concerns expressed are not applicable to NSSSs w/inverted 
U-tube steam generators designed by Nesting house & C-E. 

VARGA* S. A. Operating Reactors Branch 1. 81/06/29. 2pp. 09030:222. 


8107090243 Forwards addl info on hydrogen mitigation & control* 
including "Containment Internal Pressure Capacity* DC Cook 
Nuclear Generating Station* Phase II - Probabilistic 
Evaluation. 11 Eight aperture cards are available in PDR. 

HUNTER. R, 3. Indiana & Michigan Electric Co. 81/07/02. 48pp. 

08966: 150. 


— 8107080247 "Containment Internal Pressure Capacity. DC Cook Nuclear 
Generating Station, Phase II - Probabilistic Evaluation. " 
Previously submitted revision to distributed ignition sys 
end. 

RAVINDRA, M. K. * STEVENSON, J. D. Structural Mechanics Associates. 
BOC 129-2. 81/04/06. 45pp, 08966: 198. 


0107080386 Advises that EPRI PWR safety relief valves installed in 
plant will perform intended f unct i on, Ut i 1 will submit final 
evaluations & other plant-specific data on schedule 
consistent ui/RC Youngdahl 801213 8* 810701 ltrs. 

HUNTER, R. S. Indiana St Michigan Electric Co. Bl/07/02. Ip. 
08974: 032. 


8107160092 Forwards Amends 47 U 32 to Licenses DPR-5B & DPR-74, 
respectively & notice of issuance & avai lab i 1 ity . Amends 
revise divider barrier seal matl Tech Specs. 

VARGA, S. A. Operating Reactors Branch 1. 81/07/06. 3pp. 09062:001. 


—8107160099 Amends 47 it 32 to Licenses DPR-58 & DPR-74 respectively, 
revising divider barrier seal matl Tech Specs. 

VARGA* S. A. Operating Reactors Branch 1. 81/07/06. 8pp. 

09062: 004. 


— 8107160104 Notice of issuance & availability of Amends 47 8< 32 to 
Licenses DPR-58 it DPR-74, respec ti vely . 

VARGA* S. A. Operating Reactors Branch 1, 01/07/06. 2pp. 

09062: 012. 


8107310055 Generic Ltr B1-23A to all licensees «< CP holders* advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation* per Generic Ltr 81-23*are unnecessary. 

EISENHUT, D. G. Division of Licensing. 81/07/06. 6pp. 09222:215. 


8107170253 Forwards info re radiation monitoring sys necessary to meet 
NUREG-0737* Item II. F. 1 requirements, per @10108 commitment, 

HUNTER, R. S. Indiana it Michigan Electric Co. Bl/07/10. 5pp. 
09051:013. 


8107290031 Forwards order confirming licensee commitment* to post-TMI 
related requirements of NUREG-0737* based on util 810108,0209 
& 0306 ltr s. Explicit statements of requirements set forth in 
attachment to order. 

VARGA, 8, A, Operating Reactors Branch 1. Bl/07/10. 2pp. 09189:158. 


—8107290035 Order confirming licensee commitments on po*t~TMX related 
issues. Licensee required to satisfy specific requirement* 
described in attachment to order within 60 days after 
effective dote of order. 

EISENHUT, D. G. Division of Licensing. 81/07/10. 10pp. 09189:160. 


8107210398 Forwards license amend fee for proposed TMI-2 Lessons 
Learned Category A Tech Specs per NRC 810615 request. 

HUNTER, R. S. Indiana & Michigan Electric Co. 81/07/15. Ip. 
09104:059. 


8107210416 Forwards Info re engineering descrip tion, test procedures, 
background info, generic operating guidelines & supporting 
details for reactor vessel head vents* in response to NUREG- 
0737, Item II. B. 1. 

HUNTER, R. S. Indiana & Michigan Electric Co. 81/07/15. 5pp. 

0 9102:352. 


— 8107210417 "Background Info for Pressurizer Venting Operation." 

* Indiana St Michigan Electric Co. 81/03/31. 9pp. 09102:357. 


— 8107210420 "Pressurizer Venting Operation. " 

* Indiana it Michigan Electric Co. 81/03/31. 9pp. 09103:004. 


—8107210423 "Background Info for Reactor Vessel Head Vent Operation." 
* Indiana it Michigan Electric Co. 81/02/28. 15pp. 09103:013. 


— 8107210424 "Reactor Vessel Head Vent Operation. " 

* Indiana it Michigan Electric Co. 81/02/28. 12pp. 09103:028. 


— 8107210427 Proposed Tech Specs for facility re RCS vents. 

* Indiana it Michigan Electric Co. 81/07/15. 8pp. 09103:040. 


8107240570 Forwards request for addl info re hydrogen control & 
mitigation sys. Response must be received by 811001 to meet 
scheduled installation of sys by 820131. 

VARGA, S. A. Operating Reactors Branch 1. 81/07/15. 10pp. 

09148: 214. 


8107290003 Notification of 810728,29 & 30 meetings w/BS<W. Westinghouse & 
C-E owners groups in Bethesda, MD to discuss thermal shock to 
reactor pressure vessel issue. 

VISSING, G. Operating Reactors Branch 4. 81/07/20. 5pp. 09189:127. 


8107240573 Forwards Amend 48 to License DPR-58, safety evaluation it 
notice of issuance & availab il ity. Amend revises FQ peaking 
factor limit. 

VARGA, S. A. Operating Reactors Branch 1. 81/07/21. 2pp. 09147:296. 


— 8107240377 Amend 48 to License DPR-58, revi s ing FG peaking factor limit. 
VARGA, S. A. Operating Reactors Branch 1. 81/07/21. 12pp. 

09147:298. 


— 8107240379 Safety evaluation supporting Amend 48 to License DPR-38. 

* Office of Nuclear Reactor Regulation, Director, 81/07/21. 7pp. 
09147: 310. 


— 8107240581 Notice of issuance 8< availability of Amend 48 to License 
DPR-38. 

VARGA, S. A. Operating Reactors Branch 1. 81/07/21. 2pp. 

09147:317. 


8107280442 Confirms 810804 meeting w/util in Glen Ellyn, IL to discuss 
recent operational events it NRC enforcement actions. 

KEPPLER, J. G. Region 3, Chicago, Office of the Director (81/03/01). 
81/07/23. Ip. 09173:310. 


G. Inspection reports, IE Bulletins St correspondence 


8107080587 Forwards safety evaluation re util 790301,0606,23,0725,0917 
St 1011 responses to IE Bulletins 79-06A St 79-06A, Revision 1, 

"Review of Operational Errors St Sys Misalignment* During TMI 
Incident." Util responses to bulletins are acceptable. 

VARGA, S. A, Operating Reactors Branch 1. 81/06/04. 2pp. 08979:193. 


—8107080591 Safety evaluation re util 790501,0606,25,0725,0917 St 1011 
responses to IE Bulletins 79-06A it 79-06A Revision 1, 

"Review of Operational Errors St Sys Misalignments During TMI 
Incident. " Util responses to bulletins are acceptable. 

* Office of Nuclear Reactor Regulation, Director. 81/06/04. 2pp. 
08979: 196. 


8107140708 Forwards IE Xnsp Repts 50-315/81-05 St 50-316/B1-05 on 
810301-0502 St notice of violation. 

MEXSHMAN, R . F. Division of Resident St Project Inspection. 81/07/01. 
2pp. 09018:313. 


—8107140715 Notice of violation from insp on 810301-0502. 
HEISHMAN, R. F. Division of Resident St Project Inspection. 
81/07/01. 2pp. 09018:315. 
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— 8107140720 IE Insp Repts 50-315/81-05 & 50-316/81-05, on 810601-0502. 
Noncompliance noted: -failure to rept unplanned radioactive 
release on 810313 & failure to comply w/limiting condition 
for operation. 

SWANSON, E. R. , DUBRY, N. E. , HAYES, D. W. Reactor Projects Section IB. 
81/06/22. 12pp. 09018:317. 


8107140331 Confirms 810702 rept of leakage from pinhole in nonessential 
svc water line. Followup rept will be submitted per IE 
Bulletin 80-24 within 14 days. 

SMALLER, D. V. Indiana & Michigan Electric Co. 81/07/02. Ip. 

09022: 263. 


8107240409 Advises that IE Circular 81-10, "Steam Voiding in RCS During 
Heat Removal Cooldown, '* was forwarded to listed utils. 

* Region 3, Chicago, Office of the Director (81/03/01). 81/07/02. 

Ip. 09148:206. 


8107170236 Advises that IE Info Notice 81-20, "Test Failures of 
Electrical Penetration Assemblies," was sent to listed utils 
on 810713. 

CARROLL, D. E. Word Processing & Document Control Section. Bi/07/13. 
2pp. 09051:028. 


8107170245 Advises that IE Info Notice 81-20, "Test Failures of 
Electrical Penetration Assemblies," was forwarded to 
listed licensees. 

* Region 3, Chicago, Office of the Director (81/03/01). 81/07/15. 

Ip. 09051:001. 


8107170251 Advises that IE Circular 81-09, "Containment Effluent Water 
That Bypasses Radioactivity Monitor, " was forwarded to 
listed licensees. 

* Region 3, Chicago, Office of the Director (81/03/01). 81/07/15. 

Ip. 09058:209. 


8107100217 Notifies that IE Circular 81-10, "Steam Voiding in RCS 
During Decay Heat Removal Cooldown, " was sent to listed 
licensees on 810702. 

CARROLL, D. E. Word Processing & Document Control Section. 81/07/06. 
2pp. 08994:342. 


8107240306 Advises that IE Info Notice 81-19, "Lost Parts in Primary 
Coolant Sys, " was forwarded to listed utils. 

* Region 3, Chicago, Office of the Director (81/03/01). 81/07/06. 

Ip. 09148:203. 


8107200402 Notifies that IE Info Notice 81-19, "Lost Parts in Primary 
Coolant Sys," was sent to listed utils on 810706. 

CARROLL, D. E. Word Processing 8c Document Control Section. 81/07/07. 
2pp. 09073:323. 


8107270144 Forwards IE Insp Repts 50-315/81-14 & 50-316/81-18 on 
810615-19 «< 22-23 8c notice of violation. 

NORELIUS, C . E. Division of Engineering 8< Technical Inspection. 
81/07/15. 2pp. 09159:322. 


— 8107270146 Notice of violation from insp on 810616-19 «< 22-23. 
NORELIUS, C. E. Division of Engineering 8c Technical Inspection. 
81/07/15. 3pp. 09159:324. 


—8107270151 IE Insp Repts 50-315/81-14 8c 50-316/81-18 on 810616-19 8c 
22-23. Non comp 1 iance noted: fai lure to follow refueling 
Procedure FR-AEP-R5 8c lack of program to adequately enforce 
procedures 8c maintain controlled conditions. 

RING, M. A., ROBINSON, D. L. , JACKIW, I.N. Test Program Section. 
81/07/13. 6pp. 09159:327. 


8107210237 Forwards IE Waste Packaging Insp Repts 50-315/B1-07 8c 
50-316/81-11 on 810223. No noncompliance noted. 

KEPPLER, J. G. Region 3, Chicago, Office of the Director (81/03/01). 
81/07/07. 2pp. 09101:357. 


—8107210243 IE Waste Packaging Insp Repts 50-315/81-07 8c 50-316/81-11 on 
810223. No noncompliance noted. Major areas inspected : 1 ow 
level waste shipments, shipping documents, vehicle placarding, 
packaging 8c labels. 

PANG, J. F. , BOOK, H. E. Radiological Safety Branch. THOMAS, R. D. 
Materials Radiation Protection Section. 81/03/24. 4pp. 

09101:359. 


8107240474 Ack receipt of 810626 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-315/81-03 8c 
50-316/81-03. 

HEISHMAN, R . F. Division of Resident 8c Project Inspection, 81/07/17. 
Ip. 09142:260. 


— 8107240479 Responds to NRC 810611 ltr re violations noted in IE Insp 
Repts 50-315/81-03 8c 50-316/81-03. Corrective ac t ions: PN8RC 
review checklist will be revised to accomodate documents 
which require evaluation. 

HUNTER, R. S. Indiana 8c Michigan Power Co. 81/06/26. 7pp. 
09142:261. 


8107210262 Forwards IE Insp Repts 50-315/81-12 8c 50-316/81-15 on 
810609-12 8c notice of violation. 

NORELIUS, C. E. Division of Engineering 8c Technical Inspection. 
81/07/08. 2pp. 09102:014. 


— 8107210267 Notice of violation from insp on 810609-12. 

NtRELIUS, C. E. Division of Engineering 8< Technical Inspection. 
81/07/08. 2pp. 09102:016. 


— 8107210276 IE Insp Repts 50-315/81-12 8c 50-316/81-15 on 810609-12. 
Noncompliance noted: notice of violation involving 
radiological working conditions not posted. Notice re 
regulati ons, licenses 8c procedures not posted. 

HIETER»L.J. , GREGER, L. R. Facilities Radiation Protection Section. 
81/07/07. 11pp. 09102:018. 


8107240157 Forwards IE Insp Repts 50-315/81-09 8c 50-316/81-13 on 
810503-30. No noncompliance noted. 

HEISHMAN, R. F. Division of Resident & Project Inspection. 81/07/08. 
2pp. 09137:045. 


-8107240164 IE Insp Repts 50-315/81-09 8c 50-316/81-13 on 810503-30 
noncompliance noted. Major areas inspected: operational safety 
verification, insp during long-term refueling shutdown, 
monthly maint observation 8c review of plant operation. 

DUBRY ' N - E ' HAYES, D. W. Reactor Pro jec?s Section 
81/07/07. 6pp. 09137:047. 


ei 27^i®°i 07 Advis f s that IE Circular 81-09, "Containment Effluent Wat< 
That Bypasses Radioactivity Monitor," was sent to listed 
licensees on 810710. 

CAHROLL, D. E. Word Processing 8c Document Control Section. B1/07/1C 
«cpp. wtv26: 026. 


^r^w^ If qu * st f0T 2 ~ wk extension for submittal 

response to IE 810609 notice of violation re radwaste 

5SNTSS n M im % i 5, need . ed f0r review le S al ramifications. 
09070^28S S lndiana * Mi chigan Electric Co. 81/07/10. Ip. 


8107280494 Responds to NRC 810604 discovery during insp that 
surveillnce testing of fire suppression water sys was not 
conducted at required frequency. Procedures had not been 
properly scheduled. Testing will be performed annually. 

SHALLER, D. V. Indiana 8< Michigan Electric Co. 81/07/17. Ip. 
09175: 193. 


8103300402 IE Info Notice 81-21, "Potential Loss of Direct Access to 
Ultimate Heat Sink. " 

* Director 's Office, Office of Inspection and Enforcement. 
81/07/21. 5 P p. 09162:348. 


8107270246 Advises that IE Info Notice 81-21, "Potential Loss of Direct 
Access to Ultimate Heat Sink," was sent to listed licensees 
on 810721. 

CARROLL, D. E. Word Processing & Document Control Section. 81/07/21. 
2pp. 09160: 112. 


8107270218 Advises that IE Circular 81-12, "Inadequate Periodic Test 
Procedure of PWR Protection Sys," was sent to listed 
licensees on 810722. 

CARROLL, D. E. Word Processing & Document Control Section. 81/07/22, 
2pp. 09160: 131. 


Bi 072702 53 Advises that IE Circular 81-12, "Inadequate Periodic Test 
Procedure of PWR Protection Sys," was sent to listed 
licensees. 

* R# Si on 3 ' Chicago, Office of the Director (81/03/01). 81/07/24. 

Ip. 09160:107. 


8107310241 Responds to NRC 810609 notice of violation re radwaste 
shipment. Corrective actions provided in end util 810316 
• NV. Consultant plant insp of radwaste program 

initiated. Personnel retrained annually. 

09218^343 8 ’ Indiana * Michi S«n Electric Co. 81/07/24. Spp, 
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S. Reportable occurrences# LERs & related correspondence 


8107070240 PNO-II 1-81-057: on 810619# dur ing refueling# rod dropped from 
15 x 15 fuel assembly onto water filled refueling cavity 
floor approx 10 ft from core area & three other rods bent. 

Damaged assembly moved to transfer area. 

HAYES, D. W. , KNOP# R. C. # GREGER# L. R. Region 3# Chicago# Office of the 
Director (81/03/01). 81/06/19. 2pp. 08938:034. 


8107070233 PN0-III-81-057A: on 810619# damaged fuel assembly removed from 
up ender. i nspected & transferred into spent fuel storage 
area outside containment. Refueling operations resumed & 
refueling to be completed prior to retrieval of fuel rod. 

HAYES# D. W. # KNOP# R. C. # GREGER# L. R. Region 3# Chicago# Office of the 
Director (81/03/01). 81/06/22. 2pp. 08940:271. 


SI 07 140390 Forwards LERs 81-014/03L-0 it 81-01 5/03L-0. 

SHALLER# D. V. Indiana & Michigan Electric Co. 81/07/01. Ip. 
09013:310. 


— 8107140400 LER 81-014/03L— 0: on 810606# during surveillance insp#non- 
penetrating cracks were found in divider barrier seal. Cause 
unknown. Defective portions of seal replaced. 

PIEHL# R. H. Indiana it Michigan Electric Co. 81/07/01. Ip. 

09013: 311. 


— 8107140409 LER 81-01 5/03L—0: on 810603. five relay timers were found out 
of spec. Caused by instrument drift. CCW 1W timer replaced. 

Other timers readjusted. 

PALMER, R. A. Indiana U Michigan Electric Co. 81/07/01. 2pp. 

09013:3 1 2. 


0107140440 Forwards LER 81-016/03L-0. 

SHALLER# D. V. Ind iana «c Mi chigan El ectr ic Co. 81/07/01. Ip. 
09013: 227. 


— 8107140445 LER 81-016/03L-0: on 810601 # procedure review revealed that 
selected valves were not cycled at frequency U in operating 
modes required by Tech Specs. Caused by personnel error. 

Procedures revised. 

KEITH, R. S. Indiana it Michigan Electric Co. 81/06/30, 3pp. 

09013: 228. 


8107140331 Confirms 810702 rept of leakage from pinhole in nonessential 
svc water line. Fol lowup rept will be submitted per IE 
Bulletin 80-24 within 14 days. 

SHALLER, D. V. Indiana it Michigan Electric Co. 01/07/02, lp. 

09022: 263. 


8107140371 Forwards LER B1-017/03L-0. 

SHALLER# D. V. Indiana «< Michigan Electric Co. 81/07/03. lp. 
09014: 009. 


—8107140377 LER 81-017/03L-0: on 810605, three 4 kV bus degraded grid 
voltage relays 8< eight 4 kV bus loss of voltage relays were 
found to have exceeded Tech Specs. Caused by excessive 
vol tages. Relays adjusted. 

PALMER, R. A. Ind iana & Mi ch igan El ec tr ic Co. 81/07/03. 2pp. 
09014:010. 


8107210346 Forwards LERs 81-018/03L-0 & S1-019/03L-0. 

SHALLER# D. V. Indiana it Michigan Electric Co. 81/07/07. lp. 
09102:318. 


— 8107210354 LER 81-016/03L-0: on 810609# source range detector experienced 
loss of voltage when CR1D 2 was switched from alternative 
to normal supply. Caused by momentary loss of ac to drawer. 

Fuses removed & reinstalled. 

PALMER# R. A. Indiana Sc Michigan Electric Co. 81/07/07. 2pp. 
09102:319. 


—8107210359 LER 81-019/03L-0: on 810608# section of piping w/hand valve 
found to have never been leak tested. Review of plant 
documents failed to determine time of installation or 
purpose. Request issued to remove valve & seal weld piping. 

PALMER# R. A. Indiana & Michigan Electric Co. 81/07/07. lp. 

09102: 321. 


8107210242 Forwards special LER 81 -020/01 T-0# per IE Bulletin 80-24. 
SHALLER# D. V. Indiana 8c Michigan Electric Co. 81/07/13. Ip. 
09102: 004. 


—8107210247 Special LER 81-O2O/01T-O per IE Bulletin 80-24: on 810701# 
pinhole nonessential svc water leak discovered in integral 
return header of instrument room ventilation unit copper 
cooling coil. Caused by imperfection during mfg process. 

PIEHL# R. H. Indiana 8c Michigan Electric Co. 81/07/10. lp. 
09102:005. 


8107240257 Forwards updated LER 81-001 /04X-1 It LER 81-021/03L-0. 
SHALLER# D. V. Indiana S< Michigan Electric Co. Bl/07/16. lp. 
09140: 252. 


—8107240260 Updated LER 81-001 /04X-1 : on 810224 & 0313# gas found 
leaking from stuffing box of Unit 1 reciprocating charging 
pump & from isolation valves of gas decay tank. Second 
release caused by indentations in valve diaphragms. 

RISCHLING, J. L. Indiana it Michigan Electric Co. 81/07/16. 3pp. 
09140: 253. 


— 8107240262 LER 81— 021/03L-0: on 810621# during reactor core alterations# 
communications were lost between refueling crew in 
containment it control room. Caused by defective headset cord 
at refueling PA station plug. Headset jack removed. 

PALMER# R. A. Indiana & Michigan Electric Co. 81/07/16. 2pp. 

09140: 256. 


8107240149 Forwards LER 81-022/03L-0. 

SHALLER, D. V. Indiana 8 < Michigan Electric Co. 81/07/17. lp. 
09137: 004. 


— 8107240153 LER 81-022/03L— 0: on 810618# during survei llance# feedwater 
snubber l-FWS-l found to have rotated to position allowing 
air to enter fluid inlet ports. During functional bench test# 
snubber failed to lock up. Caused by loose locknut. 

PIEHL# R. H. Indiana 8< Michigan Electric Co. 81/07/17. lp. 

09137: 005. 


8107300050 Forwards revised LER 81-013/03X-1 8c LER 81-023/03L-0. 
SHALLER, D. V. Indiana «c Michigan Electric Co. 81/07/22. lp. 
09191 : 186. 


— 8107300051 Revised LER B1-013/03X-1 : on B10531, source range NI channels 
declared inop erab 1 e. Caused by defective source range 
detector N-32 possibly due to dried moisture connectors. 

Detector replaced. 

RISCHLING, J. L. Indiana & Michigan Electric Co. 81/07/22. 2pp. 
09191: 187. 


— 8107300053 LER 81-023/03L-0: on 810626# timer for centrifugal charging 
pump 1 east found to have exceeded max allowable time during 
surveillance test on automatic load sequence timing relays. 

Caused by instrument drift. Engineering review in progress. 

PALMER. R. A. Indiana it Michigan Electric Co. 81/07/22. lp. 

09191: 189. 
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F. Security, medical, emergency it fire protection plans 


8107170250 Requests info on logistic support available at licensed 
activity sites prior to implementation of nationwide 
emergency notification sys. Coordination of actions to 
upgrade sys w/telecommunication planning personnel proposed. 
KEPPLER, J. G. Region 3, Chicago# Office of the Director (81/03/01). 
81/06/19, 7pp. 09058:213. 


8107090222 Requests 60-day extension for submittal of security force 
training 8< qualification plan# per NRC 810306 request. 

Identification of crucial tasks per NUREG-0674 will be 
included in plan. 

HUNTER. R.S. Indiana & Michigan Electric Co. 81/06/30. lp. 
08984:213. 


8107080450 Requests extension of implementation date for public 
notification sys to 810807. Extension necessary due to 
delays in equipment receipt. 

HUNTER, R.S. Indiana 8< Michigan Electric Co. 81/07/01. 2pp. 
08973: 171. 


8107210200 Requests confirmation by 810724 that means have been 
established for alerting & instructing public within plume 
exposure emergency planning zone in event of emergency# per 
10CFR50#App E requirement. 

KEPPLER# J. G. Region 3# Chicago# Office of the Director (81/03/01). 
81/07/01. 2pp. 09102:071. 


8107140016 Forwards response to 810225 Generic Ltr 81-04 re station 
blackout event. Units can maintain RCS inventory St provide 
decay heat removal w/only dc power available. 

HUNTER# R. S. Indiana & Michigan Electric Co. 81/07/07. 9pp. 
09019: 068. 


8107290002 Generic Ltr 81-27: requests that all emergency plans it 
implementing procedures be submitted w/pages marked to 
reflect privacy it proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT# D. G. Division of Licensing. 81/07/09, 5pp. 09189:059. 
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8107200362 Advises that licensees must submit three copies of emergency 
p Ians, proc edur es & revisions to NRC regional ofc.All copies 
should be sent to Region 3 incident response ctr. 

KEPPLER, J. G. Region 3, Chicago, Office of the Director (81/03/01). 
81/07/10. 2pp. 09070:215. 


8107210430 Forwards security info. Info withheld (ref 10CFR2. 790). 
HUNTER, R.S. Indiana it Michigan Electric Co. 81/07/10. Ip. 
09103: 299. 


G. Adjudicatory correspondence 


8107290031 Forwards order confirming licensee commitments to post-TMI 
related requirements of NUREG— 0737, based on util 810108,0209 
it 0306 1 tr s. Expl ic it statements of requirements set forth in 
attachment to order. 

VARGA, S. A. Operating Reactors Branch 1. 81/07/10. 2pp. 09189:158. 


— 8107290035 Order confirming licensee commitments on post-TMI related 
issues. L icensee required to satisfy specific requirements 
described in attachment to order within 60 days after 
effective date of order. 

EISENHUT , 0. G. Division of Licensing. 81/07/10. 10pp. 09189:160. 


P. Operating license stage documents & correspondence 


8107060157 Submits list of deficiencies identified during review of 
Westinghouse owners group submittal for TMI Action Plan Item 
I.C. 1, "Guidance for Evaluation & Development of Procedures 
for Transients 8c Accidents. " 

VARGA, S. A. Operating Reactors Branch 1. 81/06/09. 2pp. 08957:335. 


8107090372 Forwards safety & technical evaluations re Task Action Plan 
Item II. E. 1.2 re auxiliary feedwater automatic initiation & 
flow indication. 

VARGA, S. A. Operating Reactors Branch 1. 81/06/16. 3pp. 08986:271. 


— 8107090374 "Automatic Feedwater Sys Automatic Initiation & Flow 
Indication," technical evaluation rept. 

PANDEY, S. Franklin Institute/Franklin Research Center. 

NRC -03-7 9-1 18. TER-C5257-292/293. 81/04/27. 16pp. 08986:278. 


8107160467 Notifies that NRC completed generic review of NUREG-0737, 
Item II.K. 2. 19 requirements. No further action needed since 
concerns expressed are not applicable to NSSSs w/inverted 
U-tube steam generators designed by Westinghouse & C-E. 

VARGA, S. A. Operating Reactors Branch 1. 81/06/29. 2pp. 09050:222. 


8107080243 Forwards addl info on hydrogen mitigation it control, 
including "Containment Internal Pressure Capacity, DC Cook 
Nuclear Generating Station, Phase II - Probabilistic 
Evaluation. " Eight aperture cards are available in PDR. 

HUNTER, R.S. Indiana Sc Michigan Electric Co. 81/07/02. 4Bpp. 
08966: 150. 


— 8107080247 "Containment Internal Pressure Capacity, DC Cook Nuclear 
Generating Station, Phase II - Probabilistic Evaluation. " 
Previously submitted revision to distributed ignition sys 
end. 

RAVINDRA, M. K. , STEVENSON, J. D. Structural Mechanics Associates. 
80C 129-2. 81/04/06. 45pp. 08966: 198. 


8107080386 Advises that EPR1 PWR safety relief valves installed in 
plant will perform intended function. Util will submit final 
evaluations 8c other plant-specific data on schedule 
consistent w/RC Youngdahl 801213 8< 810701 ltrs. 

HUNTER, R.S. Indiana S< Michigan Electric Co. Bl/07/02. Ip. 
08974: 032. 


8107160092 Forwards Amends 47 Sc 32 to Licenses DPR-58 S< DPR-74, 
respectively 8< notice of issuance 8< availability. Amends 
revise divider barrier seal matl Tech Specs. 

VARGA, 8. A. Operating Reactors Branch 1. 81/07/06. 3pp. 09062:001. 


—8107160099 Amends 47 & 32 to Licenses DPR-58 it DPR-74 respectively, 
revising divider barrier seal matl Tech Specs. 

VARGA, S. A. Operating Reactors Branch 1. 81/07/06. 8pp. 

09062:004. 


*8107160104 Notice of issuance 8c availability of Amends 47 8c 32 to 
Licenses DPR-58 it DPR-74, respectively. 

VAROA, S. A. Operating Reactors Branch 1. 81/07/06. 2pp, 

09062:012. 


8107310055 Generic Ltr 81-23A to all licensees 8c CP holders, advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation, per Generic Ltr 81-23. are unnecessary. 

EISENHUT, D. G, Division of Licensing. 81/07/06. 6pp. 09222:215. 


8107170253 Forwards info re radiation monitoring sys necessary to meet 
NUREG-0737, Item I3.F. 1 requirements, per 810108 commitment. 

HUNTER, R.S. Indiana 8c Michigan Electric Co. 81/07/10. 5pp. 
09051:013. 


8107290031 Forwards order confirming licensee commitments to post-TMI 
related requirements of NUREG-0737, based on util 810108,0209 
8c 0306 ltr s. Explicit statements of requirements set forth in 
attachment to order. 

VARGA, S. A. Operating Reactors Branch 1. 81/07/10. 2pp. 09189:158. 


—8107290035 Order confirming licensee commitments on post-TMI related 
issues. Licensee required to satisfy specific requirements 
described in attachment to order within 60 days after 
effective date of order. 

EISENHUT, D. G. Division of Licensing. 81/07/10. 10pp. 09189:160. 


8107210398 Forwards license amend fee for proposed TMI-2 Lessons 
Learned Category A Tech Specs per NRC 810615 request. 

HUNTER, R.S. Indiana & Michigan Electric Co. 81/07/15. Ip. 
09104: 059. 


8107210416 Forwards info re engineering description, test procedures, 
background info, generic operating guidelines & supporting 
details for reactor vessel head vents, in response to NUREG- 
0737, Item II. B. 1. 

HUNTER, R.S. Indiana it Michigan Electrif Co. 81/07/15. 5pp. 
09102: 352. 


— 8107210417 "Background Info for Pressurizer Venting Operation. " 

* Indiana 8< Michigan Electric Co. 81/03/31. 9pp. 09102:357. 


— 8107210420 "Pressurizer Venting Operation. " 

* Indiana it Michigan Electric Co. 81/03/31. 9pp. 09103:004. 


— 8107210423 "Background Info for Reactor Vessel Head Vent Operation." 
* Indiana it Michigan Electric Co. 81/02/28. 15pp. 09103:013. 


— 8107210424 "Reactor Vessel Head Vent Operation. " 

* Indiana it Michigan Electric Co. 81/02/28. Ij2pp. 09103:028. 


— 8107210427 Proposed Tech Specs for facility re RCS vents. 

* Indiana it Michigan Electric Co. 81/07/15. 8pp. 09103:040. 


8107240570 Forwards request for addl info re hydrogen control it 
mitigation sys. Response must be received by 811001 to meet 
scheduled installation of sys by 820131. 

VARGA, S. A. Operating Reactors Branch 1. 81/07/15. 10pp. 

09148:214. 


8107290005 Notification of 810728,29 8c 30 meetings w/B&W, Westinghouse St 
C-E owners groups in Bethe*da,MD to discuss thermal shock to 
reactor pressure vessel issue. 

V 158ING, G. Operating Reactors Branch 4. 81/07/20. 5pp. 09189:127. 


> 8107280442 Confirms 810804 meeting w/util in Glen Ellyn, IL to discuss 

recent operational events 8c NRC enforcement actions. 

KEPPLER, J. G. Region 3, Chicago, Office of the Director (81/03/01). 
81/07/23. Ip. 09173:310. 


Q. Inspection reports, IE Bulletins Sc correspondence 


8107080587 Forwards safety evaluation re util 790501,0606,25,0725,0917 
8c 1011 responses to IE Bulletins 79-06A Sc 79-06A, Revision 1, 

"Review of Operational Errors St Sys Misalignments During TMI 
Incident. 11 Util responses to bulletins are acceptable. 

VARGA, S. A. Operating Reactors Branch 1. 81/06/04. 2pp. 0B979: 193. 


—8107080591 Safaty evaluation re util 790501,0606,25,0725,0917 Sc 1011 
responses to IE Bulletins 79-06A Si 79-06A Revision 1, 

"Review of Operational Errors 8< Sys Misalignments During TMI 
Incident. " Util responses to bulletins are acceptable. 

* Office of Nuclear Reactor Regulation, Director. 81/06/04. 2pp. 
08979: 196. 


8107140708 Forwards IE Insp Repts 50-315/81-05 Sc 50-316/81-05 on 
810301-0502 St notice of violation. 

HEI8HMAN, R. F. Division of Resident Sc Project Inspection. 81/07/01. 
2pp. 09018:313. 


— 8107140715 Notice of violation from insp on 810301-0502. 
HEISHMAN, R. F. Division of Resident Sc Project Inspection. 
81/07/01. 2pp. 09018:315. 
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— 8107140720 IE Insp Repts 50-313/81-05 & 50-316/81-05, on 810601-0302, 
Noncompliance noted: failure to rept unplanned radioactive 
release on 810313 & failure to comply w/limiting condition 
for operation. 

SWANSON, E. R. , DUBRY. N. E. , HAYES, D. W. Reactor Projects Section IB. 
81/06/22. 12pp. 09018:317. 


8107240409 Advises that IE Circular 81-10, "Steam Voiding in RCS During 
Heat Removal Cooldouin, " was forwarded to listed utils. 

# Region 3, Chicago, Office of the Director <81/03/01). 81/07/02. 

ip. 09148:206. 


8107100217 Notifies that IE Circular 81-10, "Steam Voiding in RCS 
During Decay Heat Removal Cooldouin," was sent to listed 
licensees on 810702. 

CARROLL, D. E. Word Processing It Document Control Section. 81/07/06. 
2pp. 08994: 342. 


8107240306 Advises that IE Info Notice 81-19, "Lost Parts in Primary 
Coolant Sys, *' was forwarded to listed utils. 

* Region 3, Chicago, Office of the Director. (81/03/01). 81/07/06. 

Ip. 09148:203. 


8107200402 Notifies that IE Info Notice 81-19, "Lost Parts in Primary 
Coolant Sys," was sent to listed utils on 810706. 

CARROLL, D, E. Word Processing & Document Control Section. 81/07/07. 
2pp. 09073: 323. 


8107210237 Forwards IE Waste Packaging Insp Repts 50-313/B1-07 & 
50-316/81-11 on 810223. No noncompliance noted. 

KEPPLER, J. G. Region 3, Chicago, Office of the Director (Bl/03/01). 
81/07/07. 2pp. 09101:337. 


— 8107210243 IE Waste Packaging Insp Repts 30-313/81-07 St 30-316/81-11 on 
810223. No noncompliance noted. Major areas inspected: low 
level waste shipments, shipping documents, vehicle placarding, 
packaging & labels. 

PANO, J. F. , BOOK. H. E. Radiological Safety Branch. THOMAS, R. D. 
Materials Radiation Protection Section. 81/03/24. 4pp. 

09101:359. 


8107210262 Forwards IE Insp Repts 30-313/81-12 It 30-316/81-13 on 
810609-12 & notice of violation. 

N0REL1US, C. E. Division of Engineering 8< Technical Inspection. 
81/07/08. 2pp. 09102:014. 


— 8107210267 Notice of violation from insp on 810609-12. 

NORELIVS, C. E. Division of Engineering 8c Technical Inspection. 
01/07/08. 2pp. 09102:016. 


—8107210276 IE Insp Repts 30-313/B1-12 8c 30-316/81-13 on 810609-12. 
Noncompliance noted: notice of violation involving 
radiological working conditions not posted. Notice re 
regulati ons, 1 icenses 8< procedures not posted. 

HUETER, L. J, , OREOER, L. R. Facilities Radiation Protection Section. 
81/07/07. ilpp. 09102:018. 


8107240137 Forwards IE Insp Repts 30-313/81-09 it 30-316/81-13 on 
810303-30. No noncompliance noted. 

HEISHMAN, R. F. Division of Resident 8c Project Inspection. 81/07/08. 
2pp. 09137:043. 


—8107240164 IE Insp Repts 30-313/81-09 8c 30-316/81-13 on 810303-30. No 
noncompl ianct noted. Major areas inspected: operational safety 
verification, insp during long-term refueling shutdown, 
monthly maint observation 8< review of plant operation. 

SWANSON, E. R. , DUBRY, N. E. , HAYES, D. W. Reactor Projects Section IB. 
81/07/07. 6pp. 09137:047. 


8107130107 Advises that IE Circular 81-09, "Containment Effluent Water 
That Bypasses Radioactivity Monitor," was sent to listed 
licensees on S10710. 

CARROLL, D, E. Word Processing 8< Document Control Section. 81/07/10. 
2pp. 09026:026. 


8107200387 Submits formal request for 2-wk extension for submittal of 
response to IE 810609 notice of violation re radwaste 
shipment. Time is needed for review of legal ramifications. 

HUNTER, R. 8, Indiana 8< Michigan Electric Co. 01/07/1 0. Ip. 
09070:280. 


8107170236 Advises that IE Info Notice 81-20, "Test Fei lures of 
Electrical Penetration Assemblies," was sent to listed utils 
on 810713. 

CARROLL, D. E. Word Processing St Document Control Section. 81/07/13. 
2pp. 09031:028. 


8107270112 Forwards IE Insp Rept 30-316/81-17 on 810318,19 * 0623-23. No 
noncompliance noted, 

NORELIUS, C. E. Division of Engineering 8< Technical Inspection. 
Bl/07/14, 2pp. 09139:294. 


— 8107270115 IE Insp Rept 50-316/81-17 on 810518,19 i< 0623-25. No 
noncompliance noted. Major areas inspected : ini tial 
criticality all rods out boron concentration, control rod 
worths $< core power distribution limits. 

HOPKINS, J. B. , SWANSON, E. R. , UACKIW, I. N. Test Program Section. 
81/07/14, 4pp. 09139:296. 


8107170245 Advises that IE Info Notice 81-20, “Test Failures of , 
Electrical Penetration Assemblies, " was forwarded to 
listed licensees. 

* Region 3, Chicago, Office of the Director (81/03/01). 81/07/15. 

Ip. 09051:001, 


8107170231 Advises that IE Circular 81-09, "Containment Effluent Water 
That Bypasses Radioactivity Monitor," was forwarded to 
listed licensees. 

* Region 3, Chicago, Office of the Director (81/03/01). 81/07/13. 

Ip, 09038:209. 


8107270144 Forwards IE Insp Repts 50-313/81-14 St 50-316/81-1B on 
810615-19 S< 22-23 S< notice of violation. 

NORELIUS, C. E. Division of Engineering St Technical Inspection. 
81/07/15. 2pp. 09159:322. 


— 8107270146 Notice of violation from insp on 810616-19 St 22-23. 
NORELIUS, C. E. Division of Engineering Sc Technical Inspection. 
81/07/15. 3pp. 09159:324. 


— 8107270131 IE Insp Repts 50-313/81-14 St 50-316/81-18 on 810616-19 St 
22-23. Noncomp 1 iance noted: failure to follow refueling 
Procedure FR-AEP-R5 St lack of program to adequately enforce 
procedures S < maintain controlled conditions. 

RING, M. A., ROBINSON, D. L. , JACKIW, I. N. Test Program Section. 
81/07/13. 6pp. 09159:327. 


8107240474 Ack receipt of 810626 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-315/81-03 St 
50-316/81-03. 

HEISHMAN, R, F. Division of Resident St Project Inspection. 81/07/17. 
Ip. 09142:260. 


8107240479 Responds to NRC 810611 ltr re violations noted in IE Insp 
Repts 30-315/81-03 St 50-316/81-03. Correct ive actions: PNSRC 
review checklist will be revised to accomodate documents 
which require evaluation. 

HIWTER, R , S. Indiana St Michigan Power Co. 81/06/26. 7pp. 
09142:261. 


8107280494 Responds to NRC 810604 discovery during insp that 
surveillnce testing of fire suppression water sys was not 
conducted at required frequency. Procedures had not been 
properly scheduled. Testing will be performed annually. 
SMALLER, D. V. Indiana St Michigan Electric Co. 81/07/17. Ip. 
09173: 193. 


8103300402 IE Info Notice 81-21, "Potential Loss of Direct Access to 
Ultimate Heat Sink. " 

* Director's Office, Office of Inspection and Enforcement. 
81/07/21. 5pp. 09162:348. 


8107270246 Advises that IE Info Notice 81-21, "Potential Loss of Direct 
Access to Ultimate Heat Sink,” was sent to listed licensees 
on 810721. 

CARROLL, D. E. Word Processing & Document Control Section. 81/07/21. 
2pp. 09160:112. 


0107270218 Advises that IE Circular 81-12, "Inadequate Periodic Test 
Procedure of PWR Protection Sys," was sent to listed 
licensees on 810722. 

CARROLL, D. E. Word Processing St Document Control Section. 81/07/22, 
2pp. 09160:131. 


B107270253 Advises that IE Circular 81-12, "Inadequate Periodic Test 
Procedure of PWR Protection Sys," was sent to listed 

licensees. 

* Region 3, Chicago, Office of the Director (81/03/01). 81/07/24. 

Ip. 09160:107. 


8107310241 Responds to NRC 810609 notice of violation re radwaste 
shipment. Corrective actions provided in end util 810316 
ltr to State of NV. Consultant plant insp of radwaste program 
initiated. Personnel retrained annually. 

HUNTER, R. S. Indiana St Michigan Electric Co. 01/07/24. 8pp. 
09218:343. 


8. Reportable occurrences, LERs tc related correspondence 


B1 07020 154 Forwards LER 81-022/03L-0. 

SMALLER, D, V. Indiana It Michigan Electric Co. 81/06/26. Ip. 
08936:361. 
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— 8 107020155 LER 81-022/03L-0: on 810530. proximity switch for main stop 
valve B discovered fallen off mounting bracket. Caused by 
mounting screws breaking & falling out due to excessive 
vibration. Switch remounted & determined operable. 

RISCHLING, J. L. Indiana it Michigan Electric Co. 81/06/26. Ip. 
08936: 362. 


8107060272 Forwards LER 81-01 3/03L-0. 

SHALLER, D. V. Indiana & Michigan Electric Co. 81/06/29. Ip. 
08892: 024. 


— 8107060276 LER S1-013/03L-0: on 810513. source range NI channels declared 
inoperab le. Caused by moisture at connectors which apparently 
dried. Detectors replaced & tested satisfactorily. 

# Indiana t* Michigan Electric Co. 81/06/29. 2pp. 08892:023. 


8107140578 Forwards LERs S1-023/03L-0 it 81-024/03L-0. 

SHALLER. D. V. Indiana it Michigan Power Co, 81/06/29. Ip. 
09023: 344. 


—8107140584 LER B1-023/03L-0: on 810530. due to initial loading, 
pressurizer pressure dropped to 2205 PSIA. Caused by drop in 
RCS Tave. Tech Spec change request being processed. 

MURPHY# C. E. Indiana it Michigan Power Co. 81/06/29. Ip. 
09023: 345. 


—8107140389 LER 81 -024/03L-0: on 810612. RCS Tave dropped several degrees 
it pressurizer pressure dropped below Tech Specs. Caused by 
sealing steam pressure dropping it causing decrease in 
condenser vacuum. Tech Spec change request being processed. 

MURPHY. C. E. Indiana & Michigan Power Co. 81/06/29. 2pp. 

09023: 346. 


8107140382 Forwards LER 81-025/03L-0. 

SHALLER, D. V Indiana & Michigan Electric Co. 81/07/03. Ip. 
09023: 306. 


— 8107140385 LER 81— 025/03L-0: on 810604, during testing, boron isolation 
tank isolation valve ICM-250 failed to open from control 
room.Probably caused by torque switch set too low. Switch 
setting increased. 

PIEHL, R. H. Indiana it Michigan Electric Co. 81/07/03. Ip. 

09023: 307. 


8107150069 PNO-I II -B 1—062: on 810703, unit shut down to investigate high 
temps it suspected minor leakage in containment. Insp 
revealed ventilation damper misalignment. Some insulation 
missing on charging sys piping. 

SWANSON, E. , NIESLER, J. , KNOP.R.C. Region 3, Chicago, Office of the 
Director (81/03/01). 81/07/06. 2pp. 09025:278. 


810720020B Forwards LERs S1-026/03L-0 it 81-027/03L-0. 

SHALLER. D. V. Indiana it Michigan Electric Co. 81/07/09, lp. 
09076: 005. 


— 8107200212 LER 01-O26/O3L-O: on 810524. during normal operat ion, air 
operated containment isolation valve DCR-320 failed when 
given close signal from control room. Caused by loose valve 
actuator to stem coupling. Coupling & stem replaced. 

WIZNER, D. G, Indiana it Michigan Electric Co. 81/07/09. lp. 
09076:006. 


— 8107200217 LER S1-026/03L-0: on 810612, during normal operation, reactor 
trip occurred resulting in failure of 120-volt ac vital bus. 

Caused by failure of C-2 capacitor. Fuse it capacitor 
replaced. 

RISCHLINO. J. L. Indiana & Michigan Electric Co. 81/07/09. 2pp. 
09076: 007. 


8107200363 Confirms 810710 verbal rept to Region 3 providing correction 
to LER 81-09/03L-0. Wr itten revision to be submitted under 
separate cover. 

SHALLER,D. V. Indiana & Michigan Electric Co. 81/07/10. lp. 

09070: 252. 


8107240285 Forwards updated LER 81-019/01X-1, 

SHALLER, D. V. Indiana it Michigan Electric Co. 01/07/15. lp. 
09141:153. 


—8107240287 Updated LER 81-019/01X-1: on 810512, plug found missing from 
tee in sensing line to upper containment pressure 
transmitters PPA-310 & 311. Caused by personnel neglect in 
replacing plug following removal during testing. 

RISCHLING, U. L. Indiana it Michigan Electric Co. 81/07/15. 2pp. 


8107280323 Forwards LER 81-028/01T-0. Clarification of reporting 
requirements per IE Bulletin 80-24 requested. 

?Jj? 77 E a' D ' V ' Indiana & Michigan Electric Co. 81/07/20. 2pp. 


— 8107280330 LER 81-028/01T-0: on 810709,1-inch lower containment 
ventilation cooling coil drain valve bonnet found leaking. 
Caused by loose valve bonnet. Bonnet tightened. 

PIEHL, R. H. Indiana it Michigan Electric Co. 81/07/20. lp. 
09177: 326. 
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F. Security, medical, emergency & fire protection plans 


8107140287 Responds to 810319 it 0518 ltrs requesting specific 
exemptions to 10CFR50, App R re fire protection program. 

No exemption required for Sections III.E Zt III. 0 
r equiremen ts. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 
81/06/30. 3pp. 09030:205. 


8107240118 Releases public version of util emergency response plan & 
revision to FSAR. 

FELTON, J. M. Division of Rules and Records. 81/06/30. lp. 
07806:001. 


— 8107240121 Public version of application for Amend 59 to OL, consisting 
of emergency plan & Revision 48 to FSAR. Cross-reference of 
emergency plan to NRC 801024 ltr end. 

* Baltimore Gas it Electric Co. 80/12/31. 13pp. 07806:001. 


— 8 107240125 Forwards public version of util emergency response plan. 
Receipt form end. 

REIMER, E, T. Baltimore Gas & Electric Co. 80/12/31. 2pp. 
07806:001. 


— 8107240129 Public version of util emergency response plan. 

* Baltimore Gas it Electric Co. 80/12/31. 800pp. 07806:001. 


8107130341 Requests confirmation that sys re prompt notification it 
instructions to public in emergency has been implemented. 

Info re compensating actions or procurement & installation 
problems requested. Response requested by 810724. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/01. 4pp. 08997:091. 


8107100243 Requests extension of commitment dates re fire protection 
program for Halon suppression sys in cable spreading rooms 
until 810901 it 1001. 

LUNDVALL, A. E. Baltimore Gas it Electric Co. 81/07/06. 2pp. 

08995: 055. 


8107290002 Generic Ltr 81-27: requests that all emergency plans & 
implementing procedures be submitted w/pages marked to 
reflect privacy & proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT, D. G. Division of Licensing. 81/07/09. 5pp. 091B9:059. 


8107310217 Forwards emergency planning info for placement in LPDR. W/o 
8106250112. 

SOUDER, J. L. Division of Rules and Records. 81/07/21. lp. 

09222: 309. 


G. Adjudicatory correspondence 


8107090291 Answer that petitioners do not object to NRC 810629 motion 
for leave to defer response to 810622 petition until 810731. 
Certificate of Svc end. 

REYNOLDS, N. S. Commonwealth Edison Co. REYNOLDS, N. 8 . Boston Edison 
Co. REYNOLDS, N. S. Carolina Power & Light Co. 81/07/07. 3pp. 
08984: 117. 


8107150286 Requests that NRC notify N Reynolds that 810622 petition 
for extension of deadline for compliance w/CLX-BO-21 has 
been retitled. Svc should be made of all subsequent papers on 
parties to proceeding, includ ing UCS. 

WEIS©, E. R. Harmon it Weiss. 81/07/10. 3pp. 09025:156. 


8107170008 Forwards order confirming licensee commitments re post-TMI 
related issues contained in NUREG-0737. 

CLARK, R. A. Operating Reactors Branch 3. 81/07/10. 2pp. 09062:177. 


■8107170010 Order confirming licensee commitments re post-TMI related 
issues contained in NUREG-0737. 

EISENHUT, D. G. Division of Licensing. 81/07/10. 10pp. 09062:100. 


I. Financial information 


8107310332 Forwards Annual Financial Rept 1980, per NFC 770630 ltr re 
guarantee of retrospective premium. 

CRQCKE, E. A. Baltimore Gas it Electric Co. 81/07/28. lp. 09219:322. 
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p. Operating license stage documents b correspondence 


8107000016 Discusses review of reanalysis of CEA injection 
misloading event, contained in 810529 & 0611 ltrs. Analysis 
acceptable for Unit 1, Cycle 5 b Unit 2, Cycle 4. 

CLARK, R. A. Operating Reactors Branch 3. 81/03/30. 2pp. 


event & core 

08964: 358. 


8107160281 Forwards Amend 56 to License DPR-53, safety evaluation & 
notice of issuance b avai lab i 1 i ty . Amend 56 changes Tech 
Specs to authorize continued reactor operation until 810601 
w/acoustic flow monitor pressurizer valve RV-201 inoperable. 

CLARK, R, A. Operating Reactors Branch 3. 81/06/23. 4pp. 09050:343. 


8107310055 Generic Ltr S1-23A to all licensees b CP holders. advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation, per Generic Ltr 01-23. are unnecessary. 

EISENHUT, D. G. Division of Licensing. 81/07/06. 6pp. 09222:215, 


8107140737 Forwards proprietary b nonproprietary versions of 
CEN-161 <B ) -P, "Improvements to Fuel Evaluation Model." 
Affidavit enc 1. Proprietary version withheld 
(ref 10CFR2. 790). 

LUNDVALL, A. E. Baltimore Gas b Electric Co. 81/07/07. 6pp. 
09147; 130. 


— 8107160286 Amend 56 to License DPR-53, author i z ing continued operation 
until 810601 w/acoustic flow monitor for pressurizer safety 
valve RV-201 inoperable. 

CLARK, R. A. Operating Reactors Branch 3. 81/06/23. 5pp. 

09050: 347. 


— 8107160290 Safety evaluation supporting Amend 56 to License DPR-53. 

* Office of Nuclear Reactor Regulation, Director. 81/06/23. 2pp, 
09050: 352. 


— 8107240046 "Improvements to Fuel Evaluation Model, " nonproprietary 
version. 

* Combustion Engineering. Inc. CEN-161 (B )-NP. 81/07/31. 69pp. 

09147: 136, 


8107150023 Forwards training/work histories of employees who do not 
meet literal education requirements of ANSI NIB. 1-1971, per 
NRC 810409 response to util request for amend to Tech Specs. 
LUNDVALL, A. E. Baltimore Gas b Electric Co. 81/07/10. 5pp. 

09025: 328, 


— 8107160294 Notice of issuance b availability of Amend 56 to License 
DPR-53. 

CLARK, R. A. Operating Reactors Branch 3. 81/06/23. 2pp. 

09050: 354. 


8107170008 Forwards order confirming licensee commitments re post-TMI 
related issues contained in NUREG-0737. 

CLARK, R, A. Operating Reactors Branch 3. 81/07/10. 2pp. 09062:177. 


8107020280 Requests extension of submittal dates to SI 1101 & 820301 
for responses to NRC 801222 ltr re control of heavy loads, 
per NUREG-0612. Implementation of interim measures projected 
by Apr 1982. 

LUNDVALL, A. E. Baltimore Gas & Electric Co. 81/06/25. 3pp, 

08935: 333. 


8107100008 Notifies that no further action necessary re TMI Action Plan 
Item II. K. 2. 19. Concerns expressed in Item II. K. 2. 19 not 
applicable to NSS5 w/inverted U-tube steam generators 
designed by Westinghouse & C-E. 

CLARK, R. A. Operating Reactors Branch 3. 81/06/29. 2pp. 09001:214. 


8107140878 Forwards safety evaluation re acceptance of util 810305 
proposed alternatives for meeting NRC 791107 Recommendation 
GL-2 which requires installation of redundant valve in 
parallel w/auxiliary feedwater sys suction valve. 

CLARK, R. A. Operating Reactors Branch 3. 81/06/29. 2pp. 09029:063. 


— 8107140883 Safety evaluation accepting 810305 proposed alternative for 
meeting NRC 791107 Recommendation GL-2 which requires 
installation of redundant valve in parallel w/automatic 
feedwater sys suction valve. 

* Office of Nuclear Reactor Regulation, Director. 81/06/29. 2pp. 
09029: 065. 


8107070385 Forwards info re seismic qualification of facility auxiliary 
feedwater sys, in response to Generic Ltr 81-14. 

LUNDVALL, A . E. Baltimore Gas & Electric Co. 81/06/30. 26pp. 

08947: 276. 


8107150128 Accepts util 780425 it 790829 technical repts on two loop 
current step response methods for determining resistance 
temp detector response time. Enel safety evaluation 
documenting methods will soon be released as NUREG. 

CLARK, R. A. Operating Reactors Branch 3. 81/06/30. 3pp. 09048; 2B6. 


8107100204 Informs that safety relief valves will perform intended 
function, in response to NUREG-0737, Item II. D. 1. Test valve 
qualification not required. Stuc k-open power operated 
relief valve not required to ensure safe shutdown. 

LUNDVALL, A . E. Baltimore Gas it Electric Co. 81/07/02. Ip, 

08992: 156. 


—8107170010 Order confirming licensee commitments re post-TMI related 
issues contained in NUREG-0737, 

EISENHUT, D, G. Division of Licensing. 81/07/10. 10pp. 09062:180, 


8107210217 Notifies that proposed means for detection of boron dilution 
event it related changes to Tech Specs are deficient b fail 
to meet 5RP 15.4.6 criteria. Addl changes to Tech Specs 
reflecting end safety evaluation requested, 

CHECK, P. S. Assistant Director for Plant Systems. 01/07/10. Ip. 
09106: 156. 


— 8107210219 Safety evaluation re util analysis of boron dilution event 
in Cycle 5 fuel load appl ication. Analysis deficient. 

* Assistant Director for Plant Systems. 81/07/10. 6pp. 

09106: 157. 


8107240140 Submits corrections to 810220 rept CEN-145 re p ower-operated 
relief valve failure reduction. Rept conclusions remain 
valid. Total number of MSSV test demands revised. 

LUNDVALL, A. E. Baltimore Gas 6 Electric Co. 81/07/14. Ip. 

09138: 152. 


8107240434 Application to amend Licenses DPR-53 St DPR-69, revi sing 
Tech Specs to allow substitution of reserve battery for any 
existing 125 volt dc batteries during operation or 
surveillance testing. 

LUNDVALL, A. E. Baltimore Gas St Electric Co. 81/07/20. 6pp. 
09142:012. 


8107290005 Notification of 810728,29 b 30 meetings w/BbW, West inghouse St 
C-E owners groups in Bethesda,MD to discuss thermal shock to 
reactor pressure vessel issue. 

VISSING, G. Operating Reactors Branch 4. 81/07/20. 5pp. 09189:127. 


8107270208 Requests extension of Tech Specs submittal date to 820101 
contained in Amends 54 b 37. Amends require automatic 
initiation of auxiliary feedwater. 

LUNDVALL, A. E. Baltimore Gas b Electric Co. 81/07/21. 2pp. 

09160: 146. 


Q107310197 Notifies that 810720 ltr re suppl to request for amend 
contained typographical omissions. Submits corrections. 

QLSCN, R. C. L. Baltimore Gas b Electric Co. 81/07/23, lp. 

09218: 231. 


8107150349 Informs that Ofc of Controller will issue invoice for fee 
for 810112 request to approve route to be used for spent 
fuel shipments from facility to BMI. 

MILLER, W. 0. License Fee Management Branch. 81/07/02. lp. 

09033: 119. 


—8107150352 Requests that invoice be issued to C-E Power Sys for 810101 
application for shipping route approval. 

MILLER, W. 0. License Fee Management Branch. 81/07/02, lp. 

09033: 120. 


8107130371 Submits addl response to NUREG-0737, Item II. B. 3. Post- 
accident chloride sampling capability will be installed, 
no lon B* fir exception to item requirements 

per NRC 810321 b 24 telcons. 

A ' E - Baltimore Gas b Electric Co. 81/07/03. 2pp. 
08997: OSS rr 


Q, Inspection reports, IE Bulletins b correspondence 


8107270217 Advises that IE Info Notice 81-05, "Degraded DC Sys at 
Palisades, " was sent to listed licensees. 

* Region 1, Philadelphia, Office of the Director (81/03/01). 
81/03/13. 4pp. 09167:273. 


8107270270 Advises thet IE Info Notice 81-08, "Repetitive Failures of 
Limitorque Operator SMB-4 Motor-to-Shaf t Key, " was sent to 
listad licensees, 

# Region 1, Philadelphia, Office of the Director (81/03/01). 
81/03/20. 4pp. 09178; 165. 


8107270243 Advises that IE Info Notice 81-10, "Inadvertent Containment 
Spray Due to Personnel Error, '* was sent to listed licensees. 

* Region 1, Philadelphia, Office of the Director (81/03/01). 
81/03/25. 4pp. 09167:296. 
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8107270192 Advises that IE Info Notice 81-09, "Degradation of Residual 
Heat Removal (RHR) Sys," was sent to listed licensees. 

* Region l, Philadelphia, Office of the Director <81/03/01). 

81/03/ 26. 4pp. 09167:267. 


8107230297 Advises that IE Bulletin 81-02, "Failure of Gate Type 
Valves to Close Against Differential Pressure, " was 
sent to listed licensees. 

* Region 1, Philadelphia, Office of the Director <81/03/01). 
81/04/09. 4pp. 09146:349. 


8107270256 Advises that IE Circular 81-06, "Potential Deficiency 
Affecting Certain Foxboro 10 to 50 Milliampere 
Transmitters," was sent to listed licensees, 

* Region 1, Philadelphia, Office of the Director (81/03/01). 
81/04/14. 4pp. 09167:280. 


8107100284 Forwards IE Insp Repts 50-317/81-01 !< 50-318/81-01 on 
810105-09 notice of violation. 

JOYNER, J. H. Technical Inspection Branch. 81/06/25. 2pp. 
08995: 149. 


—8107100287 Notice of violation from insp on 810105-09. 

JOYNER, J. H. Technical Inspection Branch. 81/06/25. Ip. 
00995: 151. 


—8107100290 IE Insp Repts 50-317/81-01 & 50-318/81-01 on 810105-09. 
Noncompliance noted: failure to adhere to radiation 
protection procedure. 

BAER, R. E. , KNAPP, P. J. Region 1, Philadelphia, Office of the 
Director <81/03/01). Bl/05/18. 5pp. 08995:152. 


8107130125 Ack receipt of 810612 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-317/81-06 !« 
50-318/81-06. 

SNYDER, G. L. Emergency Preparedness & Operational Support Branch. 
81/06/26. Ip. 08999:227. 


—8107130132 Responds to NRC 810519 ltr re violations noted in IE Insp 
Repts 50-317/81-06 fc 50-318/81-06. Correc tive actions: 1 iqui d 
scintillation procedures under review & Radchem QC procedure 
being revised. 

LUNDVALL, A. E. Baltimore Gas & Electric Co. 81/06/12. 3pp. 

08999: 228. 


8107150092 Forwards IE Circular 81-10, "Steam Voiding in RCS During 
Decay Heat Removal Cooldown. " No written response required. 

DRIER, B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). B1/O7/02. 3pp. 09027:251. 


8107230178 Ack receipt of 810702 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-317/81-09 & 
50-318/81-09. 

KEIMIQ, R. R. Projects Branch 2. 81/07/10. Ip. 09131:169. 


—8107230183 Responds to NRC 810611 ltr re violations noted in IE Insp 
Repts 50-317/81-09 *< 50-31B/81-09. Correc tive actions: 
necessary changes St preparations for conduct of revised 
testing will be performed. 

LUNDVALL, A. E. Baltimore Gas St Electric Co. 81/07/02. 3pp. 

09131; 170. 


8107290140 Forwards IE Insp Repts 50-317/81-08 St 50-318/81-08 on 
810316-20 St notice of violation. 

SNYDER, G. L. Emergency Preparedness St Operational Support Branch. 
81/07/13. 3pp. 09185:090. 


— 8107290142 Notice of violation from insp on 810316-20. 

SNYDER, 0. L. Emergency Preparedness S< Operational Support Branch. 
81/07/13. Ip. 09185:093. 


—8107290146 IE Insp Repts 50-317/81-08 St 50-318/81-08 on 810316-20. 
Noncompliance noted: fish bone samples not analyzed w/proper 
techniques. 

JACKSON, T. J. , BORES, R. J. Independent Measures St Environmental 
Protection Section. 81/07/09. 9pp. 09185:094. 


8107160315 Forwards IE Info Notice 81-19, "Lost Parts in Primary 
Coolant Sys." No written response required. 

DRIER, B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/16. 5pp. 09041:092, 


8107240214 Submits info re IE Bulletin 79-01B, "Environ Qualification 
of Class IE Equipment. " Assessment of qualification subj to 
harsh environ expected by June 1982. Requests deferment of 
Unit 2 equipment installation to Cycle 5 outage. 

LUNDVALL, A. E. Baltimore Das & Electric Co. 81/07/20. 3pp. 
09141:061. 


8107290170 Forwards IE Info Notice 81-21, "Potential Loss of Direct 
Access to Ultimate Heat Sink. " No written response required. 

GRIER, B. H. Region i, Ph iladelphia, Office of the Director 
(81/03/01). 81/07/21. 5pp. 09186:279. 


8107290201 Forwards IE Circular 81-12, "Inadequate Periodic-Test 
Procedure of PWR Protection Sys. " No written response 
required. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/22. 5pp. 09188:131. 


8107230258 Forwards IE Circular 81-09, "Containment Effluent Water That 
Bypasses Radioactivity Monitor. " No written response 
required. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/23. 5pp. 09133:080. 


8107230293 Forwards IE Info Notice 81-20, "Test Failures of Electrical 
Penetration Assemblies. " No written response required. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01 ) . 81/07/23. 5pp. 09133:142. 


R. Periodic operating reports & related correspondence 


8107080189 Forwards rept of all changes, tests & experiments made on 
facilities through 810501. 

LUNDVALL, A. E. Baltimore Gas & Electric Co. 81/06/15. 7pp. 

0B962: 204. 


S. Reportable occurrences, LERs & related correspondence 


8107070208 Forwards LER B1-037/03L-0. 

RUSSELL, L. B. Baltimore Gas & Electric Co. Bl/06/17. Ip. 
0B940: 249. 


— 8107070215 LER S1-037/03L-0: on 810521, port! on of incore detectors found 
inoperab le. Caused by computer failure upon installation of 
bad spare analog bus segmentation card. Technic ian instructed 
in verification of core. 

WENDERLICH, R. L. , RIZZO, P. G. Baltimore Gas & Electric Co. 

81/06/17. 2pp. 08940:250. 


B10709012B Discusses review of 800805 rept of power distribution 
episode caused by crud buildup on lower part of fuel 
assemblies. Corrective action, including procedure changes & 
hardware mods, acceptable. 

CLARK, R. A. Operating Reactors Branch 3. 81/06/22. 2pp. 08979:340. 


8107070250 Forwards LER 81-041/03L-1 . 

RUSSELL, L. B. Baltimore Gas St Electric Co. 81/06/26. tp. 
0893B: 070. 


—8107070253 LER 81-041 /03L-1 : on 810612, discovered one of four RWT 
level switches was isolated. Caused by failure to return 
1-LS-4142C to proper lineup after monthly surveillance test. 
Test procedure revised to describe inservice valve lineup. 
WENDERLICH, R. L. , RIZZO, P. G. Baltimore Das 8t Electric Co. 
81/06/26. 2pp. 08938:071. 


8107070256 Forwards LER B1-042/01T-0. 

RUSSELL, L. B. Baltimore Gas tc Electric Co. 81/06/26. Ip. 
08938: 073. 


—8107070259 LER 81-042/01T-0: on 810613, C-E informed that pipe fittings 
upstream of RCS code safety valves did not have proper inner 
diameter (ID). Caused by min pipe diameter not properly 
stated on original drawings. 

DAVIS, S. M. Baltimore Gas & Electric Co. 81/06/26. 2pp. 

08938: 074. 


8107130304 Forwards LER S1-045/03L-0. 

RUSSELL, L. B. Baltimore Gas & Electric Co. 81/07/01. Ip. 
08998: 180. 


—8107130309 LER 81-045/03L-0: on 810601, channel A power range instrument 
was found faulty. Caused by loose upper sub-channel cable 
connector, Amphenol 31-4374, due to normal use. Connector 
remade & tightened. 

LAQIEWSKI , J. S. , RIZZO, P. G. Baltimore Gas * Electric Co. 81/07/01. 
Ip. 08998: 181. 


8107130272 PNO-I-81-075: on 810706, unit shut down when middle seal of 
reactor coolant pump 1 IB failed. Seal replacement expected in 
7 d ay s . 

MCCABE, E. C. , KEIlilO, R. R. Region 1, Philadelph ia, Office of the 
Director (81/03/01). 81/07/07. Ip. 09000:037. 
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8107240247 Forwards LER B1-049/03L-0. 

RUSSELL, L. B. Baltimore Gas St Electric Co. 81/07/08. Ip. 
09140:247. 


— 8107240248 LER 81-049/03L-0: on 810608, containment RMS pump failed 
resulting in loss of containment gaseous & particulate 
radiation monitor. Caused by pump normal end of life. Pump 
replaced. 

LAGIEWSKI, J. S. , RAYBURN, C. L. Baltimore Gas St Electric Co. 
81/07/08. Ip. 09140:248. 


8107240110 Forwards updated LER 80-024/03X-1. 

RUSSELL, L. B. Baltimore Gas St Electric Co. 81/07/10. ip. 
09137:087. 


— -8107240112 Updated LER 80-024/03X-1 : on 800430, cracked weld found on 
reactor coolant pump 11B control bleedoff line. Caused by 
metal fatigue due to residual stress from welding on initial 
installation. Pipe was replaced & weld repair performed. 

DAVIS, S. M. , HUSEBY, D. E. Baltimore Gas St Electric Co. 81/07/10. 
Ip. 09137:088. 


8107240291 Forwards LER 81-043/03L-0. 

RUSSELL, L. B. Baltimora Gas St Electric Co. 81/07/10. Ip. 
09141: 104. 


— 8107240294 LER 81-043/03L-0: on 810610, d iscovered that spent fuel pool 
exhaust fans did not maintain required negative pressure. 

Caused by inability of area exhaust fans to maintain 
required pressure w/supply fan operating. 

DAVIS, S. M. , RIZZO, P. G. Baltimore Gas & Electric Co. 81/07/10. 

2pp. 09141:105. 


8107240363 Forwards updated LER 81-017/03X-1. 

RUSSELL, L. B. Baltimora Gas St Electric Co. 81/07/10. Ip. 
09141:019. 


— 8107240367 Updated LER 81-O17/03X-1 : on 810304, inboard bearing found 
scored when auxiliary feedwater pump 12 taken out of svc for 
insp. App arently caused by improper oil level or contaminated 
oil. Markings added to sightglasses St maint program modified. 

DAVIS, S. M. , L'HEUREUX.R. W. Baltimore Gas It Electric Co. 81/07/10. 

2pp. 09141:020. 


8107240497 Forwards updated LER 81-013/03X-1. 

RUSSELL, L. B, Baltimore Gas It Elactric Co. 81/07/10. Ip. 
09142: 273. 


— 8107240509 Updated LER 81-013/03X-1 : on 810217, bearing found scored It 
babbit matl found in oil whan investigating cause for dirty 
oil in auxiliary feedwatar pump 11 inboard turbine bearing. 

Probably caused by Improper oil level or contaminated oil. 

DAVIS, S. M. , L'HEUREUX, W. L. Baltimore Gas S< Electric Co. 81/07/10. 
2pp. 09142:274. 


8107240139 Forwards LER 81-050/03L-0. 

RUSSELL, L. B. Baltimore Gas It Electric Co. 81/07/13. Ip. 
09138: 130. 


—8107240144 LER 81-050/03L-0: on 810613, RCS gross leakage was found to 
be 16 gpm. Caused by natural end of life of root valve 
packing. Leakoff line capped, reduc ing leakage. Valve will be 
repaired during next outage. 

WENDERL1CH, R. L. , RAYBURN, C. L. Baltimore Gas l< Electric Co. 
81/07/13. Ip. 09138: 131. 


8107240413 Forwards LER S1-Q44/03L-0. 

RUSSELL, L. B. Baltimore Gas It Elactric Co. 81/07/13. Ip. 
09130: 287. 


—8107240420 LER 81-044/03L-0: on 810614, MSI V 12 would not shut in 
required time during testing. Caused by sticking sys check 
valves It delayed hydraulic pressure to actuator dut to 
contamination of hydraulic fluid in valve actuation sys. 

DAVIS, S. M. , WEIR, P. J. Baltimore Gas It Electric Co. 81/07/13. Ip. 

09138:288. 


8107280476 Forwards LER 81-033/03L-0. 

RUSSELL, L. B. Baltimore Gas It Electric Co. 81/07/13. Ip. 
09173:261. 


—8107280480 LER 81-053/03L-0: on 810613,26 It 30, pressurixer level 
deviated from program level by more than 3%. Caused by temp 
swings due to paralleling main generator. 

JLNGE,M. A. Baltimora Gas St Electric Co. 81/07/13. Ip. 

09173: 262. 


8107240239 Forwards LER S1-048/03L-0, 

RUSSELL, L. B. Baltimore Gas St Electric Co. 81/07/14. Ip. 
09140:249. 


— 8107240261 LER B1-048/03L-0: on 810620, sal twater drain on equipment 
cooling heat exchanger 12 became loose It started leaking 
while pumping saltwater side of exchanger 11 w/saltwater 
header 11 out of svc. Caused by faulty nipple installation, 

DAVIS, S. M. , RAYBURN, C. L. Baltimore Gas It Electric Co. 81/07/14. 
2pp. 09 140:250. 


8107290201 Forwards LER 81-046/03L-0. 

RUSSELL, L. B. Baltimore Gas St Electric Co. 81/07/17. Ip. 
09172: 305. 


— S107280206 LER 81-046/03L-0: on 810617, pressur i zer level found below 
setpoint It chemical vol It control sys flow found exceeding 
rated flow w/two charging pumps, 11 St 13, running. Caused by 
overpressure condition due to relief valve 13 lifting. 

JtNQE, M. A, , MAHON, C. R. Baltimore Gas It Electric Co. 81/07/17. 
2pp. 09172:306. 
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F. Security, medical, emergency It fire protection plans 


8107140287 Responds to 810319 It 0518 ltrs requesting specific 
exemptions to 10CFR50, App R re fire protection program. 

No exemption required for Sections II1.E lc III.O 
requirements. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 
81/06/30. 3pp. 09030:205. 


8107240118 Releases public version of util emergency response plan & 
revision to FSAR. 

FELTON, J. M. Division of Rules and Records. 81/06/30. Ip. 

07806: 001. 


— 8107240121 Public version of application for Amend 59 to OL, consisting 
of emergency plan 8« Revision 48 to FSAR. Cross-ref erence of 
emergency plan to NRC 801024 ltr end. 

* Baltimore Gas & Electric Co. 80/12/31. 13pp. 07806:001. 


— 8107240125 Forwards public version of util emergency response plan. 
Receipt form end. 

REIMER, E. T. Baltimore Gas It Electric Co. 80/12/31. 2pp. 

07806: 001. 


— 8107240129 Public version of util emergency response plan. 

* Baltimore Gas 8< Electric Co. 80/12/31. 800pp. 07806:001. 


8107130341 Requests confirmation that sys re prompt notification It 
instructions to public in emergency has been implemented. 

Info re compensating actions or procurement l< installation 
problems r equested. Response requested by -810724. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
f 81/03/01) . 81/07/01. 4pp. 08997:091. 


8107100243 Requests extension of commitment dates re fire protection 
program for Halon suppression sys in cable spreading rooms 
until 510901 It 1001. 

LUNDVALL, A. E. Baltimore Gas It Electric Co. 81/07/06. 2pp. 

08995: 055. 


8107290002 Generic Ltr Bl-27: requests that all emergency plans l< 
implementing procedures be submitted w/pages marked to 
reflect privacy It proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT, D. Q. Division of Licensing. 81/07/09. 3pp. 09189:059. 


8107310217 Forwards emergency planning info for placement in LPDR. W/o 
8106250112, 

SOUDER, J. L, Division of Rules and Records. 81/07/21. Ip. 
09222:309. 


G. Adjudicatory correspondence 


8107090291 Answer that petitioners do not object to NRC 810629 motion 
for leave to defer response to 810622 petition until 810731. 
Certificate of Svc end. 

REYNOLDS, N. S. Commonwealth Edison Co. REYNOLDS, N. 8. Boston Edison 
Co. REYNOLDS, N. S. Carolina Power It Light Co. 81/07/07. 3pp. 

00984: 117. 


8107150286 Requests that NRC notify N Reynolds that 810622 petition 
for extension of deadline for compliance w/CLI-BO-21 has 
been retit led. Svc should be made of all subsequent papers on 
parties to proceeding, including UCS. 

WEISS, E. R. Harmon St Weiss. 81/07/10. 3pp. 09025:156. 


8107170008 Forwards order confirming licensee commitments re post-TMI 
related istuee contained in NUREG-0737. 

CLARK, R, A. Operating Reactors Branch 3. 81/07/10. 2pp. 09062:177. 
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— 8107170010 Order confirming licensee commitments re post-TMI related 
issues contained in NUREG-0737. 

EISENHUT . D. 0. Division of Licensing. 81/07/10. 10pp. 09062:180. 


I. Financial information 


B107140737 Forwards proprietary Sc nonproprietary versions of 
CEN-161 (B ) -Pi "Improvements to Fuel Evaluation Model." 
Affidavit encl. Proprietary version withheld 
< ref 10CFR2. 790). 

LUNDVALL, A. E. Baltimore Gas & Electric Co, 81/07/07. 6pp 
09147: 130. 


8107310332 Forwards Annual Financial Rept 19S0i per NRC 770630 ltr re 
guarantee of retrospective premium. 

CROOKE, E. A. Baltimore Gas & Electric Co. 81/07/28. Ip. 09219:322. 


P. Operating license stage documents & correspondence 


8107150023 Forwards training/work histories of employees who do not 
meet literal education requirements of ANSI N18. l-1971i per 
NRC 810409 response to util request for amend to Tech Specs. 
LUNDVALL, A. E. Baltimore Gas & Electric Co. 81/07/10. 5pp 
09025:328. 


8107080016 Discusses review of reanalysis of CEA injection event it core 
misleading eventi conta ined in 810529 & 0611 ltrs. Analysis 
acceptable for Unit 1, Cycle 5 it Unit 2i Cycle 4. 

CLARKiR. A. Operating Reactors Branch 3. 81/03/30. 2pp. 08964:358. 


8107020280 Requests extension of submittal dates to 811101 & 620301 
for responses to NRC 801222 ltr re control of heavy loads* 
per NUREG-0612. Implementation of interim measures projected 
by Apr 1982. 

LUNDVALL, A. E. Baltimore Gas it Electric Co. 81/06/25. 3pp. 
08935:333, 


8107100008 Notifies that no further action necessary re TMI Action Plan 
Item IX. K. 2. 19. Concerns expressed in Item II. K. 2. 19 not 
applicable to NSSS w/inverted U-tube steam generators 
designed by Westinghouse & C-E. 

CLARK.R. A. Operating Reactors Branch 3. 81/06/29. 2pp. 09001:214. 


8107140878 Forwards safety evaluation re acceptance of util 810305 
proposed alternatives for meeting NRC 791107 Recommendation 
GL~2 which requires installation of redundant valve in 
parallel w/auxiliary feedwater sys suction valve. 

CLARKiR. A. Operating Reactors Branch 3. 81/06/29. 2pp. 09029:063. 


— 8107140883 Safety evaluation accepting 810305 proposed alternative for 
meeting NRC 791107 Recommendation GL-2 which requires 
installation of redundant valve in parallel w/automatic 
feedwater sys suction valve. 

* Office of Nuclear Reactor Regulation* Director. 81/06/29. 2pp. 
09029: 065. 


8107070385 Forwards info re seismic qua 1 i f icat i on of facility auxiliary 
feedwater sys* in response to Generic Ltr 81-14. 

LUNDVALL, A. E. Baltimore Gas & Electric Co. 81/06/30. 26pp. 

08947:276. 


B107150128 Accepts util 780425 & 790829 technical repts on two loop 
current step response methods for determining resistance 
temp detector response time. Encl safety evaluation 
documenting methods will soon be released as NUREG. 

CLARKiR. A. Operating Reactors Branch 3. 81/06/30. 3pp. 09048:286. 


8107100204 Informs that safety relief valves will perform intended 
function, in response to NUREG-0737, Item XI. D. 1. Test valve 
qualification not required, Stuc k-open power operated 
relief valve not required to ensure safe shutdown. 

LUNDVALL, A. E. Baltimore Gas & Electric Co. 81/07/02. Ip. 

08992: 156. 


8107170008 Forwards order confirming licensee commitments re post-TMI 
related issues contained in NUREG-0737. 

CLARKiR, A. Operating Reactors Branch 3. 81/07/10. 2pp. 09062:177. 


— 8107170010 Order confirming licensee commitments re post-TMI related 
issues contained in NUREG-0737. 

EISEhMJT , D. G. Division of Licensing. 81/07/10. 10pp. 09062:180. 


8107210217 Notifies that proposed means. for detection of boron dilution 
event Sc related changes to Tech Specs are deficient & fail 
to meet SRP 15.4.6 criteria. Add 1 changes to Tech Specs 
reflecting encl safety evaluation requested. 

CHECK, P. S. Assistant Director for Plant Systems. 81/07/10. lo 
09106:156. 


— 8107210219 Safety evaluation re util analysis of boron dilution event 
in Cycle 5 fuel load application. Analysis deficient. 

* Assistant Director for Plant Systems. 81/07/10. 6pp. 

09106: 157. 


8107240140 Submits corrections to B10220 rept CEN-145 re power-operated 
relief valve failure reduc tion. Rept conclusions remain 
valid. Total number of MSSV test demands revised. 

LUNDVALL* A, E. Baltimore Gas it Electric Co. 81/07/14. Ip. 

09138: 152. 


8107240434 Application to amend Licenses DPR-53 & DPR-69. revising 
Tech Specs to allow substitution of reserve battery for any 
existing 125 volt dc batteries during operation or 
surveillance testing. 

LUNDVALL, A. E. Baltimore Gas & Electric Co. 81/07/20. 6pp. 
09142:012. 


8107290005 Notification of 810728,29 it 30 meetings w/B*kW, Westinghouse k 
C-E owners groups in Bethesda, MD to discuss thermal shock to 
reactor pressure vessel issue. 

VISSINC, G. Operating Reactors Branch 4. 81/07/20. 5pp. 09189:127. 


8107270208 Requests extension of Tech Specs submittal date to 820101 
contained in Amends 54 Sc 37. Amends require automatic 
initiation of auxiliary feedwater. 

LUNDVALL, A. E. Baltimore Gas & Electric Co. 81/07/21. 2pp. 

09160: 146. 


8107310177 Notifies that 810720 ltr re suppl to request for amend 
contained typographical omissions. Submits corrections. 

OLSON, R. C. L. Baltimore Gas Sc Electric Co. 81/07/23. Ip. 
09218: 231. 


8107150349 Informs that Qfc of Controller will issue invoice for fee 
for 810112 request to approve route to be used for spent 
fuel shipments from facility to BMI. 

MILLER* W. 0. License Fee Management Branch. 81/07/02. Ip. 
09033:119. 


— 8107150352 Requests that invoice be issued to C-E Power Sys for 810101 
application for shipping route approval. 

MILLER, W, 0. License Fee Management Branch. 81/07/02. Ip. 

09033: 120. 


B 1071 30371 Submits addl response to NUREG-0737, Item II. B. 3. Post- 
accident chloride sampling capability will be installed. 

Util will no longer take exception to item requirements 
per NRC 810321 Sc 24 telcons. 

LUNDVALL, A. E. Baltimore Gas 8c Electric Co. 81/07/03. 2pp, 
08997: OfiR rr 


8107310055 Generic Ltr 81-23A to all licensees 8c CP holders, advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Qfc of Nuclear Reactor 
per 0eneric *-tr Si-23, are unnecessary. 

EISENHUT, D. G. Division of Licensing. 81/07/06. 6pp, 09222:215. 


G. Inspection reports, IE Bulletins it correspondence 


B107270217 Advises that IE Info Notice 81-05, "Degraded DC Sys at 
Palisades, " was sent to listed licensees. 

* Region 1, Philadelphia* Office of the Director (81/03/01). 
81/03/13. 4pp. 09167:273. 


8107270270 Advises that IE Info Notice 81-08, "Repetitive Failures of 
Limitorque Operator SMB-4 Motor-to-ShaP t Kay, " was sent to 
listed licensees. 

* Region 1, Philadelphia, Office of the Director (81/03/01). 
81/03/20. 4pp. 09178: 165. 


8107270243 Advises that IE Info Notice 81-10, "Inadvertent Containment 
Spray Due to Personnel Error," was sent to listed licensees. 

* Region 1, Philadelphia, Office of the Director (Bl/03/01), 
81/03/25. 4pp. 09167:296. 


8107270192 Advises that IE Info Notice 81-09, "Degradation of Residual 
Heat Removal (RHR) Sys, 1 ' was sent to listed licensees. 

* Region 1, Philadelphia, Office of the Director (81/03/01). 
81/03/26. 4pp. 09167:267. 


8107230297 Advises that IE Bulletin 81-02# "Failure of Gate Type 
Valves to Close Against Differential Pressure, " was 
sent to listed licensees. 

* Region 1, Philadelphia, Office of the Director (81/03/01). 
81/04/09. 4pp. 09146:349. 
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8107270296 Advises that IE Circular 81-06* "Potential Deficiency 
Affecting Certain Foxboro 10 to 50 Milliampere 
Transmitters* “ was sent to listed licensees. 

* Region 1* Philadelphia* Office of the Director <81/03/01). 
81/04/14. 4pp. 09167:280. 


8107100284 Forwards IE Insp Repts 50-317/01-01 Sc 50-318/81-01 on 
810109-09 it notice of violation. 

JOYNER. J. H. Technical Inspection Branch. 81/06/25. 2pp. 
08995: 149. 


8107230258 Forwards IE Circular Bl-09. "Containment Effluent Water That 
Bypasses Radioactivity Monitor. 11 No written response 
required. 

DRIER* B, H. Region 1* Philadelphia* Office of the Director 
(81/03/01). B 1/07/23. 5pp. 09133:080. 


8107230293 Forwards IE Info Notice 81-20, "Test Failures of Electrical 
Penetration Assemblies." No written response required. 

DRIER* B. H. Region 1* Ph i ladel phia* Office of the Director 
(81/03/01). 81/07/23. 5pp. 09133:142. 


— 8107100287 Notice of violation from insp on 810109-09. 

JOYNER* J. H. Technical Inspection Branch. 81/06/25. Ip. 
08995: 151. 


— 8107100290 IE Insp Repts 50-317/81-01 & 50-31B/81-01 on B10105-09. 
Noncompliance noted: failure to adhere to radiation 
protection procedure. 

BAER* R. E. * KNAPP* P. J. Region 1* Phi ladelphia* Office of the 
Director <81/03/01). 81/05/18. 5pp. 08999:152. 


R. Periodic operating reports 8c related correspondence 


8107080189 Forwards rept of all changes* tests 8< experiments made on 
facilities through 810501. 

LUNDVALL, A. E, Baltimore Oas S< Electric Co. 81/06/15. 7pp. 
08962:204. 


S. Reportable occurrences* LERs 8< related correspondence 


8107130125 Ack receipt of 810612 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-317/81-06 8c 
90-318/81-06. 

SNYDER, 0. L. Emergency Preparedness 8« Operational Support Branch. 
91/06/26. Ip. 08999:227. 


—8107130132 Responds to NRC 810519 ltr re violations noted in ZE Insp 
Repts 50-317/81-06 8c 50-318/81-06. Corrective act i ons : liquid 
scintillation procedures under review 8< Radchtm QC procedure 
being revised. 

LUNDVALL * A. E. Baltimore Oas it Electric Co. 81/06/12. 3pp. 

08999: 228. 


B107150092 Forwards IE Circular 81-10, "Steam Voiding in RCS During 
Decay Heat Removal Cooldown. " No written response required. 

DRIER, B. H. Region 1* Philadelphia* Office of the Director 
<81/03/01). 81/07/02. 3pp. 09027:251. 


8107230176 Ack receipt of 810702 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-317/81-09 8c 
50-318/81-09. 

KEItllO* R. R. Projects Branch 2. 81/07/10. Ip. 09131:169. 


8107070222 Forwards LER 81-028/01T-0. 

RUSSELL* L. B. Baltimore Oas 8c Electric Co. 81/06/26. Ip. 
08940: 298. 


— B107070226 LER 81-028/01T-0: on 810613, C-E informed that pipe fittings 
immediately upstream of RGB code safety valves did not have 
proper inner d iameter. Caused by min pipe specs for valves 
not being properly stated on interface drawings. 

DAVIS, S. M. Baltimore Oas Sc Electric Co. 81/06/26. 2pp. 

08940: 259. 


8107130311 Forwards updated LER 81-026/03X-1. 

RUSSELL, L. B. Baltimore Oas 8c Electric Co. 81/06/30. Ip. 
08998: 173. 


—8107130314 Updated LER 81-026/03X-1 : on 810502, discharge damper to ECCS 
pump room exhaust fan 22 failed shut. Caused by linkage rod 
shifting from proper posi tion. Linkage repaired 8c adjusted. 

Preventive meint procedure to be instituted. 

RAYBURN, C. L. Baltimore Oas 8c Electric Co. 81/06/30. Ip. 

08998: 174. 


— 8107230183 Responds to NRC 810611 ltr re violations noted in IE Insp 
Repts 50-317/81-09 & 50-318/81-09. Corrective actions: 
necessary changes 8c preparations for conduct of revised 
testing will be performed. 

LUNDVALL, A. E. Baltimore Oas 8c Electric Co. 01/07/02. 3pp. 
09131:170. 


8107290140 Forwards IE Insp Repts 50-317/81-08 8< 50-318/81-08 on 
810316-20 8c notice of violation. 

SNYDER, ©. L. Emergency Preparedness it Operational Support Branch. 
81/07/13. 3pp. 09185:090. 


—8107290142 Notice of violation from insp on 810316-20. 

SNVDER, D. L. Emergency Preparedness 8c Operational Support Branch. 
81/07/13. Ip. 09185:093. 


—8107290146 IE Insp Repts 50-317/81-08 8c 50-318/81-08 on 810316-20. 
Noncompliance noted: fish bone samples not analyzed w/proper 
techniques. 

JACKSON. T. J. , BORES, R. J. Independent Measures 8< Environmental 
Protection Section. Bl/07/09. 9pp. 09185:094. 


8107160315 Forwards IE Info Notice 01-19* "Lost Parts in Primary 
Coolant Sys. " No written response required. 

ORIER* B. H. Region 1, Philadelphia* Office of the Director 
(Bl/03/01). 01/07/14.. 5pp. 09041:092. 


8107240214 Submits info re IE Bulletin 79-01B* "Environ Qualif icat ion 
of Class IE Equipment. " Assessment of qualification subj to 
harsh environ expected by June 1982. Requests deferment of 
Unit 2 equipment installation to Cycle 5 outage. 

LUNDVALL* A. E. Baltimore Oas 8c Electric Co. 81/07/20. 3pp. 
09141:061. 


8107290170 Forwards IE Info Notice 81-21* "Potential Loss of Direct 
Access to Ultimate Heat Sink. " No written response required. 

QRIER, B. H, Region 1* Philadalph ia* Office of the Director 
(81/03/01). 81/07/21. 5pp. 09186:279. 


8107290201 Forwards IE Circular 81-12, "Inadequate Periodic-Test 
Procedure of PWR Protection Sys. 11 No written response 
required. 

R *B ion Philadelphia, Office of the Director 
(81/03/01). 81/07/22. 5pp. 09188:131. 


8107130474 Forwards LER 81 -027/03L-0. 

RUSSELL, L. B. Baltimore Das 8c Electric Co. 81/07/02. Ip. 
09000:131, 


— 8107130477 LER 01-O27/O3L-O: on 810602. dur ing surveillance testing.HPSI 
Pump 23 failed to start. Caused by failure of control time 
deley relay, Relay replaced. 

JLNOE, M. A, * RIZZO, P. 0, Baltimore Oas 8c Electric Co. 81/07/02. 

Ip. 09000: 132. 


8107130256 Forwards LER 81-030/03L-0. 

RUS8ELL, L. B. Baltimore Dec 8c Electric Co. 81/07/03. Ip. 
08999:347. 


—8107130265 LER 81-030/03L-0: on 810604* while performing surveillance 
test, temp transmitter 122HB discovered out of tolerance in 
nonconservative d irection. Cause unknown. Transmitter 
rep laced, Update will be submitted when cause identified. 

DAVIS, 8. M. , RIZZO, P. 0. Baltimore Oas 8c Electric Co. 81/07/03. 
ip. 0B999: 348. 


8107240199 Forwards LER B1-029/03L-0. 

RUS8ELL* L. B. Baltimore Oas 8c Electric Co. 81/07/09. Ip. 
09139: 265. 


—8107240203 LER 81-029/03L-0: on 810609, rsactor protection sys channel A 
trip unit for thermal margin/low pressure monitor was found 
to be fa ulty. Caused by bistable trip unit ATU7 not tripping 
at appropriate signal levels, Trip unit replaced, 

JLNOE, M. A, » RIZZO, P. 0. Baltimore Oas 8c Electric Co. 81/07/09, 
lp, 09139:266, 


8107240322 Forwards LER B1-033/03L-0. 

RUSSELL, L. B. Baltimore Oas 8c Electric Co. 81/07/15. lp. 
09141: 113, 


—8107240325 LER 81-033/03L-0: on 810704, prtssurixer level deviated 
excessively from program level while paralleling main 
turbine generator. Caused by RCS temp swing, not uncommon 
during paralleling process, 

JUNOE, M. A. Baltimore Oas it Electric Co. 81/07/15. lp. 

09141: 114, 


8107280210 Forwards LER 81-031/03L-0, 

RUSSELL, L, B, Baltimore Oas St Electric Co. Bl/07/17. lp. 
09169:017, 
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— 8107280214 LER 81-031 /03L-0: on 810619. bypass dampers did not shut 
w/damper control handswitch in filter position. resulting in 
ECCS pumproom exhaust fan inoperab il ity. Caused by air 
solenoid valve leaking through maintaining air pressure. 

JUNGE, M. A. , RIZZO. P. G. Baltimore Gas & Electric Co. 81/07/17. 
Ip. 09169:018. 


DOCKET 50-320 THREE MILE ISLAND NUCLEAR STATION. UNIT 2 


F. Security, medical, emergency St fire protection plans 


8107100044 Responds to 800930 security plan revi sions. Forwards 
discussion of disputed revi sions. Enc 1 withheld (ref 
10CFR2. 790 ). 

STOLZ. J. F. Operating Reactors Branch 4. SNYDER. B. J. TMI Program 
Office. 81/06/24. 4pp. 09001:138. 


8107060319 Forwards "Siren Alert Sys: Acoustical Performance 
Evaluation, " final rept.per NUREG-0654/FEMA-REP-1. App 3. 

Includes six oversize drawings. Aperture cards are 
available in PDR. 

HUKILL.H. D. Metropolitan Edison Co. 81/06/30. Ip. 08902:161. 


— 8107060322 "Siren Alert Sys: Acoustical Performance Evaluation. " final 
rept. 

* Parsons. Brinkerhoff. Quada St Douglas, Inc. 81/05/31. 93pp. 

08902: 162. 


8107130341 Requests confirmation that sys re prompt notification & 
instructions to public in emergency has been implemented. 

Info re compensating actions or procurement & installation 
problems requested. Response requested by 810724. 

GRIER. B. H. Region 1. Philadelphia, Office of the Director 
(81/03/01). 81/07/01. 4pp. 08997:091. 


8107290002 Generic Ltr 81-27: requests that all emergency plans & 
implementing procedures be submitted w/pages marked to 
reflect privacy & proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT, D. G. Division of Licensing. 81/07/09. 5pp. 09189:059. 


G. Adjudicatory correspondence 


8107240119 Forwards confidential disclosure agreement between EPICOR, 
General Public Utils, NRC & Associated Univs, Inc. 

FRAYNE.C.G. Carella, Bain, Gilfilan & Rhodes. Bl/01/13. 19pp. 

09141: 161. 


8107060072 Forwards safety evaluation St 810618 order re processing of 
contaminated water using submerged demineralizer sys 
ui/effluent polishing by EPIC0R-1I sys. Safety evaluation not 
end. 

SNYDER, B.J. TMI Program Office. 81/06/18. 2pp. 08958:213. 


8107060075 Order requiring prompt & complete processing of intermediate 
level contaminated water in auxiliary bldg tanks & highly 
contaminated water in reactor sump U RCS w/submerged 
demineralizer sys w/effluent polishing by EPICOR-II sys. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 

81/06/18. 6pp. 08958:215. 


8107080331 Motion to require further development of record on issue 
of licensee mgt response to accident. ACRS rept should be 
admitted to support Udall conclusion or to show difference 
of opinion. 

* Three Mile Island Alert. 01/07/02. 5pp. 08972:158. 


8107080339 Forwards review of rept by House Committee on Interior St 
Insular Affairs re reporting of info concerning TMI 
accident. Agrees w/staff rept conclusions. Certificate of 
Svc end. 

ABBOTT, E. C. ACRS — Advisory Committee on Reactor Safeguards. 
Sl/06/04. 25pp. 08972:163. 


8107080199 Summarizes Gilinsky 810701 touT of Units 1 b 2. 
AUSTIN, J. H, Commissioners. 81/07/06. 2pp. 08962:019. 


8107080282 Order extending Commission time to review ALAB-640 to 
810714. 

CHXLK, S, J, Office of the Secretary of the Commission. 81/07/06. 
Ip. 08973:332. 


8107160269 Order granting extension until 810721 for Commission to 
decide whether to review ALAB-640. 

CHILKiS. U. Office of the Secretary of the Commission. 81/07/14. 
Ip. 09046:308. 


8107240071 Order extending Commission time to consider whether to 
review ALAB-640 to 810804. 

CHILK, S, J. Office of the Secretary of the Commission. 81/07/21. 
Ip. 09137:099. 


8107300042 Order granting licensee, NRC St Environ Coalition on Nuclear 
Power 810701 joint motion for acceptance of stipulation re 
settlement i ssues. Sti pulation furthers principles of 
settlement 5, compromise. 

WOLF, J. F. , PARIS, O.H. , SHON, F. J. Atomic Safety and Licensing Board 
Panel. 81/07/27. 2pp. 09191:181. 


— 8107300044 Joint motion for acceptance of stipulation re settlement 
issues. 

LEWIS, S, H. Hearing Branch 4. JOHNSRUD, J. H. Environmental 
Coalition on Nuclear Power. TROWBRIDGE, G. F. Metropolitan Edison 
Co. 81/07/23. Ip. 09191: 183. 


— 8107300046 Stipulation that Environ Coalition on Nuclear Power 
withdraw proposed Contentions 269. 

LEWIS, 8. H. Hearing Branch 4. JOHNSRUD, J. H. Environmental 
Coalition on Nuclear Power. TROWBRIDGE, G. F. Metropolitan Edison 
Co. 81/06/22. 2pp. 09191:184. 


H. General correspondence 


8107100048 Responds to end 810522 ltr to President Reagan supporting 
TMI— 1 restart & govt sharing of TMI-2 cleanup costs. Cites 
difficulties in reaching decision on restart. NRC primary 
concern is public health & safety, not financial impacts. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 
81/06/10. 3pp. 09001:166. 


B107060078 Responds to 810605 request for TMI documents. Lists matl for 
sale through NRC/GPQ sales program. Outl ines purchase 
methods. 

SNYDER, B.J. TMI Program Office. 81/06/16. 4pp. 08957:275. 


— 8107060081 Requests info re 790328 TMI accident for planned 
comprehensive paper. 

CRUMRINE, W. B. Affiliation Unknown. 81/06/05. 2pp. 08957:279. 


8107000314 Forwards resolution adopted at 810612 annual meeting in 
Somerset, PA. Resolution urges Unit 1 restart St Unit 2 
cleanup. Affidavit end. 

NICHDLSDN, H. E. Saluda River Electric Cooperative, Inc. 81/06/23. 
3pp. 08972:054. 


8107000320 Forwards 810612 resolution urging return to svc of Unit 1 & 
expedition of cleanup activities at Unit 2. 

NICHOLSON, H. E. Saluda River Electric Cooperative. Inc. 81/06/23. 
3pp. 00972:062. 


J. Insurance S< indemnity information 


8107080417 Forwards Endorsement 41 to MAELU Policy MF-73. 

GERETY, H. F. General Public Utilities - GPU Service Corp. Bl/07/01. 
2pp. 08973: 155. 


O. Advisory Committee on Reactor Safeguards reports & correspondence 


8107070001 Certified appendices to minutes of 249th ACRS 810108-10 
meeting in Washington, DC. 

* ACRS - Advisory Committee on Reactor Safeguards. 81/06/18. 
250pp. 08961:016. 


P. Operating license stage documents it correspondence 


8107090400 Approves 810505 request for info re TMI Action Plan 
requirements & related orders, per Paperwork Reduction Act. 
COLLINS, L. V. Office of Management & Budget. 81/05/15. 2pp. 
08984:229. 


8107060072 Forwards safety evaluation 8* 810618 order re processing of 
contaminated water using submerged demineralizer sys 
w/effluent polishing by EPICOR-II sys. Safety evaluation not 
end. 

SNYDER, B. J. TMI Program Office. 81/06/18. 2pp. 08958:213. 


--B107060075 Order requiring prompt St complete processing of intermedia* 
level contaminated water in auxiliary bldg tanks St highly 
contaminated water in reactor sump & RCS w/submerged 
demineralizer sys w/effluent polishing by EPICOR-II sys. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. , 
81/06/10, 6pp. 08958:215. 
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8107090383 Forwards open Items on design criteria for temporary 
once-through steam generator layup recirculation sys. Final 
approval withheld until open items resolved. 

BARRETT, L. H. TMI Program Office. 81/06/23. 3pp. 08986:305. 


8107090013 Forwards Amend 16 to License DPR-73, safety evaluation & 
notice of issuance & availability. Amend implements App R 
criteria in final programmatic EI9. 

SNYDER* B. J. TMI Program Office. 81/06/26. 4pp. 08979:211. 


— 8107090014 Amend 16 to License DPR-73, imp lementing App R criteria in 
final programmatic EIS & requiring quarterly repts 
specifying radiological releases & approx cumulative 
populati on. 

SNYDER* B . J. TMI Program Office. 81/06/26. 18pp. 08979:215, 


— 8107090015 Safety evaluation supporting Amend 16 to License DPR-73. 

# Office of Nuclear Reactor Regulation* Director. 81/06/26. 3pp. 
08979: 232. 


— 8107090016 Notice of issuance & availability of Amend 16 to License 
DPR-73. 

SNYDER, B. J. TMI Program Office. 81/06/26. 2pp. 08979:235. 


8107090312 Advises re acceptabi lity of util responses to Revision 1 
to Reg Guides 1.58 & 1.146. Next revision to QA plan should 
ref final issuance of Revision 1 to Reg Guide 1. 58. Generic 
Ltrs 81-01 & 81-23 end. 

SNYDER, B. J. TMI Program Office. 81/06/29. 2pp. 08986:196. 


8107150140 Forwards State of MD recent RFP re adverse socioeconomic 
impacts on Chesapeake Bay fisheries industry as result of 
TMI waste water discharge. Comments welcomed. 

DUNBAR* P. M. Maryland, State of. 01/06/30. 12pp. 09027:293. 


8107080250 Trip rept of Commissioner Gilinsky 810701 visit to facility 
to see submerged demineralizer sys in spent fuel pool area 
in Unit 2 & tour parts of Unit 1. 

AUSTIN*. J. H. Commissioners. 81/07/06. 2pp. 08973:289. 


8107310055 Generic Ltr 01-23A to all licensees it CP holders, advising 
that direct submittals of plant-specific Inst for Nuclear 
Powar Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation. per Generic Ltr 81-23* are unnecessary. 

EISENHUT* D. G. Division of Licensing. 81/07/06. 6pp. 09222:215. 


8107280030 Forwards final draft of proposed rule 10CFR61* "Licensing 
Requirements for Land Disposal of Radwaste. " 

SNYDER, B. J. TMI Program Office. 81/07/14. 104pp. 09178:341. 


8107270267 Notifies there are no remaining open items re TMI-2 
recovery QA plan. 

SNYDER, B. J. TMI Program Office. 81/07/15. 2pp. 09168:359. 


8107300114 Forwards 810709 Generic Ltr 81-27 per 810504 provision that 
outgoing generic ltrs be screened to determine applicability 
to TMI-2. 

SNYDER, B. J. TMI Program Office. 81/07/15. Ip. 09207:342. 


8107270181 Grants exemption from requirement for periodically updating 
F8AR to reflect changes made during cleanup. Changes will be 
documented in technical evaluation repts. Safety evaluation & 

FR notice end. 

SNYDER* B. J. TMI Program Office. 81/07/20. 3pp. 09163:336. 


—8107270184 Safety evaluation supporting exemption from requirements to 
periodically update TMI-2 FSAR to reflect changes made 
during cleanup. 

* Office of Nuclear Reactor Regulation* Director. 81/07/20. 5pp. 
09163:339, 


—8107270186 Notice of granting of relief from requirements for updating 
FSAR. 

8WDBl,B.J. TMI Program Office. 81/07/20. 3pp. 09163:344. 


3107290005 Notification of 810728*29 St 30 meetings w/BStW* Westinghouse St 
C-E owners groups in Bethesda*MD to discuss thermal shock to 
reactor pressure vessel issue. 

V188XNG* 0. Operating Reactors Branch 4. 81/07/20. 5pp. 09189:127. 


3107300292 Notification of contract execution: '’Technical Evaluation of 
Proposed Submerged Demineralizer Sys at TMI-2. “ Contractor: 

Waste Mgt Group* Inc. 

BAZIN* J. Administrative Contracts Branch. FIN B-8017. 81/07/22. 

Ip. 09208:352. 


*8107300294 Contract: "Technical Evaluation of Proposed Submerged 
Demineralizer Sys at TMI-2" awarded to Waste Mgt Group, Inc. 

TUITE* P, T. Waste Management Group* Inc. PERLMAN, J. Administrative 
Contracts Branch. FIN B-8017. 81/07/22, 5pp. 09208:353. 


8107300250 Forwards comments on technical evaluation rept & design 
criteria re interim solid waste staging facility. 

Satisfactory resolution required prior to approval of design 
criteria. 

SNYDER* B, J. TMI Program Office. 81/07/28. 4pp. 09208:098. 


Q. Inspection reports* IE Bulletins 8* correspondence 


8107090268 Ack receipt of 810106 ltr informing NRC of steps taken to 
correct deviations noted in IE Insp Rept 50-320/80-12, 

Item A of deviations considered resolved. 

GRIER, B. H. Region 1* Phi ladelphia* Office of the Director. 
81/03/06, 2pp. 08986:170. 


*8107090271 Responds to NRC 801114 ltr re deviations noted in IE Insp 
Rept 50-320/80-12. Disputes deviation. Contends that submerged 
demineralizer sys is being constructed in compliance w/ANSI 
B 31. 1 & Reg Guide 1. 143. 

HOVEY, G, K. Metropolitan Edison Co. 81/01/06. 3pp. 08986:172. 


— 8107090275 Forwards IE Insp Rept 50-320/80-12 on 800706-0831 & 0911-17 
& notice of deviation. 

GRIER, B. H. Region 1* Philadelphia, Office of the Director. 

80/11/14. 2pp. 08986:175. 


■8107090279 Notice of deviation from insp on B00706-0831 & 0911-17. 

* Region 1* Philadelphia* Office of the Director. 80/11/14. 2pp, 
08986: 177. 


— 8107090281 IE Insp Rept 30-320/B0-12 on 800706-0831 St 0911-17. 
Noncompliance noted: welding spec not available at work 
location 8< inprocess insp activity not conducted on welding 
work activity. 

CONTE* R. , SHANBAKY, M. Region 1, Philadelphia* Fuel Facility it 
Materials Safety Branch. OALLINA, C. Region 1* Philadelphia* 
Office of the Director. 80/10/20. 13pp. 08986:179. 


8107270217 Advises that IE Info Notice 81-05* "Degraded DC Sys at 
Palisades," was sent to listed licensees. 

♦ Region 1, Ph iladelph ia* Office of the Director (81/03/01). 
81/03/13. 4pp. 09167:273. 


8107160007 Forwards IE Insp Rept 30-320/80-17 on 801019-1206 & notice 
of violation. 

GRIER* B. H. Region 1* Philadelphia, Office of- the Director 
<81/03/01). 81/03/20. 2pp. 09061:264. 


8107160009 Notice of violation from insp on 801019-1206. 

* R»flion 1, Philadelphia, Office of the Director (81/03/01). 
81/03/20. 2pp. 09061:266. 


— 8107160013 IE Insp Rept 50-320/80-17 on 801019-1206. Noncompliance 
noted: transfer of resin liners from EPICOR-1 to staging 
facility not implemented as required, 

CONTE, R. Three Mile Island Resident Section. THONUS.L. , BARLEY, W. 
TMI Program Office. 81/02/ii, 10pp. 09061:268. 


8107270270 Advises that IE Info Notice 81-08, "Repetitive Failures of 
Limitorque Operator SMB-4 Motor— to-Shaft Key* " was sent to 
listed licensees. 

* Region i, Philadelphia* Office of the Director <81/03/01). 
81/03/20. 4pp. 09178:165. 


8107270243 Advises that IE Info Notice Bl-10* "Inadvertent Containment 
Spray Due to Personnel Error," was sent to listed licensees. 

* Region 1, Philadelphia. Office of the Director <81/03/01). 
81/03/25. 4pp. 09167:296. 


8107270192 Advises that IE Info Notice 81-09* "Degradation of Residual 
Heat Removal <RHR> Sys," was sent to listed licensees. 

* Region 1, Philadelphia, Office of the Director <81/03/01). 
81/03/26. 4pp. 09167:267. 


8107230297 Advises that IE Bulletin 81-02, "Failure of Gate Type 
Valves to Close Against Differential Pressure* " was 
sent to listed licensees. 

* Region 1, Philadelphia, Office of the Director (81/03/01). 
81/04/09. 4pp. 09146:349. 


8107270256 Advises that IE Circular 81-06, "Potential Deficiency 
Affecting Certain Foxboro 10 to 50 Mllliampere 
Transmitters* " was sent to listed licensees. 

* Region 1, Philadelphia, Office of the Director (81/03/01). 
81/04/14. 4pp. 09167:280. 



B 107070005 Forwards IE Insp Rept 50-320/80-18 on 801007 it 1118-24 & 
notice of violation. 

GRIER* B. H. Region 1* Philadelphia* Office of the Director 
<81/03/01). 81/05/06. 2pp. 08960:155. 


8107290170 Forwards IE Info Notice 81-21* "Potential Loss of Direct 
Access to Ultimate Heat Sink. " No written response required. 
GRIER. B. H. Region 1* Philadelphia* Office of the Director 
(81/03/01). 81/07/21. 5pp. 09186:279. 


— 8107070008 Notice of violation from insp on 801007 it 1118-24. 

* Region 1* Philadelphia* Office of the Director <81/03/01). 
81/05/06. 2pp. 08960:157. 


—8107070011 IE Insp Rept 50-320/80-18 on 801007 & 1 1 18-24. None omp 1 ianc e 
noted: personnel not instructed on areas to avoid due to 
existing high beta it gamma radiation fields. 

THDNUS. L. . MOSLAK, T. , FASANO* A. TMI Program Office. 81/02/20. 

8pp. 08960: 159. 


8107080035 Forwards IE Insp Rept 50-320/81-01 on 810201-0328 & notice 
of violati on. 

KEIMIO*R.R, Projects Branch 2. 81/05/06. 2pp. 08975:080. 


—8107080037 Notice of violation from insp on 810201-0328. 

KEIMIG* R . R. Projects Branch 2. 81/05/06. 2pp. 08975:082. 


— 8107080038 IE Insp Rept 50-320/81-01 on 810201-0328. Noncomp 1 iance 
noted: fa i lure to properly make temporary charige to operating 
procedure. 

CONTE* R. . O'NIELL* B. * SASSANI * A. Three Mile Island Resident 
Section. 81/04/30. 9pp. 08975:084. 


8107140816 Forwards IE Insp Rept 50-320/81-03 on 810225-0403. No 
noncompliance noted. 

GRIER* B. H. Region 1, Philadelphia* Office of the Director 
(81/03/01). 81/05/19. 2pp. 09029:134. 


8107290201 Forwards IE Circular 81-12* "Inadequate Periodic-Test 
Procedure of PWR Protection Sys. " No written response 
required. 

GRIEF* B. H. Region 1* Philadelphia* Office of the Director 
(81/03/01). 81/07/22. 5pp. 09188:131. 


8107230258 Forwards IE Circular 81-09* "Containment Effluent Water That 
Bypasses Radioactivity Monitor. “ No written response 
required. 

GRIEF* B. H. Region 1* Philadelphia* Office of the Director 
(81/03/01). 81/07/23. 5pp. 09133:080. 


8107230293 Forwards IE Info Notice 81-20* "Test Failures of Electrical 
Penetration Assemblies. " No written response required. 

GRIEF* B. H. Region 1* Philadelphia* Office of the Director 
(81/03/01). 81/07/23. 5pp. 09133:142. 


R. Periodic operating reports it related correspondence 


8107060049 Forwards TMI program ofc weekly status rept for wk of 
810614-20. 

BARRETT, L. H. TMI Program Office. 81/06/22. 14pp. 08957:02B. 


8107060206 Forwards “TMI Aquatic Study for May 1981* " for placement in 
PDR it availability under FQXA. 

HICKEY* C. R. Environmental Engineering Branch. 81/06/29. Ip. 

08892: 060. 


—8107140829 IE Insp Rept 50-320/81-03 on 810225-0403. No noncompliance 
noted. Major areas inspected: mgt support of radiation safety 
program, organization structure & ALARA program. 

SHANBAKY , M. » BARLEY, W. , CONTE* R. Three Mile Island Resident 
Section. 81/05/05. 27pp. 09029: 136. 


B107170147 Forwards IE Insp Rept 50-320/80-13 on 800718-0805 it notice 
of violati on. 

GRIER, B. H. Region 1, Philadelphia* Office of the Director 
(81/03/01). 81/07/01. 2pp. 09057:331. 


— 8107170150 Notice of violation from insp on 800718-0805. 

* Region 1, Philadelphia, Office of the Director (Bl/03/01). 
81/07/01. 3pp. 09057:333. 


— 8107170154 IE Insp Rept 50-320/BO-13 on 800718-0805. Noncompl iance 
noted: si x individuals received exposures greater than 7.5 
rems. 

BARLEY* W. H. , SHANBAKY* M. M. . FASANO, A. N. TMI Program Office. 
80/08/29. 7pp. 09057:336. 


— 8107060212 Forwards "TMI Aquatic Study for May 1981. " 

TEITT, T. R. General Public Utilities - GPU Service Corp. 81/06/24 
lp. 08892:061. 


— 8107060343 "TMI Aquatic Study for May 1981. " 

NARDACCI* G. A. Ichthyological Assoc iates, Inc. 81/ v 05/31. 32pp. 

08892: 062. 


8107200024 Forwards TMI Program Ofc weekly status rept for wk of 
810621-27. 

BARRETT, L. TMI Program Office. 81/06/29. 6pp. 09079:113. 


8107150351 Forwards TMI Program Ofc weekly status rept for wk of 
810628-B10705. 

BARRETT* L. H. TMI Program Office. 81/07/06. 5pp. 09033:121. 


8107240006 Forwards TMI program ofc weekly status rept for wk of 
810705-11. 

BARRETT, L, H. TMI Program Office. Bi/07/13. 5pp. 09148:350. 


8107150092 Forwards IE Circular 81-10* "Steam Voiding in RCS During 
Decay Heat Removal Cooldown. " No written response required. 

GRIER* B. H. Region 1* Philadelphia* Office of the Director 
(81/03/01). Bl/07/02. 3pp. 09027:251. 


8107300205 Forwards TMI Program Ofc 
810712-18. 

BARRETT, L. H. TMI Program Office. 


weekly status rept for wk of 
81/07/20. 4pp. 09208:208. 


8107210065 Forwards IE Insp Rept 50-320/81-11 on 810609-10. No 
noncompliance noted. 

MARTIN, T. T. Engineering Inspection Branch. 81/07/06. 2pp, 
09101: 207. 


—8107210069 IE Insp Rept 50-320/81-11 on 810609-11, No noncompliance 
noted. Major areas inspected: submerged demineralizer sys in 
preoperational & startup test program area. 

NICHOLAS* H. H. * CAPHTON, D. L. Test Program Section. 81/06/29. Bpp. 
09101:209. 


8107280113 Forwards IE Insp Rept 50-320/81-10 on 810503-0613. No 
noncompliance noted. 

KEIMIO* R. R . Projects Branch 2. 81/07/10. 2pp. 09173:042. 


-8107280119 IE Insp Rept 50-320/81-10 on 810503-0613. No noncompliance 
noted, Major areas inspected: licensee ection on previous insp 
findings* plant operations* emergency planning training 
session/ dr il 1 & reactor bldg entries. 

CGNTE**R.* MOSLAK* T. * 0'NEILL*B. Projects Branch 2. 81/07/01. 

14pp. 09173:044. 


8. Reportable occurrences* LERs it related correspondence 


8107020197 Forwards LER 79-014/01L-1* final rept. Includes summary of 
Tech Spec violations, accident causes* sequence of evente 
during transient & corrective actions taken (short 8< long- 
term) . 

HOVEY , G. K. Metropolitan Edison Co. 81/05/11. 2pp. 08981:891. 


—8107020204 LER 79-014/01L-0: on 790328* during normal op»ration*unit 
experienced loss of feedwater. Intensive study of procedural 
activities carried out by NRC. Summary of violations, causes* 
sequence of events it corrective actions end. 

NEWMAN* R.I. Metropolitan Edison Co. 81/05/11. 175pp. 08921:253. 


8107080167 PN0-TMI-B1-O13: on 810630* util reported that last two lowir 
activity EPICDR-II liners reached burial site in Hanford* WA. 

Liners shipped as result of NRC 810318 action on 
8ECY-81-177. 

CONTE* R. * FASANO* A.* BARRETT* L. Three Mi le Island Resident Section. 
81/07/01. 2pp. 08965:334. 


8107160315 Forwards IE Info Notice 81-19* "Lost 
Coolant Sys. " No written response required. 
GRIER* B. H. Region 1* Philadelphia* Office of 
(81/03/01). 81/07/16. 5pp. 09041:092. 


Parts in Primary 
the Director 


8107080135 PN0-TMI-B1— 014: on 810701* after reactor bldg entry to imp 
polar crane* four entry team members found to have 
radioactive contamination of skin. Std decontamination 
procedures initiated. 

KALMAN* G. * FASANO, A. * 0 'NEILL* B. TMI Program Office. 81/07/02. 
2pp. 08962:069. 
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8107150066 PN0-TMI-81— 015: on 810710* unit shut down to evaluate initial 
radiation instrument readings on submerged demineralizer sys 
effluent. Readings determined acceptable it processing of 
reactor coolant bleed tank water resumed. 

WIEBE.J., BELLAMY, R. , BARRETT, L. TMI Program Office. 81/07/13. lp. 
09025: 292. 


8107070306 Responds to Generic Ltr 81-04 re implementation of 
NUREG-0313, Revision 1, “Technical Rept on Matl Selection & 
Processing Guidelines for BWR Coolant Pressure Boundary 
Piping,” per NRC 810226 request. 

BECKHAM, J. T. Georgia Power Co. 81/06/29. 4pp. 08940:071. 


8107240362 Forwards LER 81-01 5/01L-0. 

HQVEY, G. K. Metropolitan Edison Co. 81/07/13. 


09142: 087. 


8107070357 Forwards 6-month response to NRC 801222 request for info re 
control of heavy loads. Section 2.1, "General Requirements 
for Overhead Handling Sys. " 

BECKHAM, J. T. Georgia Power Co. 81/06/29. 14pp. 08941:315. 


8107240408 LER 81-015/01L-0: on 810613, control room ventilation sys 

failed to automatically switch to recirc ulation mode upon 
receipt of initiating signal from HP-R-220. Caused by 
failure to return radiation monitor locks to normal. 

CfAPLIN, S. D. Metropolitan Edison Co. 81/07/13. 2pp. 09142:088. 


8107100240 Forwards MI-LR-81-02* "Mark I Plant Containment Mod Status 
Summary. “ Info provided for all Mark I plants except Hope 
Creek & Oyster Creek. Hope Creek not yet operating. Oyster 
Creek will be providing info separately. 

STARK, S. J. General Electric Co. 81/06/29. Ip. 08995:166. 


T. Hearing transcripts on non-antitrust matters 


8107300111 Transcript of Advisory Panel for Decontamination of TMI-2 
810709 meeting in Harrisburg, PA. Pp 1-79. Evening Session. 

* NRC - No Detailed Affiliation Given. 81/07/09. 80pp. 09208:001. 


DOCKET 50-321 EDWIN I. HATCH NUCLEAR PLANT, UNIT 1 
F. Security, medical, emergency it fire protection plans 


8107200483 Forwards questionnaire re Unresolved Safety Issue A-44 
concerning station blac kout. Requests response it review of 
end LER documentation within 90 days to allow NRC to meet 
schedule requirements for resolution of issue. 

STOLZ, J. Operating Reactors Branch 4. 81/07/09. 25pp. 0 9079:283. 


— 8107200485 Forwards questionnaire completed by TV Greene re diesel 
generator per NRC 771215 ltr. 

WHITMER, C. F. Georgia Power Co. 78/01/31. 3pp. 09079:308. 


— 8107100285 "Mark I Plant Containment Mod Status Summary. " 

* General Electric Operating Plant Owners Group. MI-LR-81-02. 
81/06/29. 1 16pp.' 08995:167. 


8107070287 Submits addl info per NUREG-0737 items re compliance w/ 
post-TMl facility mods, analyses & test programs. Includes RCS 
vents, safety relief valve testing, d edicated hydrogen control 
penetrations 8< containment pressure setpoint. 

BECKHAM, J. T. Georgia Power Co. 81/07/01. 2pp. 08939:035. 


B107070301 Informs that saf ety/rel ief valve operability test program 
results satisfy acceptance criteria, in response to 
NUREG-0737, Item II. D. 1. 

BECKHAM, J. T. Georgia Power Co. Bl/07/01. 2pp. 08942:267. 


8107310055 Generic Ltr 81-23A to all licensees & CP hoi ders, advis ing 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Dfc of Nuclear Reactor 
Regulation, per Generic Ltr 81-23, are unnecessary. 

EISENHUT, D. G. Division of Licensing. B1/07/O6. 6pp. 09222:215. 


8107290002 Generic Ltr 81-27: requests that all emergency plans it 
implementing procedures be submitted w/pages marked to 
reflect privacy & proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT, D. G. Division of Licensing. 81/07/09, 5pp. 09189:059. 


H. General correspondence 


8107150185 Advises that name will be removed from NRC mailing list 
unless justification to remain is received within 30 days. 
Deletion is cost reduction measure. 

FAIRTILE, M. B. Operating Reactor* Branch 4. 81/07/00. Ip. 

09048: 251. 


8107150272 Advises that name will be removed from NRC mailing list 
unless justification to remain is received within 30 days. 
Deletion is cost reduction measure. 

FAIRTILE, M. B. Operating Reactors Branch 4. 81/07/08. Ip. 

09033: 353. 


8107150317 Advises that name will be removed from NRC mailing list 
unless justification to remain is received within 30 days. 
Deletion is cost reduction measure. 

FAIRTILE, M. B. Operating Reactors Branch 4. 81/07/OB. Ip. 

09048: 006. 


8107160004 Advises that name will be removed from NRC mailing list 
unless justification to remain is received within 30 days. 
Deletion is cost reduction measure. 

FAIRTILE, M. B. Operating Reactors Branch 4. 81/07/08. Ip. 

09061:263. 


8107290208 Forwards TER-C5417-9, "Equipment Environ Gual if ication. Hatch 
Nuclear Plant Unit 1," final technical evaluation rept. Rept 
replaced 810131 rept. 

STOLZ, J. F. Operating Reactors Branch 4. 81/07/14. 2pp. 09213:009. 


—8106180263 "Equipment Environ Quali f ication, Hatch Nuclear Plant Unit 
1," final technical evaluation rept, technica 1 issue. 

CRANE, C. J. Franklin Institute/Franklin Research Center. 

TER-C54 17-009. 81/06/15. 115pp. 09213:011. 


8107290213 Requests info re control rod drive hydraulic sys mods within 
45 days of receipt of ltr in order to eva'luate 
implementation of NUREG-0619 guidance concerning Unresolved 
Safety Issue A-10. 

NOVAK, T. M. Assistant Director for Operating Reactor*. 81/07/15. 

4pp. 09206:207, 


8107290214 Confirms 810709 telcon authorization for one-time change in 
Tech Spec 3. 7, A. 5b, "Oxygen Concentration." Official amend it 
FR notice will be forwarded in near future. 

NOVAK, T. M. Assistant Director for Operating Reactors. 81/07/15. 
3pp. 09206:211. 


G. Inspection reports, IE Bulletins 8t correspondence 


0107150277 Forwards IE Circular 81-06, "Potential Deficiency Affecting 
Certain Foxboro 10 to 50 Milliampere Transmitters. " No 
written response required. 

0 'REILLY, J. P, Region 2, Atlanta, Office of the Director <B1/03/01). 
81/04/14, lp. 09033:333. 


8107210285 Ack receipt of 810708 ltr re retention of O Batum on 
distribution list for all correspondence re facilities. 
Requests that name remain on list. 

BATUM, 0. Southern Co. Services, Inc. 81/07/16. lp, 09104: 1 


8107080280 Forward* IE Insp Repts 50-321/81-15 it 50-366/81-15 on 
810421-0520. No noneompl iance noted. 

LEWIS, R. C. Division of Resident it Reactor Project Inspection. 
81/06/05. 2pp. 00973:314. 


P. Operating license stage documents it correspondence 


8107090118 Requests summary documentation of final shielding design 
review per NUREG-0737, results of review it description of 
mods to implement results. NRC review of Category B plant 
shielding mods is part of TMI Task Action Plan Item II. B. 2. 

STOLZ, J. F. Operating Reactors Branch 4. 81/06/10. 2pp. 08979:336. 


8107310298 Forwards safety evaluation re licensee responses to 780829 it 
800110 Generic Ltr 81-24, Multi-Plant Issua B-56, re control 
rod failure to fully insert. Maint problem can be corrected 
by control rod drive overhaul during outage, 

EISENHUT, D. G. Division of Licensing. 81/06/15. lp. 09222:357. 


•810708” 

none 

comp 

proc 
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81072404; 
by Mali 
purchu 
BECKHAf 



158 


DOCKETED ITEMS 


8107240180 Advises that block wall structural com ^* 1P ri ^ 09ram * 
addl analyses have been performed for masonry P 

IE Bulletin 80-11. "Masonry Wall Design. Minor mod 
required on one addl wall. nonq . iao 

BECKHAM, J. 7. Georgia Power Co. 81/06/18. 2pp. 0913 . 


— 8107310376 LER 81 -057/03L-0: on 81061 1, temporary change to HNP-i-6907 
(reactor core isolation cooling pump suction hydro) found 
not approved by mgt within reguired time. Caused by personnel 
failure to maintain adequate control Over procedure. 

C0GGIN,C.L. Georgia Power Co. 81/06/30. 2pp. 09220:323. 


8107240461 Ack r.e.lpt of 810608 !< If Xtr. St ' pli 

to correct deviation fc violations noted in IE Insp Repts 
50-321/81-09 Sc 50-366/81-09. . 

LEWIS, R.C. Division of Resident Sc Reactor Project Inspection. 
81/07/07. Ip. 09142: 145. 


—8107240473 Responds to NRC 810514 ltr re deviation & violations noted 
in IE Insp Repts 50-321/81-09 Sc 50-366/81-09. Correc tive 
actions: procedures established requiring monthly operability 
testing of scram discharge vol vent S< drain valves. 

BECKHAM, vl. T. Georgia Power Co. 81/06/19. 2pp. 09142.146. 


8107310133 Forwards LER 81-04B/03L-0. 

MANRY, M. Georgia Power Co. 81/07/02. Ip. 09218:253. 


—8107310138 LER 81 -04B/03L-0: on 810702, HPCI isolated on high steam 1 in® 
flow. Caused by switch failure due to loss of internal 
damping. Switch rep laced, recalibr Sc returned to svc. HPCI 
proven operable. 

NIX, R. T. Georgia Power Co. 81/07/02. 2pp. 09218:254. 


8107310155 Forwards LER 81-055/03L-0. 

MANRY, M. Georgia Power Co. 81/07/02. Ip. 09218:265. 


8107240336 Ack receipt of 810605 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-321/81-11 8c 

KELLOGG, P.J. Reactor Project Branch 2. 81/07/10. Ip. 09141:208. 


—8107310160 LER B1-055/03L-0: on 810327, snubbers 1B21-FDH-19, 
1B21-FDH-22A, 1B21-SB23 & 1£1 l-RHRH-234 were low of fluid. 
Probably caused by seal leakage. Snubbers replaced. 

NIX, R. T. Georgia Power Co. 81/07/02. 2pp. 09218:266. 


-8107240341 Responds to NRC 810512 ltr re violations noted in IE Insp 
Repts 50-321/81-11 & 50-366/81-11. Corrective actions: 

Procedure HNP-S01 being revised. 

BECKHAM, J. T. Georgia Power Co. 81/06/05. 2pp. 09141:209. 


8107310174 Forwards LER S1-054/03L-0. 

MANRY, M. Georgia Power Co. 81/07/02. Ip. 09218:246. 


8107240564 Ack receipt of 810605 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-321/80-48 8< 

KELLOGG, P. J. Reactor Project Branch 2. 81/07/10. Ip. 09137:001. 


— 8107310178 LER 8 1-054/03L-0: on 810612, during surveillance, control room 
recorder for dihydrogen analyzer B did not track indications 
on local panel. Caused by failure of signal transmitter 
1P33-K00 IB. Transmitter replaced. 

NIX, R. T. Georgia Power Co. 81/07/02. 2pp. 09218:247. 


— 8107240574 Submits addl response to NRC 810212 ltr re violations noted 
in IE Insp Repts 50-321/80-48 & 50-366/80-48. Corre c tive 
actions: plant procedure rewritten to differentiate between 
changes affecting safety & changes not affecting safety. 

BECKHAM. J. T. Georgia Power Co. 81/06/05. 2pp. 09137:002. 


8107270011 Forwards IE Circular 81-09, "Containment Effluent Water 
That Bypasses Radioactivity MonitoT. " Licensee action is 
required. 

Q 'REILLY. J. P. Region 2, Atlanta, Office of the Director (81/03/01). 
81/07/10. lp. 09156:286. 


8107310288 Forwards LER 81-053/03L-0. 

MANRY, M. Georgia Power Co. Bl/07/02. lp. 09220:029. 


—8107310292 LER S1-053/03L-0: on 810610, drywell & torus temp recorder 
1T47-R612 found marking erratically. Caused by component 
failure due to balancing motor failure. Component replaced. 

NIX, R. T. Georgia Power Co. 81/07/02. 2pp. 09220:030. 


8107310317 Forwards LER 81-056/03L-0. 

MANRY, M. Georgia Power Co. 81/07/02. lp. 09219:148. 


8107240284 Forwards IE Info Notice 81-20, "Test Failures of Electrical 
Penetration Assemblies. " No licensee action or response is 
required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director (81/03/01), 
81/07/13. 4pp. 09148: 196. 


R. Periodic operating reports & related correspondence 


8107200183 Forwards monthly operating rept for June 1981. 
MANRY, M. Georgia Power Co. 81/07/10. lp. 09075:316. 


— 8107200185 Monthly operating rept for June 19B1. 

ATWOOD, D. G. Georgia Power Co. 81/07/10. 22pp. 09075:317. 


— 8107310318 LER 81-056/03L-0: on 810610, during startup, of fgas hydrogen 
analyzer 1N62-N0O9A was reported inoperative. Cauted by 
personnel error. Root valve N62-F064 A was found closed. 

Valve opened. 

NIX, R. T. Georgia Power Co. 81/07/02. 2pp. 09219:149. 


B 1072 10246 Forwards LER 81-059/03L-0. 

MANRY, M. Georgia Power Co. 81/07/07. lp. 09104:125. 


— 8107210250 LER S1-059/03L-0: on 810620, delta P was not established 
within required time after mode switch was placed in run 
mode. Caused by steam supply to vaporizer not being available 
due to slow inerting of drywell to less then 4 % 0. 

* Georgia Power Co. 81/07/07. 2pp. 09104:126. 


8107200186 Forwards monthly operating Tept for June 1981. 
MANRY. M. Georgia Power Co. 31/07/10. lp. 09075:293. 


S. Reportable occurrences, LERs & related correspondence 


8107020402 Forwards LER 81-043/03L-0. 

MANRY, M. Georgia Power Co. 81/06/24. lp. 08919:358. 


—8107020406 LER S1-043/03L-0: on 810529, drum of used control rod 
driveline filters was discovered reading high radiation in 
uncontrolled area. Caused by disturbance of drum shielding. 
Drum moved to shielded, controlled area in radwastf bldg. 
ROGERS, W. H. Georgia Power Co. 81/06/24. 2pp. 08919:359. 


8107310304 Forwards LER 81-050/03L-0. 

MANRY, M. Georgia Power Co. 81/06/30. lp, 09220:018. 


—8107310309 LER 81-050/03L-0: on 810612, whi le performing RHR valve 
operabil ity, containment spray isolation valve B found 
inoperative. Caused by incorrect installation of motor pinion 
gear. Motor pinion gear reinstalled. 

NIX, R. T, Georgia Power Co. 81/06/30. 2pp. 09220:019. 


8107310366 Forwards LER 81-057/03L-Q. 

MANRY, M. Georgia Power Co. Bl/06/30. lp. 09220:322. 


8107140536 PNO-1 1-81-049^: on 810708, Inti Brotherhood of Electric Workers 
commenced strike against util. Watch turnover from union 
members to supervisory staff completed in orderly manner. 

Region providing continuoue inspector coverage. 

BROWNLEE. V. L. , KELLOGG, P. J. Region 2. Atlanta. Office of the 
Director (81/03/01). 81/07/09. lp. 09015:072. 


8107210238 Forwards LER 81-061 /03L-0. 

MANRY, M. Georgia Power Co. 81/07/09. lp. 09102:001. 


— 8107210239 LER 81-061 /03L-0: on 810629, during steady state operation, 
offgas hydrogen analyzers 1N62— N0O9A $< B were reported 
inoperative. Caused by analyzer A but of calibr. Cause of B 
problem not stated. 

* Georgia Power Co. 81/07/09. 2pp. 09102:003. 


8107200374 Forwards LER 81-052/03L-0. 

MANRY, M. Georgia Power Co. 81/07/09. lp. 09175:074. 


—8107280382 LER 81-052/03L-0: on 810621, low pressure core injection B 
inverter R44-8003 tripped on high temp 6 Inverter 2R44H3003 
tripped whi 1* backseating recirculation suction fe discharge 
valve*. Causa of R44-S003 attributed to defective switch. 

COOGIN, C, L Georgia Power Co. Bl/07/09. 2pp. 09175:075. 


81 07280402 Forward* LER 81-060/03L-0. 

MANRY, M. Georgia Power Co, 81/07/15. lp. 09175:152. 
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*8107280407 LER 81-060/03L-0: on 810624* during steady-state operation. 
1D11-K619B. reactor bldg stack monitor B found inoperative. 

Caused by component failure. Component replaced & monitor 
recalib. Instrument returned to svc. 

NIX. R. T. Georgia Power Co. 81/07/19. 2pp. 09175:193. 


8107280605 Forwards LER 81-062/03L-0. 

MANRY.M. Georgia Power Co. 81/07/15. Ip. 09176:139. 


— 8107280611 LER 81-062/03L-0: on 810630. during normal operations, 
isolation valve for drywell-to-torus sys differential 
pressure instruments found closed, isolating instruments. 
Caused by personnel error. Valve position corrected. 

COGGIN, C.L. Georgia Power Co. 81/07/15. 2pp. 09176:140. 


8107310055 Generic Ltr 81-23A to all licensees & CP holders. advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation, per Generic Ltr 81-23, are unnecessary. 

EI8ENHUT, D. G. Division of Licensing. 81/07/06. 6pp. 09222:215. 


0107150174 Forwards response to request for addl info to complete NRC 
review. Info discussed includes NUREG-0737, Items II. E. 4.1, 

II. D, 3 & 1 1. K. 1. 22, SER Open Items 26 St 38 re suppression 
pool bypass i< containment pressure boundary matls. 

POLLOCK, MS. Long Island Lighting Co. 81/07/10. 15pp. 09028:006. 


8107230259 Forwards draft emergency operating procedures in response to 
NUREG-0737, Item I. C. 8. 

MCCAFFREY, 0. R, Long Island Lighting Co. 81/07/20. Ip. 09133:088. 


8107280232 Forwards LER 81-066/03L-0. 

MANRY.M. Georgia Power Co. 81/07/17. Ip. 09175:080. 


— 8107280235 LER 81-066/03L-0: on 810701. during steady operation St while 
performing reactor water level functional tast 8< calibr. 
bota reactor recirculation pumps tripped, resulting in power 
reduction. Caused by personnel error. 

NIX, R. T. Georgia Power Co. 81/07/17. 2pp. 09175:081. 


8107280340 Forwards LER 81-063/03L-0. 

MANRY.M. Georgia Power Co. 81/07/17. Ip. 09175:114. 


— 8107280348 LER 81-063/03L-0: on 810630, high pressure core injection’ 
steamline switch found to acutate high. Caused by setpoint 
drift. Switch recalibr St returned to svc. 

* Georgia Power Co. 81/07/17. 2pp. 09175:115. 


B107310166 Forwards LER 81-072/03L-0, 

MANRY.M. Georgia Power Co. 81/07/21. Ip. 09218:243. 


—8107310170 LER 81-072/03L-0: on 810707, instrument root valve B21-F500 
for low condenser vacuum switches had been isolated causing 
instruments to trip. Cause unknown. Valve returned to correct 
position. Root valves locked open. 

COGGIN, C . L. Georgia Power Co. 81/07/21. 2pp. 09218:244. 


8107310168 Forwards LER 81-07S/03L-0. 

MANRY.M. Georgia Power Co. 81/07/21. Ip. 09218:314. 


— 8107310172 LER 81-07Q/03L-0: on 810712, torus water temp found above 
allowable temp level. Caused by testing of reactor core 
isolation cooling & HPCI turbines. Temp was reduced to 
allowable level. 

* Georgia Power Co. 81/07/21. 2pp. 09218:315. 


8107310223 Forwards LER 81-065/03L-0, 

MANRY.M. Georgia Power Co. 81/07/21. Ip. 09218:323. 


—8107310230 LER 81-065/03L-0: on 810701 , instrument N62-N009A found 
inoperable during offgas hydrogen analyzer test St calibr. 
Caused by component failure due to restricted immersion tube 
in flame check assembly. Component replaced. 

NIX, R. T. Georgia Power Co. 81/07/21. 2pp. 09218:324. 


DOCKET 50-322 8H0REHAM NUCLEAR POWER 8TATI0N 


A. Application/construction stage documents St correspondence 


8107090333 Responds to 810420 request on behalf of BWR Licensing 
Review Group to freeze open item lists St complete licensing 
review. NRC may identify addl safety issues reflected by 
operational experience. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 
81/06/15. 2pp. 08986:255. 


8107090324 Forwards request for addl info to complete FSAR status 
review. Outstanding areas include: rel ief & safety valve 
info, fire protection commitments & provisions for common 
ref level for vessel level instrumentation. 

TEDEBCOiR. L. Assistant Director for Licensing. 81/06/29. 3pp. 
08986: 220. 


8107090494 Notification of 810715 meeting w/util St SS<W in Bethesda.MD 
to discuss design of masonry walls. 

WILSON, J.N. Licensing Branch 2. 81/06/30. 3pp. 08985:170. 


8107090503 Notification of 810708 & 09 meetings w/Licensing Review 
Group 1 in Bethesda, MD to discuss fuel swelling St rupture 
model St BWR core thermocouples. 

RIB,L. N. Licensing Branch 2. 81/07/02. 8pp. 08985:194. 


—8107230260 “Level Control Emergency Procedure. 11 

* Long Island Lighting Co. 81/07/09. 4pp. 09133:089. 


—8107230261 “Cooldown Emergency Procedure. “ 

♦ Long Island Lighting Co. 81/07/09. 8pp. 09133:093. 


— 8107230262 "Containment Control Emergency Procedure. " 

* Long Island Lighting Co. Bl/07/10. 12pp. 09133:101. 


— 8107230264 "Level Restoration Emergency Procedure. " 

* Long Island Lighting Co. 81/07/10. 6pp. 09133:113. 

— 8107230265 “Rapid Reactor Pressure Vessel Depressurization Emergency 
Procedure. " 

* Long Island Lighting Co. 81/07/10. 6pp. 09133:119. 

— 8107230268 “Reactor Pressure Vessel Flooding Emergency Procedure. " 

* Long Island Lighting Co, 81/07/14. 7pp. 09133:125. 


— 8107230269 "Transient W/Fallure to Scram Emergency Procedure.*' 
* Long Island Lighting Co. 81/07/17. 5pp. 09133:132. 


— 8107230270 "Station Blackout Emergency Procedure. " 

* Long Island Lighting Co. 81/07/02. 5pp. 09133:137. 


8107220119 Responds to NUREG-0737, Item II. D. 1, providing results of 
preliminary review of generic BWR safety-related valve test 
program results S< confirming valve adequacy re alternate 
•hutdown cooling condition resulting in liquid discharge. 

MCCAFFREY, B. R. Long Island Lighting Co. 81/07/21. 2pp. 09119:296. 


8107280192 Forwards responses to SER Open Items 11 & 46 re ECCS 
calculations ?< IE Bulletin 79-27, respectively St NUREG-0737 
Item I. D. 1 , controlroom design review. Item II. B. 3, post 
accident sampling & Item II. F. 1 re accident monitoring. 
MCCAFFREY, B. R. Long Island Lighting Co. 81/07/23. 32pp. 

09169: 057. 


E. NRC Safety Evaluation Report <8ER), suppls S< correspondence 


8107140196 Forwards Suppl 1 to SER. Comments requested by 810708. W/o 
end. 

TEDEBCO, R. L. Assistant Dirtctor for Licensing. 81/07/07. Ip. 
09030: 081. 


8107200223 Responds to 810629 ltr requesting addl info re SER open 
items. Commitment date of 810530 cannot be met due to 
continuing reassignment of NRC personnel St late NRC review 
of util submitted mat!. 

MCCAFFREY, B, R. Long Island Lighting Co. 81/07/08. 2pp. 09073:327. 


8107150174 Forwards response to request for addl info to complete NRC 
review. Inf 0 discussed includes NUREG-0737, Items II. E. 4.1, 

II. D. 3 & 1 1 . K. 1.22, SER Open Items 26 St 38 re suppression 
pool bypass St containment pressure boundary matls. 

POLLOCK, M. 8. Long Island Lighting Co. 81/07/10. 15pp. 09028:006. 


8107200532 Notifies of NRC decision to defer issuance of Suppl 1 to 
SER, due to unresolved issues. Series of meetings will be held 
during wk of 810713 to discuss & resolve issues. Issuance of 
suppl 8< ACRS meeting to be scheduled. 

TEDEBCO, R. L. Assistant Director for Licensing. 81/04/10. 2pp. 
09079: 324, 


8107170272 Forwards responses to NRC request for addl info needed for 
completion of NRC review of SER open items St NUREG-0737, 

Items I. C, 7 S< II. K. 3. 22. 

MCCAFFREY, B, R. Long Island Lighting Co. 81/07/15. 9pp. 09055:149. 
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8107210327 Forwards addl info on SER Open Item 59, re control of heavy 
loads. 

MCCAFFREY. B. R. Long Island Lighting Co. 81/07/17. 24pp. 

091G2: 106. 

8107210375 Forwards addl info on SER Open Item 25 re reactor core 
isolation cooling temp sensors. 

MCCAFFREY. B. R. Long Island Lighting Co. 81/07/17. 5pp. 09102:295. 

8107230108 Forwards responses to SER Open Items 36.44.52.59.62 it 
NUREG-0737 Items II. K. 3. 28 & Item III. D. 1. 1. 

MCCAFFREY. B. R. Long Island Lighting Co. 81/07/21. 22pp. 

09131: 178. 


8107240066 Forwards responses to NRC request for addl info re 
NUREG-0737, Items 1 1. B. 2, 1 1. B. 4. 1 1 . F. 1. 1 1 1. D. 3. 3. SER Open 
Item 37 re secondary containment bypass leakage it SER 
Section 6. 3. 1 re HPCI/reactor core isolation cooling test. 
MCCAFFREY. B. R. Long Island Lighting Co. 81/07/22. 38pp. 

09137: 111. 


8107290192 Forwards responses to SER Open Items 11 & 46 re ECCS 
calculations & IE Bulletin 79-27, respectively & NUREG-0737 
Item I. D. 1 . controlroom design review. Item II. B. 3, post 
accident sampling it Item II. F. 1 re accident monitoring. 
MCCAFFREY. B. R. Long Island Lighting Co. 81/07/23. 32pp. 

09169: 057. 


F. Security, medical, emergency it fire protection plans 


8107100320 Forwards Page 2-11 to NDREG, chang ing implementing schedule 
for submission it evaluation of upgraded emergency plans per 
Generic Ltr 81-25. 

EISENHUT . D. G. Division of Licensing. 81/06/13. 4pp. 08996:358. 


8107080230 Documents understanding reached w/NRC. Techni ca 1 support ctr 
in security bldg is acceptable until 830401. Date of new 
technical support ctr completion & operation must be 
flexible if unforeseen problems develop. 

NQVARRQ, J. P. Long Island Lighting Co. 81/06/26. 2pp. 08966:143. 


8107290002 Generic Ltr 81-27: requests that all emergency plans & 
implementing procedures be submitted ui/pages marked to 
reflect privacy lc proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT, D. G. Division of Licensing. 81/07/09. 5pp. 09189:059. 


8107230014 Forwards evaluation of fire protection measures re technical 
requirements of 10CFR50 App R. Adequate fire protection has 
been provided. 

POLLOCK, M. S. Long Island Lighting Co. 81/07/10. 4pp. 09129:215. 


8107230259 Forwards draft emergency operating procedures in response to 
NUREG-0737, Item I. C. 8. 

MCCAFFREY. B. R. Long Island Lighting Co. 81/07/20. Ip. 09133:088. 


— 8107230270 "Station Blackout Emergency Procedure." 

* Long Island Lighting Co. 81/07/02. 9pp. 09133:137. 


G. Adjudicatory correspondence 


8107010218 Forwards SECY-81-395 it Director's Decision DD-81-9. prepared 
in response to Shoreham Opponents Coalition petition to 
institute proceedings on whether good cause exists to extend 
facility completion date. 

BORDENICK. B. M. Hearing Branch 4. Bl/06/29. 2pp. 08885: 34B. 


-8107010226 Discusses Shoreham Opponents Coalition (SDC) petition to 
institute proceedings on whether good cause exists to .extend 
completion date of facility. Petition denied for reasons set 
forth in Director's Decision DD-81-9. 

DIRCKS. W. J. Office of the Executive Director for Operations. 
SBCY-S1-395. 81/06/26. 3pp. 08885:350. 


—8107010237 Decision DD-81-9. denying Shoreham Opponents Coalition <SQC> 
810123 petition to suspend CP pending outcome of hearing on 
permit extension. SOC does not provide adequate basis for 
immediate suspension. 

DENTON. H. R. Office of Nuclear Reactor Regulation. Director. 

81/06/26. 5pp. 08885:353. 


8107080276 Advises that EJ Walsh should be deleted from mailing list & 
UL Futtar added. 

FUT7ER. J. L. Long Island Lighting Co. 81/06/29. Ip. 08973:283, 


8107080279 Response to Shoreham Opponents Coalition 810609 
interrogatories & requests to produce documents. Items 
1-6 do not constitute focused inquiry about discrete 
issues. Certificate of Svc end. 

REVELEY, W. T. , EARLEY. A. F. Long Island Lighting Co. REVELEY, W. T. 
Hunton & Williams. 81/06/29. 6pp. 08973:292. 


8107080166 Forwards Shoreham Opponents Coalition first set of 
interrogatories & requests for documents directed to NRC. 
Corrected page of second set of interrogator ies directed to 
util end. W/Certif icate of Svc. Related correspondence. 

LATHAM, S. B. Twomey, Latham & Schmitt. LATHAM, S. B. Shoreham 
Opponents Coalition. 81/07/02. 2pp. 08965:306. 


— 8107080168 Corrected first page of second set of interrogatories & 
requests for production of documents directed to applicant. 

* Shoreham Opponents Coalition. 81/07/02. Ip. 08965:308. 


— 8107080170 First set of interrogatories it requests for production of 
documents directed to NRC. Certifi cate of Svc end. Related 
correspondence. 

* Shoreham Opponents Coalition. 81/07/01. 25pp. 08965:309. 


8107100058 Memorandum & order granting Shoreham Opponents Coalition 
motion for acceptance of particularized Contention 19 for 
1 i tigation. A1 1 other subparts lack specificity it nexus. 

CARTER, L. J. Atomic Safety and Licensing Board Panel. 81/07/07. 
20pp. 08990:086. 


8107170052 Forwards affidavits & prof qual if ications of CA Daverio, 

TF Gerecke,BR McCaffrey it DA Robare re util answers to 
Shoreham Opponents Coalition 810624 interrogator ies. 

REVELEY, W. T. Long Island Lighting Co. 81/07/13. 13pp. 09056:220. 


— 8107170059 Overview of motions for summary disposition of Shoreham 
Opponents Coalition Contentions 1-3, 6(a) (i) & 12 (Part 2>. 
Contentions present no genuine issue to be heard. 

REVELEY, W. T. Long Island Lighting Co. 81/07/13. 8pp. 09058:233. 


— 8107170066 Motion for summary disposition of Shoreham Opponents 
Coalition Contention 1. Allegation that genericaliq 
determined emergency planning zones are inadequate for 
facility disregards 10CFR2. 758( a) requirements. 

REVELEY, W. T. Long Island Lighting Co. 81/07/13. 24pp. 

09058: 241, 


— 8107170071 Motion for summary disposition of Shoreham Opponents 
Coalition (SOC) Contention 2. SOC may not challenge emergency 
planning requirements w/o first satisfying 10CFR2. 758. No 
genuine issue remains to be heard. 

EARLEY, A. F. Long Island Lighting Co. 81/07/13. 15pp. 09038:265. 


— 8107170076 Affidavit re Shoreham Opponents Coalition Contention 2. 
Facility structural design features virtually preclude 
core mel t-through, Liquid pathway releases are not short-term 
concern. 

MCCAFFREY, B. R. Long Island Lighting Co. 81/07/13. 3pp. 

09058: 280. 


— 81071700B4 Motion for summary disposition of Shoreham Opponents 
Coalition Contention 3. Motion lacks genuine issue to he 
heard except info re thermocouples w/McCaffrey affidavit, 
prof qualifications it supportive tables. 

REVELEY, W. T. Long Island Lighting Co. 81/07/13. 23pp. 

09058: 283. 


— 8107170091 Motion for summary disposition of Shoreham Opponents 
Coalition Contention 6(a)(i). IE scrutinized allegations in 
detail it found them to be w/o factual bqsis. Supportive 
documents end. 

REVELEY, W. T, Long Island Lighting Co. 81/07/13. 8pp. O9O3B:306. 


—8107170094 Affidavit re Shoreham const QA/QC program. Supportive 
documentation it QA procedures end. 

GERECKE, T. F, Long Island Lighting Co. 81/07/10. 78pp. 

09059: 028. 


—8107170097 Motion for summary disposition of Shoreham Opponents 
Coalition Contention 12 (Part 2). None of issues involve 
genuine disputes. 

EARLEY, A. F. Long Island Lighting Co. 81/07/13. 10pp. 09059:107. 


— 8107170100 Affidavit re Shoreham Opponents Coalition Contention 12 
(Part 2). Final fatigue evaluation results scheduled for 
submittal to NRC in Aug 1981. 

MCCAFFREY, B. R. Long Island Lighting Co. 01/07/13. 4pp. 

09059: 112. 
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8107170213 Certifies 810714 svc of motions for summary disposition of 
Shoreham Opponents Coalition Contentions 1-3, 6(a) (i) & 12 
(Part 2) & overview of motions. 

RAVELY, W. T. Long Island Lighting Co. 81/07/13. 2pp. 09057:143. 


8107200240 Supplemental affidavit in support of petition for 
extraordinary injunctive relief pendente lite per all 
writs act. Related correspondence. 

LATHAM. S. B. Twomey, Latham & Schmitt. LATHAM. S. B. Shoreham 
Opponents Coalition. 81/07/13. 6pp. 09076:355. 


—8107200244 Order extending Commission time to decide whether to review 
Director's Decision re facility until 810804. 

CHILK, S. J. Office of the Secretary of the Commission. 81/07/07. 

Ip. 09077:009. 


8107200315 Response to Shoreham Opponents Coalition 810624 
interrogatories & requests for production of documents. 
EARLEY. A. F. Long Island Lighting Co. EARLEY. A. F. Hunton St 

Williams. 81/07/13. 25pp. 09071:001. 


— 8107200318 Forwards "Fuel Swell & Rupture Model-Experimental Data 
Review & Sensitivity Studies" in response to 810204 
Regulatory Positions 4a & 4b from evaluation of NEDE-20566P, . 

NED0-20566-1* Revision 1 & NEDE-20566-4. 

BUCHHOLZ . R. H. General Electric Co. 81/05/15. 3pp. 09071:026. 


— 8107200323 "GE Fuel Swell & Rupture Model Experimental Data Review & 
Sensitivity Studies. " 

* General Electric Co. 81/05/12, 26pp. 09071:029. 


— 8107200324 "GE Evaluation of Need for BWR Core Thermocouples. 
* General Electric Co. 81/07/06. 24pp. 09071:055. 


8107200263 Advises that proposed ACRS 810721 meeting in Wash ington* DC 
has been postponed indefinitely. Certificate of Svc end. 

BDRDENICK, B. M. Hearing Branch 4. 81/07/14. 3pp. 09074:271. 


8107200436 Order for answer to Shoreham Opponents Coalition petition 
by 810731 it for clerk to serve order to respondent & all 
other part i es. Argument on petition set for 810811. Motion for 
temporary injunction denied. 

* U. S, Court of Appeals 2nd Circuit. 81/07/15. Ip. 09073:256. 


8107240065 Forwards 810717 stipulation re SOC discovery request to NRC* 
motion for approval. Certificate of Svc also end. 

BORDENICK. B. M. Hearing Branch 4. 81/07/20. 2pp. 09137:170. 


8107240028 Order directing ASLB chairman to hold hearing to consider 
Shoreham Opponents Coalition petition re util CP extension 
application. 

CHILK* 8. J. Office of the Secretary of the Commission. 81/07/22. 
3pp. 09137: 180. 


8107300038 Notice of ASLB constitution. LU Carter* chairman 8c FJ Shon & 
OH Paris* members. 

LAZO* R. M. Atomic Safety and Licensing Board Panel. 81/07/27. 2pp. 
09191: 111. 


G. Inspection reports* IE Bulletins 8< correspondence 


8107270217 Advises that IE Info Notice 81-05* "Degraded DC Sys at 
Palisades* " was sent to listed licensees. 

a Region 1, Philadelphia* Office of the Director (81/03/01). 
81/03/13. 4pp. 09167:273. 


8107270270 Advises that IE Info Notice Bl-08* "Repetitive Failures of 
Limitorque Operator SMB-4 Motor-to-Shaf t Key* " was sent to 
listed licensees. 

a Region 1* Philadelphia, Office of the Director (81/03/01). 
81/03/20. 4pp. 09178:165. 


9107270243 Advises that IE Info Notice 81-10* "Inadvertent Containment 
Spray Due to Personnel Error* " was sent to listed licensees, 
a Region 1, Philadelphia* Office of the Director (Bl/03/01). 
81/03/25. 4pp. 09167:296. 


1107270192 Advises that IE Info Notice 81-09, "Degradation of Residual 
Heat Removal (RHR) Sys* " was sent to listed licensees, 
a Region 1* Phi ladelphia, Office of the Director (81/03/01). 
81/03/26. 4pp, 09167:267. 


107100113 Forwards IE Insp Rept 50-322/81-02 on 810201-0308 St notice 
of violation. 

BRUNNER* E, J. Division of Resident 8c Project Inspection. 81/04/01. 
2pp. 09001:315. 


— 8107100116 Notice of violation from insp on 810201-0308. 

BRUNNER. E. J. Division of Resident & Project Inspection. 81/04/01. 
Ip. 09001:317. 


■8107100119 IE Insp Rept 50-322/81-02 on 810201-0308. Noncomp 1 ianc e 
noted: location of small bone piping containment isolation 
valves not prescribed by documented instructions, procedures 
or drawings. 

HIGGINS. J. C. * KISTER* H. B. Reactor Projects Section 1C. 81/03/25. 

7pp. 09001:318. 


8107230297 Advises that IE Bulletin 81-02* "Failure of Gate Type 
Valves to Close Against Differential Pressure," was 
sent to listed licensees. 

* Region 1, Ph i ladelphia* Office of the Director (81/03/01). 
81/04/09. 4pp. 09146:349. 


8107270256 Advises that IE Circular 81-06, "Potential Deficiency 
Affecting Certain Foxboro 10 to 50 Milliampere 
Transmitters," was sent to listed licensees. 

* Region 1, Philadelphia* Office of the Director (81/03/01). 
81/04/14. 4pp. 09167:280. 


8107130116 Ack receipt of 810427 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-322/81-02. 

BRUhWER, E. J. Projects Branch 1. 81/06/23. Ip. 08999:232, 


■8107130163 Responds to NRC 810401 ltr re violations noted in IE Insp 
Rept 50-322/81-02. Protests violation that containment 
isolation valves were installed incorrectly. Valves are 
installed as close as possible to containment penetration. 

POLLOCK, M. S. Long Island Lighting Co. 81/04/27. 4pp. 08999:233. 


8107130172 Responds to IE Bulletin 81-02, "Failure of Gate Type Valves 
to Close Against Differential Pressure. " Valves have not 
been installed nor has installation been planned. Approx 16 
manhours expended on review. 

POLLOCK, M. S. Long Island Lighting Co. 81/07/02. Ip. 08999:203. 


8107240398 Responds to IE Bulletin 81-03 re flow blockage of cooling 
water by Corbicula Sp (Asiatic clam) 5* Mytilus Sp (Mussel). 

Mytilus fouling cleaned in nonsafety-related turbine bldg 
closed loop cooling water sys. Approx 10 manhours spent. 

POLLOCK, M. S. Long Island Lighting Co. 81/07/07. 4pp. 09138:219. 


8107160315 Forwards IE Info Notice Bl-19, "Lost Parts in Primary 
Coolant Sys." No written response required. 

GRIER/B. H. Region 1* Ph i ladelph ia* Office of the Director 
(81/03/01). 81/07/16. 5pp. 09041:092. 


8107290170 Forwards IE Info Notice 81-21* "Potential Loss of Direct 
Access to Ultimate Heat Sink. " No written response required. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01), 81/07/21. 5pp. 09186:279. 


8107290201 Forwards IE Circular 81-12* "Inadequate Periodic-Test 
Procedure of PWR Protection Sys. " No written response 
required. 

GRIER, B, H. Region 1, Ph i ladelphia, Office of the Director 
(81/03/01). 81/07/22. 5pp. 09188:131. 


8107230258 Forwards IE Circular 81-09* "Containment Effluent Water That 
Bypasses Radioactivity Monitor." No written response 
required. 

GRIER, B. H. Region 1* Philadelphia, Office of the Director 
(81/03/01). 81/07/23. 5pp. 09133:080. 


8107230293 Forwards IE Info Notice Bl-20, "Test Failures of Electrical 
Penetration Assemblies. " No written response required. 

GRI£R*B. H. Region 1* Philadelphia, Office of the Director 
(81/03/01). 81/07/23. 5pp. 09133:142. 


B1O720O192 Forwards responses to SER Open Items 11 & 46 re ECCS 
calculations & IE Bulletin 79-27, respect ively !< NUREG-0737 
Item I. D, 1, controlroom design review* Item IX.B.3*post 
accident sampling St Item II. F. 1 re accident monitoring. 
MCCAFFREY* B. R. Long Island Lighting Co. 81/07/23. 32pp. 

09169: 057. 


8107290166 Forwards IE Circular 81-11, "Inadequate Decay Heat Removal 
During Reactor Shutdown. " No written response required. 

GRIER* S. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/24. 3pp. 09185:322. 
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DOCKET 50-323 DIABLO CANYON NUCLEAR POWER PLANT, UNIT 2 


A. Application/construction stage documents & correspondence 


8107010227 Submits partial response to NUREG-0737, Item II. D. 1 re 
adequacy of safety-relief valves based on EPRI test program 
results. Va Ives included in test program represent valves in 
reactor coolant sys. 

CRANE, P. A. Pacific Gas & Electric Co. 81/06/29. 2pp. 08908:361. 


8107020439 Forwards comments on environ protection plan for inclusion 
in App B, full power OL & comments on US Fish 8c Wildlife Svc 
810619 rept re'eight recommended field monitoring 
activities, per 810630 request. 

CRAIC, P. A. Pacific Gas & Electric Co. 81/06/30. 19pp. 08928:337. 


8107130326 Forwards revision to proposed Tech Spec 4. 6. 1. 3, rep lac ing 
Type B leak test w/leak test applied between double seals 
used on air lock. Exemption from 10CFR50, App J Paragraph 
1 1 1.D. 2<b ) ( i i ) re leak test requested. 

CRANE, P. A. Pacific Gas & Electric Co. 81/07/03. Ip. 08999:066. 


— 8107130329 Proposed revision to draft Tech' Spec 4. 6. 1.3 re surveillance 
requirements for containment air lock. 

* Pacific Gas 8c Electric Co. 80/12/05. Ip. 08999:067. 


8107310055 Generic Ltr 81-23A to all licensees & CP holders, advi sing 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation, per Generic Ltr 81-23, are unnecessary. 

EISENHUT, D. G. Division of Licensing. 81/07/06. 6pp. 09222:215. 


8107150007 Requests mod to proposed Tech Specs 3/4. 3. 6. 1. 7 to increase 
time limit for operation w/purge supply &/or exhaust 
isolation valves open u/vacuum/pressure relief isolation 
valves open, up to 1,000-h. 

CRANE, P.A. Pacific Gas Sc Electric Co. 81/07/09. 2pp. 09027:305. 


8107200316 Responds to 810504 request for commitments re Regulatory 
Positions C. 5, 6, 7, 8 & 10 of Reg Guide 1 . 58, Revi s i on 1 & Reg 
Guide 1. 146. Submits compliance dates for qualification of 
insp, exam & testing & audit personnel. Cites exceptions. 

CRANE, P.A. Pacific Gas & Electric Co. 81/07/14. 2pp. 09070:356. 


8107290145 Submits evaluation of TMI Action Plan Item I. C. 1, guidance 
for evaluation & development of procedures for transients 8c 
accidents. Identifies deficiencies in Westinghous© owners 
group submittal. 

MIRAGLIA, F. J. Licensing Branch 3. 81/07/17. Ip, 09190:334. 


8107300014 Forwards "Rept of Containment Structure Structural Integrity 
Test" it "Reactor Containment Bldg Integrated Leak Rat# 

Test," summary data rept, in support of OL application. 

CRANE, P. A. Pacific Gas & Electric Co. 81/07/22. 2pp. 09191:022. 


— 8107300015 "Rept of Containment Structure Structural Integrity Test. " 
* Pacific Gas 8c Electric Co. 81/03/31. 65pp. 09191:024. 


G. Adjudicatory correspondence 


8107020466 Response opposing applicant 810414 motion to reconsider ASlB 
810406 notice of hearing. Motion should be denied for reasons 
discussed in 810422 response in opposition to NRC & util 
motion for reconsideration. U/Cert if icate of Svc. 

REYNOLDS, J. R. Joint Intervenors-Diablo Canyon. REYNOLDS, J. R. 

Center for Law in the Public Interest. 81/04/29. 5pp. 08936:354. 


8107060197 Supplemental answers to Joint Interveners 810223 
interrogatories. Prof qualifications St Certificate of Svc 
end. Related correspondence. 

CRANE, P. A. Pacific Gas 8c Electric Co. 81/05/01. 19pp. 08890:070 


8107060195 Supplemental motion by Joint Intervenors to reopen record 
for limited purpose of admitting USGS Open File Rept 81-365 
& to establish schedule for parties to supplement proposed 
findings of fact 8c conclusions of law. W/Certif icate of Svc. 
FLEISCHAKER, D. Joint Intervenors-Diablo Canyon. FLEISCHAKER, D. 

FI tischaker, D. 8. 81/05/04. 4pp. 08890:066. 


8107020458 Request of Governor Brown for reconsideration of ASLB 
810430 order granting summary disposition of Contention 13. 

Board erred by treating contention as issue re timing of 
water level indicator instal lation. W/Certif icate of Svc. 

BROWN, H. H. California, State of. BROWN, H. H. Hill, Christopher 8, 
Phillips. 81/05/05. 10pp. 08934:238. 


8107020523 Forwards pages omitted from answers to interveners' 810223 
supplemental interrogatories forwarded w/81042? ltr. Related 
c orrespond ence. 

CRAhE, P. A. Pacific Gas it Electric Co. 81/05/06. Ip. 08950:102. 


8107010213 Answers in opposition to Joint Intervenors 8c Governor Brown 
810616 proposed findings of fact it conclusions of law. ASLB 
should adopt applicant findings it conclusions. Certificate of 
Svc end. 

LOCKE, R. F. Pacific Gas it Electric Co. 81/06/23. 28pp. 08085:310 


8107100177 Statement of clarified contentions re 810701 prehearing 
conference pursuant to ASLB 810527 notice of conference of 
counsel, Content of issues more narrowly focused & 
consol idat ed, Certificate of Svc end. 

REYNOLDS, J. R. Joint Intervenors-Diablo Canyon. REYNOLDS, J. R. 
CenteT for Law in the Public Interest. 81/06/30. 22pp. 08992:177 


8107060294 Petition by Governor Brown for review of ALAB-644. Issue* 
should be reviewed on merits by NRC, schedule fixed for 
submission of briefs on issues 8c Orel argument scheduled. 
Certificate of Svc end. 

BROWN, H. H. California, State of. BROWN. H. H. Hil 1, Christopher it 
Phillips. 81/07/01. 13pp. 08892:105. 


8107000197 Response to Governor Brown 810612 motion for immediate 
briefing on security matters. Supports NRC 810701 reply. 

« Certificate of Svc end. 

NORTON, B. Pacific Gas 8c Electric Co. NORTON, B. Norton, Burke, 
Berry 8c June k. 81/07/02. 2pp. 08962:123. 


— 8107300017 "Reactor Containment Bldg Integrated Leak Rate Test, " 
summary data rept. 

* Pacific Gas 8c Electric Co. 81/03/31. 9pp. 09191:089. 


F. Security, medical, emergency 8c fire protection plans 


8107100320 Forwards Page 2-11 to NUREG, c hang ing implementing schedule 
for submission 8c evaluation of upgraded emergency plans per 
Generic Ltr 81-25. 

EISENHUT, D. G. Division of Licensing. 81/06/13. 4pp. 08996:358. 


jests that all emergency plans 8< 
itted w/pages marked to 
atl. Info to be deleted from 
uested by 810731. 

•ing. 81/07/09. 5pp. 09189:059. 


8107100167 Governor Brown motion supporting adoption of discovery t< 
hearing schedule proposed by NRC per 810701 prehearing 
conference, w/listed mods. Reasonable discovery period would 
be no less than 60 days. Certificate of Svc encl. 

LANPHER, L. C. California, State of. LANPHER, L. C. Hill* Christopher 6 
Phillips. 81/07/02. 7pp. 08992:212. 


8107090101 Forwards Joint Intervenors' petition for review 8c requast 
to exceed pege limitation for petition for review. 

FLEISCHAKER, D. Fleischaker, D. S. FLEISCHAKER, D. Joint 
Intervenors-Diablo Canyon. 81/07/06. ip. 08981:179. 


— 8107090103 Request to exceed page limitation for petition for revile 
Request is reasonable due to complexity of issues, abundance 
of testimony 8c length of ASLB decision. 

FLEISCHAKER, D. Joint Intervenors-Diab lo Canyon. FLEISCHAKER, 0. 
Fleischaker, D. S. 81/07/06. 2pp. 08981:180. 


ification sys in response to 
meeting 810801 sys 

81/07/14. 3pp. 09172:224. 

8c qualification requirements 
81/07/16. Ip. 09070:339. 


—8107090107 Petition for review of ALAB-644. Facility was designed fc 
constructed on mistaken assumption that no active earthquake 
fault was located near plant. Certificate of Svc end., 
FLEISCHAKER, D. Joint Intervenors-Diablo Canyon. FLEISCHAKER* 0. 
Fleischaker, D. 8. 81/07/06. 20pp. 08981:182. 


8107100164 Errata to Joint Intervenors' petition for review of ALAB- 
644. Certificate of Svc encl. 

FLEISCHAKER, D. Joint Intervenors-Diablo Canyon. FLEISCHAKER, 0. 
Fleischaker, D. S. 81/07/07. 3pp. 08992:207. 
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8107150067 Motion for hearing schedule re pending joint intervenor 
motions to reopen facility QL hearing. Emergency response 
planning contention must be litigated only after complete 
review for adequacy. Certificate of Svc end. 

REYNOLDS* J. R. Joint Intervenor s-Diab 1 o Canyon. REYNOLDS. J. R. 
Center for Laui in the Public Interest. 81/07/09. Spp. 09025:284. 


8107200096 Memorandum & order (ALAB-649) denying Governor Brown 800612 
motion for immediate briefing on security matter. Motion does 
not demonstrate any connection between incident mentioned in 
Nucleonics Week 810611 issue it plants. 

BISHOP. C, J. Atomic Safety and Licensing Appeal Panel. 81/07/15. 

4pp. 09069: 136. 


8107200247 Motion by Governor Brown to reopen record to correct staff 
misstatements at low power hearings. Hel icopter notification 
capability does not exist to notify persons in Montana de 
Oro "back country, " 

LANPHER. L. C. California. State of. LANPHER. L. C. Hill. Christopher & 
Phillips. 81/07/15. 5pp. 09075:014. 


— 8107200250 Affidavit re emergency response plans for Montana de Oro 
State Park. Portions of transcript it Certificate of 3vc 
end. 

FELTY. R. E. California. State of. 81/07/02. 24pp. 09075:019. 


8107200340 Response to Governor Brown 810701 petition to review 
ALAB-644. Magnitude saturation. Tau effect & effective 
acceleration concept all present factual issues not 
appropriate for Commission review. Certificate of Svc end. 
OLMSTEAD. W. J. Hearing Branch 4. JONES. B. W. Hearing Branch 2. 
81/07/16. 15pp. 09076:313. 


8107220136 Response in opposition to Governor Brown B10701 petition for 
review of ALAB-644. No evidence to support request for 
Commission review of ASLAB findings which affirmed ASLB 
findings on seismic issues. Certificate of Svc end. 

NORTON. B. Pacific Gas & Electric Co. NORTON. B. Norton. Burke. 

Berry & June k. 81/07/16. 12pp. 09118:080. 


8107220129 Response urging rejection of Joint Intervenor 810706 
petition for review of ALAB-644 in entirety. Joint 
Intervenor s have not met burden to show that ASLAB acted in 
dearly erroneous manner. Certif icate of Svc end. 

JONES. B. W. Hearing Branch 2. OLMSTEAD. W. J. Hearing Branch 4. 
81/07/20. 12pp. 09119:099. 


8107230018 Motion by Governor Brown to amend ASLB 810717 peTtial 
initial decision authorizing Director of Nuclear Regulation 
to grant util licenses to load fuel & conduct low power 
testing. W/Certif.icate Svc. 

LANPHER, L. C. California, State of. LANPHER, L. C. Hill, Christopher it 
Phillips. 81/07/20. 6pp. 09130:327. 


8107230016 Response in opposition to Governor Brown 810702 motion for 
adoption of proposed schedules. Proposed schedules unduly 
delay proceeding. ASLB should adopt schedule in line w/NRC 
810508 proposals. Certif icete of Svc end. 

JONES, B.U. Hearing Branch 2. 81/07/21. Spp. 09130:294. 


8107230085 Response in support of Governor Brown 810720 motion to emend 
partial initial decision. Findings re compliance w/ 
regulations & assurance of common defense & security can not 
be made w/o ASLB resolution. W/Certif icate of Svc. 

REYNOLDS, J. R. San Luis Obispo Mothers for Peace. REYNOLDS, J. R. 
Center for Law in the Public Interest. 81/07/21. 6pp. 09129:207. 


8107240080 Summarizes Commissioner Gilinsky 810710 tour of facilities. 
MANNING, W. J. Office of the Executive Legal Director. 81/07/21. 

3pp. 09137:151. 


8107280243 Response opposing Joint Intervenor*' 810706 petition for 
review of ALAB-644. Intervenor* simply disagree w/well- 
reasoned It well-documented factual daterminations by ASLAB. 
Certificate of Svc end. 

NORTON, B. Pacific Gas it Electric Co. NORTON, B. Norton, Burke, 
Berry it Junck. 81/07/21. 13pp. 09178: 152. 


8107240077 Order stating that time for Commission review of ASLB 810717 
partial initial decision will not begin until issuance of 
ASLAB physical security decision. Time for filing stay 
motions will also run from svc of decision. 

CH1LK.8, J. Office of the Secretary of the Commission. 81/07/22. 

2pp. 09137: 149. 


8107240233 Forwards ASLB 810717 partial initial decision authorizing 
low power testing, 

HOEFLINO.R. K. Hearing Branch 4. 01/07/22. Ip. 09140:281. 


— 8107240237 Partial initial decision authorizing low power testing. 
* Atomic Safety and Licensing Board Panel. 81/07/17, 6Bpp. 
09140; 282. 


8107280231 Advises of change in 810701 completion date for NUREG-0737 
Item II. D. 1 re EPRI/PWR safety it relief valve qualification 
program. Completion not prerequisite to fuel load & low power 
test authori zation. Summary of 810717 meeting end. 

OLMSTEAD, W . J. Hearing Branch 4. 81/07/24. 2pp. 09173:284. 


— 8107280234 Summary of 810717 meeting w/EPRI it PWR utils re status of 
EPRI/PWR safety it relief valve program & power operated 
relief valve qualification program development, per 
NtREG-0737 Item II. D. 1. 

CHERNY, F. C. Mechanical Engineering Branch. 81/07/22. 17pp. 

09173:286. 


H. General correspondence 


8107090200 Expresses concern re licensing of facilities. 


RICHD. A. Affiliation Unknown. 81/04/01. 

2pp. 

08984: 032. 

8107070186 Comments on proposed rule 10CFR2 re expediting facility 
licansing it issuing interim licenses prior to safety 
procedure completion. Opposes rule. 

EBERT, M. S. Affiliation Unknown. 81/04/27. Ip. 08960:343. 

8107070198 Comments on proposed rule 10CFR2 re expediting facility 
licensing S< issuing interim licenses prior to safety 
procedure completion. Opposes rule. 

MACHADA, J. Affiliation Unknown. 81/05/04. Ip. 08960:344. 

8107090220 Supports licensing of facilities. 
DORITY. E. W. Affiliation Unknown. 81/05/06. 

Ip. 

08983: 279. 

8107100111 Supports licensing of facilities. 
HILBERT, M. Affiliation Unknown. 81/05/12. 

Ip. 

08990: 224. 

8107100122 Supports licensing of facilities. 
FORD, D. C. Affiliation Unknown. 01/05/14. 

Ip. 

08992: 200. 

8107090195 Supports licensing of facilities. 
MEARIG, L. C. Affiliation Unknown. 81/05/15. 

Ip. 

08984: 038. 

8107100101 Opposes licensing of facilities. 
MOSES, R. 0. Affiliation Unknown. 81/05/20. 

ip. 

08990: 207. 


8107100117 Package of three ltrs opposing licensing of facilities. 

VALENTINE, J. S. , MOORE, M. L. , MARIS, G. Affiliation Unknown. 81/05/20. 
3pp. 08990:225. 


8107100148 Requests studies performed by State of CA Div of Mines lc 
Geology re Rancho Seco seismic design. Issuance of OL to 
Diablo Canyon considered consp irator ial. Simi lar ltrs for 
transmittal to Assistant US Atty General end. 

CALSOYAS, C. D. Affiliation Unknown. 81/05/23. Spp. 08992:323. 


B 107090307 Package of 42 ltrs opposing licensing of facilities. 
CANCELOSI, A. M. , WELS, M. G. , CLARK, L. K. Affiliation Unknown. 
81/05/27. 42pp. 08984: 154. 


8107100033 Package of 151 ltrs opposing licensing of facilities. 
WHORTON, F. , LOHRMAN, S. B. , KALHAMMER. C. J. Affiliation Unknown. 
81/05/27. 153pp. 08989:259. 


8107060399 Supports licensing of nuclear power plants. 

KNECHT , E. Affiliation Unknown. 81/06/10. Ip. 08899:033. 


8107010346 Supports licensing of facilities. 

LARSON, C, L, Affiliation Unknown. 81/06/16. Ip. 08908:351. 


8107060403 Opposes plant licensing. 

BARBER, M. Affiliation Unknown. 01/06/21. 3pp. 08899:117. 


8107080565 Responds to recent Itr to President Reagan re delay in plant 
1 i censing. Seismic l< security hearings before ASLAB concluded 
in Oct It Nov 1980. Governor Brown concerns resulted in May 
1981 addl hearing re low power license issuance. 

BERKGM, H. N. Management Analysis Branch. 81/06/23. 3pp. 08979:184. 


8107080179 Expresses concern re licensing of facilities. 

SANDERS, M. Affiliation Unknown. 01/06/24. Ip. 08963:141. 


8107010336 Package of four ltrs opposing licensing of facilities. 

LOVE, J. H. * HERTZ. F. , SPINK, C. Affiliation Unknown. 81/06/25. 4pp. 
08868: 303. 


8107010340 Opposes licensing of facilities. 

RABSTEAU Affiliation Unknown. 81/06/25. Ip. 08 088:307. 
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8107230236 FOIA request for all documents re FOIA requests made to NRC 
re facilities. 

LAUPHEIMER, F. R. Pacific Gas 8c Electric Co. 81/06/25. Ip. 

09134: 332. 


8107280437 Requests comments on amount of oil used for facility const* 
fuel enrichment 8< nuclear waste transportation. 

LEU9CHEL, N. Affiliation Unknown. 81/06/26. 3pp. 09176:166. 


8107080172 Opposes licensing of Diablo Canyon 1 & 2 & supports 
decommissioning of Humboldt Say. 

BOYKO, D. Affiliation Unknown. 81/06/27. Ip. 08965:347. 


8107020287 Package of two ltrs opposing licensing of facilities. 
WISSLER, J. , ELAN * D. Affiliation Unknown. 81/06/30. 2pp. 
08951 : 270. 


8107220061 Package of two ltrs supporting licensing of facilities 
BRIONES, A. M. » CURTIS. D. J. Affiliation Unknown. 81/07/16 2oa 
09114:196. 


8107220063 Supports licensing of facilities. 

KUHME. T. Affiliation Unknown. 81/07/16. Ip. 09114:191. 


8107240 1 39 Requests delay in acting on util OL application until local 
organizations can study & respond to issue re rights to 
hold religious ceremonies on site. 

PIERCE.R. A. Chumash Indian Council. 81/07/17. Ip. 09137:043. 


8107280906 Requests info re evacuation routes & medical facilities in 
event of emergency at facilities. 

MOORE. A. . ZALLER. C. . BROWN. D. Affiliation Unknown. 81/07/18 Is 
09175: 283. 


8107060325 Expresses concern re scheduled hearings which are to be 
held before issuance of low power testing license. 

LARSON. T. , OGAWA.K. . ALLEN. M. Affiliation Unknown. 81/06/30. 7pp. 
08894: 325. 


8107060329 Package of two ltrs supporting licensing of facilities. 
ROOT. h. . OLADIEUX. B. 1. Affiliation Unknown. 81/06/30. 2pp. 
08894: 332. 


8107060390 Package of three ltrs opposing licensing of facilities. 
* Affiliation Unknown. 81/06/30. 8pp. 08898:348. 


8107300127 Forwards 900 citizens ltrs & 295 names on petitions opposing 
facility licensing. 


WOLF, R. S. Affiliation Unknown. 81/07/01. 

lp. 

09192: 264. 

— 8107300131 Nine hundred citizens ltrs & 295 
facility licensing. 

* Affiliation Unknown. 81/07/09. 700pp, 

names on petitions opposing 

09192: 265. 

8107090197 Supports licensing of facilities, 
JOHNSON. E. Affiliation Unknown. 81/07/02. 

3pp. 

08984: 034. 

8107130091 Supports licensing of facilities. 
GIBSON, J. C. Affiliation Unknown. 81/07/02. 

lp. 

08999: 1B5. 

8107140758 Opposes facility licensing. 

SHAhKAR, J. Affiliation Unknown. 81/07/03. 

lp. 

09017: 162. 

8107140742 Supports facility licensing. 

BOGDAN, V. G. Affiliation Unknown. 81/07/04. 

IP- 

09018: 329. 

8107140752 Opposes facility low-power licensing. 
GUENTHER, R. Affiliation Unknown. 81/07/05. lp. 

09017: 180. 


8107240061 Expresses concern re licensing of facilities. 

LEON. J, League of Women Voters of San Luis Obispo. CA. 81/07/21 
lp. 09138:132. 


8107270024 Opposes licensing of facilities. 

MERQNK, F. Affiliation Unknown. 81/07/21. lp. 09159:283. 


8107280661 Responds to ltr to President Reagan re low power testing it 
f acil i ties . ASLB is expected to inform NRC re util 
compliance w/low power testing requirements. 

ZECH. G. G. Technical Support Branch. 81/07/21. 3pp. 09188:145, 


Q. Inspection reports. IE Bulletins & correspondence 


8107010435 Forwards IE Insp Repts 50-275/81-12 & 50-323/81-09 on 
8 1 0501-060 3. No noncompliance noted. 

CREWS. J. L. Division of Resident. Reactor Projects & Engineering 
Inspection. 81/06/12. 2pp. 08905:354. 


—8107010441 IE Insp Repts 50-275/81-12 k 50-323/81-509 on B10501-060J.fi 
noncompliance noted. Major areas inspected : procedure reviews, 
bul 1 etin /c ircular fol lowups. followup of outstanding items & 
allegation on heat tracing installation. 

BAQAGLIQ.M. . MENDONCA. M. . STERNBERG, D. M. Reactor Projects Section 
l. 81/06/09. 4pp. 08905: 356. 


8107140605 Provides followup to 810121 & 0407 response to IE 
Bulletin 80-21 re Malcolm Foundry Co valve parts. Complete 
valve review revealed that no Malcolm parts utilized. 
SCHUYLER, J. 0. Pacific Gas & Electric Co. 81/06/30. 2pp. 
09015:218. 


8107150139 Forwards IE Circular 81-10, "Steam Voiding in RCS During 
Decay Heat Removal Cooldown. " 

* Region 5, San Francisco, Office of the Director (81/03/01). 
81/07/02. lp. 09027:287. 


8107130095 Package of two ltrs opposing licensing of facilities. 
MCELVEN, M. , LINGEL, C. Affiliation Unknown. S1/07/OB. 2pp. 
08999: 181. 


8107150240 Advises that IE Info Notice 81-19, "Lost Parts in Primary 
Coolant Bys, " was sent to listed licensees on 810706. 

* Region 5, San Francisco, Office of the Director (81/03/01). 
81/07/06. lp. 09028:214. 


8107170203 Comments on proposed rule 10CFR2 re facility licensing. 
Commission should conduct comprehensive review prior to 
making decision re licensing. 

PANETTA, L. E. House of Rep. 81/07/10. 2pp, 09054:098. 


8107230143 Responds to 0 Nicolopulot 810513 ltr to President Reagan, re 
licensing of facilities. NRC actions taken will provide 
major improvements in licensing schedules. 

DENTON, H. R . Office of Nuclear Reector Regulation, Director. 

81/07/10. Upp. 09136:338. 


8107160116 Package of three ltrs opposing licensing of facilities. 
GAILEYiM. . HOLLINGS, K. , H0LLING8, L. Affiliation Unknown. 81/07/14. 
3pp. 09041:124. 


8107160488 Urges plant licensing. 

BANYAY, L. E. Affiliation Unknown. 81/07/14. 6pp. 


09041:084. 


8107220062 Opposes licensing of facilities. 

WALKER, A. E. Affiliation Unknown. 81/07/14. 4pp. 


09114: 192. 


81072X234 Responds to FOIA request for all documents re FOIA requests 
made to NRC re facilities. Forwards related FOIA requests & 

NRC responses. Info is also available in PDR. W/o ends. 

FELTON, J. M. Division of Rules and Records. 81/07/13. lp, 

09134: 331. 


8107140607 Advises of issuance of end IE Circular 81-09, "Containmint 
Effluent Water That Bypasses Rad ioactivi ty Monitor" to 
listed lie ensees. NRC 810710 transmittal ltr end. 

* Region 5, Sen Francisco, Office of the Director (81/03/01). 
01/07/10. lp. 09013:221. 


8107170081 Advises that IE Info Notice 81-20, "Test Failures of 
Electrical Penetration Assemblies," was sent to listed 
licensees on B10713. 

* Region 5. San Francisco, Office of the Director (81/03/01). 
81/07/13. lp. 09053:211. 


B 107270063 Advises that IE Info Notice 81-21, "Potential Loe* of Dintt 
Access to Ultimate Heat Sink, " was forwarded to listed utils 
on 810721. 

* Region 5, San Francisco, Office of the Director (Bl/03/pi). 
01/07/21. lp. 09158:182. 


8107240276 Forwards "Rept on Safety-Related Masonry Wells," in responif 
to IE Bulletin 80-11. 

CRANE, P. A. Pacific Gas ftc Electric Co. 81/07/22. lp. 09139:306. 


S. Reportable occurrences, LERs & related correspondence 


8107300307 Board Notification 81-16: forwards PN8-V-81-007 & 
PNS-V— B1-007A, dtd 810717 & 20, respactively, re preparational 
physical security insp testing on B10713. 

TEDE8C0, R. L, Assistant Director for Licensing. 81/07/23. 
09209: 129. 


Spp. 
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T. Hearing transcripts on non-ant i trust matters 


8107020199 Governor Brown submission of J Jorgensen* H Mitchell b 
RE Paulus previously filed affidavits. Individuals adopt 
affidavits as prefiled direct testimony. Certificate of Svc & 
prof qual i f i cati ons end. Related correspondence. 

BROMM 1 H.H. California. State of. BROWN. H. H. Hi 1 1 . Christopher b 
Phillips. 81/05/06. 9pp. 08933:304. 


8107060283 Transcript of 810701 low power test proceeding in Bethesda. 
MD. Pp 11.335-11.442. 

* Atomic Safety and Licensing Board Panel. 81/07/01. 90pp. 

08892: 240. 


U. Congressional/Executive Correspondence 


8107160168 Urges full review of ASLB decision re licensing of 
facility. 

PANETTA# L. E. House of Rep. 81/07/10. 2pp. 09046:028. 


8107220227 Requests NRC response to League of Women Voters of San Luis 
Obispo 810601 ltr re OL. 

CRANSTON. A. Senate. 81/07/13. Ip. 09117:334. 


DOCKET 30-324 BRUNSWICK STEAM ELECTRIC PLANT. UNIT 2 


F. Security* medical* emergency & fire protection plans 


8107010472 Releases public version of info re installation & design of 
alert b notification sys. 

FELTON* J. M. Division of Rules and Records. 81/06/22. ip. 

07806:001. 


— 8107010475 Provides public version of info re installation b design of 
alert b notification sys within 10-mile emergency planning 
zone. Demographic considerations should be major factor in 
site selection process. 

UTLEY. E. E. Carolina Power & Light Co. 81/03/09. 6pp. 071306:001. 


8107290002 Generic Ltr 81-27: requests that all emergency plan* S < 
implementing procedures be submitted w/pages marked to 
reflect privacy b proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT* D. 0. Division of Licensing. 81/07/09. 3pp. 09189:059. 


8107290176 Summary of 810618 meeting w/util in Bethesda. MD re 
meteorological data collection sys requirements. 

NEIGHBORS. D. Operating Reactor* Branch 1. 81/07/27. 6pp. 

09190: 356. 


0. Adjudicatory correspondence 


8107090291 Answer that petitioners do not object to NRC 810629 motion 
for leave to defer response to 810622 petition until 810731. 
Certificate of Svc end.. 

REYNOLDS. N. S. Commonwealth Edison Co. REYNOLDS* N, 8. Florida Power 
b Light Co. REYNOLDS. N. S. Iowa Electric Light & Power Co. 

81/07/07. 3pp. 08984:117. 


8107150424 Informs that applicant request for hearing on 810617 b 26 re 
environ qualification of safety-related equipment reviewed. 

Request held in abeyance for 90 days. Requests specific 
issues applicant intends to raise in proceeding. 

EISENHUT.D. G. Division of Licensing. 81/07/07. 3pp. 09049:121. 


8107150286 Requests that NRC notify N Reynolds that 810622 petition 
for extension of deadline for compliance w/CLI-BO-21 has 
been retitled. Svc should be made of all subsequent papers on 
parties to proceeding* including VCS. 

WEISSiE. R. Harmon b Weiss. 81/07/10. 3pp. 09023:136. 


8107290121 Forwards order confirming licensee commitment* to post-TMI 
related requirements of NUREG-0737* based on util 801213* 

810303 b 0517 ltrs, Explici t statements of requirements set 
forth in attachment to order. 

IPPOLITO* T. A. Operating Reactors Branch 2. 81/07/10. 2pp. 

09206:013. 


8107290127 Order confirming licensee commitments on post-TMI related 
issues of NUREQ-0737, Requests that applicant satisfy 
specific requirement of NUREG* described in attachment. within 
30 days. 

EISENHUT * D. G. Division of Licensing. 81/07/10. 10pp. 09206:013. 


H. General correspondence 


8107020351 Updates 810622 telcon re facility early warning sys. NRC 
should consider situations individually & take appropriate 
measures when investigating or evaluating issues concerned 
w/public h ealth* safety 8* welfare. 

THOMAS* B. C . Affiliation Unknown. 81/06/24, lp. 08934:005. 


J. Insurance 8 < indemnity information 


8107010425 Forwards Endorsement 41 to NELIA Policy NF-218. 

BARHAM, C. D. Carolina Power & Light Co. 81/06/26. 2pp. 08915:361. 


P. Operating license stage documents & correspondence 


8106110504 "Equipment Environ Quel if ication* Brunswick Unit 2**' final 
draft technical evaluation rept. 

CRANE, C. U. Franklin Institute/Franklin Research Center. 

TER-C 5417-008. 81/01/31. 100pp. 08760:151. 


810 7080562 Requests addl info re implementation of NUREG-0169 guidance 
on NRC resolution of Unresolved Safety Issue A-10. Requests 
BWR nozzle cracking info within 90 days. 

IPPOLITO, T. A. Operating Reactors Branch 2. 81/06/11. 2pp. 

08979: 176. 


8107310298 Forwards safety evaluation re licensee responses to 7B0829 b 
800110 Generic Ltr 81-24. Multi-Plant Issue B-56, re control 
rod failure to fully insert. Maint problem can be corrected 
by control rod drive overhaul during outage, 

EISENHUT, D. G. Division of Licensing. 81/06/15. lp. 09222:357. 


8107060111 Responds to 810505 request for concurrence w/util 
interpretation of "entire facility staff" in Tech Specs. 
Concurs w/interpretation that includes some individuals in 
every job classification in facility staff. 

IPPOLITO, T. A. Operating Reactors Branch 2. 81/06/23. 2pp 

08957: 308. 


8107090409 Forwards Amends 38 b 60 to Licenses DPR-71 & DPR-62* 
respec tive ly , saf e ty evaluation it notice of issuance & 
availabi li ty. Amend revises Tech Specs to establish new 
vessel level setpoints per TMI Action Item II.K. 3. 27. 

IPPOLITO* T. A, Operating Reactors Branch 2. 81/06/25. 2pp. 

08984:266. 


— 8107090414 Amends 38 St 60 to Licenses DPR-71 St DPR-62, resp ec tively* 
revising Tech Specs to establish new vessel level setpoints 
required by TMI Action Item II.K. 3. 27. 

IPPOLITO, T. A. Operating Reactors Branch 2. Bl/06/25. 45pp. 

08984: 269. 


— 0107090418 Safety evaluation supporting Amends 38 b 60 to Licenses 
DPR-71 b DPR-62, respectively, 

* Office of Nuclear Reactor Regulation, Director. 81/06/23. 3pp. 
08984:338. 


— 8107090420 Notice of issuance & availability of Amends 3B b 60 to 
Licenses DPR-71 b DPR-62* respectively. 

IPPOLITO, T. A. Operating Reactors Branch 2. 81/06/25. 2pp. 

00984:341. 


8107070393 Application for OL amend* revi sing Tech Specs to allow 72-h 
exemption from containment oxygen concentration requirement. 

UTLEY * E, E, Carolina Power b Light Co. 81/06/29. 3pp. 08492:209. 


— 8107070393 Revised Tech Specs 3. 6, 6. 3 b 4. 6. 6. 3 re containment sys 
oxygen concentration. 

♦ Carolina Power b Light Co. 81/06/29. lp, 08492:212. 


8107100240 Forwards MI-LR-81-02* "Mark I Plant Containment Mod Status 
Summary. * Info provided for all Mark I plants except Hope 
Creek b Oyster Creek. Hope Creek not yet operating. Oyster 
Creak will be providing info separately. 

STARK* 8. U. General Electric Co. 81/06/29. lp, 08995:166. 


— 8107100283 "Mark I Plant Containment Mod Status Summary. " 

* General Electric Operating Plant Owner* Group, MI-LR-81-02. 
81/06/29. 116pp. 08995:167. 


8107270020 Confirms 810629 telcon authorization for Tech Spec change to 
License DPR-62. 

NOVAK* T. M, Assistant Director for Operating Reactors. 81/06/29. 

3 pp. 09161:323. 


— 8107270023 Requested changes to Page 3/4 6-29 of Tech Spec for 
facility. 

* Carolina Power b Light Co. 81/06/29. 2pp. 09161:326. 
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8107060313 Discusses schedule for completion of NUREG-0737 items prior 
to startup from 1982 refueling outages. 

UTLEY, E.E. Carolina Power & Light Co. 81/06/30. 3pp. 08892:183. 


8107070265 Forwards documentation 8< commitments for completion of items 
in MJREG— 0737, "Clarification of TMI Action Plan 
Requirements." Includes listing of items to be completed by 
810701 b util commitment U position re items. 

UTLEY, E.E. Carolina Power 8c Light Co. 81/06/30. 12pp. 08941:074. 


8107300047 “Adequacy of Station Electric Distribution Sys Voltages, 
Brunswick Nuclear Power Station Units 1 & 2, " technical 
evaluation rept. 

WEBER, D. A. EG&G Idaho, Inc. FIN A-6429. 8107300047. 81/06/30. 

8pp. 09207:229. 


8107310055 Generic Ltr 81-23A to all licensees St CP holders, advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation, per Generic Ltr 81-23, are unnecessary. 

EISENHUT, D. G. Division of Licensing. 81/07/06. 6pp. 09222:215. 


8107100102 Forwards payment of license fees for 801113 application for 
changes to control rod scram discharge vol capability St 
810416 application for spent fuel pool storage expansion, in 
response to NRC 810609 ltr. 

UTLEY, E.E. Carolina Power 8c Light Co. 81/07/07. Ip. 08990:208. 


8107130359 Application to amend Licenses DPR-71 t< DPR-62, revi sing Tech 
Specs per NUREQ-0313, Revision 1, submitted by NRC 810226 ltr. 

Changes add ref to NUREG St addl RCS leakage limiting 
c ondition. 

UTLEY, E.E. Carolina Power & Light Co. 81/07/07. 3pp. 08998:057. 


—8107130362 Proposed Tech Spec pages re NUREG-0313, Revision 1 St RCS 
leakage limiting condition. 

* Carolina Power Sc Light Co. 81/07/07. 4pp. 0899B: 060. 


B107160629 Forwards questionnaire requesting info in tabular form re 
diesel generator operations data, diesel generator scheduled 
down time record & diesel generator unscheduled down time 
record for 1976-1980, 

IPPOLITO, T. A. Operating Reactors Branch 2. 81/07/09. 37pp. 

09061 : 086. 


8107290121 Forwards order confirming licensee commitments to post-TMI 
related requirements of NUREG-0737, based on util B01215, 

810303 St 0517 1 trs. Ex p lie i t statements of requirements set 
forth in attachment to order. 

IPPOLITO, T. A. Operating Reactors Branch 2. 81/07/10. 2pp. 

09206: 013. 


— 8107290127 Order confirming licensee commitments on post-TMI related 
issues of NUREG-0737. Requests that applicant satisfy 
specific requirement of IMUREG, described in attachment, with in 
30 days. 

EISENHUT, D. G. Division of Licensing. 81/07/10. 10pp. 09206:015. 


8107230330 Forwards Amend 61 to License DPR-62, safety evaluation & 
notice of issuance St availability. Amend modifies Tech Specs 
to permit 72-h temporary exemption from oxygen 
concentration limiting condition for operability. 

IPPOLITO, T. A. Operating Reactors Branch 2. 81/07/14. 2pp. 

09145: 114. 


— 8107230336 Amend 61 to License DPR-62, modifying Tech Specs to permit 
72-h temporary exemption from oxygen concentration limiting 
condition for operability requirement. 

IPPOLITO, T. A. Operating Reactors Branch 2. 81/07/14. 4pp. 

09145: 116. 


ety evaluation supporting Amend 61 to License DPR-62. 
Nuclear Reactor Regulation, Director. 81/07/14. 2pp, 


*' availability of Amend 61 to License 
<nch 2. 81/07/14. 2pp. 


orrespondence 


“Potential Deficiency Affecting 
*>ansmitters. " No 

e of the Director (81/03/01). 


8107240334 Forwards IE Insp Repts 50-324/81-10 8c 50-325/81-10 on 
810505-08 St 12-15. No noncompliance noted. 

LEWIS, R. C. Division of Resident St Reactor Project Inspection. 
81/06/25. 2pp. 09138:189. 


—8107240337 IE Insp Repts 50-324/81-10 b 50-325/81-10 on 810505-00 St 
12-15. No noncompliance noted. Major areas inspected : previous 
insp findings, IE bulletins, maint we Id ing, inservi ce insp 
program, work observation St records. 

BLAKE, J. J. , HERDT , A. R. Engineering Inspection Branch. 81/06/22. 
6pp. 09138:191. 


8107240506 Forwards IE Insp Repts 50-324/81-12 St 50-325/81-12 on 
810515-0615. No noncompliance noted. 

LEWIS, R. C. Division of Resident St Reactor Project Inspection. 
01/06/30. 2pp. 09139:004. 


—8107240540 IE Insp Repts 50-324/81-12 St 50-325/81-12 on 810515-0615. 
No noncompliance noted. Major areas inspected : plant 
operations, operational safety verification, LER followup 
8* plant tours. 

JOHNSON, D. F. , GARNER, L. W. , JULIAN, C. A. Division of Resident*. 
Reactor Project Inspection. 81/06/30. 19pp. 09139:006. 


8107240519 Ack receipt of 810625 ltr informing NRC of steps taken to 
correct violation noted in IE Insp Repts 50-324/81-11 St 
50-325/81-11. 

LEWIS, R. C. Division of Resident ic Reactor Project Inspection. 
18/07/06. Ip, 09139: 135. 


— 8107240531 Responds to NRC 810604 ltr re violation noted in IE Insp 
Repts 50-324/81-11 b 50-325/81-11. Corrective ac ti ons: revised 
mod procedures to require two valve protection St std 
procedure will be developed to control hydrostatic testing. 

DIETZ, C. R. Carolina Power St Light Co. 01/06/25. 2pp. 09139:136. 


—0107240535 Forwards IE Insp Repts 50-324/81-11 8c 50-325/81-11 on 
810415-0515 St notice of violation. 

LEWIS, R. C. Division of Resident 8c Reactor Project Inspection. 
81/06/04. 2pp. 09139: 138. 


— 8107240539 Notice of violation from insp on 810415-0315. 

* Division of Resident 8c Reactor Project Inspection. 81/06/04. 
Ip. 09139: 140. 


— 8107240545 IE Insp Repts 50-324/81-11 8c 50-325/81-11 on 810415-0513, 
Noncompliance noted: mod procedures for reactor protection 
sys inad equate, resulting in accidental initiation of ECCS 8< 
engineering safeguards sys when performing hydrostatic test. 
JOHNSON, D. F. , JULIAN, C. Division of Resident 8c Reactor Project 
Inspection. 81/06/03. 10pp. 09139:141. 


8107270011 Forwards IE Circular 81-09, "Containment Effluent Water 
That Bypasses Radioactivity Monitor. " Licensee action is 
required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director (81/03/01). 
B 1/07/ 10. Ip. 09156:286. 


B 107240284 Forwards IE Info Notice 81-20, "Test Failures of Electrical 
Penetration Assemblies. " No licensee action or response is 
required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director (81/03/01). 
81/07/13. 4pp. 09148: 196. 


8107240230 Ack receipt of 810612 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-324/B1-04 Sc 
50-325/81-04. 

LEWIS, R. C. Division of Resident 8c Reactor Project Inspection. 
81/07/14. Ip. 09140:130. 


—8107240238 Responds to NRC 810515 ltr re violations noted in IE Imp 
Repts 50-324/81-04 8c 50-325/81-04. Corrective ections: 
functional periodic test being revised to require 
performance while unit is shut down. 

FURR, B. J. Carolina Power & Light Co. 81/06/12. 3pp. 09140:131. 


—8107240241 Forwards IE Insp Repts 50-324/81-04 8c 50-325/81-04 on 
810305-07 8< 23-26 8c notice of violation. 

LEMI8, R. C. Division of Resident 8c Reactor Project Inspection, 
81/05/15. 2pp. 09140:134. 


>8107240246 Notice of violation from insp on 810305-07 8c 23-26. 

* Division of Resident & Reactor Project Inspection. 81/05/15. 
Ip. 09140:136. 


—8107240249 IE Insp Repts 50-324/81-04 Sc 50-325/B1-04 on 810305-07 fc 
23-26. Noncompliance noted: NRC not notified by phone or 
written followup submitted w/in two wks when inoperable 
hydraulic snubbers were identified during 810120 testing. 
WH1TENER, H. L. , BURNETT, P. T. Technical Inspection Branch. 
81/05/13, 5pp. 09140:137. 
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8107240948 Ack receipt of 810611 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-325/80-42 & 
90-324/80-39. 

LEWIS* R. C. Division of Resident & Reactor Project Inspection. 
01/07/19. Ip. 09139: 133. 


— 0107240991 Responds to NRC 010109 ltr re violations noted in IE Insp 
Repts 90-329/80-42 & 90-324/80-39. Corrective actions: revised 
procedures will not be implemented until 810901 due to delay 
in implementing QA/QC program. 

DIETZ*C. R. Carolina Power & Light Co. 81/06/11. Ip. 09139:134. 


R. Periodic operating reports & related correspondence 


8107200178 Forwards monthly operating rept for June 1981. " 

DIETZ* C. R. Carolina Power 8c Light Co. 81/07/08. Ip. 09079:339. 


—8107200182 Monthly operating rept for June 1981. 

* Carolina Power & Light Co. 01/07/08. 18pp. 09079:340. 


S. Reportable occurrences* LERs & related correspondence 


01 07020272 Part 21 rept re failure of RHR heat exchanger baffle plates* 
Info required has been reported in LERs 1-81-32 t< 2-81-49. 

DIETZ* C. R. Carolina Power & Light Co. 81/06/12. Ip. 08939:338. 


8107060280 Forwards LER B1-022/03L-0. 

DIETZ* C. R. Carolina Power & Light Co. 81/06/29. Ip. 08892:047. 


— 81070602B9 LER B1-022/03L-0: on 810607* primary containment atmospheric 
control suppression pool level indicator showed erratic 
level. Caused by loss of trickle flow to transmitter due to 
blockage in transmitter water supply throttle valve. 

PABTVA, M, J. Carolina Power fc Light Co. 81/06/29. 2pp. 

08892: 040. 


8107310263 Forwards LER 81-098/03L-0. 

DIETZ* C. R. Carolina Power & Light Co. 81/07/06. Ip. 09218:307. 


— 8107310266 LER 81-098/03L-0: on 010620* chart recorder of primary 
containment atmosphere monitor 2-CAC-AR-1299 did not print 
atmospheric concentrations. Caused by failed recorder 
printing mechanism timing monitor due to end of life. 

PA8TVA* M . J. Carolina Power & Light Co. 81/07/06. Ip. 09210:308. 


8107280261 Forwards LER B1-097/03L-0. 

DIETZ, C. R. Carolina Power & Light Co. 81/07/16. Ip. 09178:073. 


— 8107280270 LER 81-097/03L-0: on 010618, during normal operation* plant 
computer printout showed primary containment average temp 
above requirement. Cause under investigation. Temp reduced by 
lowering reactor bldg closed cooling water sys temp. 

PABTVA* M . J. Carolina Power * Light Co. 81/07/16. 2pp. 

09178:074. 


8107300139 Final deficiency rept on potential Part 21 concern re 
incorrect seismic analysis. Deficiency found not reportable 
under Part 21. No loss of safety function would be necessary 
to mitigate consequences of accident. 

DIETZ, C. R. Carolina Power * Light Co. 01/07/16. 19pp. 09192:249. 


8107240912 PNO-I 1-81-097: on 810718* plant shutdown initiated when MSIV 
would not reopen during surveillance testing. Possibly caused 
by failure of pin which secures disc to stem. Investigation 
continuing. 

JULIAN* C. A. * LEWIS* R. C. Region 2* Atlanta. Office of the Director 
(81/03/01). 81/07/20. 2pp. 09142:092. 


8107310234 RQ 1-81-97: on 810717* during review of wiring diagram for 
raactor cora isolation cooling, two non-electronic switching 
sys Div 2 cables found intermixed w/one switching sys cable 
in controlled logic panel in control room. Review underway. 

DIETZ. C. R. Carolina Power & Light Co. 81/07/20. Ip. 09218:317. 


8107310326 RO: on 810717* util was notified by A/E that apparent 
violation of Div 1 fc 2 cable separation criteria existed. 

Problem discovered while review of wiring diagram was being 
conducted. Review by plant engineering underway. 

DIETZ* C. R. Carolina Power fc Light Co. 81/07/20. Ip. 09219:321. 


8107310212 Forwards LER 81-061/03L-0. 

DIETZ* C, R., Carolina Power * Light Co. 81/07/21. Ip. 09218:229, 


—8107310216 LER S1-061/03L-0: on 810629* during test* diesel generator 
failed to develop generator field voltage. Caused by failed 
electrical coil in field shorting device 17 preventing 
generator field from flashing when diesel started. 

PASTVA, M.J. Carolina Power St Light Co. 81/07/21, 2pp. 

09218: 226. 


DOCKET 90-325 BRUNSWICK STEAM ELECTRIC PLANT* UNIT 1 


F. Security, medical* emergency St fire protection plans 


8107010472 Releases public version of info re installation 8< design of 
alert St notification sys. 

FELTON* J. M. Division of Rules and Records. 81/06/22. Ip. 

07806:001. 


■8107010475 Provides public version of info re installation St design of 
alert & notification tys within 10-milt emergency planning 
zone. Demographic considerations should be major factor in 
site selection process. 

UTLEY, E. E. Carolina Power & Light Co. 81/03/09. 6pp. 07806:001. 


B 107290002 Generic Ltr 81-27: requests that all emergency plans St 
implamenting procedures be submitted w/pages marked to 
reflect privacy St proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT* D. 0. Division of Licensing. 81/07/09. 9pp. 09189:099. 


8107290176 Summary of 810618 meeting w/util in Bethesda*MD re 
meteorological data collection sys requirements. 

NEIGHBORS* D. Operating Reactors Branch 1. 81/07/27. 6pp. 

09190:396. 


G. Adjudicatory correspondence 


8107090291 Answer that petitioners do not object to NRC 810629 motion 
for leave to defer response to 810622 petition until 810731. 
Certificate of Svc end. 

REYNOLDS* N. 8. Commonwealth Edison Co. REYNOLDS* N. S. Mississippi 
Power S. Light Co. REYNOLDS* N. S. Northeast Utilities. 81/07/07. 
3pp. 08984:117. 


8107190424 Informs that applicant request for hearing on 810617 fe 26 re 
environ qualification of saf ety-related equipment reviewed. 

Request held in abeyance for 90 days. Requests specific 
issues applicant Intends to raise in proceeding. 

EISENHUT* D. 0. Division of Licensing. 81/07/07. 3pp. 09049:121. 


8107190286 Requests that NRC notify N Reynolds that 810622 petition 
for extension of deadline for compliance w/CLI-80-21 has 
been retitled. 3vc should be made of all subsequent papers on 
parties to proceeding* including UCS. 

WEISS* E, R. Harmon & Weiss. 81/07/10. 3pp. 09029:196. 


8107290121 Forwards order confirming licensee commitments to post-TMI 
related requirements of NUREQ-0737* based on util 801219, 

010303 fc 0917 ltrs. Explicit statements of requirements set 
forth in attachment to order. 

IPPOLITO* T. A. Operating Reactors Branch 2. 81/07/10. 2pp. 

09206: 013. 


— 8107290127 Order confirming licensee commitments to post-TMI related 
issues of NUREG-0737. Requests that applicant satisfy 
specific requirement of NUREO* described in attachment* within 
30 days. 

EISENHUT, D. 0. Division of Licensing. 81/07/10. 10pp. 09206:019. 


H. General c orrespondenca 


8107020391 Updates 810622 telcon re facility early warning sys. NRC 
should consider situations individual ly fc take appropriate 
measures when investigating or evaluating Issues concerned 
w/public h ealth, safaty fc welfara. 

THOMAS* B. C. Affiliation Unknown. 81/06/24. Ip. 08934:009. 


J. Insurance & indemnity information 


8107010429 Forwards Endorsement 41 to NELIA Policy NF-218. 

BARHAM* C. D. Carolina Power * Light Co. 81/06/26. 2pp. 08919:361. 


P. Operating license stage documents & correspondence 


8107080962 Requests addl info re implementation of NUREG-0169 guidance 
on NRC resolution of Unresolved 8afety Issue A-10. Requests 
BWR nozzle cracking info within 90 days. 

IPPOLITO* T. A. Operating Reactors Branch 2. 81/06/11. 2pp. 

08979: 176. 
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8107310298 Forwards safety evaluation re licensee responses to 7S0829 & 
800110 Generic Ltr 81-24, Multi-Plant Issue B-56, re control 
rod failure to fully insert, Maint problem can be corrected 
by control rod drive overhaul during outage. 

EISENHUT, D. G. Division of Licensing. 81/06/15. Ip. 09222:337. 


8107060111 Responds to 810505 request for concurrence w/util 
interpretation of "entire facility staff" in Tech Specs. 
Concurs w/ interpretation that includes some individuals in 
every job classification in facility staff. 

IPPOLITO, T. A. Operating Reactors Branch 2. 81/06/23. 2pp, 

08957: 308. 


8107090409 Forwards Amends 38 8< 60 to Licenses DPR-71 8< DPR-62, 
respective ly, safety evaluation & notice of issuance & 
availabil i ty. Amend revises Tech Specs to establish new 
vessel level setpoints per Tlil Action Item II. K. 3. 27. 

IPPQLITQ# T. A. Operating Reactors Branch 2. 81/06/25. 2pp. 

08984: 266. 


--8107090414 Amends 38 & 60 to Licenses DPR-71 S< DPR-62, respec ti vely , 
revising Tech Specs to establish new vessel level setpoints 
required hy TMI Action Item II. K. 3. 27. 

IPPOLITO, T. A. Operating Reactors Branch 2. ‘ 81/06/25. 45pp. 

08984:269. 


— 8107090418 Safety evaluation supporting Amends 38 & 60 to Licenses 
DPR-71 8c DPR-62, respectively. 

* Office of Nuclear Reactor Regulation, Director. 81/06/25. 3pp. 
00984: 338. 


— 8107090420 Notice of issuance & availability of Amends 38 !< 60 to 
Licenses DPR— 71 & DPR-62, respectively . 

IPPOLITO, T. A. Operating Reactors Branch 2. 81/06/25. 2pp. 

08984:341. 


8107100240 Forwards MI— LR-81-02, "Mark I Plant Containment Mod Status 
Summary." Info provided for all Mark I plants except Hope 
Creek & Oyster Creek. Hope Creek not yet operating. Oyster 
Creek will be providing info separately. 

STARK, S. J. General Electric Co. 81/06/29. Ip. 08995:166. 


8107100285 "Mark I Plant Containment Mod Status Summary. " 

* General Electric Operating Plant Owners Group. MI-LR-Bi-02. 
81/06/29. 116pp. 08995: 167. 


8107060313 Discusses schedule for completion of NUREG-0737 items prior 
to startup from 1982 refueling outages. 

UTLEY , E. E. Carolina Power 8, Light Co. Bl/06/30. 3pp. 0B892: 183. 


8107060340 Discusses plans to complete current operating cycle w/o 
reanalyses of limiting transients using ODYN code, per NRC 
801104 ltr. Subsequent analyses will employ ODYN code. 

UTLEY, E. E. Carolina Power 8c Light Co. 81/06/30. 2pp. 08894:341. 


8107070265 Forwards documentation 8< commitments for completion of items 
in hUREG-0737, "Clari f icati on of TMI Action Plan 
Requirements." Includes listing of items to be completed by 
810701 8< util commitment & position re items. 

UTLEY, E. E. Carolina Power 8< Light Co. Bl/06/30. 12pp. 08941:074. 


8107300047 "Adequacy of Station Electric Distribution Sys Voltages, 
Brunswick Nuclear Power Station Units 1 8c 2, " technical 
evaluation rept. 

WEBER. D. A. EC8<0 Idaho, Inc. FIN A-6429. 8107300047. 81/06/30. 

Qpp. 09207:229. 


8107310055 Generic Ltr 81-23A to all licensees & CP holders, advising 
that direct submittals of plant-specific Inst for Nuclear 
Pnu,m n« evaluation repts to Ofc of Nuclear Reactor 

neric Ltr 81-23, are unnecessary. 

/ision of Licensing. 81/07/06. 6pp. 09222:215. 


f license fees for 801113 application for 
m discharge vol capability 8< 
t fuel pool storage expansion, in 

fc Light Co. 81/07/07. Ip. 08990:208. 


nd Licenses DPR-71 8< DPR-62, revising Tech 
on 1, submitted by NRC 810226 ltr. 
addl RCS leakage limiting 

St Light Co. 81/07/07, 3pp. 08998:057, 


ec pages re NUREG-0313, Revisi on 1 Sc RCS 
Co. 81/07/07. 4pp. 08998:060. 


8107160629 Forwards questionnaire requesting info in tabular form re 
diesel generator operations data, diesel generator scheduled 
down time record 8< diesel generator unscheduled down time 
record for 1976-1980. 

IPPOLITO, T. A. Operating Reactors Branch 2. 81/07/09. 37 dd 

09061:086. 


8107290121 Forwards order confirming licensee commitments to post-TMI 
related requirements of NUREG-0737, based on util 801215, 

810303 8c 0517 1 trs. Exp 1 ic i t statements of requirements set 
forth in attachment to order. 

IPPOLITO, T. A. Operating Reactors Branch 2. 81/07/10. 2od 

09206:013. 


— 8107290127 Order confirming licensee commitments on post-TMI related 
issues of NUREG-0737. Requests that applicant satisfy 
specific requirement of NUREG, described in attachment, within 
30 days. 

EISENHUT, D. G. Division of Licensing. 81/07/10. 10pp. 09206:015. 


Q. Inspection reports, IE Bulletins 8e correspondence 


SI 071 50277 Forwards IE Circular 81-06, "Potential Deficiency Affecting 
Certain Foxboro 10 to 50 Milliampere Transmitters." No 
written response required. 

0 'REILLY, J. P. Region 2, Atlanta, Office of the Director (Bl/03/01) 
81/04/14. Ip. 09033:333. 


8107240334 Forwards IE Insp Repts 50-324/81-10 8< 50-325/81-10 on 
810505-08 8c 12-15. No noncompliance noted. 

LEWIS, R. C. Division of Resident 8c Reactor Project Inspection. 
81/06 /25. 2pp. 09138:189. 


— B107240337 IE Insp Repts 50-324/81-10 8c 50-325/81-10 on 810505-08 & 
noncompliance noted. Major areas inspec ted: previous 
insp findingsiIE bul letins, maint welding, inservice insp 
program, work observation 8c records. 

BLAKE, J. J. , HERDT, A. R. Engineering Inspection Branch. 81/06/22. 
6pp. 09138: 191. 


8107240506 Forwards IE Insp Repts 50-324/91-12 & 50-325/81-12 on 
810515-0615. No noncompl iance noted. 

LEWIS, R. C. Division of Resident 8c Reactor Project Inspection. 
81/06/30. 2pp. 09139:004. 


—8107240540 IE Insp Repts 50-324/81-12 8c 50-325/81-12 on 810515-0615. 
No noncompliance noted. Major areas inspected : plant 
operations, operational safety ver if ication, LER followup 
8c plant tours. 

JOHNSON, D. F. , GARNER. L. W. , JULIAN, C. A. Division of Resident 8c 
Reactor Project Inspection. 81/06/30. 19pp. 09139:006. 


8107240519 Ack receipt of 810625 ltr informing NRC of steps taken to 
correct violation noted in IE Insp Repts 50-324/81-11 t< 
50-325/81-11. 

LEWIS, R. C. Division of Resident 8c Reactor Project Inspection. 
18/07/06. Ip. 09139:135. 


-—8107240531 Responds to NRC 810604 ltr re violation noted in IE Imp 
Repts 50-324/81-11 8c 50-323/81-11. Corrective act i ons: revised 
mod procedures to require two valve protection St std 
procedure will be developed to control hydrostatic testing. 

DIETZ, C. R. Carolina Power 8c Light Co. 81/06/25. 2pp. 09139:136. 


■8107240535 Forwards IE Insp Repts 30-324/81-11 8c 50-325/81-11 on 
810415-0315 S< notice of violation. 

LEWIS, R. C. Division of Resident 8c Reactor Project Inspection. 
81/06/04. 2pp. 09139:138. 


— 8107240539 Notice of violetion from insp on 810415-0513. 

* Division of Resident 8c Reactor Project Inspection. 81/06/04. 
Ip. 09139:140. 


— -81 07240543 IE Insp Repts 50-324/81-11 8c 50-325/81-11 on 810415-0515. 

Noncompliance noted: mod procedures for reactor protection j 
sys inad equate, resulting in accidental initiation of ECCS St j 
engineering saftguerds sys when performing hydrostatic test. J 
JOHNSON, D. F. , JULIAN, C. Division of Resident 8c Reactor Project f 
Inspection. 81/06/03. 10pp. 09139:141. [ 


8107270011 Forwards IE Circular 01-09, "Containment Effluent Water 
That Bypasses Radioactivity Monitor. " Licensee action is 
required. f 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director <81/03/01). [ 

81/07/10. Ip. 09156:286. j 

\ 

8107240284 Forwards IE Info Notice 81-20, "Test Failures of Electrics! j 
Penetration Assemblies. " No licensee action or response is f 

required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director <81/03/01). 
81/07/13. 4pp. 09148:196. i 
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8107240230 Ack receipt of 810612 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-324/81-04 & 
50-325/81-04. 

LEWIS, R. C. Division of Resident & Reactor Project Inspection. 
81/07/14. Ip. 09140:130. 


— 8107240238 Responds to NRC 810515 ltr re violations noted in IE Insp 
Repts 50-324/81-04 St 50-325/81-04. Corrective actions: 
functional periodic test being revised to require 
performance while unit is shut down. 

FURR, B. J. Carolina Power 8< Light Co. 81/06/12. 3pp. 09140:131. 


—8107240241 Forwards IE Insp Repts 50-324/81-04 & 50-325/81-04 on 
810305-07 St 23-26 St notice of violation. 

LEWIS; R. C. Division of Resident & Reactor Project Inspection. 
81/05/15. 2pp. 09140:134. 


— 8107240246 Notice of violation from insp on 810305-07 & 23-26. 

* Division of Resident St Reactor Project Inspection. 81/05/15. 
Ip. 09140: 136. 


—8107240249 IE Insp Repts 50-324/81-04 St 50-325/81-04 on 810305-07 St 
23-26. None omp lien ce noted: NRC not notified by phone or 
written followup submitted w/in two wks when inoperable 
hydraulic snubbers were identified during 810120 testing. 
UH1TENER.H. L. , BURNETT, P. T. Technical Inspection Branch. 

81/05/13. 5pp. 09140: 137. 


DOCKET 50-327 SEQUOYAH NUCLEAR PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plans 


8107020491 Releases public version of revisions to radiological 
emergency plan for facility. 

FELTON, J. M. Division of Rules and Records. 81/06/23. Ip. 
07806: 001. 


— 8107020496 Forwards public version of 810501 & 04 revisions to 
radiological emergency plan. 

MILLS, L. M. Tennessee Valley Authority. 81/05/06. Ip. 07806:001. 


— 8107020498 Public version of 810501 & 04 revisions to radiological 
emergency plan. 

INOWERSEN, J. L. Tennessee Valley Authority. 81/05/06. 42pp. 

07806: 001. 


8107020212 Releases public version of revision to radiological 
emergency plan for facility. 

FELTON, J. M. Division of Rules and Records. 81/06/24. Ip. 
07806:001. 


— 8107020217 Forwards public version of revision to radiological 
emergency plan consisting of list of effective pages. 

MILLS, L. M. Tennessee Valley Authority. 81/05/15. Ip. 07806:001. 


8107240548 Ack receipt of 810611 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-325/80-42 & 
50-324/80-39. 

LEWIS, R. C. Division of Resident & Reactor Project Inspection. 
81/07/15. Ip. 09139:133. 


■8107240551 Responds to NRC 810109 ltr re violations noted in IE Insp 
Repts 50-325/80-42 & 50-324/80-39. Cor rec tive actions: revised 
procedures will not be implemented until 810901 due to delay 
In implementing QA/QC program. 

DIETZ, C. R. Carolina Power St Light Co. 81/06/11. Ip. 09139:134. 


R. Periodic operating reports & related correspondence 


81 07200 17B Forwards monthly operating rept for June 1981, 

DIETZ, C. R. Carolina Power & Light Co. 81/07/08. ip. 09075:339. 


— 8107200182 Monthly operating rept for June 1981. 

a Carolina Power St Light Co. 81/07/08. 18pp. 09075:340. 


S. Reportable occurrences, LERs St related correspondence 


—8107020221 Public version of revision to radiological emergency plan 
consisting of list of effective pages. 

INOWERSEN, J. L. Tennessee Valley Authority. 81/05/11. 5pp. 


8107060104 Updates 810416 ltr re installation of prompt notification 
sys. Eighty percent of sirens will be installed St operational 
by 810701. Sys will be fully operational by 810801. 

MILLS, L. M. Tennessee Valley Authority. 81/06/29. Ip. 08889:026. 


8107290002 Oeneric Ltr 81-27: requests that all emergency plans & 
implementing procedures be submitted w/pages marked to 
reflect privacy St proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT, D, 0. Division of Licensing. 81/07/09. 5pp. 09189:059. 


8107210519 Forwards agenda for hydrogen control/combustion 810723 
meeting to review R&D programs Sc discuss secondary fires. 
ADENBAM, E. 0. Licensing Branch 4. 81/07/17. 3pp. 09108:353. 


8107310195 Forwards emergency planning info for placement in LPDR, W/o 
8107020217. 

SOUDER, J. L. Division of Rules and Records. Bl/07/21. Ip. 

09222: 329. 


8107020272 Part 21 rept re failure of RHR heat exchanger baffle plates. 
Info required has been reported in LERs 1-81-32 & 2-81-49. 

DIETZ, C. R. Carolina Power Sc Light Co. 81/06/12. Ip. 00935:338. 


8107300135 Final deficiency rept on potential Part 21 concern re 
incorrect seismic analysis. Defic iency found not reportable 
under Part 21. No loss of safety function would be necessary 
to mitigate consequences of accident. 

DIETZ, C. R. Carolina Power Sc Light Co. 81/07/16. 15pp. 09192:249. 


8107220139 P NO- 1 1-81-054: on 810710, during turbine startup, turb ine 
tripped due to low lubrication oil pressure. Low pressure 
caused by check valve not seating in main oil pump suction 
supply sys. Restart delayed. Investigation continuing. 

JULIAN, C. A., KELLOGG, P.J. Region 2, Atlanta, Office of the Director 
(81/03/01). 81/07/17. 2pp. 09118:051. 


8107310198 Forwards emergency planning info for placement in LPDR. W/o 
8107020498. 

SOUDER, J. L. Division of Rules and Records. 81/07/21. Ip. 

09222: 330. 


H. General correspondence 


8107070151 Responds to 810605 chamber of commerce resolution supporting 
plant licensing. Cites diversion of NRC resources to TMI 
Lessons Learned identification. Actions will improve 
licensing schedule w/o compromising safety requirements. 

EISENHUT, D. G. Division of Licensing. 81/06/23. 5pp. 08961:005. 


J. Insurance & indemnity information 


8107310234 RO 1-81-57: on 810717, during review of wiring diagram for 
reactor core isolation cooling, two non-electronic switching 
sys Div 2 cables found intermixed w/one switching sys cable 
in controlled logic panel in control room. Review underway. 

DIETZ, C. R. Caroline Power & Light Co. 81/07/20. Ip. 09218:317. 


8107310326 RO: on 810717, util was notified by A/E that apparent 
violation of Div 1 k 2 cable separation criteria existed. 

Problem discovered while review of wiring diagram was being 
conducted. Review by plant engineering underway, 

DIETZ, C. R. Caroline Power It Light Co, 81/07/20. Ip. 09219:321, 


DOCKET 50-326 UNIV. OF CALIFORNIA AT IRVINE RES. REACTOR 


F. Security, medical, emergency St fire protection plans 


8107080424 Forwards response to 810619 request for addl info re 
Revision 1 to physical security plan. Info withheld 
(ref 10CFR2. 790). 

MILLER, G. E. California, Univ. of, Irvine. 81/06/30. Ip. 
08974: 02B. 


8107220033 Amend 7 to Indemnity Agreement B-82, deleting Item 3. 

SALTZMAN, J, Utility Finance Branch (formerly Antitrust St Indemnity). 
81/06/25. Ip. 09127:254. 


8107100235 Indicates acceptance of 810625 Amend 7 to Indemnity 
Agreement B-82. Executed agreement end. 

PARRIS, H. 0. Tennessee Valley Authority. 81/06/30. 2pp. 08992:171. 


0. Advisory Committee on Reactor Safeguards reports fc correspondence 


8107070001 Certified appendices to minutes of 249th ACRS 810108-10 
meeting in Washing ton, DC. 

* ACRS - Advisory Committee on Reactor Safeguards. 81/06/18. 
250pp. 08961:016. 
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P. Operating license stage documents & correspondence 


8107080045 Submits interim review of Westinghouse owners group 
submittal for TMI Action Plan Item X. C. 1 re guidance for 
evaluation & development of procedures for transients & 
accidents. NRC 810528 ltr request for addl info end. 

ADENSAM. E. G. Licensing Branch 4. 81/06/17. 2pp. 08975:118. 


8107070513 Forwards Amend 7 to License DPR-77. safety evaluation & 
notice of issuance & availability. Amend revises Tech Specs 
to allow deletion of reactor trip on turbine trip below 50% 
power level. 

ADENBAMj E. 0. Licensing Branch 4. 81/06/26. 2pp. 0B964: 199. 


—8107070516 Amend 7 to License DPR-77. revising Tech Specs to allow 
deletion of reactor trip on turbine trip below 50% power 
level. 

ADENSAM, E. Q. Licensing Branch 4. 81/06/26. 10pp. 08964:201. 


— 8107070519 Safety evaluation supporting Amend 7 to License DPR-77. 

* Office of Nuclear Reactor Regulationj Director. 81/06/26. 3pp. 
08964:211. 


— 8107070521 Notice of issuance & availability of Amend 7 to License 
DPR-77. 

ADENSAM, E. 0. Licensing Branch 4. 81/06/26. 2pp. 08964:214. 


8107020322 Forwards supplemental data for application to renew NPDES 
Permit TN0026450. submitted 800409. , 

EL-A6HRY. M. T. Tennessee Valley Authority. 81/06/29. 37pp. 

08951:272. 


8107060324 Application for amend to License DPR-77. chang ing completion 
date for tests which qualify RCS relief & safety valves from 
810701 to 820401. Class ZI amend fee is being forwarded. 

MILLS. L. M. Tennessee Valley Authority. 81/06/29. 2pp. 08892:190. 


8107070147 Forwards tentative schedule for compliance w/Reg Guide 1.97 
it info re NUREG-0737, Item II. F. 2 re incore thermocouples. 

Definitive list of post-accident monitoring parameters will 
be sent by 811101. 

WISENBURO. M. R. Tennessee Valley Authority. 81/07/01. 21pp. 

08941:026. 


8107070326 Forwards "Selection of Permanent Hydrogen Mitigation Sys 
for Sequoyah Nuclear Plant. " 

WISENBURO. M. R. Tennessee Valley Authority. 81/07/01. Ip. 

08939: 228. 


—8107070329 "Selection of Permanent Hydrogen Mitigation 8ys for 
Sequoyah Nuclear Plant." 

* Tennessee Valley Authority. 81/06/23. 100pp. 08939:229. 


8107070350 Forwards description of vent design for facilities. in 
response to NUREG-0737# Item II. B. 1 re reactor coolant vents. 
Description withheld (ref 10CFR2. 790). Info available in 
Central Files only. 

WISENBURO. M. R. Tennessee Valley Authority. 81/07/01. Ip. 
08941:329. 


8107070418 Submits info re design of containment high range radiation 
monitors, par NUREG-0737. Item II. F. 1. Design essentially 
idantical to design described in 80070B ltr to A Schwencer, 
w/noted changes. 

MILLS. L. M. Tennessee Valley Authority. 81/07/02. Ip. 08950:037. 


8107310055 Generic Ltr S1-23A to ell licensees It CP holders, advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofe of Nuclear Reactor 
Regulation, par Generic Ltr 81-23.are unnecessary. 

EISENHUT. D. G. Division of Licensing. 81/07/06. 6pp. 09222:215. 


8107140422 Forwards addl info re nuclear plant ica condenser 
containments, per NRC 810304 ltr. Maint program, pro jection of 
ice mass as function of tima. heat balances *t minimizing ice 
loss rate discussed. 

MILLS. L. M. Tennessee Valley Authority. 81/07/07. 4pp. 09013:332. 


ai ?, 7 J 40a95 viewgraph* It charts doscribing util inner radius 

U-bend program presented at 810603 meeting w/NRC. 

MILLS. L. M. Tennessee Valley Authority. Sl/07/08. Ip. 09011:077. 


8107140388 Requests that first routine amend to Unit 2 Tech Specs 
incluao corrections noted in and. Error on oncl Toch Spec 
Pago 3/43-12 also occurred in Amend 7 to Unit 1 specs It 
bt corr » et#d ii» next amend for unit. 

MILLS. L. M. Tennessee Valley Authority. 81/07/08. 2pp. 09014:016. 


—8107140396 Marked-up Tech Spec Pages 3/4 3-5.3-7.3-12.3-22.3-23 I* 6-40. 
reflecting corrections of minor administrati ve errors; 

* Tennessee Valley Authority. 81/07/08. 6pp. 09014:019. 


8107230121 Forwards requests for addl info on hydrogen control. Info 
required by 811001 to meet 820131 licensing condition. 

Suggests efforts be coordinated w/other participants in 
research program to eliminate any duplication of effort. 

TEDESCO, R. L. Division of Licensing. 81/07/08. 9pp. 09146:177. 


8107140348 Forwards one oversize revised flow diagram to replace 
drawing submitted w/NPDES renewal application on 810629. 
Aperture cards are available in PDR. 

EL-ASHRY, M. T. Tennessee Valley Authority. 81/07/10. Ip. 
09023: 322. 


8107200374 Requests addl info on research project re conceptual design 
for mitigation of effects of potential core melt accidents, 
discussed in NRC 810601 invitation to participate in ref 
project, Info requested on project scope, duration It manpower. 

MILLS. L. M. Tennessee Valley Authority. 81/07/14. 2pp. 09070:311. 


8107200430 Application to amend License DPR-77. increasing ultimate heat 
sink temp from 81 F to design temp of 83 F. 

MILLS. L. M. Tennessee Valley Authority. 81/07/14. Ip. 09073:320, 


— 8107200433 Proposed revised Tech Spec Page 3/4 7-15 re increasing haat 
sink temp to 83 F. 

* Tennessee Valley Authority. 81/07/14. Ip. 09073:321. 


8107200319 Notifies that response to DO Eisenhut 801222 It 810203 ltrs 
re control of heavy loads will be submitted by 811002. 

NUREG-0162 interim guideline procedures It instructions have 
been implemented. 

MILLS. L. M. M Tennessee Valley Authority. Bl/07/15. Ip. 09076:009. 


8107270395 Notification of 810723 meeting w/util.Duke Power Co It 
American Electric Power in Bethesda. MD to diecuss progress 
on hydrogen control measures St hydrogen combustion. 

BTAHLE. C. Licensing Branch 4. 81/07/15. 2pp. 09167:312. 


8107280150 Forwards Amend 8 to License DPR-77. safety evaluation It 
notice of issuance S< availability. Amend reflects design 
changes resulting from implementation of new essential raw 
cooling water pumping station. 

ADENBAM.E. G. Licensing Branch 4. 81/07/15. 2pp. 09180:044. 


— 8107280154 Amend 8 to License DPR-77. revising Tech Specs to reflect 
design changes resulting from implementation of new 
essential raw cooling water pumping station. 

ADENSAM. E. G. Licensing Branch 4. 81/07/15. 7pp. 09180:046. 


■8107280158 Safety evaluation supporting Amend 8 to License DPR-77, 

* Office of Nuclear Reactor Regulation. Director. 81/07/15. Ip, 
09180: 053. 


— 8107280164 Notice of issuance It availability of Amend 8 to License 
DPR-77. 

ADENSAM. E. G. Licensing Branch 4. 81/07/15. 3pp. 09180:054, 


8107210519 Forwards agenda for hydrogen control/combustion 810723 
meeting to review R&D programs It discuss secondary fires. 
ADENBAM.E. G. Licensing Branch 4. 81/07/17. 3pp. 09108:353. 


8107290005 Notification of 810728.29 It 30 meetings w/BItW. Westinghouse 6 
C-E owners groups in Bethesda. MD to discuss thermal shock to 
reactor pressure vessel issue. 

VI SSI NO. G. Operating Reactors Branch 4. 81/07/20. 5pp. 09109:127. 


8107240308 Recommends suspension of 820630 deadline for qualif icetion 
of IE electrical equipment under NUREG-0588. Deadl ine should 
be flexible It tied to replacement schedule for each util. 

Typical examples of inability to meet deadline end. 

MILLS. L. M. Tennessee Valley Authority. 81/07/21. 3pp. 09141:076. 


8107280187 Application for amend to License DPR-77 for temporary change 
to Tech Specs. Change involves revision to containment 
average air temp for period of 120 days, effective 810723. 

MILLS. L. M. Tennessee Valley Authority. 81/07/23. Ip. 09169:110. 


—8107280191 Proposed temporary change to Tech Spec 3. 6. 1. 5. involving 
revision to containment average air temp for period of 120 
days. effective 810723. Juetif ication for proposed change 
end. 

* Tennessee Valley Authority. 81/07/23. 2pp, 09169:111. 
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Q. Inspection reports* IE Bulletins 8c correspondence 


8107150277 Forwards IE Circular 81-06* "Potential Deficiency Affecting 
Certain Foxboro 10 to 50 Milliampere Transmitters." No 
written response required. 

O'REILLY* J. P. Region 2* Atlanta* Office of the Director (81/03/01). 
81/04/14. Ip. 09033:333. 


8107240440 Forwards IE Insp Repts 50-327/81-21 St 50-328/81-25 on 
810513-20. No noncompliance noted. 

LEW18*R. C. Division of Resident S< Reactor Project Inspection. 
81/06/16. 2pp. 09142:018. 


—8107240450 IE Insp Repts 50-327/81-21 S< 50-328/81-25 on 810513-20. No 
noncompliance noted. Major areas inspected; radiolog i cal 
environ monitoring St surveillance including mgt controls S< 
insp of environ sampling stations. 

CUNNINQHAM* A. L. . MONTGOMERY* D. M. Emergency Preparedness & Program 
Support Branch. 81/06/12. 8pp. 09142:020. 


8107090065 Advises that 810420 addl info is sufficient to resolve 
concerns on adequate min flow through centrifugal pumps. 
Compliance w/lE Bulletin 80-18 demonstrated. Further guidance 
will be sent to all PUR licensees St applicants. 

TEDE8C0* R. L. Assistant Director for Licensing. 81/06/29. 2pp.' 

08979:311. 


8107240427 Forwards update to 800805 response to IE Bulletin 79-03A* 
"Longitudinal Weld Defects in ASME SA-312* Type 304 Stainless 
Steel Pipe. " Further info on Watts Bar expected by 810901. 

MILLS. L. M. Tennessee Valley Authority. 81/07/02. 2pp. 09139:185. 


8107240534 Supple 801006 St 1117 responses to IE Bulletin 00-18* 
"Adequate Min Flow Through Centrifugal Charging Pumps. " 

NRC approved mods in 801006 ltr on 810629. Mods will be 
implemented during Sept 1981 outage. 

MILLS, L.M. Tennessee Valley Authority. 81/07/02. Ip. 09142:112. 


8107270011 Forwards IE Circular 81-09, "Containment Effluent Water 
That Bypasses Radioactivity Monitor. " Licensee action is 
required. 

O'REILLY, J. P. Region 2, Atlanta* Office of the Director (81/03/01). 
81/07/10. Ip. 09156:286. 


8107240284 Forwards IE Info Notice 81-20. "Test Failures of Electrical 
Penetration Assemblies. " No licensee action or response is 
required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director (81/03/01). 
81/07/13. 4pp. 09148: 196. 


8107280519 Forwards Revision 12 to preservice baseline insp program 
for faciii ty. Revision better defines program applicability, 
responsibilities 8c repair it replacement requirements. 

MILLS, L. M. Tennessee Valley Authority. 81/07/21. Ip. 09175:237. 


—6107280527 Revision 12 to preservice baseline insp program for 
facility. 

BELEW, DANIELS, GORMAN, D. Tennessee Valley Authority. 81/06/18. 
4pp. 09175:238. 


R. Periodic operating reports 9c related correspondence 


8107280079 Forwards monthly operating repts for June 1981. 
BALLENTINE, J. M. Tennessee Valley Authority. 81/07/15. Ip. 
09172: 179. 


— 8107280086 Monthly operating repts for June 1981. 

BALLENTINE, J. M. , DUPREE, D, Tennessee Valley Authority. 81/07/08. 
31pp. 09172: 180. 


8. Reportable occurrences, LERs Sc related correspondence 


8107310348 Forwards LER 81-032/01T-0. 

GREEN, H. J. Tennessee Valley Authority. 81/06/26. Ip. 09219:167. 


—8107310353 LER 81 -032/01 T-0: on 810615, reactor pressure switches PS 
68-93 Sc 94 were found out of Tech Spec limits, Caused by 
setpoint drift. Setpoints were reset to proper value. 

* Tennessee Valley Authority. 81/06/26. 2pp. 09219: 168. 


8107310356 RO: on 810626* equipment insp revealed steam generator level 
transmitters l-LT-3-148, 156, 164, 172, 174 Sc 175 could fail 
during LOCA. Caused by degraded Teflon insulation. Defective 
amplifiers replaesd. 

BALLENTINE, J. M. Tennessee Valley Authority. 81/06/26. Ip. 

09219: 193. 


8107310409 Forwards LER 81-065/03L-0. 

GREEN, H. J. Tennessee Valley Authority. 81/07/01. Ip. 09220:078. 


—8107310423 LER 81-065/03L-0: on 810603, turbine sump discharge monitor 
0-RM-90-212 declared inoperable. Caused by broken pump/motor 
coupling . Coupling replaced Sc monitor returned to svc. 

HARDING* M. R. , WILKEY, A. M. Tennessee Valley Authority. 81/07/01. 
Ip. 09220:079. 


8107310327 Supplemental rapt on deficiency re excessive output 
fluctuations of Foxboro instrumentation, initial ly reported 
790828. Inverters have been replaced to better regulate 
power. Deficiency is applicable to Part 21. 

MILLS* L. M. Tennessee Valley Authority. 81/07/02. 3pp. 09220:055. 


8107310268 Forwards LER 81-069/01T-0. 

GREEN, H. J. Tennessee Valley Authority. 81/07/07. Ip. 09218:288. 


—8107310271 LER B1-069/01T-0: on 810623. pipe hanger found omitted from 
3/4-inch test Sc fill line from 3-inch boron injection line 
to safety injection accumulators. Caused by engineering 
design failure to provide proper support requirements. 

KIRK, G. B. , HARDING* M. R. Tennessee Valley Authority. 81/07/07. 

2pp. 09218:289. 


8107210360 Forwards LER 81-068/03L-0. 

GREEN, H. J. Tennessee Valley Authority. 81/07/15. ip. 09104:051. 


—8107210362 LER 81-O68/03L-O: on 810619, liquid radwaste effluent monitor 
was declared inoperable when monitor would not source check. 

Caused by contamination of monitor sample chamber due to 
background buildup. 

HARDING, M. R. , WILKEY. A. M. Tennessee Valley Authority. 81/07/15. 

Ip. 09104:052. 


8107310258 Forwards LER B1-070/03L-0. 

GREEN, H. J. Tennessee Valley Authority. 81/07/16. Ip. 09218:272. 


—8107310261 LER 81-O70/03L-0: on 810619, containment bldg lower 
compartment air monitor valve failed to close on signal. 

Caused by loose screw in handswitch* al lowing open contact to 
short across* preventing solenoid valve from de-energizing. 
HARDINO* M. R. , MADDOX, S. 0. Tennessee Valley Authority. 81/07/16. 
Ip. 09218:273. 


8107310501 Forwards updated LER 81-058/03X-1. 

GREEN, H. J. Tennessee Valley Authority. 81/07/16. Ip. 09221:027. 


— 8107310508 Updated LER 81-058/03X-1: on 810522. surveillance testing of 
steam generator lavel channel identified that lo-lo level 
bistable setpoints for reactor trip 9c safety features 
actuation exceeded limit. Caused by failed component. 

HARDING* M. R. , WILKEY* A. M. Tennessee Valley Authority. 81/07/16. 

Ip. 09221:028. 


8107280514 Forwards LER B1-073/03L-0. 

GREEN* H. J, Tennessee Valley Authority. 81/07/20. Ip. 09177:289. 


—8107280523 LER 81-073/03L-0: on 810629* w/unit in Mode 1 at 100% RTP* 
ice condenser intermediate deck doors found to be frosted. 

Caused by moisture dripping from upper deck doors* due to 
damaged tape seals. Frost was removed by 810630. 

KIRK* 0. B . , HARDING* M. R. Tennessee Valley Authority. 81/07/20. 

Ip. 09177:290. 


8107310294 Forwards LER B1-075/03L-0. 

GREEN, H. J. Tennessee Valley Authority. 81/07/21. ip. 09219:190. 


—8107310296 LER B1-075/03L-0: on 810623* found sufficient clearance did 
not exist between alternate charging line from regenerative 
heet exchanger to reactor coolant loop 4. Caused by 
inadequete original drawings. 

KIRK, G. B . * HARDING* M. R. Tennesse# Valley Authority. 81/07/21. 

2pp. 09219: 191. 


V. Operator Examinations 


8107200366 Discusses NRC requirement re performance of special low 
power testing program for operator training prior to 
escalation above 57. rated thermal power. Supporting info 
end. 

RAHE* E. P. Westinghouse Electric Corp. 81/07/08. 7pp. 09070:238. 
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DOCKET 50-328 SEQUOYAH NUCLEAR PLANT, UNIT 2 


A. Application/construction stage documents & correspondence 


8107130035 Staff requirements memo re 810609 discussion & vote on 
facility OL. 

CHILKiS. J. Office of the Secretary of the Commission. 81/06/11. 
Ip. 09024:028. 


8107080045 Submits interim review of Westinghouse owners group 
submittal for TMI Action Plan Item I. C. 1 re guidance for 
evaluation & development of procedures for transients 8c 
accidents. NRC 810528 ltr request for addl info end. 

ADENSAM, E.G. Licensing Branch 4. 81/06/17. 2pp. 08975:118. 


8107130459 Transcript of 810617 Commission meeting in Wash ington, DC to 
discuss & vote on OL for facility. Pp 1-30. 
a Commissioners. Bl/06/17. 32pp. 09024:053. 


— 8107020217 Forwards public version of revision to radiological 
emergency plan consisting of list of effective pages. 

MILLS, L. M. Tennessee Valley Authority. 81/05/15. Ip. 07806:001. 


— 8107020221 Public version of revision to radiological emergency plan 
consisting of list of effective pages. 

INOWERSEN, J. L. Tennessee Valley Authority. 81/05/11. 5pp. 


8107060104 Updates 810416 ltr re installation of prompt notification 
sys. Eighty percent of sirens will be installed 8c operational 
by 810701. Sys will be fully operational by 810801. 

MILLS, L. M. Tennessee Valley Authority. 81/06/29. ip. O8B89:026. 


8107290002 Generic Ltr 81-27: requests that all emergency plans tc 
implementing procedures be submitted ui/pages marked to 
reflect privacy 8< proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT, D. G. Division of Licensing. 81/07/09. 5pp. 091B9:059. 


— 8107130465 Forwards proposed order re 5% power level for consideration 
at 810617 meeting. 

BRADFORD, P. A. Commissioners. 81/06/15. 4pp. 09024:086. 


8107210519 Forwards agenda for hydrogen control/combustion 810723 
meeting to review R&D programs 8< discuss secondary fires. 
ADENSAM, E. G. Licensing Branch 4. 81/07/17. 3pp. 09108:353. 


— 8107130467 Forwards planned startup schedule for Unit 2 provided by 
util on 810610. Schedule very optimistic. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director, 
81/06/17. 36pp. 09024:091. 


8107310195 Forwards emergency planning info for placement in LPDR. W/o 
8107020217. 

SOUDER, J. L. Division of Rules and Records. 81/07/21. Ip. 
09222:329. 


8107020322 Forwards supplemental data for application to renew NPDES 
Permit TN0026450, submitted 800409. 

EL-ASHRY, M. T. Tennessee Valley Authority. 81/06/29. 37pp. 

08951 : 272. 


8107310198 Forwards emergency planning info for placement in LPDR. W/o 
8107020498. 

SOUDER, J. L. Division of Rules and Records. 81/07/21. Ip. 
09222:330. 


8107080456 Requests approval of end startup test revisions per recent 
discussions w/NRC. Enel supersedes util 810413 ltr. 

MILLS, L. M. Tennessee Valley Authority. 81/06/30. 3pp. 08972:266. 


B 107070 147 Forwards tentative schedule for compliance w/Reg Guide 1.97 
8c info re NUREG-0737, Item II. F. 2 re incore thermocouples. 

Definitive list of post-accident monitoring parameters will 
be sent by 811101. 

WISENBURG, M. R. Tennessee Valley Authority. 81/07/01. 21pp. 

08941 : 026. 


8107070326 Forwards "Selection of Permanent Hydrogen Mitigation Sys 
for Sequoyah Nuclear Plant. " 

WISENBURG, M. R. Tennessee Valley Authority. 81/07/01. Ip. 
08939:228. 


— 8107070329 "Selection of Permanent Hydrogen Mitigation Sys for 
Sequoyah Nuclear Plant. " 

* Tennessee Valley Authority. 81/06/23. 100pp. 08939:229. 


8107070418 Submits info re design of containment high range radiation 
monitors, per NUREG-0737, Item II. F. 1. Design essentially 
identical to design described in 800708 ltr to A Schwencer, 
w/noted changes. 

MILLS, L. M. Tennessee Valley Authority. 81/07/02. Ip. 0B950: 037. 


F. Security, medical, emergency 8c fire protection plans 


8107100320 Forwards Page 2-11 to NUREG, chang ing implementing schedule 
for submission & evaluation of upgraded emergency plans per 
Generic Ltr 81-25. 

EISENHUT, D.G. Division of Licensing. 81/06/13. 4pp. 08996:358. 


8107020491 Releases public version of revisions to radiological 
emergency plan for facility. 

FELTON, J. M . Division of Rules and Records. 81/06/23. Ip. 
07806: 001. 


— 8107020496 Forwards public version of 810501 St 04 revisions to 
radiological emergency plan. 

MILLS, L. M. Tennessee Valley Authority. Bl/05/06. Ip. 07806:001. 


—8107020498 Public version of B10501 8c 04 revisions to radiological 
emergency plan. 

INOWERSEN, J. L. Tennessee Valley Authority. 81/05/06. 42pp. 

07806: 001. 


8107020212 Releases public version of revision to radiological 
emergency plan for facility. 

FELTON, J. M . Division of Rules and Records. 81/06/24. Ip. 
07806:001. 


H. General correspondence 


8107070151 Responds to S10605 chamber of commerce resolution supporting 
plant licensing. Cites diversion of NRC resources to TMI 
Lessons Learned identification. Actions will Improve 
licensing schedule w/d compromising safety requirements. 

EISENHUT, D. G. Division of Licensing. 81/06/23. 5pp. 08961:005. 


U. Insurance 8< indemnity information 


8107220033 Amend 7 to Indemnity Agreement B-82, deleting Item 3. 

BALTZMAN, J. Utility Finance Branch (formerly Antitrust 8c Indemnity). 
81/06/25. Ip. 09127:254. 


8107100235 Indicates acceptance of 810625 Amend 7 to Indemnity 
Agreement B-82. Executed agreement end. 

PARRIS, H.G. Tennessee Valley Authority. 81/06/30. 2pp. 08992:171. 


0. Advisory Committee on Reactor Safeguards reports 8c correspondence 


8107070001 Certified appendices to minutes of 249th ACRS 810108-10 
meeting in Wash ington, DC. 

# ACRS - Advisory Committee on Reactor Safeguards. 81/06/18. 
250pp. 08961:016. 


P. Operating license stage documents 8c correspondence 


8107090417 Forwards License DPR-79, author izing operation at 5% full 
power, notice of issuance 8c availability 8c Amend 7 to 
Indemnity Agreement B-82. W/o Amend 7. 

EISENHUT, D.G. Division of Licensing. 81/06/25. 2pp. 08984:355. 


— 8107090419 License DPR-79, authorizing operation at 5% full power. 
DENTON, H.R. Office of Nuclear Reactor Regulation, Director. 
81/06/25. 12pp. 08984:357. 


—8107090421 Notice of issuance of License DPR-79. 

ADENSAM, E. Licensing Branch 4. 81/06/25. 2pp. 08985:007. 


810714074B Staff requirements memo re 810617 discussion 8c decision to 
issue low power OL. Of c of General Counsel to prepare 
language amending App B to permit elimination of two-phase 
licensing decision adopted per post-TMI review. 

CHILK, S. J. Office of the Secretary of the Commission. 81/06/25. 
Ip. 09031:358. 


8107070350 Forwards description of vent design for facil ities, in 
response to NUREG-0737, Item II. B. 1 re reactor coolant vents. 
Description withheld (ref 10CFR2. 790). Info available in 
Central Fi les only. 

WISENBURG, M. R. Tennessee Valley Authority. 81/07/01. Ip. 
08941 : 329. 
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8107310055 Generic Ltr 81-23A to all licensees it CP holders# advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation, per Generic Ltr 81-23, are unnecessary. 

EJSENHUT, D. G. Division of Licensing. 81/07/06, 6pp. 09222:215. 


8107140422 Forwards addl info re nuclear plant ice condenser 
containments, per NRC 810304 ltr. Maint program, projection of 
ice mass as function of time, heat balances & minimizing ice 
loss rate discussed. 

MILLS, L. M. Tennessee Valley Authority. 81/07/07. 4pp. 09013:332. 


B107140295 Forwards viewgraphs it charts describing util inner radius 
U-bend program presented at 810603 meeting w/NRC. 

MILLS# L. M. Tennessee Valley Authority. 81/07/08. Ip. 09011:077. 


8107140388 Requests that first routine amend to Unit 2 Tech Specs 
include corrections noted in end. Error on end Tech Spec 
Page 3/43-12 also occurred in Amend 7 to Unit 1 specs & 
should be corrected in next amend for unit. 

MILLS, L. M. Tennessee Valley Authority. 81/07/08. 2pp, 09014:016. 


— 8107140396 Marked-up Tech Spec Pages 3/4 3-5,3-7,3-12,3-22,3-23 it 6-40, 
reflecting corrections of minor administrative errors, 

# Tennessee Valley Authority. 81/07/08. 6pp. 09014:019, 


8107230121 Forwards requests for addl info on hydrogen control.Info 
required by 811001 to meet 820131 licensing condition. 

Suggests efforts be coordinated w/other participants in 
research program to eliminate any duplication of effort. 

TEDESCO, R. L. Division of Licensing. 81/07/08. 9pp. 09146:177. 


8107140348 Forwards one oversize revised flow diagram to replace 
drawing submitted w/NPDES renewal application on 810629. 
Aperture cards are available in PDR. 

EL-ASHRY, M. T. Tennessee Valley Authority. 81/07/10. Ip. 
09023: 322. 


B 107200374 Requests addl info on research project re conceptual design 
for mitigation of effects of potential core melt accidents, 
discussed in NRC 810601 invitation to participate in ref 
project. Info requested on project scope# duration & manpower, 

MILLS, L. M. Tennessee Valley Authority. 81/07/14. 2pp. 09070:311. 


8107210444 Responds to 810630 ltr re proposed revisions to startup 
tests. Prop osed revisions approved. 

TEDESCO, R. L. Assistant Director for Licensing. 81/07/14. 4pp. 
09108:311. 


8107200319 Notifies that response to DO Eisenhut 801222 & 810203 ltrs 
re control of heavy loads will be submitted by 811002. 

NUREG-Q162 interim guideline procedures 8 < instructions have 
been implemented. 

MILLS, L. M. Tennessee Valley Authority. 81/07/15. Ip. 09076:009. 


8107270395 Notification of 810723 meeting w/util,Duke Power Co it 
American Electric Power in Bethesda#MD to discuss progress 
on hydrogen control measures it hydrogen combustion. 

STAHLE, C. Licensing Branch 4. 81/07/15. 2pp. 09167:312. 


8107210519 Forwards agenda for hydrogen control/combustion 810723 
meeting to review R&D programs & discuss secondary fires. 
ADENSAM, E. G. Licensing Branch 4. 81/07/17. 3pp. 0910B;353. 


8107240578 Requests insp it testing program for facility snubbers. 
Program should include manual testing of snubbers to be 
completed prior to plant heatup after initial fuel loading & 
observation of snubber movement during heatup. 

TEDESCO# R. L. Assistant Director for Licensing. Bl/07/17. 4pp. 
09147:323. 


8107240308 Recommends suspension of 820630 deadline for qualification 
of IE electrical equipment under NUREG— 0588. Deadline should 
be flexible & tied to replacement schedule for each util. 

Typical examples of inability to meet deadline end. 

MILLS# L. M. Tennessee Valley Authority. 81/07/21. 3pp. 09141:076. 


Q. Inspection reports, IE Bulletins le correspondence 


8107130277 Forwards IE Circular 81-06# "Potential Deficiency Affecting 
Certain Foxboro 10 to 50 Milliamper* Transmitters. " No 
written response required. 

O 'REILLY# J. P. Region 2# Atlanta# Office of the Director <81/03/01). 
81/04/14. Ip. 09033:333. 


8107000298 Forwards IE Insp Rapt 50-328/81-26 on 810406-09. No 
noncompliance noted. 

LEWIS# R. C. Division of Resident it Reactor Project Inspection. 
81/06/09. 2pp. 08973:337. 


— 8107080301 IE Insp Rept 50-328/81-26 on 810406-09. No noncompliance 
noted. Major areas inspec ted: procedure review, preoperati onal 
test program review & test witnessing. 

WHITENER, H. L. , HUNT, M. D. # BURNETT, P. T. Engineering Inspection 
Branch. 81/06/05. 5pp. 08973:339. 


8107080416 Forwards IE Insp Rept 50-328/81-21 on 810504-06. No 
noncompliance noted. 

LEWIS, R. C. Division of Resident St Reactor Project Inspection. 
81/06/15. 2pp. 0B973: 173. 


—8107080434 IE Insp Rept 50-328/81-21 on 810504-06. No noncompliance 
noted. Major areas inspected: emergency facilities & 
equipment, means for monitoring release of radioactivity, 
audibility of evacuation annunciation sys. 

GIBSON, G. T. , JENKINS, G. R. Emergency Preparedness it Program Support 
Branch. 81/06/11. 4pp, 08973:175. 


8107240440 Forwards IE Insp Repts 50-327/81-21 & 50-328/81-25 on 
810513-20. No noncompliance noted. 

LEWIS# R. C. Division of Resident & Reactor Project Inspection. 
81/06/16. 2pp. 09142:018. 


—8107240450 IE Insp Repts 50-327/81-21 & 50-328/81-25 on 810513-20. No 
noncompliance noted. Major areas inspected: radi olog ical 
environ monitoring it surveillance including mgt controls Sc 
insp of environ sampling stations. 

CUNNINGHAM# A. L. # MONTGOMERY, D. M. Emergency Preparedness & Program 
Support Branch. 81/06/12. 8pp. 09142:020. 


8107090065 Advises that 810420 addl info is sufficient to resolve 
concerns on adequate min flow through centrifugal pumps. 
Compliance w/ IE Bulletin 80-18 demonstrated. Further guidance 
will be sent to all PWR licensees it applicants. 

TEDESCO, R. L. Assistant Director for Licensing. 81/06/29. 2pp. 
08979: 311. 


8107240353 Forwards IE Insp Rept 50-328/81-29 on 810603-05. No 
noncompliance noted. 

LEWIS, R, C. Division of Resident it Reactor Project Inspection. 
81/06/30. 2pp. 09141:309. 


— 8107240359 IE Insp Rept 50-328/81-29 on 810603-05. No noncompliance 
noted, Major areas inspected : integrated engineered safety 
features sys test procedures it followup of previous insp 
f ind ings . 

FIEDLER, R. L. # BURNETT# P. T. Division of Engineering it Technical 
Inspection. 81/06/19. 3pp. 09141:311. 


8107240427 Forwards update to 800805 response to IE Bulletin 79-03A, 
"Longitudinal Weld Defect* in A8ME SA-312, Type 304 Stainless 
Steel Pipe." Further info on Watts Bar expected by 810901. 

MILLS, L. M. Tennessee Valley Authority. 81/07/02. 2pp. 09139:185. 


8107240534 Suppls 801006 it 1117 responses to IE Bulletin 80-18# 
"Adequate Min Flow Through Centrifugal Charging Pumps. " 

NRC approved mods in 801006 ltr on 810629. Mods will be 
implemented during Sept 1981 outage. 

MILLS, L. M. Tennessee Valley Authority. 81/07/02. Ip. 09142:112. 


8107240275 Responds to IE Bulletin 81-02, "Failure of Gate Type Valves 
to Close Against Differential Pressure. " No specified valves 
in use at Sequoyah# Unit 2* Bel lefonte# Units 1 it 2 & Yellow 
Creek, Units 1 & 2. Affected valves at Watts Bar, 1 & 2 listed. 
WISENBURG, M. R. Tennessee Valley Authority. 81/07/08. 4pp. 
09140:273, 


8107240293 Suppls response to IE Bulletin 79-13# "Cracking in Feedwater 
Sys Piping." No unacceptable indications found on feedwater 
piping. Three deficiencies found in supports & snubbers will 
be corrected. 

MILLS, L. M, Tennessee Valley Authority, 81/07/09. ip. 09141:103. 


8107270011 Forwards IE Circular 81-09# "Containment Effluent Water 
That Bypasses Radioactivity Monitor. " Licensee action is 
required. 

0 'REILLY# J. P. Region 2. Atlanta# Office of the Director (81/03/01). 
81/07/10. Ip. 09156:286. 


8107240284 Forwards IE Info Notice 81-20, "Test Failures of Electrical 
Penetration Assemblies. " No licensee action or response is 
required. 

0 'REILLY# J. P. Region 2# Atlanta, Office of the Director <81/03/01). 
81/07/13. 4pp. 09148:196. 


8107280519 Forwards Revision 12 to preservice baseline insp program 
for facility. Revision better defines program applicability, 
responsibilities it repair it replacement requirements. 

MILLS# L, M. Tennessee Valley Authority. 81/07/21. Ip. 09175:237. 
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— 8107280927 Revision 12 to preservice baseline insp program for 
facility. 

BELEWi DANIELS* ©ORMAN* D. Tennessee Valley Authority. 81/06/18. 
4pp. 09175:238. 


R. Periodic operating reports 8 < related correspondence 


8107280079 Forwards monthly operating repts for June 1981. 
BALLENTINE, J. M. Tennessee Valley Authority. 81/07/15. Ip. 
09172: 179. 


— 8107280086 Monthly operating repts for June 1981. 

BALLENTINE. J. M. * DUPREE, D. Tennessee Valley Authority. 81/07/08. 
31pp. 09172: 180. 


S. Reportable occurrences, LERs & related correspondence 


8106300197 Second interim deficiency rept re excessive pressure drops 
across essential raw cooling water strainers initially 
reported on 810128. Flow testing in progress. Next rept will 
be submitted by 810526. Part 21 considered applicable. 

MILLS* L. M. Tennessee Valley Authority. 81/04/27. 2pp. 08877:316. 


8107310351 Second interim deficiency rept* re inconsistent 
establishment of insp program for const initially reported 
on 810324. Exam of Div of Engineering Design responsibility 
is underway. Next rept will be submitted by 811215. 

MILLS* L. M. Tennessee Valley Authority. 81/06/09. 3pp. 09220:068. 


8107310504 Revised final deficiency rept, originally reported on 800619, 
re safety injection pump breaker loc kout. Seal-in contact of 
IX relays will be removed from circuit breakers in 6,900“ 
volt shutdown boards. 

MILLS, L. M. Tennessee Valley Authority. 81/06/09. 2pp. 09220:336. 


8107310512 Fourth interim deficiency rept re retrievable info from 
valve tag numbers originally reported 801212. Manufac turer 
data not readily retrieved from util documentation sys.Util 
developing cross-ref list on valve drawings. 

MILLS, L.M. Tennessee Valley Authority. 81/06/11. 2pp. 09220:345. 


8107020426 Part 21 rept re excessive pressure drops across essential 
raw cooling water strainers, initial ly reported 810128. Sys 
flow requirements adjusted downward. Potential design mods 
being studied. 

MILLS, L. M. Tennessee Valley Authority. 81/06/12. 2pp. 08921:227. 


8107310308 Revised final deficiency rept re incorrect Walworth valve 
weight. ini tially reported 800313. Final rept submitted 800411 
referenced wrong hanger number. All mods re deficiency have 
been completed. 

MILLS, L. M. Tennessee Valley Authority. 81/06/12. 2pp. 09219:146. 


8107020440 Final Part 21 rept re unacceptable operating time of power 
operated relief valve for low pressures, initially reported 
810424. Air supply to valve operator modified & air supply 
line from air headers to valves replaced. 

MILLS, L. M. Tennessee Valley Authority. 81/06/15. 2pp. 08934:305. 


8107310210 Final deficiency rept re motors rated 440 volts on 480-volt 
sys, initially reported 810427. No corrective action required 
for component cooling sys isolation valve motors. Motors 
adequately rated for intended purposes. 

MILLS, L.M. Tennessee Valley Authority. 81/06/15. 4pp. 09218:249. 


8107310514 Final deficiency rept, originally reported on 810505. re 
safety injection actuated simultaneous motor starting. 

Overcurrent trip setting of motor feeder breaker reviewed. 

Relay can be set so that motor will remain connected to bus. 

MILLS. L. M. Tennessee Valley Authority. 81/06/15. 3pp. 09220:338. 


8107020393 Part 21 revised rept re piping movements of steam generator 
blowdoum line. loop 2. initially reported 810506. Mod will be 
completed following fuel loading before sys heatup. 

MILLS, L. M. Tennessee Valley Authority. 81/06/26. 2pp. 06934:013. 


8107020398 Part 21 revised rept re reactor coolant pump 3 seal 1 bypass 
piping analysis error, initially reported 810506. Mods will be 
completed following fuel loading before sys heatup. 

MILLS, L. M. Tennessee Valley Authority. 81/06/26. 2pp. 08934:033. 


8107310290 Telephone rept of RO SON 2715: on 810629, defects discovered 
in some of essential raw cooling water piping associated w/ 

Diesel Generator 5. 

CRUNDER, R. V. NRC - No Detailed Affiliation Given. 81/06/29. Ip. 
09220: 032. 


8107310315 Second interim deficiency rept re foam seals in mechanical 
pipe sleeves, initially reported on 810416. Util is 
continuing evaluation of effects of silicone foam seals on 
pipe fe seal. Next rept expected by 810916. 

MILLS, L. M. Tennessee Valley Authority. 81/06/30. 2pp. 09220:022. 


8107310327 Supplemental rept on deficiency re excessive output 
fluctuations of Foxboro instrumentation, initially reported 
790828. Inverters have been replaced to better regulate 
power. Defi c iency is applicable to Part 21. 

MILLS, L. M. Tennessee Valley Authority. 81/07/02. 3pp. 09220:055. 


8107310328 Final deficiency rept re failure to fulfill commitment on 
Nonconformance Rept 27P, initially reported 810605. 

Commitment tracking records prepared to preclude recurrence 
of problem. 

MILLS, L. M. Tennessee Valley Authority. 81/07/06. 2pp. 09220:059. 


8107310320 First interim deficiency rept re inadequate revised 
essential raw cooling water sys flow balance preoperational 
test instruction, initially reported on 810504. Eval uation of 
data compl eted. Review of required action underway. 

MILLSiL.M. Tennessee Valley Authority. 81/07/07. 2pp. 09220:025. 


8107310497 First interim deficiency rept re Foxboro MCA transmitters 
initially reported 810612. Also reportable per Part 21. Models 
E-l 1 it E-l 3 type MCA transmitters are being inspected. 

Amplifiers w/dcficient capacitors will be replaced. 

MILLS, L. M. Tennessee Valley Authority. 81/07/10. 2pp. 09221:050. 


T. Hearing transcripts on non-anti trust matters 


8107130459 Transcript of 810617 Commission meeting in Washington, DC to 
discuss $< vote on OL for facility. Pp 1-30. 

* Commissioners. 81/06/17. 32pp. 09024:053. 


DOCKET 50-329 MIDLAND PLANT. UNIT 1 


A. Applicati on/construction stage documents it cbrrespondence 


8107160545 Ack receipt of 810608 ltr forwarding Revision 9 to Bechttl 
Spec 7220-C-88 w/associated QA it QC documents for 
installation of 20 backup interceptor dewatering wells. No 
technical objection to installing listed wells. 

TEDESCG, R. L. Assistant Director for Licensing. 81/06/18. 3pp. 
09050: 156. 


— 8106220269 Submits corrections to ends of 810608 ltr providing Tech 
Spec for subcontract for area dewater ing, re util request 
to proceed w/instllation of 20 backup interceptor wells. 

LEAR,©. Hydrologic it Geotechnical Engineering Branch. 81/06/15. 
3pp. 09050: 162. 


8107060189 Advises that executive summary to QA program update re soili 
settlement , suppls responses to Questions 1 & 23. Executive 
summary it apps submitted 810430 it 0520, respec tivel y. 

COOK, J. W. Consumers Power Co. 81/06/26. Ip. 08890:065. 


8107020376 Forward* Revision 34 to FSAR. submitted as Amend 90 to 
application for CPs it OLs. 

COOK, J. W. Consumers Power Co. 81/06/29. Ip. 08929:001. 


—8107020380 Revision 34 to FSAR, submi tted as Amend 90 to application for 
CPs it OLs. 

* Consumers Power Co. 81/06/29. 1900pp. 


8107080469 Forwards 24 revised plant hanger isometric drawings. Aperture 
cards are available in PDR. 

* Bechtel Associates Professional Corp. 81/06/29. 6pp. 08972:019. 


8107080210 Forwards 373 oversize electrical it instrumentation control 
drawings. Aperture cards are avalable in PDR. 

HULTQUIBT, L. Bechtel Corp. 81/06/30, 75pp. 08962:001. 


8107080498 Forwards 82 revised PUDs, per Revision 25 to F8AR. Aperture 
cards art available in PDR. 

* Bechtel Associates Professional Corp. 81/06/30. 17pp. 

08972:001. 


81072X077 Forwards list of 1980 generic ltrs never received for 
facility. NRC requests for responses should be sent to JW 
Cook, per 800605 & 810203 ltrs. Absence of generic ltrs is 
continuing problem. 

COOK, J. W. Consumers Power Co, 81/07/06. 2pp. 09132:257. 
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8107310055 Generic Ltr 81-23A to all licensees & CP holders* advi sing 
that direct submittals of plant-specific Inst for Nuclear 
Pouter Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation* per Generic Ltr 81-23* are unnecessary. 

EISENHUT, D. G. Division of Licensing. 81/07/06. 6pp. 09222:215. 


8107160228 Responds to 810626 ltr re borated water storage tank 
surcharge program. NRC review of proposed procedures to be 
completed by 810715. Telcon on 810702 indicating that 
surcharging would not begin on 810706 confirmed. 

KEPPLER* J. G. Region 3* Chicago* Office of the Director (81/03/01). 
81/07/13. Ip. 09045:333. 


8107230154 Forwards Amend 91 to application for CPs & OLs. c onsi sting of 
Revision 12 to environ rept. 

COOK* J. W. Consumers Power Co. 81/07/13. Ip. 09128:065. 


— 8107230165 Amend 91 to application for CPs & OLs* incorporating Revision 
12 into environ rept. 

COOK* J. W. Consumers Power Co. 81/07/13. Ip. 09128:066. 


B107200413 Forwards Amend 92 to CP 8c OL applications & Revision 35 to 
FSAR. 

COOK* J. W. Consumers Power Co. 81/07/14. Ip. 09072:012. 


—8107200418 Amend 92 to CP 8c OL applications. 

COOK*J. W. Consumers Power Co. 81/07/13. Ip. 09072:013. 


8107310311 Forwards Amend 93. Revision 2 to application for CPs & addl 
financial info. 

COOK* J. W. Consumers Power Co. 81/07/22. 3pp. 09218:356. 


— 8107310313 Amend 93* Revision 2* to application for CPs* request ing 
extension of CP completion dates. Financ ial info end. 

«■ Consumers Power Co. 81/07/31. U2pp. 09218:359. 


C. Utility Environmental Report (ER)* amends 8c correspondence 


8107230154 Forwards Amend 91 to application for CPs & OLs* consi st ing of 
Revision 12 to environ rept. 

COOK* J. W. Consumers Power Co. 81/07/13. Ip. 09128:065. 


— 8107230165 Amend 91 to application for CPs 8< OLs* incorporating Revision 
12 into environ rept. 

COOK* J. W. Consumers Power Co. 81/07/13. Ip. 09128:066. 


— 8107230170 Revision 12 to environ rept. 

* Consumers Power Co. 81/06/30. 500pp. 09128:067. 


E. NRC Safety Evaluation Report (SER). suppls & correspondence 


8107150448 Forwards preliminary draft SER Section 5.2.2 re overpressure 
protection . Any open items should be identified & resolved 
promptly . C omments should be submitted within two wks. 

TEDEBCO* R. L. Assistant Director for Licensing. 81/07/02. 13pp. 

09049: 147. 


8107290047 Forwards responses to open items contained within 
preliminary draft section of SER 5.2.2 "Overpressure 
Protection . " 

COOK* J. W. Consumers Power Co. 81/07/23. 3pp. 09183:355. 


8107310616 Forwards preliminary draft sections of SER re reactor 
coolant pumps & piping* steam generator* decay heat removal 
sys & pres suri zer. Requests comments within 2 wks. 

TEDE5C0* R, L. Assistant Director for Licensing. 81/07/24. 13pp. 

09223: 029. 


F. Security* medical* emergency & fire protection plans 


8107100320 Forwards Page 2-11 to NUREG* changing implementing schedule 
for submission 8c evaluation of upgraded emergency plans per 
Generic Ltr 81-25. 

EISENHUT, D. G. Division of Licensing. 81/06/13. 4pp. 08996:358. 


8107240585 Requests confirmation by 820301 of installation of public 
notification sys. Confirmation should include schedule for 
installati on* description of sys & description of problems 
that may hinder Implementation. 

TEDESCO* R. L. Assistant Director for Licensing. 81/06/21. 3pp. 
09147: 338. 


8107160534 Advises of NRC interim position re 10CFR50, App R* fire 
protection rule* for new licenses issued after 790101. 

Exceptions or alternative positions to rule will be reviewed 
on case-by-case basis. 

TEDESCO* R. L. Assistant Director for Licensing. 81/06/29. Ip. 
09050: 084. 


8107290002 Generic Ltr 81-27: requests that all emergency plans & 
implementing procedures be submitted w/pages marked to 
reflect privacy 8< proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT, D. G. Division of Licensing. 81/07/09. 5pp. 09189:059. 


8107200362 Advises that licensees must submit three copies of emergency 
p Ians, proc edures & revisions to NRC regional ofc. All copies 
should be sent to Region 3 incident response ctr. 

KEPPLER, J. G, Region 3* Chicago* Office of the Director (81/03/01). 
81/07/10. 2pp. 09070:215. 


G. Adjudicatory correspondence 


8107020462 Summary of intervenor Stamiris outstanding discovery 
requests per 801204 document requests & interrogatories* 
revised 810126. Related correspondence. 

STAMIRIS, B. Affiliation Unknown. 81/04/28. 9pp. 08934:261. 


8107060158 Response in opposition to intervenor motion for summary 
disposition on applicant statements of intent as basis for 
reasonable assurance judgments on QA. W/Certif icate of Svc. 

Related correspondence. 

FARNELL* A. S. Isham, Lincoln & Beale. 81/05/05. 4pp. 08889:037. 


8107060413 Answers in opposition to 810428 summary of intervenor 
outstanding discovery requests & B Stamiris motion to 
c ompel. Requests not in parameters of d iscovery. Moves for 
protective order. W/Certif icate of Svc. 

FARNELL, A. S. Carolina Power & Light Co. 81/05/06. 51pp. 

08899: 176, 


8107060401 Notice of appearance in proceeding. Certificate of Svc end. 
BLOOM, J. G. Consumers Power Co. BLOOM* J. G. Isham* Lincoln 8c Beale. 
81/05/24. 3pp. 08898:047. 


— 8107060405 Response in opposition to NRC motion for summary disposition 
on QA issue. ASLB is precluded from ultimate issue of 
determining whether to grant CP by 10CFR2. 749(d ). Related 
correspondence. 

BLOOM, J. G. Consumers Power Co. 81/05/25. 46pp. 08898:050. 


— 8107060409 Statement of matl facts to which exist genuine issues to 
be heard in support of response opposing NRC motion for 
summary disposition of QA issue. Affi davits & documentation 
end. 

* Consumers Power Co. 81/05/25. 25pp. 08898:096. 


8106120274 Request for RO documents directed to applicant. 

STAMIRIS* B. Affiliation Unknown. 81/06/03. 2pp. 08768:137. 


8107010426 Requests to incorporate by ref direct testimony 8c cross- 
examination of expert witnesses re facility cost-benefit 
analysis*as included in P Devlin 8c A Barak brief for PSC of 
MI. W/Certif icate of Svc. Related correspondence. 

SINCLAIR, M. P. Affiliation Unknown. 81/06/08. 11pp. 08917:272. 


*8107010432 Brief in form of pleading re cost-benefit analysis of 
facility. Stopping facility const 8c bldg coal units would be 
less expensive to taxpayers. Related correspondence. 

DEVLIN, , P. J. Michigan* State of. BARAK* A. U. Michigan Citizens 
Lobby. 81/03/12. 75pp. 08917: 2B3. 


8107020268 Forwards Certificate of Svc to be substituted for 
certificate sent earlier w/SH Howell 8c BW Marguglio 
testimonies. Related correspondence. 

BLOOM, J. G. Isham* Lincoln Sc Beale. 81/06/08. 3pp. 08954:203. 


8107020378 Response to applicant 810609 response re 810529 notice of ex 
parte communication. QA stipulation assurance was not 
requested by Bechhoeffer. Related correspondence. 

STAMIRIS, B. Affiliation Unknown. 81/06/16. 3pp. 08921:173. 


— 8107020383 Response opposing proposed QA stipulation between NRC 8< 
util, Stipulation would not allow full & fair consideration 
of issues in hearing. 

STAMIRIS, B. Affiliation Unknown. 81/06/24. Spp. 08921:176. 


8107010374 Responds to 810622 answer to SJ Gadler 810601 ltr requesting 
all const activities be suspended. Addl contentions re 
magnetic pulse 8c jurisdiction over soil discussed. 

MARSHALL* W. H. Mapleton Interveners. 81/06/25. 2pp. 08914:309. 
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8107090304 Intervenor request for appellate review certified on 
direction of Commission. Seek s appeal of denial of motion for 
summary disposition per ASLB 810615 memorandum & order. 
STAMIRIS* B. Affiliation Unknown. 81/06/29. 7pp. 08984:214. 


8107010212 Notice of appearance in proceeding. Certificate of Svc end. 
THESSIN, J. H. Office of the Executive Legal Director. 81/06/30. 

3pp. 08885:315. 


8107080195 Reply to B Stamiris answers to util interrogatories re 
Contention 2 on soil settlement issues. Certificate of Svc & 
affidavit end. 

PECK* R. E. Bechtel Corp. 81/06/30. 8pp. 08963:103. 


8107090110 Request for ruling on appropriate time for appeals on 
discovery & conference call rulings which deny equals rights 
to one party in proceeding. 

STAMIRIS, B. Affiliation Unknown. 81/06/30. 2pp. 08981:047. 


8107090121 Forwards latest available cost data associated w/soils 
remedial actions from Bechtel cost trending program. 

BRUNNER, E. J. Consumers Power Co. 81/07/01. 3pp. 08981: Q52. 


8107150050 Response in opposition to intervener requests for ruling on 
appropriate time for appeals on discovery rulings S< 
conference call rulings which deny equal rights to one party 
in proceeding. W/Certif icate of Svc. 

FARbELL* A. S. Consumers Power Co. 81/07/06. 9pp. 09027:205, 


8107160481 Correction to interrogatory response to B Stamiris 810114 
Discovery Request 9. Certi f i cate of Svc end. Related 
correspondence. 

* Consumers Power Co. 81/07/10. 2pp. 09041:090. 


8107210080 Response that NRC has no objection to withdrawal w/o 
prejudice of intervener requests to ASLAB for certified 
rulings 8c for appellant review of rights to raise some 
issues at later time. Certificate of Svc end. 

THESSIN, J. H. Office of the Executive Legal Director. Bl/07/17. 
4pp. 09104:080. 


8107240032 Order granting withdrawal of intervener B Stamiris request 
for interlocutory review. 

BISHOP, C. J. Atomic Safety and Licensing Appeal Panel. 81/07/21. 
2pp. 09137:096. 


— 8107240036 Notice of ASLAB reconstitution. CN Kohl# chairman & JH Buck, 
member. 

BISHOP/C. J. Atomic Safety and Licensing Appeal Panel. 81/07/21. 

Ip. 09137:097. 


H. General correspondence 


8107230242 FOIA request for document proposing terms of compromise 
between NRC & util re GA issues in facility proceeding. 

STAMIRIS* B . Affiliation Unknown. 81/06/11. Ip. 09134:342. 


8107230240 Responds to FOIA request for document proposing terms of 
compromise between NRC & util re QA issues in facility 
proceeding . Proposed QA stipulation subj to request 
completely withheld (ref FOIA Exemption 7). 

FELTON, J. 1*1. Division of Rules and Records. 81/07/06. 2pp. 

09134: 340. 


— 8107200418 Amend 92 to CP & DL applications. 

COOK, J. U. Consumers Power Co. 81/07/13. Ip. 09072:013. 


— 8 107200423 Revision 35 to FSAR. 

* Consumers Power Co. 81/07/31. 500pp. 09072:015. 


8107280471 Forwards affidavit of svc for Amend 92 to FSAR. 

BUDZIK, D. M. Consumers Power Co. 81/07/22. 2pp. 09174:360. 


Q. Inspection reports, IE Bulletins & correspondence 


8107140766 Forwards IE Insp Repts 50-329/81-06 & 50-330/81-06 on 
810318 & 0512. No noncompliance noted. 

NORELIUS, C . E. Division of Engineering & Technical Inspection. 
81/05/22. 2pp. 09032:003. 


—8107140768 IE Insp Repts 50-329/B1-06 & 50-330/81-06 on 810318 & 0512. 
No noncompliance noted. Major areas inspected : preservice 
insp procedures, nondestructive exam personnel 
certifications & IE Bulletin 81-01 activities. 

WARD, K. D. , DANIELSON* D. H. Materals Sc Processes Section. Bl/05/22. 
6pp. 09032: 005. 


8107060240 Forwards IE Insp Repts 50-329/81-13 8c 50-330/81-13 on 
810501-31. No noncompliance noted. 

HEISHMAN, R . F. Division of Resident 8c Project Inspection. 81/06/16, 
2pp. 08890:173. 


—8107060247 IE Insp Repts 50-329/81-13 & 50-330/81-13 on 810501-31. No 
noncompliance noted. Major areas inspected: exam of site 
conditions & participation in const assessment team insp. 

COOK, R. J. , BOYD, D. C. Reactor Projects Section 1A. 81/06/15. 3pp. 

08890: 176, 


8107210364 Forwards "1981 Corbicula Assessment for Midland Plant Site," 
in response to IE Bulletin 81-03. My ti lus not included in 
assessment due to being saltwater species. No Corbicula 
observed at site. ' 

COOK* J. W. Consumers Power Co. 81/06/30. Ip. 09102:249. 


— 8107210368 "1981 Corbicula Assessment for Midland Plant Site. " 

* Ecological Analysts* Inc. CPC12. 81/05/31. 9pp. 09102:230. 


8107240409 Advises that IE Circular Bl-10. "Steam Voiding in RCS During 
Heat Removal Cooldown*" was forwarded to listed utils. 

* Region 3. Chicago, Office of the Director (81/03/01). 81/07/02. 

Ip. 09148:206. 


8107100217 Notifies that IE Circular 81-10. "Steam Voiding in RCS 
During Decay Heat Removal Cooldown, " was sent to listed 
licensees on 810702. 

CARROLL, D. E. Word Processing Sc Document Control Section. 81/07/06. 
2pp. 0B994: 342. 


8107240306 Advises that IE Info Notice 81-19* "Lost Part* in Primary 
Coolant Sys, " was forwarded to listed utils. 

* Region 3* Chicago, Office of the Director (81/03/01). 81/07/06. 

Ip. 09148:203. 


8107200402 Notifies that IE Info Notice 81-19* "Lost Parts in Primary 
Coolant Sys*" was sent to listed utils on 810706. 

CARROLL, D, E. Word Processing Sc Document Control Section. 81/07/07. 
2pp. 09073: 323. 


I. Financial information 


8107310311 Forwards Amend 93*Revision 2 to application for CPs Sc addl 
financial 

-•imer* Power Co. 81/07/22. 3pp. 09218:356. 


IPs, requesting 
'ncl. 

359. 


8107150107 Advises that IE Circular 81-09* "Containment Effluent Water 
That Bypasses Radioactivity Monitor*" was sent to listed 
licensees on 810710. 

CARROLL, D. E. Word Processing Sc Document Control Section. 81/07/10. 
2pp. 09026:026. 


8107240465 Forwards IE Insp Repts 50-329/81-12 Sc 50-330/81-12 on 
810518-22 & notice of violation. 

KEPPLER, J. G. Region 3, Chicago, Office of the Director (81/03/01). 
01/07/10. 2pp. 09138:227. 


— 8107240472 Notice of violation from insp on 810518-22. 

KEPPLER, J. G, Regions, Chicago, Office of the Director (81/03/01). 
81/07/10. 5pp. 09138:229. 


— B1O724O4S0 IE Insp Repts 50-329/81-12 Sc 50-330/81-12 on 810518-22. 
Noncompliance noted : fai lure to adequately implement trend 
analysis procedure & failure to install large bore pipe 
restraints Sc anchors per specs. 

WILLIAMS, C. C. , COOK, R. J. * GALLAGHER, E. J. Region 3, Chicago, Office 
of the Director (81/03/01). 81/07/10. 38pp. 09138:234. 
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8107170236 Advises that IE Info Notice 81-20* "Test Failures of 
Electrical Penetration Assemblies* " was sent to listed utils 
on 810713. 

CARROLL* D. E. Word Processing & Document Control Section. 81/07/13. 
2pp. 09051:028. 


8107160270 Ack receipt of 810615 1 tr informing NRC of steps taken to 
correct violation noted in IE Insp Repts 50-329/81-09 & 

50-330/81-09. 

NORELIUS* C. E. Division of Resident & Project Inspection. 81/07/14. 
2pp. 09046: 300. 


— 8107160278 Responds to NRC 810521 ltr re violations noted in IE Insp 
Repts 50-329/81-09 it 50-330/81-09. Refutes item of 
noncompliance based on sequential steps leading to approval 
of Woodward-Clyde prior to drilling operations. 

COOK, J. W. Consumers Power Co. 81/06/15. 6pp. 09046:302. 


8107170245 Advises that IE Info Notice Bl-20* "Test Failures of 
Electrical Penetration Assemblies*" was forwarded to 
listed licensees. 

* Region 3, Chicago* Office of the Director (81/03/01). 81/07/15. 

Ip. 09051:001. 


8107170251 Advises that IE Circular 81-09, "Containment Effluent Water 
That Bypasses Radioactivity Monitor." was forwarded to 
listed licensees. 

# Region 3* Chicago* Office of the Director (81/03/01). Bl/07/15. 

Ip. 09058:209. 


8103300402 IE Info Notice 81-21, "Potential Loss of Direct Access to 
Ultimate Heat Sink. " 

# Director's Office* Office of Inspection and Enforcement. 
81/07/21. 5pp. 09162:348. 


8107270246 Advises that IE Info Notice 81-21* "Potential Loss of Direct 
Access to Ultimate Heat Sink," was sent to listed licensees 
on 810721. 

CARROLL* D. E. Word Processing & Document Control Section. 81/07/21. 
2pp. 09160:112. 


8107270218 Advises that IE Circular 81-12* "Inadequate Periodic Test 
Procedure of PWR Protection Sys, " was sent to listed 
licensees on 810722. 

CARROLL* D. E. Word Processing & Document Control Section. 81/07/22. 
2pp. 09160:131. 


8107270253 Advises that IE Circular 81-12. "Inadequate Periodic Test 
Procedure of PWR Protection Sys* " was sent to listed 
licensees. 

* Region 3* Chicago* Office of the Director (81/03/01). 81/07/24. 

Ip. 09160:107. 


R. Periodic operating reports it related correspondence 


8107020228 Forwards ALAB-106 rept for May 19B1. Includes Bechtel 
nonconformance repts, qual ity action requests & rept logs* 

B&UJ repts of nonconformity & util nonconformance repts, 
audit finding repts & quality action requests. 

COOK* J. W. Consumers Power Co. 81/06/25. 600pp. 08950:132. 


8107080241 Forwards 34th quarterly rept for Uul-8ept 1981 per ALAB-106. 
COOK*U. W. Consumers Power Co. 81/06/30. 83pp. 08966:037. 


8. Reportable occurrences* LERs & related correspondence 


8107020306 Part 21 rept re potential problem w/overcurrent relays 
ITE-50H (k ITE-50D series produced from 1976 to Oct 1980. 

Relays may not drop out upon reduction in current. Company 
taking steps to notify relay users. 

DUVALL* D. D, Brown Boveri Corp. (subs. Brown Boveri & Co.* Ltd.). 
81/06/16. 3pp. 08935:340. 


8107080160 Interim deficiency rept re cracks in borated water storage 
tank foundation. W/o end documents identifying design it 
procedural controls established for monitoring program re 
borated water storage tank valve pit surcharge, 

COOK* J. W. Consumers Power Co. 81/06/26. 3pp. 08962:118. 


8107140085 Interim deficiency rept re incorrect ECCS cabinet wiring. 
B&W field changes are being reviewed it will be issued to 
Bechtel for implementation upon approval. Next rept by 
811015. 

COOK* J. W. Consumers Power Co. 81/06/30. 2pp. 09022:269. 


8107140097 Final deficiency rept re overstressed condition in letdown 
cooler sup ports. Three addl holes will be drilled for 
attachment bolts in cooler support bracket. Support platform 
will be modified to fully contact support bracket. 

C80K*J. W. Consumers Power Co. 81/06/30. 2pp. 09022:267. 


8107200347 Interim deficiency rept re underrated terminal strips on 
Limitorque valve operators. Marathon 100 series terminal 
blocks will be replaced w/Bechtel-approved terminal blocks. 

COOK* J. W. Consumers Power Co. 81/07/08. 6pp. 09070:220. 


8107240282 Interim deficiency rept* initially reported on 810616 re 
operation of reactor cavity cooling sys. Procedures must be 
revised to assure operator verification of structural 
concrete within temp limits. Final rept submitted by 811031. 

COOK* J. W. Consumers Power Co. 81/07/16. Ip. 09141:152. 


8107240315 Interim deficiency rept re safe shutdown boration 
capab i lity . FSAR amend will be issued in Oct 1981 covering 
details of emergency boration sys. Interim or final rept will 
be submitted by 811231. 

COOK* J. W. Consumers Power Co. 81/07/17. 2pp. 09141:123. 


8107280515 Interim deficiency rept re broken reactor pressure vessel 
anchor studs. Caused by excessive hardness of studs. due to 
improper heat treatment. Design mods have been proposed. 

COOK, J. W. Consumers Power Co. CURTIS, L. H. * BAILLY* K. Bechtel 
Associates Professional Corp. 81/07/17. 5pp. 09173:289. 


T. Hearing transcripts on non-anti trust matters 


8107010181 Forwards suppl to DS Hood 810608 testimony re ASLB question 
concerning continued const of permanent backup interceptor 
wells. 

BROUN* E. M, Office of the Executive Legal Director. Bl/06/25. Ip. 
08903:112. 


— B1070101B5 Supplemental testimony of DS Hood re recent installation of 
20 permanent backup interceptor wells. Certificate of Svc 
end. 

HOOD, D. S. Division of Licensing. 81/06/25. 5pp. 08903:113. 


8107160049 Transcript of 810707 OL hearing in Mi d land, MI. Pp 976-1*165. 
DS Hood & GS Keeley testimony end. 

* Atomic Safety and Licensing Board Panel. 81/07/07. 168pp. 

09045:042. 


8107160053 Transcript of 810708 OL hearing in Midland, MI. 

Pp 1,166-1,300. 

* Atomic Safety and Licensing Board Panel. 81/07/08. 134pp. 

09043: 236. 


8107160055 Supportive documentation for transcript of 810709 OL 
hearing in Midland. MI. (Volume II). 

* Atomic Safety and Licensing Board Panel. Bl/07/09. 227pp. 

09043: 009. 


8107160058 Transcript of 810709 OL hearing in Midland, MI. 

Pp 1, 301-1, 501. (Volume I). 

* Atomic Safety and Licensing Board Panel. 81/07/09. 200pp. 

09042: 127. 


8107170118 Transcript of 810710 evidentiary hearing in Midland, MI. 
Pp 1, 302-1 , 735. Supp orting documentation it testimonies end. 

* Atomic Safety and Licensing Board Panel. 81/07/10. 300pp. 

09054: 105. 


8107170114 Transcript of 810711 evidentiary hearing in Midland.MI. 
Pp 1*736-1,854. 

# Atomic Safety and Licensing Board Panel. 81/07/11. 190pp. 

09052: 200. 


8107200050 Transcript of 810713 OL hearing in Midland, MI. 

Pp 1*855-2,062.00 Keppltr testimony it supportive 
documentation end. 

* Atomic Safety and Licensing Board Panel. Bl/07/13. 207pp. 

09069: 175. 


8107210030 Transcript of 810714 OL hearing in Midland, MI. 

Pp 2* 063-2, 253. 

# Atomic Safety and Licensing Board Panel. Bl/07/14. 193pp. 

09095: 325. 


810722004B Transcript of 810713 OL hearing in Midland* MI. 

Pp 2*236-2,481. 

# Atomic Safety and Licensing Board Panel. 81/07/15. 225pp. 

09113; 111. 


8107280048 Transcript of 810716 OL hearing in Midland* MI. 

Pp 2*482-2,637. 

* Atomic Safety and Licensing Board Panel. 81/07/16. 255pp. 

09171:114. 
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8107280052 Transcript of 810717 OL hearing in Midland, MI. 

Pp 2, 638—2, 782. 

* Atomic Safety and Licensing Board Panel. Bl/07/17. 144pp. 

09170:328. 


8107240486 Forwards J Kane testimony re B Stamiris Contention 4. B Sc 
HN Singh testimony re stability of dikes adjacent to 
emergency cooling water reservoir, to be presented during 
continuation of 810804-14 OL hearing. 

PATCN,W.D. Hearing Branch 4. 81/07/23. Ip. 09142:153. 


— 8107240491 Testimony on B Stamiris Contention 4. B. Emergency cooling 
water reservoir location plan, stabi lity analysis St prof 
qualifications end. 

KAN£,J. Hydrologic & Geotechnical Engineering Branch. 81/07/23. 
9pp. 09142:194. 


— 8107240500 Testimony re stability of dikes adjacent to emergency 
cooling water reservoir, per Stamiris Contention 4. B. Prof 
qualif ications & Certificate of Svc end. 

SINGH, H. N. Army, Dept, of , Corps of Engineers. 81/07/23. 10pp. 

09142: 163, 


8107300094 Affidavit that end A Hendron testimony re effect of baffle 
d ike, perimeter dike & emergency cooling water slopes on 
Class I pipes is true & correct. 

HENDRON, A. J. Illinois, Univ. of, Urbana-Champaign. 81/07/23. Ip. 
09192: 104. 


— 8107300099 Testimony of A Hendron re evaluation of baffle dike, 
perimeter dike 8c emergency cooling water slopes effect on 
Class I pipes. Five oversize drawings end. Aperture cards 
will be available in PDR. 

HENDRON, A. Illinois, Univ. of, Urbana-Champaign. 81/07/23. 97pp. 

09192: 105. 


DOCKET 50-330 MIDLAND PLANT, UNIT 2 


A. Application/construction stage documents it correspondence 


8107160545 Ack receipt of 810608 ltr forwarding Revision 9 to Bechtel 
Spec 7220-C-88 ui/assoc ia ted QA & QC documents for 
installation of 20 backup interceptor dewatering wells. No 
technical objection to installing listed wells. 

TEDESCO, R. L. Assistant Director for Licensing. 81/06/18. 3pp. 
09050: 156. 


— 8106220269 Submits corrections to ends of 810608 ltr providing Tech 
Spec for subcontract for area dewater ing, re util request 
to proceed w/instllation of 20 backup interceptor wells. 

LEAR, G. Hydrologic 8c Geotechnical Engineering Branch. 81/06/15. 
3pp. 09050: 162. 


8107060189 Advises that executive summary to QA program update re soils 
settlement, suppls responses to Questions 1 8c 23. Executive 
summary 8c apps submitted 810430 S< 0520, respectively. 

COOK, J. W. Consumers Power Co. Bl/06/26. Ip. 08890:065. 


8107020376 Forwards Revision 34 to FSAR, submitted as Amend 90 to 
application for CPs 8c OLs. 

COOK, J. W. Consumers Power Co, 81/06/29. Ip. 08929:001. 


— 8107020380 Revision 34 to FSAR, submitted as Amend 90 to application for 
CPs Sc OLs. 

* Consumers Power Co. 81/06/29. 1900pp. 

8107080469 Forwards 24 revised plant hanger isometric drawings. Aperture 
cards are available in PDR. 

* Bechtel Associates Professional Corp. 81/06/29. 6pp. 08972:019. 


cal & instrumentation control 
PDR. 

75pp. 08962:001. 


ievision 25 to FSAR. Aperture 
p. 81/06/30. 17pp. 


Itrs never received for 
ould be sent to JM 
of generic ltrs is 

06. 2pp. 09132:257. 


8107310055 Generic Ltr 81-23A to all licensees 8c CP holders, advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation , per Generic Ltr 81-23, are unnecessary. 

EISENHUT, D. G. Division of Licensing. 81/07/06. 6pp. 09222:215. 


8107160228 Responds to 810626 ltr re borated water storage tank 
surcharge program. NRC review of proposed procedures to be 
completed by 810715. Telcon on 810702 indicating that 
surcharging would not begin on 810706 confirmed. 

KEPPLER, J. G. Region 3, Chicago, Office of the Director <81/03/01). 
81/07/13. Ip. 09045:333. 


8107230154 Forwards Amend 91 to application for CPs 8< OLs, consisting of 
Revision 12 to environ rept. 

COOK, J. W. Consumers Power Co. 81/07/13. Ip. 09128:065. 


— 8107230165 Amend 91 to application for CPs & OLs, incorporating Revision 
12 into environ rept. 

COOK, J. W. Consumers Power Co. 81/07/13. Ip. 0912e.066. 


8107200413 Forwards Amend 92 to CP & OL applications 8i Revision 35 to 
FSAR. 

COOK, J. W. Consumers Power Co. 81/07/14. Ip. 09072:012. 


—8107200418 Amend 92 to CP 8< OL applications. 

COOK, J. W. Consumers Power Co. 81/07/13. Ip. 09072:013. 


8107310311 Forwards Amend 93, Revision 2 to application for CPs 8c addl 
financial info. 

COOK, J.W. Consumers Power Co. 81/07/22. 3pp. 09218:356. 


— 8107310313 Amend 93, Revision 2, to application for CPs, requesting 
extension of CP completion dates. Financ ial info encl. 

* Consumers Power Co. 81/07/31. 112pp. 09218:359. 


C. Utility Environmental Report (ER>, amends *c correspondence 


8107230154 Forwards Amend 91 to application for CPs 8< OLs, consisting of 
Revision 12 to environ rept. 

COOK, J.W. Consumers Power Co. 81/07/13. Ip. 09128:065. 


— 8107230170 Revision 12 to environ rept. 

* Consumers Power Co. 81/06/30. SOOpp. 09128:067. 


E. NRC Safety Evaluation Report (SER), suppls Sc correspondence 


8107190448 Forwards preliminary draft SER Section 5.2.2 re overpressure 
protection. Any open items should be identified 8e resolved 
promptly. Comments should be submitted within two uks. 

TEDESCO, R. l. Assistant Director for Licensing. 81/07/02. 13pp. 

09049: 147. 


8107290047 Forwards responses to open items contained within 
preliminary draft section of SER 5.2.2 "Overpressure 
Protection. “ 

COOK, J.W. Consumers Power Co. 81/07/23. 3pp. 09183:355. 


8107310616 Forwards preliminary draft sections of BER re reactor 
coolant pumps & piping, steam generator, decay heat removal 
sys 8c pressurizer. Requests comments within 2 wks. 

TEDESCO, R. L. Assistant Director for Licensing. 81/07/24. 13pp. 

09223: 029. 


F. Security, medical, emergency 8c fire protection plans 


8107100320 Forwards Page 2-11 to NUREG, chang ing implementing schedule 
for submission 8c evaluation of upgraded emergency plans per 
Generic Ltr 81-25. 

EISENHUT, D. G. Division of Licensing. 81/06/13. 4pp. 08996:398. 


8107240585 Requests confirmation by 820301 of installation of public 
notification sys. Confirmation should include schedule for 
instillation, description of sys Sc description of problems 
that may hinder implementation. 

TEDESCO, R. L. Assistant Director for Licensing. 81/06/21. 3pp. 
09147: 338. 


8107160534 Advises of NRC interim position re 10CFR50, App R»fire 
protection rule, for new licenses issued after 790101. 

Exceptions or alternative positions to rule will be reviewed 
on case-by-case basis. 

TEDESCO, R. L. Assistant Director for Licensing. 81/06/29. Ip. 
09050: 084. 
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8107290002 Generic Ltr 81-27: requests that all emergency plans & 
implementing procedures be submitted tu/pages marked to 
reflect privacy & proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT, D. G. Division of Licensing. 81/07/09. 5pp. 09189:059. 


B 107200362 Advises that licensees must submit three copies of emergency 
plans* proc edures it revisions to NRC regional ofc. All copies 
should be sent to Region 3 incident response ctr. 

KEPPLER, J. G. Region 3. Chicago. Office of the Director (81/03/01). 
81/07/10. 2pp. 09070:215. 


G. Adjudicatory correspondence 


8107020462 Summary of intervenor Stamiris outstanding discovery 
requests per 801204 document requests it interrogatories, 
revised 810126. Related correspondence. 

STAMIRIS, B. Affiliation Unknown. 81/04/28. 9pp. 08934:261. 


8107060158 Response in opposition to intervenor motion for summary 
disposition on applicant statements of intent as basis for 
reasonable assurance judgments on QA. W/Oertif icate of Svc. 

Related correspondence. 

FARNELL, A. S. Isham, Lincoln it Beale. 81/05/05. 4pp. 08889:037. ' 

8107060413 Answers in opposition to 810428 summary of intervenor 
outstanding discovery requests & D Stamiris motion to 
compel. Requests not in parameters of discovery. Moves for 
protective order. W/Certif icate of Svc. 

FARNELL, A. S. Carolina Power & Light Co. 81/05/06. 51pp. 

08899: 176. 


8107060401 Notice of appearance in proceed ing. Certi f icate of Svc end. 
BLOOM, J. G. Consumers Power Co. BLOOM, J. G. Isham, Lincoln & Beale. 
81/05/24. 3pp. 08898:047. 


— 8107060405 Response in opposition to NRC motion for summary disposition 
on QA issue. ASLB is precluded from ultimate issue of 
determining whether to grant CP by 10CFR2. 749<d ). Related 
correspondence. 

BLOOM, J. G. Consumers Power Co. 81/05/25. 46pp. 08898:050. 


— 8107060409 Statement of matl facts to which exist genuine issues to 
be heard in support of response opposing NRC motion for 
summary disposition of QA i ssue. Affidavits & documentation 
end. 

* Consumers Power Co. 81/05/25. 25pp. 08898:096. 


8106120274 Request for RO documents directed to applicant. 

STAMIRIS, B. Affiliation Unknown. 81/06/03. 2pp. 08768:137. 


0107010426 Requests to incorporate by ref direct testimony it cross- 
examination of expert witnesses re facility cost-benefit 
analysis, as included in P Devlin St A Barak brief for PSC of 
MI. W/Certif icate of Svc. Related correspondence. 

SINCLAIR, M. P. Affiliation Unknown. 81/06/08. 11pp. 08917:272. 


■8107010432 Brief in form of pleading re cost-benefit analysis of 
facility. Stopping facility const S< bldg coal units would be 
less expensive to taxpayers. Related correspondence, 

DEVLIN, ,P.J. Michigan, 8tateof. BARAK. A. J. Michigan Citizens 
Lobby. 81/03/12. 75pp. 08917:283. 


8107020268 Forwards Certificate of Svc to be substituted for 
certificate sent earlier w/SH Howell St BW Marguglio 
testimonies. Related correspondence. 

BLOCH, J. 0. Isham, Lincoln St Beale. 81/06/08. 3pp. 08954:203. 


8107020378 Response to applicant 810609 response re 810529 notice of ex 
parte communication. QA stipulation assurance was not 
requested by Bechhoeffer. Related correspondence. 

STAMIRIS, B. Affiliation Unknown. 81/06/16. 3pp. 08921:173. 


—8107020383 Response opposing proposed QA stipulation between NRC St 
uti 1. Sti pulation would not allow full S< fair consideration 
of issues in hearing. 

STAMIRIS, B. Affiliation Unknown. 81/06/24. Bpp. 08921:176. 


8107010374 Responds to 810622 answer to SJ Gadler 810601 ltr requesting 
all const activities be suspended. Addl contentions re 
magnetic pulse & jurisdiction over soil discussed. 

MARSHALL, W . H. Mapleton Interveners. 81/06/25. 2pp. 08914:309. 


8107090304 Intervenor request for appellate review certified on 
direction of Commission. Seeks appeal of denial of motion for 
summery disposition per ASLB 810615 memorandum & order. 
STAMIRIS, 8, Affiliation Unknown. 81/06/29. 7pp. 08984:214. 


8107010212 Notice of appearance in proceeding. Certificate of Svc end. 
THESSIN, J. H. Office of the Executive Legal Director. 81/06/30. 

3pp. 08885:315. 


8107000195 Reply to B Stamiris answers to util interrogatories re 
Contention 2 on soil settlement issues. Certificate of Svc & 
affidavit end. 

PECK, R. B. Bechtel Corp. 81/06/30. 8pp. 08963:103. 


8107090110 Request for ruling on appropriate time for appeals on 
discovery & conference call rulings which deny equals rights 
to one party in proceeding. 

STAMIRIS, B. Affiliation Unknown. 81/06/30. 2pp. 08981:047. 


8107090121 Forwards latest available cost data associated w/soils 
remedial actions from Bechtel cost trending program. 

B RUMMER, E. U. Consumers Power Co. 81/07/01. 3pp. 08981:052. 


8107150050 Response in opposition to intervenor requests for ruling on 
appropriate time for appeals on discovery rulings it 
conference call rulings which deny equal rights to one party 
in proceed ing. W/Certif icate of Svc. 

FARhELL, A. S. Consumers Power Co. 81/07/06. 9pp. 09027:205. 


8107160481 Correction to interrogatory response to B Stamiris 810114 
Discovery Request 9. Certificate of Svc end. Related 
correspond ence. 

* Consumers Power Co. .81/07/10. 2pp. 09041:090. 


8107210080 Response that NRC has no objection to withdrawal w/o 
prejudice of intervenor requests to ASLAB for certified 
rulings & for appellant review of rights to raise some 
issues at later time. Certificate of Svc end. 

THESSIN, J. H. Office of the Executive Legal Director. 81/07/17. 
4pp. 09104: OBO. 


8107240032 Order granting withdrawal of intervenor B Stamiris request 
for interlocutory review. 

BISHOP, C. J. Atomic Safety and Licensing Appeal Panel. 81/07/21. 
2pp. 09137:096. 


H, General correspondence 


8107230242 FOIA request for document proposing terms of compromise 
between NRC & util re QA issues in facility proceeding. 

BTAMIRI8, B . Affiliation Unknown. 81/06/11. Ip. 09134:342. 


8107230240 Responds to FOIA request for document proposing terms of 
compromise between NRC it util re QA issues in facility 
proceeding , Proposed QA stipulation subjto request 
completely withheld (ref FOIA Exemption 7). 

FELTON, J. M. Division of Rules and Records. 81/07/06. 2pp. 
09134:340, 


I. Financial information 


8107310311 Forwards Amend 93. Revision 2 to application for CPs & addl 
financial info. 

COOK, J. W. Consumers Power Co. 81/07/22. 3pp. 09218:356. 


— 8107310313 Amend 93, Revision 2, to application for CPs, requesting 
extension of CP completion dates. Financial info end. 

* Consumers Power Co. 81/07/31. 112pp. 09218:359. 


K. Utility Final Safety Analysis Report (FSAR ) & amends 


8107020376 Forwards Revision 34 to FSAR, submitted as Amend 90 to 
application for CPs it OLs, 

COOKiJ. W. Consumers Power Co. 81/06/29. Ip. 08929:001. 


—8107020300 Revision 34 to FSAR, submitted as Amend 90 to application for 
CPs it OLs. 

* Consumers Power Co. 81/06/29. 1900pp. 


8107200413 Forwards Amend 92 to CP & OL applications & Revision 35 to 
FSAR. 

COOK, J. W. Consumers Power Co. 81/07/14. Ip. 09072:012. 


—8107200423 Revision 35 to FSAR. 

* Consumers Power Co, 81/07/31. 500pp. 09072:015. 


8107280471 Forwards affidavit of svc for Amand 92 to FSAR. 

BUDZ1K, D. M. Consumers Power Co. 81/07/22. 2pp. 09174:360. 
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Q. Inspection reports. IE Bulletins & correspondence 


8107140766 Forwards IE Insp Repts 50-329/81-06 & 50-330/81-06 on 
810318 & 0512. No noncompliance noted. 

NORELIUS, C . E. Division of Engineering & Technical Inspection. 
81/05/22. 2pp. 09032:003. 


— 8107140768 IE Insp Repts 50-329/81-06 & 50-330/81-06 on 810318 & 0512. 
No noncompliance noted. Major areas inspected: preservice 
insp pro cedures. nondestructive exam personnel 
certifications & IE Bulletin 81-01 activities. 

WARD. K. D . > DANIELSON. D. H. Materals it Processes Section. 81/05/22. 
6pp. 09032:005. 


8107060240 Forwards IE Insp Repts 50-329/81-13 it 50-330/81-13 on 
810501-31. No noncompliance noted. 

HEISHMAN. R. F. Division of Resident & Project Inspection. 81/06/16. 
2pp. 08890: 173. 


—8107060247 IE Insp Repts 50-329/81-13 5c 50-330/81-13 on 810501-31. No 
noncompliance noted. Major areas inspected: exam of site 
conditions & participation in const assessment team insp. 

COOK.R. J. . BOYD. D. C. Reactor Projects Section 1A. 81/06/15. 3pp. 
08890: 176. 


8107210364 Forwards "1981 Corbicula Assessment for Midland Plant Site." 
in response to IE Bulletin 81-03. Mytilus not included in 
assessment due to being saltwater species. No Corbicula 
observed at site. 

COOK. J. W. Consumers Power Co. 81/06/30. Ip. 09102:249. 


— 8107210368 "1981 Corbicula Assessment for Midland Plant Site. " 

* Ecological Analysts. Inc. CPC12. 81/05/31. 9pp. 09102:250. 


8107240409 Advises that IE Circular 81-10. "Steam Voiding in RCS During 
Heat Removal Cooldown. " was forwarded to listed utils. 

* Region 3. Chicago. Office of the Director (81/03/01). 81/07/02. 

Ip. 09148:206. 


B107100217 Notifies that IE Circular 81-10. "Steam Voiding in RCS 
During Decay Heat Removal Cooldown." was sent to listed 
licensees on 810702. 

CARROLL. D. E. Word Processing & Document Control Section. 81/07/06. 
2pp. 08994:342. 


8107240306 Advises that IE Info Notice 81-19. "Lost Parts in Primary 
Coolant Sys. " was forwarded to listed utils. 

* Region 3, Chicago, Office of the Director (81/03/01). Bl/07/06. 

Ip. 09148:203. 


8107200402 Notifies that IE Info Notice 81-19, "Lost Parts in Primary 
Coolant Sys, " was sent to listed utils on 810706. 

CARROLL, D. E. Word Processing 5 < Document Control Section. 81/07/07. 
2pp. 09073:323. 


8107150107 Advises that IE Circular 81-09, "Containment Effluent Water 
That Bypasses Radioactivity Monitor," was sent to listed 
licensees on 810710. 

CARROLL, D. E. Word Processing it Document Control Section. 81/07/10. 
2pp. 09026:026. 


8107240465 Forwards IE Insp Repts 50-329/81-12 it 50-330/81-12 on 
810518-22 & notice of violation. 

KEPPLER, J. G. Region 3, Chicago, Office of the Director (81/03/01). 
81/07/10. 2pp. 09138:227. 


•8107240472 Notice of violation from insp on 810518-22. 

KEPPLER, J. G. Region 3, Chicago, Office of the Director (81/03/01). 
ai/07/10. 5pp. 09138:229. 


— 8107240480 IE Insp Repts 50-329/81-12 it 50-330/81-12 on 810518-22. 
Noncomp l iance noted: fai lure to adequately implement trend 
analysis procedure & failure to install large bore pipe 
restraints it anchors per specs. 

WILLIAMS, C. C. , COOK, R. J. , GALLAGHER, E. J. Region 3, Chicago, Office 
of the Director (81/03/01). 81/07/10. 38pp. 09138:234. 


8107170236 Advises that IE Info Notice 81-20, "Test Failures of 
Electrical Penetration Assemblies," was sent to listed utils 
on 810713. 

CARROLL, D. £. Word Processing & Document Control Section. 81/07/13 
2pp. 09051:028. 


8107160270 Ack receipt of 810615 ltr informing NRC of steps taken to 
correct violation noted in IE Insp Repts 50-329/81-09 & 

50-330/81-09. 

NORELIUS, C. E. Division of Resident & Project Inspection. 81/07/14. 
2pp. 09046:300. 


—8107160278 Responds to NRC 810521 ltr re violations noted in IE Insp 
Repts 50-329/81-09 it 50-330/81-09. Refutes item of 
noncompliance based on sequential steps leading to approval 
of Woodward-Clyde prior to drilling operations. 

COOK, J. W. Consumers Power Co. 81/06/15. 6pp. 09046:302. 


8107170245 Advises that IE Info Notice 81-20, "Test Failures of 
Electrical Penetration Assemblies," was forwarded to 
listed licensees. 

* Region 3, Chicago, Office of the Director (81/03/01). 81/07/15. 

Ip. 09051:001. 


8107170251 Advises that IE Circular 81-09, "Containment Effluent Water 
That Bypasses Radioactivity Monitor, " was forwarded to 
listed licensees. 

* Region 3, Chicago, Office of the Director (81/03/01). 81/07/15. 

Ip. 09058:209. 


8103300402 IE Info Notice 81-21, "Potential Loss of Direct Access to 
Ultimate Heat Sink. " 

* Director's Office, Office of Inspection and Enforcement. 
81/07/21. 5pp. 09162:348. 


8107270246 Advises that IE Info Notice 81-21, "Potential Loss of Direct 
Access to Ultimate Heat Sink," was sent to listed licensees 
on 810721. 

CARROLL, D. E. Word Processing & Document Control Section. 81/07/21. 
2pp. 09160:112. 


8107270218 Advises that IE Circular 81-12, "Inadequate Periodic Test 
Procedure of PWR Protection Sys, " was sent to listed 
licensees on 810722. 

CARROLL, D. E, Word Processing & Document Control Section. 81/07/22. 
2pp. 09160: 131. 


8107270253 Advises that IE Circular 81-12, "Inadequate Periodic Teat 
Procedure of PWR Protection Sys, " was sent 'to listed 
1 icensees. 

* Region 3, Chicago, Office of the Director (Bl/03/01). 81/07/24. 

Ip. 09160:107. 


R. Periodic operating reports it related correspondence 


8107020228 Forwards ALAB-106 rept for May 1981. Includes Bechtel 
nonconformance repts, qual ity action requests it rept logs, 

B&W repts of nonconformity it util nonconformance repts, 
audit finding repts & quality action requests. 

COOK, U. W. Consumers Power Co. 81/06/25. 600pp. 08950:132. 


8107000241 Forwards 34th quarterly rept for Vul-Sept 1981 per ALAB-106. 
COOKiU. W. Consumers Power Co. 81/06/30. 83pp. 08966:037. 


S. Reportable occurrences, LERs Sc related correspondence 


8107020306 Part 21 rept re potential problem w/overcurrent relays 
ITE-50H S< ITE-50D series produced from 1976 to Oct 1980. 

Relays may not drop out upon reduction in current. Company 
taking steps to notify relay users. 

DUVALL, D. D. Brown Boveri Corp. (subs. Brown Boveri Sc Co., Ltd. ). 
81/06/16. 3pp. 08935:340. 


8107080160 Interim deficiency rept re cracks in borated water storage 
tank found ation. W/o end documents identifying design Sc 
procedural controls established for monitoring program re 
borated water storage tank valve pit surcharge. 

COOK, J. W. Consumers Power Co. 81/06/26. 3pp. 08962:118. 


8107140085 Interim deficiency rept re incorrect ECCS cabinet wiring. 
BScW field changes are being reviewed S< will be issued to 
Bechtel for implementation upon approval. Next rept by 
811015. 

COOK, J. W. Consumers Power Co. 81/06/30. 2pp. 09022:269. 

8107140097 Final deficiency rept re overstressed condition in letdown 
cooler supports. Three addl holes will be drilled for 
attachment bolts in cooler support brae ket. Support platform 
will be modified to fully contact support bracket. 

COOK, J. W. Consumers Power Co. 81/06/30. 2pp. 09022:267. 


8107200347 Interim deficiency rept re underrated terminal strips on 
Limitorque valve operators. Marathon 100 series terminal 
blocks will be replaced w/Bechtel-approved terminal blocks. 

COOK, J. W. Consumers Power Co. 81/07/08. 6pp. 09070:220. 


8107240282 Interim deficiency rept, initially reported on 810616 re 
operation of reactor cavity cooling sys. Procedures must be 
revised to assure operator verification of structural 
JinUJrV 1 ® within tem P limits. Final rept submitted by 811031. 

COOK, J. W. Consumers Power Co. 81/07/16. Ip. 09141:152. 
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3107240315 Interim deficiency rept re safe shutdown 
capability. FSAR amend will be issued in Oct 1981 
details of emergency boration sys. Interim or fina 
be submitted by 811231. 

C00K<J. W. Consumers Power Co. 81/07/17. 2pp. 


boration 
covering 
1 rept will 

09141: 123. 


— 8107240491 Testimony on B Stamiris Contention 4. B. Emergency cooling 
water reservoir location p lan* stab ili ty analysis & prof 
qualifications end. 

KANE, J. Hydrologic & Geotechnical Engineering Branch. 81/07/23. 
9pp. 09142: 154. 


0107280515 Interim deficiency rept re broken reactor pressure vessel 
anchor studs. Caused by excessive hardness of studs*due to 
improper heat treatment. Design mods have been proposed. 

CQOK-J.W. Consumers Power Co. CURTIS, L. H. , BAILLY, K. Bechtel 
Associates Professional Corp. 81/07/17. 5pp. 09175:289. 


— 8107240500 Testimony re stability of dikes adjacent to emergency 
cooling water reservoir* per Stamiris Contention 4. B. Prof 
qualifications & Certificate of Svc end. 

SINGH, H. N. Army, Dept, of , Corps of Engineers. 81/07/23. 10pp, 

09142; 163. 


T. Hearing transcripts on non-antitrust matters 


0107010181 Forwards suppl to DS Hood 810608 testimony re ASLB question 
concerning continued const of permanent backup interceptor 

BROWN, E. M. Office of the Executive Legal Director. 81/06/25. Ip. 
08903: 112. 

8107010185 Supplemental testimony of DS Hood re recent installation of 

20 permanent backup interceptor wel Is. Certificate of Svc 
end. 

HOODiD. S. Division of Licensing. 81/06/25. 5pp. 08903: 113. 


8107160049 Transcript of 810707 OL hearing in Mid land, MI . Pp 976-1, 165. 
DS Hood & GS Keeley testimony end. 

# Atomic Safety and Licensing Board Panel. 81/07/07. 168pp. 

09045: 042. 


8107160053 Transcript of 810708 OL hearing in Midland, MI. 

Pp 1, 166-1 , 300. 

* Atomic Safety and Licensing Board Panel. 81/07/08. 134pp. 

09043: 236. 


8107160055 Supportive documentation for transcript of 810709 OL 
hearing in Midland, MI. (Volume II). 

* Atomic Safety and Licensing Board Panel. 81/07/09. 227pp. 

09043: 009. 


8107160058 Transcript of 810709 OL hearing in Midland, MI. 

Pp 1, 301-1, 501. (Volume I). 

Atomic Safety and Licensing Board Panel. 81/07/09. 200pp. 

09042: 127. 


8107170118 Transcript of 810710 evidentiary hearing in Midland, MI. 
Pp 1, 502-1, 735. Supporting documentation & testimonies end. 

* Atomic Safety and Licensing Board Panel. 81/07/10. 300pp. 

09054: 105. 


0107170114 Transcript of 810711 evidentiary hearing in Midland, MI. 
Pp 1,736-1,854. 

* Atomic Safety and Licensing Board Panel. 81/07/11. 190pp. 

09052:200. 


8107200050 Transcript of 810713 OL hearing in Mid land, MI. 

Pp 1, 855-2, 062. UG Keppler testimony & supportive 
documentation end. 

* Atomic Safety and Licensing Board Panel. 81/07/13. 207pp. 

09069: 175. 


8107210050 Transcript of 810714 OL hearing in Midland, MI. 

Pp a 063-2, 255. 

* Atomic Safety and Licensing Board Panel. 81/07/14. 193pp, 

09095:325. 


8107220048 Transcript of 810715 OL hearing in Midland, MI, 

Pp 2,256-2,481. 

* Atomic Safety and Licensing Board Panel. 81/07/15. 225pp. 

09113:111. 


8107280048 Transcript of 810716 OL hearing in Midland, MI. 

Pp a 482-2,637. 

* Atomic Safety and Licensing Board Panel. 81/07/16. 255pp. 

09171: 114. 


8107280052 Transcript of 810717 OL hearing in Midland, MI. 

Pp a 638-2, 782. 

* Atomic Safety and Licensing Board Panel. 81/07/17. 144pp. 

09170: 328. 


8107240486 Forwards J Kane testimony re B Stamiris Contention 4. B S< 
HN Singh testimony re stability of dikes adjacent to 
emergency cooling water reservoir, to be presented during 
continuation of B10B04-14 OL hearing. 

PATQN, W. D. Hearing Branch 4. 81/07/23. Ip. 09142:153. 


B107300094 Affidavit that end A Hendron testimony re effect of baffle 
d ike, perimeter dike & emergency cooling water slopes on 
Class I pipes is true & correct. 

HENDRON, A. J. Illinois, Univ. of, Urbana-Champaign. 81/07/23. Ip. 
09192: 104. 


— 8107300099 Testimony of A Hendron re evaluation of baffle dike, 
perimeter dike & emergency cooling water slopes effect on 
Class I pipes. Five oversize drawings end. Aperture cards 
will be available in PDR. 

HENDRON, A. Illinois, Univ. of, Urbana-Champaign. 81/07/23. 97pp. 

09192: 105. 
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F. Security, medical, emergency & fire protection plans 


8107170250 Requests info on logistic support available at licensed 
activity sites prior to implementation of nationwide 
emergency notification sys, Coordination of actions to 
upgrade sys w/tel ec ommunication planning personnel proposed. 
KEPPLER, J. G. Region 3, Chicago, Office of the Director (81/03/01). 
81/06/19. 7pp. 09058:213. 


8107020482 Releases public version of corporate emergency response 
plan. 

FELTON, J. M. Division of Rules and Records. 81/06/23. Ip, 

07806: 001. 


— 8107020486 Forwards public version of util corporate emergency response 
p lan. 

REEVES, D.L. EDS Nuclear, Inc. 81/03/02. Ip. 07806:001. 


— 8107020488 Public version of corporate emergency response plan. 

* Iowa Electric Light & Power Co. Bl/02/25. 100pp. 07806:001. 


8107020282 Responds to Generic Ltr 81-10 & NUREG-0737. Item III. A. 1.2 re 
conceptual design for emergency response facilities. Design 
will be su bmitted, pending completion of cost fe schedule 
studies. 

ROOT, L.D. Iowa Electric Light «< Power Co. Bl/06/26. 2pp. 

08935: 336. 


8107210200 Requests confirmation by 810724 that means have been 
established for alerting & instructing public within plume 
exposure emergency planning zone in event of emergency, per 
10CFR50, App E requirement. 

KEPPLER, J. G. Region 3, Chicago, Office of the Director (81/03/01). 
81/07/01. 2pp. 09102:071. 


B 107290002 Generic Ltr 81-27: requests that all emergency plans & 
implementing procedures be submitted w/pages marked to 
reflect privacy & proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT, D. G. Division of Licensing. 81/07/09. 5pp. 09189:059. 


8107200362 Advises that licensees must submit three copies of emergency 
p Ians, proc edures & revisions to NRC regional ofc. All copies 
should be sent to Region 3 incident response ctr. 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director (81/03/01). 
81/07/10. 2pp. 09070:215. 


8107290162 Requests info re station blackout, addressing Unresolved 
Safety Issue A-44. Questionnaire & LER documentation encl. 
IPPCLITO, T. A. Operating Reactors Branch 2. 81/07/20, 23pp. 

09206:037. 


— 8107290163 Forwards completed diesel questionnaire, in response to NRC 
771215 request. 

LIU, L. Iowa Electric Light & Power Co. 78/01/20. 3pp. 

09206: 060. 


B1073102U Forwards emergency planning info for placement in LPDR, W/o 
8107020486. 

SOUDER, J. L. Division of Rules and Records. 81/07/21. Ip. 
09222:314. 
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P. Operating license stage documents & correspondence 


8107310298 Forwards safety evaluation re licensee responses to 780829 St 
800110 Generic Ltr 81-24. Multi-Plant Issue B-56.re control 
rod failure to fully insert. Maint problem can be corrected 
by control rod drive overhaul during outage. 

EXSENHUT, D. G. Division of Licensing. 81/06/15. Ip. 09222:357, 


8107100240 Forwards MI-LR-81-02. "Mark I Plant Containment Mod Status 
Summary, " Info provided for all Mark I plants except Hope 
Creek & Oyster Creek. Hope Creek not yet operating. Oyster 
Creek will be providing info separately. 

STARK. S. J. General Electric Co. 81/06/29. Ip. 08995:166. 


— 8107100285 "Mark I Plant Containment Mod Status Summary. '* 

* General Electric Operating Plant Owners Group. MI-LR-Si-02. 
81/06/29. 116pp. 08995:167. 


8107130375 Forwards response to NRC 810226 ltr re implementation of 
NUREQ-0313. Revision 1. "Technical Rept on Matl Selection 
St Processing Guidelines for BWR Coolant Pressure Boundary 
Piping. " 

ROQTiL. D. Iowa Electric Light St Power Co. 81/06/30. 6pp. 
08997:010. 


8107070317 Responds to 801031 request for TMI Task Action Plan 
submittals & implementation actions. Responses to Action Plan 
Items II. B. 1. II. D. 1, II. E. 4. 2(7)* II. K. 3. 13# II. K. 3. 15, 

IX. K. 3. 29 St II. K. 3. 27 end. 

ROOT.L.D. Iowa Electric Light St Power Co. 81/07/01. 3pp. 
08940: 028. 


8107130223 Submits 810727-0908 date range for proposed meeting to 
discuss concerns re single loop operation for BWRs above 
SOU rated power* in response to 801017 application. Proposed 
agenda end. 

IPPQLITO* T. A. Operating Reactors Branch 2. 81/07/02. 4pp. 

09024: 033. 


8107090550 Advises that 810511 application for Tech Spec changes 
should have been categorized as Class II. not Class III fee. 
Refund of difference between two fee categories will be 
processed. 

MILLER* W. 0. License Fee Management Branch. 81/07/06. Ip. 
08996: 032. 


8107310055 Generic Ltr 81-23A to all licensees U CP holders* advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Qfc of Nuclear Reactor 
Regulation, per Generic Ltr 81-23. are unnecessary. 

EISBNHUT. D. G. Division of Licensing. 81/07/06. 6pp. 09222:215. 


8107140667 Application to amend Tech Specs to License DPR-49* deleting 
irrelevant matl* clarify ing reporting times (k bringing rept 
submittal dates into compliance w/federal regulations. 

ROGTiL. D. Iowa Electric Light St Power Co. 81/07/07. Ip. 

09018:218. 


— 8107140674 Revised Tech Spec pages to License DPR-49* c lari fy ing 
reporting times & bringing submittal dates for filing repts 
in compliance w/federal regulations. 

« Iowa Electric Light & Power Co. 81/07/07. 50pp. 09018:219, 


8107240586 Forwards order confirming util commitments to implement 
NUREG-0737 requirements, per util 801215 St 31 St 810223 ltrs. 
Implementation of items should proceed per proposed util 
schedule. W/o end. 

XPPOLITQ. T. A. Operating Reactors Branch 2. 81/07/10. Ip. 

09147:341. 


8107290162 Requests info re station blackout. addressing Unresolved 
Safety Issue A-44. Questionnaire St LER documentation end. 
IPPOLITO. T. A. Operating Reactors Branch 2. Bi/07/20. 23pp. 

09206: 037. 


— 8107290163 Forwards completed diesel questionnaire. in response to NRC 
771215 request. 

LIUiL. Iowa Electric Light St Power Co. 78/01/20. 3pp. 

09206: 060. 


G. Inspection reports* IE Bulletins St correspondence 


8107060279 Forwards IE Insp Rapt 50-331/81-07 on 810401-30. No 
noncompliance noted. 

HEX8HMAN. R. F. Division of Resident St Project Inspection. 81/05/29. 
2pp. 08892:040. 


--8 107060284 IE Insp Rept 50-331/81-07 on 810401-30. No noncompliance 
noted. Major areas inspected: p lant operations St maint. 
procedures documentation St work performed. 

CHRISTIANSON* W. * CLARDY* L; S. . LITTLE* W. S. Reactor Projects Section 
2C. 81/05/27. 5pp. 08892:042. 


8107060243 Forwards IE Insp Rept 50-331/B1-11 on 810518-22 St notice of 
violation. 

NORELIUS* C. E. Division of Engineering St Technical Inspection. 
81/06/17. 2pp. 08891:001. 


— 8107060244 Notice of violation from insp on 810518-22. 

NORELIUS* C. E. Division of Engineering & Technical Inspection. 
81/06/17, 2pp. 08891:003. 


— 8107060246 IE Insp Rept 50-331/B1-11 on 810518-22. Noncomp liance noted: 
violation of Tech Spec 3. 5. J re river water supply sys & 
failure to comply W/10CFR50. 55(g) for inservice testing of 
pumps St valves. 

CONNAUGHTON. K. . BAKER. K. R. Management Programs Section. 81/06/11. 
6pp. 08891:005. 


8107100161 Forwards IE Insp Rept 50-331/81-09 on 810501-31. No 
noncompliance noted. 

HEISHMAN. R . F. Division of Resident St Project Inspection. 81/06/25. 
2pp. 08992:201. 


— 8107100166 IE Insp Rept 50-331/81-09 on 810501-31. No noncompliance 
noted. Ma jor areas inspected: plant operations & maint, 
procedures, documentation & work performed. 

CHRISTIANSON, W. * CLARDY* L. S. * LITTLE* W. S. Reactor Projects Section 
2C. 81/06/18. 4pp. 08992:203. 


8107150322 Forwards IE Insp Rept 50-331/81-13 on 810601-05 & notice of 
violation. 

NORELIUS* C. E. Division of Engineering St Technical Inspection. 
81/07/02. 2pp. 09028:231. 


— 8107150324 Notice of violation from insp on 810601-05. 

NORELIUS, C. E. Division of Engineering St Technical Inspection. 
81/07/01. 2pp. 09028:233. 


—8107150327 IE Insp Rept 50-331/81-13 on 810601-05. Noncompliance noted: 
failure to evaluate effects of measuring* test equipment 
found to be out of tolerance St lack of status markings on 
installed instrumentation. 

GILDNER* M. L. * BAKER* K. R. Management Programs Section. 81/06/18. 
7pp. 09028:235. 


8107240306 Advises that IE Info Notice 81-19* "Lost Parts in Primary 
Coolant Sys," was forwarded to listed utils. 

* Region 3, Chicago* Office of the Director (Bl/03/01). 81/07/06. 

Ip. 09148:203. 


8107200402 Notifies that IE Info Notice 81-19, "Lost Parts in Primary 
Coolant Sys," was sent to listed utils on 810706. 

CARROLL, D. E. Word Processing St Document Control Section. 81/07/07. 
2pp. 09073:323. 


B1071 50107 Advises that IE Circular 81-09* "Containment Effluent Water 
That Bypasses Radioactivity Monitor." was sent to listed 
licensees on 810710. 

CARROLL* D, E. Word Processing & Document Control Section. 81/07/10. 
2pp. 09026:026. 


8107170236 Advise* that IE Info Notice 81-20* "Test Failures of 
Electrical Penetration Assemblies, " was sent to listed utils 
on 810713. 

CARROLL, D. E. Word Processing St Document Control Section. 81/07/13. 
2pp. 09051:028. 


8107170245 Advises that IE Info Notice Bl-20, "Test Failure* of 
Electrical Penetration Assemblies* 11 was forwarded to 
listed licensees. 

* Region 3* Chicago. Office of the Director <81/03/01). 81/07/15. 

Ip. 09051:001. 


$107170251 Advises that IE Circular 81-09, "Containment Effluent Water 
That Bypasses Radioactivity Monitor." was forwarded to 
listed licensees. 

# Region 3* Chicago, Office of the Director <81/03/01). 81/07/15. 

Ip. 09058:209. 


8103300402 IE Info Notice 81-21, "Potential Loss of Direct Access to 
Ultimate Heat Sink. " 

» Director's Office. Office of Inspection and Enforcement. 
81/07/21. 5pp. 09162:348. 
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8107270246 Advises that IE Info Notice Si-21 . "Potential Loss of Direct 
Access to Ultimate Heat Sink." was sent to listed licensees 

CARROLUD. E. Word Processing & Document Control Section. 81/07/21. 
2pp. 09160:112. 

8107270218 Advises that IE Circular 81-12. " Inadequate Periodic Test 

Procedure of PWR Protection Sys, " was sent to listed 
licensees on 810722. ^ --«««*- 

CARROLL, D. E. Word Processing it Document Control Section. 81/07/22. 
2pp. 09160: 131. 

8107270253 Advises that IE Circular 81-12, "Inadequate Periodic Test 
Procedure of PWR Protection Sys, " was sent to listed 

^Region* 3« Chicago. Office of the Director (81/03/01). 81/07/24. 

Ip. 09160: 107. 


— 8107240156 LER B1-024/03L-0: on 810616, dry wel 1 equipment drain line 
valve CV-3729 did not give fully closed indication during 
testing. Caused by seat leakage in solenoid valve SV-3729. 

Solenoid valve replaced. 

SCHMICH, A. W. Iowa Electric Light & Power Co. 81/07/15. Ip. 
09137: 025. 


8107240181 Forwards LER S1-025/03L-0. 

MINECK, D. L. Iowa Electric Light & Power Co. 81/07/15. Ip. 
09139: 187. 


— S1072401B6 LER 81-025/03L-0: on 810616. RHR B svc water pump did not 
develop required discharge pressure at rated flow. Caused 
by normal wear creating excessive clearances between 
impeller Sc casing rings. Impellers adjusted. 

SCHMICH, A. W. Iowa Electric Light Sc Power Co. 81/07/15. ip. 
09139: 188. 


8107280196 Notifies that IE Circular 81-11, "Inadequate Decay Heat 
Removal During Reactor Shutdown," was sent to licensees on 
810724. 

CARROLL, D. E. Word Processing St Document Control Section. 81/07/24. 
2pp. 09169:010. 

8107280626 Advises that IE Circular 81-11. "Inadequate Decay Heat 
Removal During Reactor Shutdown. " has been forwarded to 

listed licensees. • 

* Region 3. Chicago. Office of the Director (81/03/01). 81/07/24. 

lp. 09181:001. 

R, Periodic operating reports 8c related correspondence 


8107220088 Forwards monthly operating rept for June 1981. 

MINECK, D. L. Iowa Elactric Light * Power Co. 81/07/14. lp. 
09113:339. 


—•8107220091 Monthly operating rept for June 1981. 

VAN SICKEL, J. Iowa Electric Light & Power Co. 81/07/14. 7pp. 
091 13: 340. 


S. Reportable occurrences, LERs Sc related correspondence 


B107140701 RO: during 1981 refueling & maint outage turbine was found to 
have cracked reversing chamber Sc broken reversing chamber 
retaining cap screw. Cause undetermined. Reversing chamber & 
bolt replaced. 

MINECK, D. L. Iowa Electric Light * Power Co. 81/06/30. 2pp. 

09017: 220. 


8107140498 Forwards LER 81-021 /03L-0. 

MINECK, D. L. Iowa Electric Light Power Co. 81/07/01. lp. 
09022: 308. 


— 8107140506 LER 81-021/03L-0: on 810602, suppression chamber to drywell 
vacuum breaker valve CV 4327H did not close after torus 
inerting . Caused by pneumatic cylinder piston sticking in 
midposition. Pistons lubed. 

SCHMIDT, A. W. Iowa Electric Light 8< Power Co. 81/07/01. lp. 

09022: 309. 


8107140548 Forwards LER 81-022/03L-0. 

MINECK, D. L. Iowa Electric Light & Power Co. 81/07/0 7. lp. 

09015: 105. 


— 8107140557 LER 81-022/03L-0; on 810607* during testing , reactor core 
isolation cooling turbine repeatedly tripped on overspeed on 
fast starts. Caused by upward drift of flow controller 
FIC-2509 high limit setpoint. Setpoint recalibr. 

SCHMIDT, A. W. Iowa Electric Light S» Power Co. 81/07/07. lp. 
09015: 106. 


8107200166 Forwards LER 81-023/03L-0. 

MINECK, D. L. Iowa Electric Light fc Power Co. 81/07/09. lp. 
09069: 100. 


—8107200169 LER B1-023/03L-0: on 810611, during surveillance testing, 
reactor core isolation cooling steam line high flow pressure 
differential switch PDI8 2442, tripped at 100 inches of 
water. Caused by Instrument drift. Switch recalibr. 

SCHMICH, A. W. Iowa Electric Light 8< Power Co. 81/07/09. lp. 
09069: 101. 


8107240150 Forwards LER 81-024/03L-0. 

MINECK, D.L. Iowa Electric Light Sc Power Co. 81/07/15. Ip. 
09137: 024. 


8107240482 Forwards LER 81-026/03L-0. 

MINECK, D, L. Iowa Electric Light & Power Co. 81/07/15. lp. 
09142:096. 


— 8107240501 LER 81-026/03L-0: on 810615, containment atmosphere monitoring 
sys B was found operating w/o sample point selected . Caused 
by personnel error. Parti culate radiation element replaced. 

SCHMICH, A. W. Iowa Electric Light fc Power Co. 81/07/15. lp. 
09142:095, 


8107200460 Forwards LER 81-027/03L-0. 

MINECK, D.L. Iowa Electric Light Sc Power Co. 81/07/20. lp. 
09175:001. 


— 8107280461 LER 81-O27/O3L-0: on 810620, radiation monitor RM-4101A failed 
upscale. Caused by component failure. Equipment drawer 
rep laced. 

SCHMICH, A. W. Iowa Electric Light 8c Power Co. 81/07/20. lp. 

09175: 002. 
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F. Security, medical, emergency & fire protection plans 


8107090132 Forwards FEMA 810423 Itr to NRC Se FEMA 810406 ltr to State 
of NY listing numerous deficiencies in State of NY Sc local 
emergency response plans for area around reactor site. 

Deficiencies must be corrected within 30 days. 

ORIER, B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/04/24. 30pp. 08985:269. 


— 8107090137 Forwards FEMA Region 2 Regional Assistance Committee review 
of draft State of NY radiological emergency preparedness 
plan including Westchester County plan. Def ic ienc ies in plan 
fall into three broad categories. W/o review. 

DICKEY, J. E. Federal Emergency Management Agency. 81/04/23. lp. 
08985: 299. 


8107100327 Releases public version of emergency plan for facility. 
FELTON, J. M. Division of Rules and Records. 81/06/12. lp. 
07806: 001. 


—8107100329 Forwards public version of emergency plan for facility. 
Includes State of NY radiological emergency preparedness 
plan it Oswego County, NY radiological emergency response 
plan, Vo Is 1 8c 2. 

BAYNE, J. P. Power Authority of the State of New York. 80/12/30. 
lp. 07806:001. 


•8107100331 Public version of emergency plan for faci lity. Includes State 
of NY radiological emergency preparedness plan 8c Osuiego 
County, NY radiological emergency response plan,Vols 1 8c 2. 

Two oversized maps end. 

* Power Authority of the State of New York. 80/12/30. 1500pp. 

07806:001. 


8107130341 Requests confirmation that sys re prompt notification Sc 
instructions to public in emergency has been implemented. 

Info re compensating actions or procurement Sc installation 
problems requested. Response requested by 810724. 

ORIER, B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/01. 4pp. 08997:091. 


8107150150 Provides info re station blackout events, per NRC 810225 
Generic Ltr 81-04. Present procedures adequately address 
actions necessary to mitigate station blackout event. Symptom 
oriented procedures to be revised, per NURE0-O737, Item I. C. 1. 
BAYNE, J, P. Power Authority of the State of New York. 81/07/08. 
2pp. 09026:031. 
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8107170130 Ack receipt of 810526 ltr informing NRC of steps taken to 
correct violations noted in FEMA review of NY state & 
county emergency plans. 

GRIER* B. H. Region 1. Philadelphia* Office of the Director 
(Sl/03/01). 81/07/09. Ip. 09057:300. 


—8107170132 Responds to NRC 810424 ltr re violations noted 810406 FEMA 
review of state & county emergency p Ians. Corrective actions: 

NY State Nuclear Emergency Planning Group will delineate 
specific support roles for state agencies. 

BAYNE* J. P. Power Authority of the State of New York. 81/05/26. 
30pp. 0 9057:301. 


8107200474 Forwards questionnaire re Unresolved Safety Issue A-44 
concerning station b lackout. Requests response Sc review of 
end LER documentation within 90 days to allow NRC to meet 
schedule requirements for resolution of issue. 

IPPOLITO* T. A. Operating Reactors Branch 2. 81/07/09. 19pp. 

09094: 052. 


—8107200479 Forwards completed Reliability Study Questionnaire Items 
<5.6*7 & X. 1 re exciter regulator temp & accumulated time 
load data. WV Childs is responsible for completion of 
questionnaire. 

LEONARD* J. D. Power Authority of the State of New York. 78/03/02. 
4pp. 09094:071. 


8107290002 Generic Ltr 81-27: requests that all emergency plans & 
implementing procedures be submitted w/pages marked to 
reflect privacy & proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT* D. G. Division of Licensing. 81/07/09. 5pp. 09189:059. 


8107160625 Requests reconsideration of dual role of senior reactor 
operator as fire brigade leader. Compliance with App R to 
10CFR50 should be achieved by 820701. 

IPPOLITO, T. A. Operating Reactors Branch 2. 81/07/13. 3pp. 

09061:081. 


8107280421 Forwards emergency planning info for placement in LPDR. W/o 
8107100329. 

SOUDER* J. L. Division of Rules and Records. 81/07/16. Ip. 

09180: 153. 


G. Adjudicatory correspondence 


8107090291 Answer that petitioners do not object to NRC 810629 motion 
for leave to defer response to 810622 petition until 810731. 
Certificate of Svc end. 

REYNOLDS, N. S. Commonwealth Edison Co. 81/07/07. 3pp. 08984:117. 


8107150286 Requests that NRC notify N Reynolds that 810622 petition 
for extension of deadline for compliance w/CLI-80-21 has 
been retitled. Svc should be made of all subsequent papers on 
parties to proceeding* including UCS. 

WEISS, E.R. Harmon 8. Weiss. 81/07/10. 3pp. 09025:156. 


P. Operating license stage documents & correspondence 


8107310298 Forwards safety evaluation re licensee responses to 780829 & 
800110 Generic Ltr 81-24* Multi-Plant Issue B-56* rt control 
rod failure to fully insert. Maint problem can be corrected 
by control Tod drive overhaul during outage. 

EISENHirr* D. G. Division of Licensing. 81/06/15. Ip. 09222:357. 


8107060100 Advises that util representatives will attend 810707-10 
generic meeting in Bethesda*liD re environ qualification of 
saf ety-Telated electrical equipment. Uti 1 reserves right to 
request plant-specific meetings. 

BAYNE* J. P. Power Authority of the State of New York. 81/06/29. Ip. 
08089: 025. 


8107100240 Forwards MI-LR-81-02* "Mark I Plant Containment Mod Status 
Summary. " Info provided for all Mark I plants except Hope 
Creek & Oyster Creek. Hope Creek not yet operating. Oyster 
Creek will be providing info separately. 

STARK* S.J. General Electric Co. 81/06/29. Ip. 08995:166. 


—8107100285 "Mark I Plant Containment Mod Status Summary. " 

* General Electric Operating Plant Owners Group. MI-LR-81-02. 
81/06/29. 116pp. 08995: 167. 


8107140209 Forwards Amend 56 to License DPR-59, saf ety evaluation 8c 
notice of issuance 8c availability. Amend revises Tech Specs 
to establish one set of requirements for three sys used to 
identify primary coolant sys leakage. 

1PPCLIT0* T. A. Operating Reactors Branch 2. 81/07/02. 3pp. 

09031:046. 


— 8107140216 Amend 56 to License DPR-59, revising Tech Specs to establish 
one set of requirements for three sys used to identify 
primary coolant sys leakage. 

IPPOLITO, T. A. Operating Reactors Branch 2. 81/07/02. 6pp. 

09031: 048. 


— 8107140220 Safety evaluation supporting Amend 56 to License DPR-59. 

* Office of Nuclear Reactor Regulation* Director. 81/07/02. 3pp. 
09031:054. 


— 8107140224 Notice of issuance 8t availability of Amend 56 to License 
DPR-59. 

IPPOLITO* T. A. Operating Reactors Branch 2. 81/07/02. 3pp. 

09031: 057. 


8107310055 Generic Ltr 81-23A to all licensees 8c CP holders* advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation* per Generic Ltr 81-23, are unnecessary. 

EISENHUT, D. G. Division of Licensing. 81/07/06. 6pp. 09222:215. 


8107130368 Forwards response to NUREG-0737* Items II. B. i*II.D. 1* 

II. E. 4. 1, II. E. 4. 2. 7, II. F. 1. 3, II. K. 3. 13* II. K. 3. 15* II. K. 3. 25 8c 

III. A. 2. One oversize drawing enc 1. Aperture card will be 
available in PDR. 

BAYNE* J. P. Power Authority of the State of New York. 81/07/07. 
10pp. 09000: 144. 


8107140245 Forwards Amend 57 to License DPR-59, safety evaluation & 
notice of issuance 8c aval lab i 1 ity. Amend revises Tech Specs 
to incorporate certain TMI-2 Lessons Learned Category A 
r equiremen ts. 

IPPOLITO* T. A. Operating Reactors Branch 2. 81/07/07. 2pp. 

09030: 172. 


— 8107140252 Amend 57 to License DPR-59* revising Tech Specs to 
incorporate certain TMI-2 Lessons Learned Category A 
requirements. 

IPPOLITO, T. A. Operating Reactors Branch 2. ‘81/07/07. 12pp. 

09030: 174. 


— 8107140248 Safety evaluation supporting Amend 57 to License DPR-59. 

* Office of Nuclear Reactor Regulation, Director. 81/07/07. 4pp. 
09030: 186. 


— 8107140259 Notice of issuance 8c availability of Amend 57 to License 
DPR-59. 

IPPOLITO* T. A. Operating Reactors Branch 2. 81/07/07. 2pp. 

09030: 190, 


8107290119 Discusses util 810220 ltr re implementation of NUREO-0619 
guidance for Unresolved Safety Issue A-10* BWR nozzle 
crack ing. Commitment to NUREG-0619 requirements re mods to 
control rod drive should be provided. 

IPPOLITO* T. A. Operating Reactors Branch 2. 81/07/13. 2pp. 

09189:361. 


8107220141 Advises that review of lifts of heavy loads over safe 
shutdown equipment will be conducted on case-by-case basis. 

Util will either perform load drop analysis 8c prepare safety 
evaluation or implement interim actions. 

BAYNE, J. P. Power Authority of the State of New York. 81/07/17. 
2pp. 09118:049. 


Q. Inspection reports* IE Bulletins 8c correspondence 


8107270217 Advises that IE Info Notice 81-05, "Degraded DC Sys at 
Palisades, " was sent to listed licensees. 

* Region 1, Philadelphia, Office of the Director (81/03/01), 
81/03/13. 4pp. 09167:273. 


8107150053 Forwards IE Insp Rept 50-333/81-02 on 810101-31 8c notice of 
violation. 

BRUNNER* E. J. Projects Branch 1. 81/03/18. 2pp. 09049:001. 


—8107150057 Notice of violation from insp on 810101-31. 

BRUNNER, E. U. Projects Branch 1. 81/03/18. 2pp. 09049:003. 

—8107150059 IE Insp Rept 50-333/81-02 on 810101 - 31 . Noncompliance noted: 
auxiliary operator unaware of existing procedures for 
topping off partially filled storage tank sent to perform 
tvc. 

LINVILLE, J. C. * KISTER, H. B. Division of Resident 8c Project 
Inspection. 81/03/10. 11pp. 09049:005. 


8107270270 Advises that IE Info Notice 81-08, "Repetitive Failures of 
Limitorque Operator SMB-4 Motor-to-Shaf t Key," was sent to 
listed licensees. 

* Region 1, Ph iladelphia, Office of the Director (81/03/01). 
81/03/20. 4pp. 09178: 165. 
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8107190436 Forwards IE Insp Rept 90-333/81-04 on 810126-30 St notice of 
violation. 

MARTIN, T. T, Division of Engineering St Technical Inspection. 

81/03/29. 2pp. 09049:274. 


— 8107190438 Notice of violation from insp on 810126-30. 

MARTIN* T. T. Division of Engineering S< Technical Inspection. 
81/03/29. 2pp. 09049:276. 


—8107190443 IE Insp Rept 90-333/81-04 on 810126-30. Noncompliance noted: 
discrepancies between FM & OP drawings* inadequate corrective 
action St failure of drawings to reflect as-bui 1 t/appropr late 
conditions. 

NAPUDA* 0.. CAPHTON* D. L. Management Programs Section. 81/03/19, 

7pp. 09049: 278. 


8107270243 Advises that IE Info Notice 81-10« "Inadvertent Containment 
Bpray Due to Personnel Error*" was sent to listed licensees. 

* Region 1. Philadelphia Office of the Director (81/03/01). 
81/03/29. 4pp. 09167:296. 


8107270192 Advises that IE Info Notice 81-09* "Degradation of Residual 
Heat Removal (RHR) Sys* " was sent to listed licensees, 
a Region 1* Phi ladelphia* Office of the Director (81/03/01). 
81/03/26. 4pp. 09167:267. 


8107230297 Advises that IE Bulletin 81-02* "Failure of Gate Type 
Valves to Close Against Differential Pressure* " was 
sent to listed licensees. 

a Region 1* Phi ladelphia, Office of the Director (81/03/01). 
81/04/09. 4pp. 09146:349. 


8107270296 Advises that IE Circular 81-06. "Potential Deficiency 
Affecting Certain Foxboro 10 to 90 Mil Hampers 
Transmitters* " was sent to listed licensees. 

a Region 1* Philadelphia, Office of the Director (81/03/01). 
81/04/14. 4pp. 09167:280. 


8107130207 Advises that completion of mods to masonry walls is not 
possible by 810630* per IE Bulletin 80-11. Mod of walls in 
vicinity of emergency diesel generators & electrical bays 
could not be performed simultaneously. 

PASTERNAK, R. J. Power Authority of the State of New York. Bi/06/29. 
2pp. 08999:283. 


8107170164 Forwards IE Insp Rept 90-333/81-09 on 810209-13 * 24-27 S< 
notice of violation. 

SNYDER* 0. L. Division of Emergency Preparedness & Operational 
Suppport. 81/06/30. 2pp. 09093:277. 


— 8107170168 Notice of violation from insp on 810209-13 fc 24-27. 
SNYDER, 0. L. Division of Emergency Preparedness & Operational 
Suppport. 81/06/30. 2pp. 09053:279. 


— 8107170172 IE Insp Rept 90-333/81-09 on 810209-13 * 24-27. Noncomp 1 ience 
noted: failure to conform facility operations to provisions 
in ETS. 

JACKSON* T. J. * BORES* R. J. Division of Emergency Preparedness & 
Operational Suppport. 81/06/29. 12pp. 09093:281. 


8107130209 Ack receipt of 810409 * 0616 ltrs informing NRC of steps 
taken to correct violations noted in IE Insp Rept 
90-333/81-02. 

BRUNNER* E. J. Projects Branch 1. 81/07/01. Ip. 00999:293. 


— 8107130213 Suppls 910409 response to NRC 810318 Itr re violation S< 
noted in IE Insp Rept 90-333/81-02. Corrective actions: memo 
issued to licensed personnel reiterating importance of 
applicable plant procedures. 

PASTERNAK* R. J. Power Authority of the State of New York. 
81/06/16. 3pp. 08999:294. 


— 8107130219 Responds to NRC 810318 Itr rt violation noted in IE Insp 
Rept 90-333/81-02. Corrective actions: importance of assigning 
personnel to tasks only when aware of procedures stressed to 
supervisors. 

PASTERNAK, R. J, Power Authority of the State of New York. 

81/04/09. 4pp. 08999:297. 


B107210226 Forwards IE Insp Rept 90-333/81-12 on 810901-31 S< notice of 
violation. 

BRUhNER* E. J. Projects Branch 1. 81/07/06. 2pp. 09102:093. 


—8107210228 Notice of violation from insp on B10901-31. 

BRUNNER, E. J. Projects Branch 1. 81/07/06. Ip. 09102:099. 


8107210231 IE Insp Rept 50-333/81-12 on 810901-31. Noncompl iance noted: 
failure to barricade high radiation area & to perform 
surveillance test within required frequency. 

LINVILLE* J. C. , DOERFLEIN, L. T. , KISTER, H. B. Reactor Projects 
Section 1C. 81/06/29. 10pp. 09102:096. 


8107160315 Forwards IE Info Notice 81-19, "Lost Parts in Primary 
Coolant Sys. " No written response required. 

(DRIER* B. H. Region 1* Philadelphia, Office of the Director 
(81/03/01). 81/07/16. 9pp. 09041:092. 


8107290170 Forwards IE Info Notice 81-21. "Potential Loss of Direct 
Access to Ultimate Heat Sink, " No written response required. 

(DRIER* B, H. Region 1* Philadelphia* Office of the Director 
(81/03/01). 81/07/21. 5pp. 09186:279. 


8107290201 Forwards IE Circular 81-12, "Inadequate Periodic-Test 
Procedure of PWR Protection Sys. " No written response 
required. 

GRIER* B. H. Region 1* Philadelphia* Office of the Director 
(81/03/01). 81/07/22. 5pp. 09188:131. 


8107230298 Forwards IE Circular 81-09, "Containment Effluent Water That 
Bypasses Radioactivity Monitor. " No written response 
required. 

GRIER* B. H. Region 1* Philadelphia* Office of the Director 
(81/03/01). 81/07/23. 5pp. 09133:080. 


8107230293 Forwards IE Info Notice 81-20, "Test Failures of Electrical 
Penetration Assemblies.” No written response required. 

GRIER* B. H. Region 1* Philadelphia* Office of the Director 
(81/03/01). 81/07/23. 5pp. 09133:142. 


8107290166 Forwards IE Circular 81-11* "Inadequate Decay Heat Removal 
During Reactor Shutdown. " No written response required. 

GRIER* B. H. Region 1* Philadelphia* Office of the Director 
(81/03/01). 81/07/24. 3pp. 09185:322. 


B. Reportable occurrences* LERs & related correspondence 


8106010419 Part 21 rept re failure of (DA Co instrument cable to meet 
IEEE temp requirements* initially reported on 810512. 

Defective matl was supplied by Rockbestos Corp. Each user 
should evaluate instal lation. User list end. 

RICKARD, C. L. General Atomic Co. (subs, of Gulf Oil Co.). 81/05/15. 

4pp. 08663:008. 


8107130313 Forwards LER 81-044/03L-0. 

PASTERNAK* R. J. Power Authority of the State of New York. 81/06/30. 
Ip. 00998:182. 


— 8107130315 LER 81-044/03L-0: on B10601* w/oxygen analyzer B out of svc* 
drywell oxygen analyzer A found indicating downscale. Caused 
by instrument drift, Calibr restored instrument to svc. 

CHILDS* W. V. Power Authority of the State of New York. 81/06/30. 
Ip. 08998: 183. 


8107130428 Forwards LER 81-047/03L-0. 

PASTERNAK* R. J, Power Authority of the State of New York. 81/06/30. 
Ip. 08997:075. 


—8107130434 LER 81-047/03L-0: on 810603* while conducting surveillance* 
drywell floor drain sump flow recorder & square foot module 
found out of calibr. Cause not stated. Cal ibr corrected. 

CHILDS, W. V. Power Authority of the State of New York. 81/06/30. 
Ip. 08997:076. 


8107130482 Forwards LER 81-046/03L-0. 

PASTERNAK, R. J. Power Authority of the State of New York. Bi/06/30. 
Ip. 08997:142. 


—8107130485 LER 81-046/03L-0: on 810602, during normal operation* personnel 
noted rod block monitor B remained bypassed when control 
rod was selected. Caused by relay failure. Relay replaced. 

CHILDS* W. V. Power Authority of the State of New York. Bl/06/30, 
lp. 08997: 143. 


8107130224 Forwards LER B1-049/03L-0. 

PASTERNAK* R. J. Power Authority of the State of New York. 81/07/02. 
ip. 08999:335. 


—8107130229 LER 81-049/03L-0: on 810704* fol lowing surveillance during 
normal operation* one of 16 main steam high flow instruments 
did not respond properly. Caused by rust plugging pressure 
snubber sensing line. Snubber cleaned St tested. 

CHILDS* W. V. Power Authority of thf State of New York. 81/07/02. 
lp. 08999:336. 
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8107130396 Forwards LER 81-050/03L-0. 

PASTERNAK, R. J. Power Authority of the State of New York. 81/07/02. 
Ip. 08997:038. 


— 8107130405 LER 81-050/03L-0: on 810608, while conducting surveillance 
during normal operation, torus water temp transmitter 
27-TT-101D was found out of calibr by 1.67., Caused by 
instrument drift. Transmitter recalibr. 

* Power Authority of the State of Neui York. 81/07/02. Ip. 

08997: 039. 


8107290002 Generic Ltr 81-27: requests that all emergency plans & 
implementing procedures be submitted w/pages marked to 
reflect privacy & proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT, D.G. Division of Licensing. 81/07/09. 5pp. 09189:059. 


8107280645 Requests info re station blackout (Unresolved Safety Issue 
A-44). Questionnaire & LER documentation end. Reply requested 
within 120 days. 

VARGA. S. A. Operating Reactors Branch 1. 81/07/21. 21pp. 

09180:313. 


8107130443 Forwards LER 81-048/03L-0. 

PASTERNAK. R. J. Power Authority of the State of New York. 81/07/02. — 8107280646 Forwards completed questionnaire re standby diesel generator 

lp. 09000: 104. units. 

MOORE, G. W. Duquesne Light Co. 78/01/19. 3pp. 09180:334. 


— B 107130446 LER 81-048/03L-0: on 810604, during normal operation, drywell 
equipment drain sump pump B lost suction, Cause 8t corrective 
action will be determined at future plant outage. 

CHILDS, W.V. Power Authority of the State of New York. 81/07/02. 
lp. 09000:105. 


£107240256 Forwards LER 81-053/03L-0. 

PASTERNAK, R. J. Power Authority of the State of New York. 81/07/10. 
lp. 09140:258. 


—8107240258 LER 81-G53/03L-0: on S10625, mgt review revealed that electric 
& diesel fire pump flow & pressure tests per Tech Specs were 
not conducted within required time period. Caused by failure 
to place surveillance tests on schedule. Tests performed. 

CHILDS, W.V. Power Authority of the State of New York. 81/07/10. 
lp. 09140:259. 


8107240251 Forwards LER 81-054/03L-0. 

PASTERNAK, R. J. Power Authority of the State of New York. Bl/07/13. 
lp. 09140:243. 


—8107240254 LER S1-054/03L-0: on 810625, pressure switch 02-3-PS-12BA, 
which causes isolation of shutdown cooling, found set above 
Tech Spec limit. Probab ly caused by instrument drift. Switch 
adjusted & surveillance frequency increased. 

CHILDS, W. V. Power Authority of the State of New York. 81/07/13. 
lp. 09140:244. 


8107290579 Forwards LER S1-055/03L-0. 

PASTERNAK, R. J. Power Authority of the State of New York. 81/07/16. 
lp. 09177:107. 


G. Adjudicatory correspondence 


8107090291 Answer that petitioners do not object to NRC 810629 motion 
for leave to defer response to 810622 petition until 810731. 
Certificate of Svc end. 

REYNOLDS, N. S. Commonwealth Edison Co. 81/07/07. 3pp. 08984:117. 


8107150286 Requests that NRC notify N Reynolds that 810622 petition 
for extension of deadline for compliance w/CLI-B0-2i has 
been retitled. Svc should be made of all subsequent papers on 
parties to proceeding, including UCS. 

WEISS, E. R. Harmon & Weiss. 81/07/10. 3pp. .09025:156. 


8107240562 Forwards order confirming licensee commitment to TMI-related 
requirements contained in NUREG-0737. 

VARGA, S. A. Operating Reactors Branch 1. 81/07/10. 3pp. 09147:279. 


— 8107240567 Order confirming licensee commitments to pott-TMI related 
issues contained in NUREG-0737. 

PURPLE, R. A. Division of Licensing. 81/07/10. 10pp. 09147: 2B2. 


P. Operating license stage documents & correspondence 


8107090032 Identifies deficiencies in Westinghc/use owners group 
submittal for Action Plan Item I. C. 1 re guidance for 
evaluation & development of procedures for transients & 
accidents. NRC 810528 ltr to owners group end. 

VARGA, 8. A. Operating Reactors Branch 1. 81/06/08. 2pp. 08979:267. 


— 8107280584 LER 81-055/03L-0: on 810701, during normal operation, wh ile 
conducting Table 4.2-1 surveil lance, condenser vacuum switch 
33-PS-135B found set below required height, Cause believed 
to be instrument drift. Switch immediately adjusted. 

CHILDS, W.V. Power Authority of the State of New York. 81/07/16. 
lp. 09177:108. 


V. Operator Examinations 


8107140664 Informs that description of long-term training program for 
shift technical advisors will be submitted by 810801. 

BAYNE, J. P. Power Authority of the State of New York. Bl/07/07. lp. 
09018:214. 


DOCKET 50-334 BEAVER VALLEY POWER STATION, UNIT 1 


B1 07 I 40797 Forwards Equipment Qualification Branch safety evaluation 
for environ qual if ication of saf ety-related electrical 
equipment. Also forwards technical evaluation of Revision 1 
to licensee response to IE Bulletin 79-01B. 

VARGA, 8. A. Operating Reactors Branch 1. 81/06/29. 2pp. 09032:116. 


— 8107140802 Safety evaluation for environ qualification of safety- 
related electrical equipment. Rept based on 801231 & 810312 
submitta Is. Completion of corrective actions by 820630 will 
ensure compliance w/800523 memorandum & order. 

* Equipment Qualification Branch. 81/06/29. 19pp. 09032:118. 


— 8107140807 Technical evaluation of Revision 1 to licensee response bo 
IE Bulletin 79-01B, "Environ Qualification of Safety- 
Related Electrical Equipment. " 

FINKEL, A, E. Region 1, Philadelphia, Reactor Construction & 
Engineering Support Branch. 81/01/31. 38pp. 09032:137. 


F. Security, medical, emergency tc fire protection plans 


8107070349 Requests clar if ication of NRC position re potential delay 
of installation it testing of warning sys beyond 810701 as 
result of delays in receiving FEMA epproval. 

CAREY, J. J. Duquesne Light Co. 81/06/26. 2pp. 08941:214. 


8107070394 Requests relief from 810701 compliance date for completion 
of installation of emergency public warning sys per App 3 to 
NUREG-0654. Factors causing delay outlined. Final completion 
of sys projected for Spring 1982. 

CAREY, J. J. Duquesne Light Co. 81/06/26. 10pp. 08492:213. 


8107130341 Requests confirmation that sys re prompt notification Si 
instructions to public in emergency has been implemented. 

Info re compensating actions or procurement Ze installation 
problems requested, Response requested by 810724. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). B1/O7/01, 4pp. 08997:091. 


8107130253 Informs that insufficient data is available to establish 
that existing meteorological tower accurately reflects 
conditions at 10-meter level within river valley. Course of 
action to determine needed equipment underway. 

CAREY, J.J, Duquesne Light Co. 81/07/02. 3pp. 08999:161. 


8107190125 Notifies that NRC completed generic review of NUREG-0737, 
Item II. K.. 2. 19. No further action necessary since concerns 
expressed are not applicable to NSSB w/inverted U-tube 
steam generators designed by Westinghouse *< C-E. 

VARGA, S. A. Operating Reactors Branch 1. 81/06/29. 3pp. 09048:2B3. 


8107070255 Forwards Revision 1 to “Design Review of Plant Shielding of 
Spaces for Post-Accident Operation," per NUREG-0578, Section 
2. 1.6. b. 

CAREY, J.J. Duquesne Light Co. 81/06/30. 3pp. 0B938: 098. 


—8107070258 Final "Design Review of Plant Shielding of Spaces for 
Post-Accident Operation, " Revision 1. 

BOOTH, H. R. , YOUNGER, J. J. , LARSON, A. QuadrexCorp. QUAD-1-80-040 
R01 . BO/04/25. 101pp. 0B938: 101. 


8107080323 Forwards proposed Revision 1 to Amend 62 of facility Tech 
Bpeet App A, setting forth newly defined nuclear div & 
facility organization to more accurately reflect actual 
organization. 

CAREY, J.J. Duquesne Light Co. Bl/06/30. 2pp. 08972:072. 


—8107080328 Draft Tech Specs 5. 2, 5. 3 9c 6. 2 
organization structure of nuclear div & 
organization. 

* Duquesne Light Co. 81/06/30. 11pp. 


through 6. 9, describing final 
facility 

08972: 074. 
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8107100155 Advises that util mill provide independent verification of 
correct performance of operating activities on equipment 
required to prevent consequences of accident & bring plant 
to safe shutdown. Verification will be submitted 810906. 

CAREY* J. J. Duquesne Light Co. 81/07/01. Ip. 08992:231. 


8107100255 Forwards info in response to TMI Action Plan Items II. B. 1. 
II. D. 1* II. E. 4. 2. 7, II. F. 2, II. K. 3. 1 8c II. K. 3. 5. Five oversize 
drawings enc 1. Aperture cards are in PDR. 

CAREY. J. J. Duquesne Light Co. 81/07/01. 49pp. 00995:333. 


8107310055 Generic Ltr B1-23A to all licensees & CP holders, advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation. per Generic Ltr 81-23. are unnecessary. 

EISENHUT. D. G. Division of Licensing. 81/07/06. 6pp. 09222:215. 


8107230079 Discusses 810707 telcon re plans to modify security 
measures following 810606 discovery of mispositloned valve. 
Prior to implementing new measure. evaluation will be 
performed to demonstrate plant safety. per 810609 ltr. 

GRIER. B. H. Region 1. Philadelphia. Office of the Director 
(81/03/01). 81/07/08. Ip. 09132:254. 


8107240562 Forwards order confirming licensee commitment to TMI-related 
requirements contained in NUREG-0737. 

VARGA. S. A. Operating Reactors Branch 1. 31/07/10. 3pp. 09147:279. 


— 8107240567 Order confirming licensee commitments to post-TMI related 
issues contained in NUREG-0737. 

PURPLE. R. A. Division of Licensing. 81/07/10. 10pp. 09147:282. 


8107280019 Forwards safety evaluation accepting containment purge & 
venting sys design & operating practices. Proposal for Tech 
Spec change incorporating test requirements for butterfly 
isolation valves requested within 45 days. 

VARGA. 8. A. Operating Reactors Branch 1. 81/07/15. 5pp. 09179:262. 


—8107280022 Safety evaluation accepting containment purging & venting 
sys during normal operation. 

* Operating Reactors Branch 1. 81/07/15. 4pp. 09179:267. 


8107290005 Notification of 810728.29 8c 30 meetings w/B8«W. Meetinghouse 8< 
C-E owners groups in Bethesda.MD to discuss thermal shock to 
reactor pressure vessel issue. 

VI88ING. G. Operating Reactors Branch 4. 81/07/20. 5pp. 09189:127. 


8107280645 Requests info re station blackout (Unresolved Safety Issue 
A-44), Questionnaire 8c LER documentation end. Reply requested 
within 120 days. 

VARGA, 8. A. Operating Reactors Branch 1. 81/07/21. 21pp. 

09180:313. 


—8107280646 Forwards completed questionnaire re standby diesel generator 
units. 

MOORE, 0. W. Duquesne Light Co. 78/01/19. 3pp. 09180:334. 


8107310478 Responds to 810715 telcon requesting util position re 
primery plant demineralized water storage tank level 
transmitters. Both transmitters are seismically qualified 8c 
powered from Vital Bus 2. No need to modify power supply. 

CAREY, J.J. Duquesne Light Co. 81/07/21. Ip. 09220:343. 


CL Inspection reports. IE Bulletins 8c correspondence 


8107270217 Advises that IE Info Notice 81-05. “Degraded DC Sys at 
Palisades, “ was sent to listed licensees. 

* Region 1, Philadelphia, Office of the Director (81/03/01). 
81/03/13. 4pp. 09167:273. 


8107270270 Advises that IE Info Notice 81-08, “Repetitive Failures of 
Limltorque Operator SMB-4 Motor-to-Shaf t Key, " was sent to 
listed licensees. 

* Region 1, Philadelphia, Office of the Director (81/03/01). 
81/03/20. 4pp. 09178:165. 


8107270243 Advises that IE Info Notice 81-10, “Inadvertent Containment 
Spray Due to Personnel Error, “ was sent to listed licensees. 

• Region 1, Philadelphia, Office of the Director (81/03/01). 
81/03/23. 4pp. 09167:296. 


8107270192 Advises that IE Info Notice 81-09, “Degradation of Residual 
Heat Ramoval (RHR) Sys, 11 was sent to listed licensees. 

* Region 1, Philadelphia, Office of the Director (81/03/01). 
81/03/26. 4pp. 09167:267. 


8107230297 Advises that IE Bulletin 81-02, “Failure of Gate Type 
Valves to Close Against Differential Pressure, “ was 
sent to listed licensees. 

* Region 1, Philadelphia, Office of the Director (81/03/01). 
81/04/09. 4pp. 09146:349. 


8107270256 Advises that IE Circular 81-06, “Potential Deficiency 
Affecting Certain Foxboro 10 to 50 Milliampere 
Transmitters, " was sent to listed licensees. 

* Region 1, Philadelphia, Office of the Director (81/03/01). 
81/04/14. 4pp. 09167:280. 


8107080421 Forwards IE Safeguards Insp Rept 50-334/81-04 on 810201-28 
& notice of violation. Enc Is withheld (ref 10CFR2.790). 

BRUNNER, E. J. Division of Resident & Project Inspection. 81/06/17. 
2pp. 08974:029. 


8107140797 Forwards Equipment Qualification Branch safety evaluation 
for environ qualification of safety-related electrical 
equipment. Also forwards technical evaluation of Revision 1 
to licensee response to IE Bulletin 79-01B. 

VARGA, S. A. Operating Reactors Branch 1. 81/06/29. 2pp. 09032:116. 


8107130460 Submits final response to IE Bulletin 80-21, "Valve Yokes 
Supplied by Malcolm Foundry Co, Inc. 11 No valve components 
mfg by Malcolm Foundry instal led. Response to IE bulletin 
required 703 manhours. 

CAREY, J. J. Duquesne Light Co. 81/06/30. 2pp. 08998:041. 


8107170274 Forwards IE Insp Rept 50-334/81-02 on 810103-31 * notices of 
violation. Notices of violation & insp rept withheld (ref 
1 0CFR2. 790 ) . 

BRUNNER, E. J. Division of Resident & Project Inspection. 81/07/01. 
3pp. 09055: 143. 


8107150092 Forwards IE Circular 81-10, "Steam Voiding in RCS During 
Decay Heat Removal Cooldown. “ No written response required. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/02. 3pp. 09027:251. 


8107230155 Forwards IE Insp Rept 50-334/81-03 on 810202-06 *< 18-20 8, 
notice of violation. 

MARTIN, T. T. Engineering Inspection Branch. 81/07/02. 2pp. 
09131:223. 


— 8107230158 Notice of violation from insp on 810202-06 & 18-20. 
MARTIN, T. T. Engineering Inspection Branch. 81/07/02. 3pp. 
09131:225. 


—8107230163 IE Insp Rept 50-334/01-03 on B10202-06 *c 18-20. Noncomp liance 
noted: fa ilure to take adequate corrective action for 
previously identified item of noncompliance. 

BLUMBERG, N. , CAPHTON, D. Management Programs Section. 81/04/15. 

16pp. 09131:228. 


8107290431 Forwards IE Mgt Meeting Rept 50-334/81-17 on 810617. 
GRIER, B. H. Region 1. Philadelphia, Office of the Director 
(81/03/01). 81/07/08. 2pp. 09175:171. 


—8107280434 IE Mgt Meeting Rept 50-334/81-17 on 810617. Major areas 
discussed: 810606 valve misposi tiorting it unauthorized removal 
of locks S< chains from saf ety-related valves. 

BECKMAN, D. A. , GREENMAN, E. Q. Reactor Projects Section 2A. 
81/07/01. 3pp. 09175:173. 


8107240511 Forwards revised Attachments E fe H to 801104 response to IE 
Bulletin 80-11, “Masonry Wall Design.” 

CAREY, J. J. Duquesne Light Co. 01/07/10. 5pp. 09138:333. 


— 8107240515 Second issue of "Criteria for Re-Evaluation of Concrete 
Masonry Walls for IE Bulletin 80-11." 

* Stone & Webster, Inc. 81/03/12. 19pp. 09138:338. 


8107160315 Forwards IE Info Notice 81-19, "Lost Part* in Primary 
Coolant Sys. " No written response required. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/16. 5pp. 09041:092. 


8107280339 Ack receipt of B10626 ltr informing NRC of steps taken to 
correct violation noted in IE Insp Rept 50-334/81-11. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/20. 2pp. 09173:192. 


— 8107280347 Responds to NRC 810602 ltr re violation noted in IE Insp 
Rept 50-344/81-11. Corrective actions: diesel fire pump 
declared inoperable 6 undergoing major overhaul. Backup fire 
protection is available. 

CAREY, J. J. Duquesne Light Co. 81/06/26. 4pp. 09173:194. 
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SI 07290 170 Forwards IE Info Notice 81-21, '‘Potential Loss of Direct 
rtorm**,* 0 Heat Sink. " No written response required. 

B,H ' R ®flion 1, Philadelphia, Office of the Director 
<81/03/01). 81/07/21. Spp. 09186:279. 


8107290201 Forwards IE Circular 81-12, "Inadequate Periodic-Test 
Procedure of PWR Protection Sys. " No written response 
required. 

GRIER, B.H. Region 1, Ph i ladelph ia, Office of the Director 
< B1 /03/01 ) . 81/07/22. Spp. 09188:131. 


8107230238 Forwards IE Circular 81-09, "Containment Effluent Water That 
Bypasses Radi oactivi ty Monitor. " No written response 
required. 

GRIER, B.H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/23. Spp. 09133:080, 


8107230293 Forwards IE Info Notice 81-20# "Test Failures of Electrical 
Penetration Assemblies. " No written response required. 

GRIER, B.H. Region 1, Philadelphia, Office of the Director 
<81/03/01). 81/07/23. Spp. 09133:142. 


8107240355 Forwards LER B1-05B/03L-0. 

WILLIAMS, H. P. Duquesne Light Co. 81/07/10. 2pp. 09141:317. 


— 8107240339 LER 81-038/03L-0: on 810610, ref uel ing water storage tank 
level indicator LI-GS-100A failed low. Caused by failure of 
force motor within low loop level transmitter. Transmitter 
repaired & replaced on 810624. 

LACEY, W. S. Duquesne Light Co. 81/07/10. Spp. 09141:319. 


8107240333 Forwards LER 81-059/03L-0. 

WILLIAMS, H. P. Duquesne Light Co. 81/07/13. 2pp. 09138: 1B3. 


— 8107240333 LER 81-039/03L-0: on 81061S, battery charger supply to 
125-volt dc bus 1-2 lost when battery charger 2 output 
breaker tripped open. Caused by excessive heat in emergency 
switchgear area. Fan placed by charger. 

LACEY, W. S. Duquesne Light Co. 81/07/13. Spp. 09138:187. 


8107280323 Forwards LER 81-060/03L-0. 

WILLIAMS, H. P. Duquesne Light Co. 81/07/13. 2pp. 09173:212. 


R. Periodic operating reports & related correspondence 


8107060207 Forwards NFDES discharge monitoring rept for May 1981. 
FEITKNECHT , C. Duquesne Light Co. Bi/06/30, lp. 00890:099. 


— 8107280332 LER 81-060/03L-0: on 810616, during operations procedure to 
dampen axial xenon oscillations, delta flux outside of target 
band alarm was received when flux left high side of target. 

Caused by xenon osci llation. Procedures revised. 

LACEY# W. B. Duquesne Light Co. 81/07/13. 2pp. 09173:214. 


— 8107060211 NPDES discharge monitoring rept for May 1981. 

FEITKNECHT, C. , STEED, L. S. Duquesne Light Co. 81/06/30. 12pp. 

08890:100. 


S. Reportable occurrences, LERs & related correspondence 


8107020328 Part 21 rept re missile penetration analysis, ini tiel ly 
reported on 810605. Penetration of subj housings by missiles 
cannot be determined as substantial safety hazard & 
c lassification best decided by utils. Utils notified. 

JORGENSEN, R. Buffalo Forge Co. 81/06/10. 2pp. 08932:028. 


—8107020341 Advises that facility should be deleted from 810610 Part 21 
rept rt missile penetration analysis. 

JORGENSEN, R. Buffalo Forge Co. 81/06/11. lp, 08932:030. 


8107130269 Forwards LERs 81-054/03L-0, 81-033/03L-0 & 81 -041 /04T-1 . 
WILLIAMS, H. P. Duquesne Light Co. 81/06/29. 2pp. 08999:133. 


—8107130274 LER 81-0S4/03L-0: on 810327, outside recirculation spray PP2A 
seal water level low alarm sounded following surveillance 
testing. Caused by seal package retaining ring sticking & 
preventing proper alignment. Seal replaced St retainer lubed. 

LACEY, W. S. Duquesne Light Co. 81/06/27. 2pp. 0B999: 133. 


— 8107130279 LER 81-053/03L-0: on 810329, during maint surveillance test, 
high level alarm on safety injection accumulator 1C was 
discovered above high limit. Caused by instrument drift. Trip 
voltage adjusted. 

LACEY, W. S. Duquesne Light Co. Bl/06/29. 2pp. 08999:137. 


—8107130287 LER S1-041/04T-1 : on 810313, tritium level in quarterly 
composite of weekly grab samples collected from OH River was 
found higher than Tech Spec requirements. Caused by normal 
plant di scharge. New Tech Spec limits submitted. 

LACEY, W. S. Duquesne Light Co. 81/06/29. 2pp. 08999:159. 


8107130298 Forwards LER B1-036/03L-0. 

WILLIAMS, H. P. Duquesne Light Co. 81/07/02. 2pp. 08998:333, 


—8107130305 LER 81-OS6/03L-0: on 810601, train A chemical addition tank 
level transmitter failed low, Cause unknown. Channel returned 
to sve. Instrumentation dept to monitor operation. 

LACEY, W. B, Duquesne Light Co. 81/07/01. 2pp. 08998:333. 


8107140739 P NO- 1 -81 -076: on 810708, handgun discovered during routine 
search of Tri-State Motor Transit Co contractor vehicle. 

Security personnel held weapon until truck left protected 
area. Contractor & PA State police notified. 

BECKMAN, D. , BRIGGS, L. , KEIMIG, R. Region 1, Philadelphia, Office of 
the Director (81/03/01). 81/07/08. 2pp. 0901B:31i. 


8107240106 Forwards LER 81-0S7/03L-0. 

WILLIAMS, H. P. Duquesne Light Co. Bl/07/10. 7pp. 09136:127. 


— 8107240103 LER 81-037/03L-0: on 810610, failed power supply foT rate 
module of Loop C main steam break protection during cooldown 
channel 3 was discovered. Caused by bad transistor on power 
supply St rate card. Card replacad. 

LACEY, U, 8. Duquesne Light Co. 81/07/10. 2pp. 091 3B: 129. 


8107210369 P NO- 1 -8 1-080: on 810716, blown pressurizer relief tank rupture 
disk indication was received w/tank being sprayed down 
during normal operation to reduce pressure. Cause under 
investigation. Rupture disk to be replaced. 

BRIGGS, L. , MCCABE, E. , KEIMIG, R. Region 1, Philadelphia, Office of 
the Director (81/03/01). 81/07/16. ip. 09102:261. 


8107280498 Forwards LER 81-062/03L-0. 

WILLIAMS, H. P. Duquesne Light Co. 81/07/16. 2pp. 09173:138. 


— 81072BOS05 LER Q1-062/03L-0: on 810619. auxi l,iary flow path to steam 
generator 1A was isolated. Caused by maint on leaking feed 
flow transmitter instrument line penetration into auxiliary 
feed flow header A. Piping refabricated. 

LACEY, W. S. Duquesne Light Co. 81/07/16. 2pp. 09173:160. 


8107290068 Forwards LER 81-063/03L-0. 

WILLIAMS, H. P. Duquesne Light Co. 81/07/21. 2pp. 09183:023. 


*8107290072 LER 81-063/03L-0: on 810622, containment personnel airlock 
inner door failed leak rate test. Caused by deformed inner 
door O-r ing . O-rings replaced. 

LACEY# W. S. Duquesne Light Co. 81/07/21. 2pp. 09183:027. 


DOCKET 30-333 ST. LUCIE PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plans 


8107060181 Forwards Revision 2 to security training & qualification 
plan. Revision withheld (ref 10CFR2. 790). 

UHRIG, R. E. Florida Power & Light Co. 81/06/23. Spp. 08890:022. 


8107130040 Releases public version of util responses to NRC review 
comments re emergency plan. 

FELTON, J. M. Division of Rules and Records. 81/06/25. ip. 

07806: 001. 


—8107130043 Forwards public version of responses to NRC review comment! 
re 810102 emergency plan Be schedule to revise plan to 
incorporate response*. 

UHRIO, R. E. Florida Power Be Light Co. 81/04/28. 28pp. 07806:001. 


8107070379 Advises that Emergency Plan Implementing Procedure 310031E 
re oil spill emergencies has been deleted. 

UHRIO, R. E. Florida Power Be Light Co. Bl/06/30. lp. 08938:176. 


8107080314 Requests exemption from requirement of 10CFR90»-App E to 
establish procedures for alerting Be providing prompt 
instructions to public within plume exposure pathway. 

Summary of past events end. 

UHRIO, R. E. Florid# Power Be Light Co. 81/07/01. 3pp. 08973:260. 


8107070392 Informs that Revision 4 to security plan complete. Similar 
revision to St Lucie Unit 1 security plan also prepared. 
Submission of Revision 4 delayed, pending resolution of 
concerns expressed in 8 Varga 810619 ltr. 

UHRIG, R. E. Florida Power Be Light Co, 81/07/02. ip, 08942:203. 



DOCKETED ITEMS 


8107210124 Forwards questionnaire requesting info on reliability of 
standby diesel generator units for use in analysis of 
Unresolved Safety Issue A-44, re station blac kout. Response 
due uiithin 90 days. 

CLARK; R. A. Operating Reactors Branch 3. 81/07/09. 22pp. 

09107:234. 


— 8107210127 Forwards response to 771215 ltr re reliability of standby 
diesel generator units. 

UHR16; R. E. Florida Power & Light Co. 78/06/16. 3pp. 09107:256. 


8107290002 Generic Ltr 81-27: requests that all emergency plans it 
implementing procedures be submitted u/pages marked to 
reflect privacy it proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT, D. Q. Division of Licensing. 81/07/09. 5pp. 09189:059. 


8107200389 Responds to 810604 request for addl info re exemption 
from requirement to install fire rated dampers in safety- 
related duct penetrations in auxiliary bldg. 

UHRIG, R.E. Florida Power Sc Light Co. 81/07/10. 9pp. 09070:279. 


8107170233 Informs that on 810707. EW Dotson delivered magnetic tape, 
containing meteorological data. consistent w/guidelines in 
App A to proposed Revision 1 to Reg Guide 1. 23. Explanations 
St changes listed. 

FISHER; R. G. Florida Power 8c Light Co. 81/07/13. ip. 09051:026. 


8107280296 Forwards emergency planning info for placement in LPDR. W/o 
B 106290420. 

SOUDER.J. L. Division of Rules and Records. 81/07/16. Ip. 

09178: 238. 


G. Adjudicatory correspondence 


8107090291 Answer that petitioners do not object to NRC 810629 motion 
for leave to defer response to 810622 petition until 810731. 
Certificate of Svc end. 

REYNOLDS. N. S. Commonwealth Edison Co. 81/07/07. 3pp. 08984:117. 


8107150286 Requests that NRC notify N Reynolds that B10622 petition 
for extension of deadline for compliance w/CLX-80-21 has 
been retitlcd.Svc should be made of all subsequent papers on 
parties to proceeding; including UCS. 

WEI98.E.R. Harmon Sc Weiss. 81/07/10. 3pp. 09025:156. 


8107220223 Forwards order confirming licensee commitments to post-TMI 
related requirements of NUREG-0737; based on 801223.810528 Sc 
0619 ltrs. Explic it statements of requirements set forth in 
attachment to order. 

CLARK. R. A. Operating Reactors Branch 3. 81/07/10. 3pp. 09127:001. 


— 8107220235 Order confirming licensee commitments re post-TMI related 
requirements of NUREG-0737. Requests that applicant satisfy 
specific requirements of NUREG. deter ibed in attachment, 
within 30 days. 

EISENHUT. D. 0. Division of Licensing. 81/07/10. 10pp. 09127:004. 


H. General correspondence 


8107070347 Requests info re status of Resolution 81-37 transmitted in 
810403 ltr. requesting NRC St FEMA to require util to pay 
certain costs. 

LEWIS. W. B. St. Lucie County, FL. 81/06/30. Ip. 08942:106. 


P. Operating license stage documents it correspondence 


8107060170 Response in support of NRC 810427 motion for summary 
disposition of Contention 4B. Repair schedule should not be 
faaeed on timing of hurricane season or low probability of 
tornadoes. 

REXS.H.F. Florida Power fc Light Co. REIS, H. F. 

Lowenstein, Newman, Reis* Axelrad Toll. 81/05/05. 2pp. 08889:174. 


— 8107060185 ’'Comparative Study of FL Most Severe Tornadoes W/Those in 
Other Parts of Continental US. " 

BROOKS, E.M. Boston College. GERRISH, H. P. , HISER, H. W. Miami, FL, 
Univ. of. 74/12/20. 36pp. 08889:204. 


8107100349 Staff requirements memo re 810611 Affirmation Seesion 81-22 
to discuss SECY-81-316, reporting of changes to GA program it 
8ECY-81-220 & Commission review of ALAB-603 as applied to 
St Lucie. 

CHILK, s. j. Office of the Secretary of the Commission. 81/06/19. 

2pp. 09002: 150. 


8107080564 Requests remittance of fees for 801031 application for Tech 
Specs changes per NRC 800702 TMI lessons learned request. Fee 
exemption determined to be unjustified on 810807. Overal 1 
review of fee classes will set final determination. 

DIGGS, R. M. License Fee Management Branch. 81/06/23. Ip. 

08979: 179. 


8107090286 Forwards response to Questions 1-3,6,7,12,13,14 it 18 in NRC 
810428 ltr. Responses to final set of questions to be 
submitted by 810703. Enel withheld (ref 10CFR2. 790). 

UHRIG, R. E. Florida Power & Light Co. 81/06/24. 5pp. 08984:131. 


B107060163 Advises that results of study demonstrating that plant can 
be safely controlled following loss of ac power will be 
delayed until Sept 1981. 

.UHRIG, R.E. Florida Power & Light Co. 81/06/29. Ip. 08889:053. 


8107060418 Informs that util is in process of finalizing submittal re 
NUREG-0737, post-TMI requirements, concerning RCS vents. Info 
to be submitted by 810801. 

UHRIG, R.E. Florida Power & Light Co. 81/06/29. Ip. 08920:018. 


8107070261 Forwards response to NRC 801222 ltr re licensee interim 
actions & addl info re control of heavy loads. Justification 
for changes or mods necessary to meet NRC guidelines will 
be provided w/final rept. 

UHRIG, R.E. Florida Power it Light Co. 81/07/02. 20pp. 08938:076. 


8107140853 Informs that concerns expressed in NUREG-0737, Item II. K. 2. 19 
re sequential auxiliary feedwater flow analysis are not 
applicable to NSSSs ui/inverted U-tube steam generators 
designed by Westinghouse & C-E. No response required. 

CLARK, R. A. Operating Reactors Branch 3. 81/07/02. 3pp. 09039:038. 


8107140685 Forwards responses to Questions 9,10,16,17 & 19 re stretch 
power application for CEN-126 (F),per NRC 810428 request. 

Question 11 will be answered by 810710. 

UHRIG, R.E. Florida Power it Light Co. 81/07/06. 5pp. 09017:116. 


8107220445 Advises that post-irradiation testing has concluded that 
NRC-approved guide tube sleeves of C-E design are adequate 
for mitigating further fretting wear in irradiated or fresh 
fuel assembl ies. Guide tube sleeving Tech Specs end. 

CLARK, R. A. Operating Reactors Branch 3. 81/07/06. 3pp. 09134:319. 


—8107220462 STS 5-4 re control element assembly guide tube sleeving. 
* Operating Reactors Branch 3. 81/07/06. ip. 09134:322. 


8107310055 Generic Ltr 81-23A to all licensees it CP holders, advising 
that direct submittals of p lant-spec i f ic Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation , per Generic Ltr 81-23, are unnecessary. 

EISENHUT, D. G. Division of Licensing. 81/07/06. 6pp. 09222:215. 


8107140010 Advises that safety it relief valves, representative of 
Dresser Model 31333VX-30 it Crosby Model HB-BP-86. are being 
tested as part of EPRI test program. Results will be 
submitted on schedule consistent w/Youngdahl 801215 ltr. 

UHRIG, R.E. Florida Power & Light Co. 81/07/08. Ip. 09021:063. 


8107210124 Forwards questionnaire requesting info on reliability of 
standby diesel generator units for use in analysis of 
Unresolved Safety Issue A-44, re station blackout. Response 
due within 90 days. 

CLARK, R, A. Operating Reactors Branch 3. 81/07/09. 22pp. 

09107:234. 


■8107210127 Forwards response to 771215 ltr re reliability of standby 
diesel generator units. 

UHUQ, R.E. Florida Power 8, Light Co. 78/06/16. 3pp. 09107:256. 


8107220223 Forwards order confirming licensee commitments to post-TMI 
related requirements of NUREG-0737, based on 801223,810528 fc 
0619 ltrs. Exp licit statements of requirements set forth in 
attachment to order. 

CLARK, R. A. Operating Reactors Branch 3. 81/07/10. 3pp. 09127:001. 


—8107220235 Order confirming licensee commitments re post-TMI related 
requirements of NUREG-0737. Requests that applicant satisfy 
specific requirements of NUREG, described in attachment, 
within 30 days, 

EISENHUT, D. G. Division of Licensing. 81/07/10. 10pp. 09127:004. 


8107240300 Advises thet applicant is compiling info re auxiliary 
feedwater seismic design, per Generic Ltr 81-14 request. Sys 
walkdown will be performed for portions of auxiliary 
feedwater sys to verify seismic qualif ication. 

UHRIG, R.E. Florida Power it Light Co. 81/07/16. Ip. 09141:092. 
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8107280254 Forwards responses to NRC 810521 request for addl info re 
auxiliary feedwater sys automatic initiation !< flow 
indication. Four oversize drawings end. Aperture cards are 
avaialable in PDR. 

UHRIG* R. E. Florida Power & Light Co. 81/07/20. 11pp. 09176:151. 


8107290005 Notification of 810728*29 & 30 meetings w/B&W. West inghouse 8< 
C-E owners groups in Bethesda*MD to discuss thermal shock to 
reactor pressure vessel issue. 

VISSING* G. Operating Reactors Branch 4. 81/07/20. 5pp. 09189:127, 


8107280267 Forwards response to NRC 810413 request for addl info re 
adequacy of station electric distribution sys voltages. List 
of correspondence & telcons end. 

UHRIG, R.E. Florida Power & Light Co. 81/07/23. 10pp. 09178:061. 


8107280356 Application for amend of App A of License DPR-67 to 
incorporate asymmetric steam generator transient protective 
trip function in Tech Specs. Safety evaluation end. 

UHRIG, R. E. Florida Power it Light Co. 81/07/23. 12pp. 09175:125. 


— 8107280371 Tech Spec Tables 2. 2-1. 3. 3-1* 3. 3. 2. 4. 3-1 it Pages B2-7 & B2-S 
for reactor protective instrumentation trip .set point limits 
it response time* surveillance requirements & asymmetric steam 
generator transient protective trip function. 

* Florida Power & Light Co. 81/07/23. 6pp. 09175:137. 


8107280403 Application for amend to License DPR-67* revising Tech Specs 
to incorporate TMI-2 related operational & design changes re 
shutdown. margin* main steam isolation sys changes & control 
element assembly sleeving. 

UHRIO, R. E. Florida Power 8c Light Co. 81/07/23. 3pp. 09173:325. 


—8107280409 Proposed Tech Spec Pages B2-5, 3/4 3-4* B3/4 1-1* 3/4 1-1, 3/4 
1-2, 3/4 4-1* 5-4 it Tables 2.2-1 (Page 2-4), 3. 3-4 (Page 3/4 
3-14), 2. 2-1 (Page 2-5) 3.3.3 (Page 3/4 3-12), 7. 3. 2-1 
7. 3. 2-2* 7. 3. 2-3 & 7. 2. 2-4 re reactor coolant pump trip. 

* Florida Power & Light Co. 81/07/23. 35pp. 09173:328. 


8107290148 Forwards Revision 4 to topical QA rept, in respoonse to NRC 
810514 request. 

UHRIG, R. E. Florida Power it Light Co. 81/07/23. 2pp. 09185:103. 


— 8107290152 Revision 4 to topical QA rept. 

HUDIBURG, J. J. Florida Power & Light Co. FPLTQAR 1-76A R04. 
81/03/31. 148pp. 09185:107. 


8107280411 Responds to 810623 request for payment of 801031 amend 
request per 800702 TMI Lessons Learned Category A request. 

UHRIG, R. E. Florida Power & Light Co. 81/07/24. Ip. 09173:324. 


Q. Inspection reports* IE Bulletins & correspondence 


8107150277 Forwards IE Circular 81-06, "Potential Deficiency Affecting 
Certain Foxboro 10 to 50 Milliampere Transmitters. " No 
written response required. 

G 'REILLY, J. P. Region 2* Atlanta. Office of the Director <81/03/01). 
81/04/14. Ip. 09033:333. 


8107080468 Ack receipt of 810605 ltr informing NRC of steps taken to 
correct deviation noted in IE Insp Rept 50-335/81-09. 

LEWIS, R. C. Division of Resident it Reactor Project Inspection. 
81/07/07. Ip. 0B972: 195. 


— 8107080482 Ack receipt of IE Insp Rept 50-335/81-09. No proprietary 
inf o. Corrective actions: addl fire hose installed. 

UHRIG, R. E. Florida Power & Light Co. 81/06/05. 2pp. 08972:196. 


—8107080488 Forwards IE Insp Rept 50-335/81-09 on 810407-10 & notice of 
deviation. 

LEWIS, R. C. Division of Resident it Reactor Project Inspection. 
81/05/06. 2pp. 08972:198. 


— 8107080497 Notice of deviation from insp on 810407-10. 

* Division of Resident it Reactor Project Inspection. 81/05/06. 
Ip. 08972:200. 


8107270011 Forwards IE Circular 81-09, "Containment Effluent Water 
That Bypasses Radioactivity Monitor. " Licensee action is 
required. 

0 'REILLY* J. P. Region 2, Atlanta, Office of the Director (81/03/01). 
81/07/10. Ip. 09156:286. 


8107240284 Forwards IE Info Notice 81-20, "Test Failures of Electrical 
Penetretion Assemblies. " No licensee action or response is 
required. 

0 'REILLY, J. P. Region 2, Atlanta, Office of the Director (81/03/01). 
81/07/13. 4pp. 09148: 196. 


8107240288 Ack receipt of 810629 ltr informing NRC of steps teken to 
correct violations noted in IE Insp Rept 50-389/81-06. 

KELLOGG, P. J. Reactor Project Branch 2. 81/07/13. ip. 09141:125. 


— 8107240292 Forwards IE Insp Repts 50-335/81-10 it 50-389/81-06 on 
810504-07 it notice of violation. 

LEWIS, R. C. Division of Resident it Reector Project Inspection. 
81/06/03. 2pp. 09141:129. 


— 8107240295 Notice of violation from insp on 810504-07. 

* Division of Resident & Reactor Project Inspection. 81/06/03. 
Ip. 09141:131. 


— 8107240296 IE Insp Repts 50-335/81-10 it 50-389/81-06 on 810504-07. 
Noncompliance noted: insufficient procedures for disposition 
of nonconformance repts within Ebasco Site Support 
Engineering Group. 

LENAHAN, J. J. , CONLON, T. E. Engineering Inspection Branch. 
81/06/01. 9pp. 09141:132. 


R. Periodic operating reports it related correspondence 


8107130203 Forwards monthly operating rept* for June 1981. 

SCHMIDT, A. D. Florida Power it Light Co. 81/07/03. Ip. 08999:267. 


— 8107130205 Monthly operating repts for June 1981. 

CHILSON, V. T. Florida Power it Light Co. 81/07/03. 12pp. 

08999: 268. 


S. Reportable occurrences, LERs 8c related correspondence 


8106010419 Part 21 rept re failure of QA Co instrument cable to meet 
IEEE temp requirements, initially reported on 810512. 

Defective matl was supplied by Rockbestos Corp, Each user 
should evaluate instal lation. User list end. 

RICKARD, C. L, General Atomic Co. (subs, of Gulf Oil Co.). 81/05/15. 

4pp. 08663:008. 


8107310373 Forwards LER 81-027/03L-0. 

SCHMIDT, A. D. Florida Power Sc Light Co. 81/06/18. Ip. 09220:334. 


— 8107310379 LER 81-027/03L-0: on 810519, while cleaning condenser water 
boxes, control element assembly 65 dropped while being 
inserted. Cause unknown. Assemb ly returned to group position. 

PACE, P. L. Florida Power 8c Light Co. 81/06/18. Ip. 09220:335. 


8107310098 Forwards LER 81-030/03L-0. 

SCHMIDT, A. D. Florida Power 8c Light Co. 81/07/02. Ip. 09218:105. 


—8107310101 LER B1-030/03L-0: on 810603, control element assembly motion 
inhibit circuit for power dependent insertion limit failed. 

Caused by failure of relay in metrascope limit circuit, 

Raley replaced 8c circuit repaired. 

PACE, P. L. Florida Powar 8c Light Co. 81/07/02. Ip. 09218:106. 


8107310338 Forwards LER 81-031/03L-0. 

SCHMIDT, A. D. Florida Powar 8c Light Co. 81/07/06. Ip. 09220:044, 


■8107310339 LER 81-031/03L-0: on 810605, electrical ground occurred on 
125-volt dc bus 8. Caused by grounded coil in faulty 
alactrohydraulic actuator for governor valve. Spare actuator 
installed. 

MOABA, J. E. Florida Power l< Light Co. 81/07/06. Ip. 09220:045. 


—8107080503 IE Insp Rept 50-335/81-09 on 810407-10, Noncompliance noted: 
equipment shortage in fire hydrant equipment houses. 

MILLER, W. H. , CONLON, T. E. Engineering Inspection Branch. 81/05/04. 
9pp, 08972:201. 


8107240411 Advises that 810601 response to IE Bulletin 81-03 for Unit 1 
should satisfy requested info for Unit 2. Both units share 
same site 8c intake 8< discharge canals. 

UHRIG, R. E. Florida Power 8c Light Co. 81/07/08. Ip. 09138:223. 


V. Operator Examinations 


8107140463 8ummary of 810609 maating w/util in Batha»da,MD ra operator 
licensing on both units simultaneously. List of operator 
functional differences between sys will be provided by 
810701. 

NERSES, V. Licensing Branch 3. 81/06/29. 5pp. 09030:216. 
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8107070325 Responds to items discussed in 810608 meeting re dual 
1 icensabi 1 itg of operators. Operations/sy s difference 
analysis rept end for official ruling on dual 
licensability. 

FINCHER, P. L. , BOISSY, ©. L. . WETHY. C. M. Florida Power & Light Co, 
81/06/30. 2pp. 08939:068. 


— 8107070328 "Operations/Sys Difference Analysis Rept." Proposed revised 
FSAR Sections 13.1.13.2 & 13.5 end. 

» Florida Power & Light Co. 81/07/01. 155pp. 08939:070. 


DOCKET 50-336 MILLSTONE 'NUCLEAR POWER STATION. UNIT 2 


F. Security, medical, emergency & fire protection plans 


8107130341 Requests confirmation that sys re prompt notification & 
instructions to public in emergency has been implemented. 

Info re compensating actions or procurement & installation 
problems requested. Response requested by 810724. 

ORIER. B. H. Region 1. Philadelphia. Office of the Director 
(81/03/01). 81/07/01. 4pp. 08997:091. 


B1071604S4 Advises that NRC completed review of Revision 4 changes to 
modified amended security plan transmitted by 810409 ltr. 

Changes are consistent W/10CFR50. 54. 

CLARK. R. A. Operating Reactors Branch 3. 81/07/02. 3pp. 09050:219. 


S 107290002 Generic Ltr 81-27: requests that all emergency plans & 
implementing procedures be submitted w/pages marked to 
reflect privacy 8< proprietary matl. Info to be deleted from 
previous documents should be requested by B10731. 

EISENHUT. D. 0. Division of Licensing. 81/07/09. 5pp. 09189:059. 


0. Adjudicatory correspondence 


8107090291 Answer that petitioners do not object to NRC 810629 motion 
for leave to defer response to 810622 petition until 810731. 
Certificate of Svc encl. 

REYNOLDS. N. S. Commonwealth Edison Co. 81/07/07. 3pp. 0B9B4:il7. 


8107150286 Requests that NRC notify N Reynolds that 810622 petition 
for extension of deadline for compliance ui/CLI-80-21 has 
been retitled. Svc should be made of all subsequent papers on 
parties to proceeding. including UCS. 

WEISS. E. R. Harmon & Weiss. 81/07/10. 3pp. 09025:156. 


8107220268 Forwards order confirming licensee commitments of post-TM3 
related requirements of NUREG-0737, based on 801215.31. 
810213.19.27.0304 8c IB ltrs. Exp lie it statements of 
requirements set forth in attachment to order. 

CLARK. R. A. Operating Reactors Branch 3. 81/07/10. Ip. 09126:276. 


—8107220275 Order confirming licensee commitments re post-TMI related 
requirements of NUREQ-0737. Requests that applicant satisfy 
specific requirements of NUREG. described in attachment, 
within 30 days. 

EISENHUT , D. 0. Division of Licensing. 81/07/10. 10pp. 09126:280. 


H. General correspondence 


8107270239 Advises of changes in distribution list for correspondence. 
COUNBIL, W. G, Connecticut Yankee Atomic Power Co. COUNSIL. W. G. 
Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
81/07/21. Ip. 09160: 130. 


J. Insurance & indemnity information 


8107080209 Forwards estimated 1981 cash flows fOT CT Light fc Power Co. 
Hartford Electric Light Co 8c Western MA Electric Co, Cash 
flows are adequate to meet potential retrospective premium 
requirements under 1975 amends to Price Anderson Act. 

O 'CONNOR. L. A. Northeast Utilities. 81/06/29. 2pp. 08962:125. 


P. Operating license stage documents & correspondence 


8107140830 Notifies that 30-day abeyance period for 801204 hearing 
request re environ qualif ication of safety-related 
electrical equipment will be extended to 90 days. Response 
due within 90 days of issuance of safety evaluation. 

EISENHUT, D.G. Division of Licensing. 81/06/12. 2pp. 09029:085. 


8107060106 Submits physics review of 800306 basic safety rept. Rept 
intended to serve as ref fuel assembly 8c safety analysis 
rept.Rept acceptable for ref in licensing actions. Review 
will be completed by 810901. 

CLARK, R, A. Operating Reactors Branch 3. 81/06/22. 2pp. 08957:298. 


— 3107060108 Safety evaluation supporting ref of basic safety rept as 
fuel assembly & safety analysis rept. 

* Operating Reactors Branch 3. Bl/06/12. 7pp. 08957:301. 


8107010323 Informs that utils will attend industry-wide 810707-10 
environ qualification meeting in Bethesda, MD. Utils intend to 
propose dates for docket-specific meetings to discuss safety 
& technical evaluation repts. 

COUNSIL, W. G. Connecticut Yankee Atomic Power Co. COUNSIL, W. Q. 
Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
81/06/26. 2pp. 0SB88: 342. 


8107010414 Informs that control board mounting hardware for auxiliary 
feedwater flow indicators will not arrive prior to required 
810701 inservice date, per NUREQ-0737, Item II. E. 1. 2. Vendor 
failed to order equ ipment. Foxboro Co 810618 ltr encl. 

COUNBIL, W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities), 81/06/26. 3pp. 08905:290. 


8107020312 Provides info re RCS vents per NUREQ-0737, Item XX. B. 1. 
Eighteen aperture cards encl, one illegible drawi ng. Aperture 
cards are available in PDR. 

COUNSIL, W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 81/06/29, 15pp. 08952:312. 


8107090342 Advises that multi-plant issue, "Boron Solubility During 
Long-Term Cooling Following LOCA, " is closed for 
facility. Util 750627,771031 8c 780510 submittals are 
acceptable. 

CLARK, R. A. Operating Reactors Branch 3. 81/06/29. 3pp. 08986:250. 


8107100059 Advises that TMI Action Plan Item II. K. 2. 19 re sequential 
auxiliary feedwater flow analysis, does not apply to NSSS w/ 
inverted U-tube steam generator such as those designed by 
C-E 8t West inghouse. No response to item required. 

CLARK, R.A. Operating Reactors Branch 3. 81/06/29. 2pp. 09001:245. 


8107100314 Forwards Div of Sys Integration safety evaluation re 
review of resistance temp detector time response 
characteri sties. Loop current step response methods are 
acceptable. 

CLARK, R.A. Operating Reactors Branch 3. 81/06/30. 5pp. 09002:087. 


■8107100316 Safety evaluation re review of resistance temp detector 
time response characteristics. Loop current step response 
methods are acceptable. 

* Instrumentation & Control Systems Branch. 80/11/30. 45pp. 

09002:092. 


8107200500 "Tech Specs for Redundant Decay Heat Removal Capability, 
Millstone Nuclear Power Station, Unit 2," technical 
evaluation rept. 

YOST, M. W. , DECKER, G. R. EQ8<GIdaho> Inc. FINA-6429. 8107200500. 

81/06/30. 19pp. 09094:141. 


8107130390 Forwards responses to TMI Action Plan Items 1 1 . D. &• 1 1. E. 4. 1, 

II. E 4. 2, II. F. 1. 3, II. K. 3. 1,11. K. 3, 14, II. K. 3. 25, II. K. 3. 5 & 

I II. D. 3. 4. Ten oversize drawings encl. Aperture cards will be 
available in PDR. 

COUNSIL, W. G. Connecticut Yankee Atomic Power Co. COUNSIL, W. G. 
Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 

81/07/01. 138pp. 09000:155. 


8107150008 Forwards revised Tech Spec Page 3/4 5-7 to Amend 76 to 
License DPR-21, Page 3/4 7-7 to Amend 51 to License DPR-21 8< 
Page 3. 1-16 to Amend* 75 8< 65 to Licenses DPR-21 & DPR-A5, 
respectively. 

CRUTCHFIELD, P. Optrating Reactors Branch 5. B1/O7/01. 2pp. 

09048: 237. 


— 8107150015 Revised Tech Spec Page 3. 1-16 to Amende 75 & 65 to Licenses 
DPR-21 * DPR-65, respectively. 

* Operating Reactors Branch 5. 81/07/01. Ip. 09048:241. 


8107170304 Forwards Amend 70 to License DPR-65 8c notice of issuance fc 
aveilability. Amend revises Tech Specs to incorporate 
inservice insp & inservice test requirements 8c remove 
outmoded requirement. 

CLARK, R.A. Operating Reactors Branch 3. 81/07/01. 4pp. 09062:190. 


— 8107170305 Forwards Amend 70 to License DPR-65 for FR publication. 
Raferenced documents provided to PDR. 

* Operating Reactor# Branch 3. 81/07/02. Ip. 09062:194. 


— 8107170306 Amend 70 to License DPR-65, revising Tech Specs to 
incorporate inserviee insp ft inservice test requirements 8c 
remove outmoded requirements. 

CLARK, R. A. Operating Reactors Branch 3. 81/07/01. 14pp. 

09062: 195. 
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— 8107170307 Notice of issuance & availability of Amend 70 to License 
DPR— 65. 

CLARK, R. A. Operating Reactors Branch 3. 81/07/01. 3pp, 

09062: 209. 


8107310055 Generic Ltr 81-23A to all licensees & CP hoi ders, advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation, per Generic Ltr 81-23. are unnecessary. 

EISENHUT. D. G. Division of Licensing. 81/07/06. 6pp. 09222:215. 


8107270256 Advises that IE Circular 81-06, "Potential Deficiency 
Affecting Certain Foxboro 10 to 50 Milliampere 
Transmitters, " was sent to listed licensees. 

* Region 1, Ph i lad el ph ia, Office of the Director <81/03/01) 
81/04/14. 4pp. 09167:280. 


8107200036 Forwards IE Insp Repts 50-245/81-04 & 50-336/81-03 on 
810302-06. No noncompliance noted. 

JOYNER, J. H. Technical Inspection Branch. 81/04/16. 2dd 
09079:110. 


8107220268 Forwards order confirming licensee commitments of post-TMl 
related requirements of NUREG-0737, based on 801215.31. 
810213,19,27.0304 & IS 1 trs. Exp li c i t statements of 
requirements set forth in attachment to order. 

CLARK, R. A. Operating Reactors Branch 3. ■ 81/07/10. Ip. 09126:276. 


— 8107220275 Order confirming licensee commitments re post-TMl related 
requirements of NUREG-0737. Requests that applicant satisfy 
specific requirements of NUREO, described in attachment, 
within 30 days. 

EISENHUT, D. G. Division of Licensing. 81/07/10. 10pp. 09126:280. 


8107210391 Comments on NUREG/CR-0672, "Summary of Technology , Safety & 
Costs of Decommissioning Ref BWR Power Station," Problems 
effecting cost estimates identified. “Nuclear Power Plant 
Decommissioning Study for Millstone Units 1 & 2, " end. 

COUNSIL, W. G. Northeast Utilities. 81/07/14. 5pp. 09103:051. 


— 8107210395 "Nuclear PoweT Plant Decommissioning Study for Millstone 
Units 1 & 2. " 

* Northeast Utilities. 81/05/31. lOBpp. 09103:056. 


8107220138 Application for amend to License DPR-65, revis ing Tech Specs 
3/4.7. 8 re inservice surveillance of snubbers & Table 
3. 7-1. . 

COUNSIL, W. G. , CAGNETTA, J. P. Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities). 81/07/15. 6pp. 09118:053. 


•8 1 07220140 Proposed Tech Specs 3/4. 7. 8 re inservice surveillance of 
snubbers & Tables 3.7-la & 3.7-lb. 

* Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
81/07/16. 21pp. 09118:059. 


— 8107200041 IE Insp Repts 50-245/81-04 it 50-336/81-03 on 810302-06. No 
noncompliance noted. Major areas inspected: security plan, 
security program audit, physical barriers, access controls & 
detection aids. Details withheld (ref 10CFR2. 790). 

MCKEOWN, L. M. , DEVLIN, J. W. Technical Inspection Branch. 81/04/02 
lp. 09079:112. 


8107070283 Responds to IE Bulletin 81-01, "Surveillance of Mechanical 
Snubbers. " Util has addressed all Inti Nuclear Safeguards 
Corp mechanical snubbers at facility. All defective snubbers 
have been replaced. 

COUNSIL, W. G, Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 81/06/22. 8pp. 08938:239. 


8107170299 Forwards IE Insp Repts 50-245/81-05 & 50-336/81-04 on 
810215-0404. No noncompliance noted. Insp rept withheld (ref 
1 0CFR2. 790 ). 

BRUNNER, E. J. Projects Branch 1. 81/07/01. 2pp. 09055:159. 


8107150092 Forwards IE Circular 81-10, “Steam Voiding in RCS During 
Decay Heat Removal Cooldown. " No written response required. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01), 81/07/02. 3pp. 09027:251. 


8107290129 Forwards IE Waste Packaging Insp Rept 15000046/81-04 on 
810309-13 ?< notice of violation. 

JOYNER, J. H. Technical Inspection Branch. 81/07/13. 2pp. 
09185:080. 


— 8107290132 Notice of violation from waste packaging insp on B10309-13. 
JOYNER, J.H. Technical Inspection Branch. 81/07/13. lp. 

09185: 082. 


8107240375 Submits comments on 810707-10 environ qualification meeting 
in Bethesda, MD. Issuanc e of another bulletin suppl or generic 
ltr would further util understanding of NRC positions. 

COUNSIL, W. G. , CAGNETTA, J. P. Northeast Nuclear Energy Co, (subs, of 
Northeast Utilities). 81/07/16. 9pp. 09141:194. 


8107280271 Forwards response to NRC 801222, B10203 it 0625 ltrs re 
NUREG— 0612, "Control of Heavy Loads at Nuclear Power 
Plants." Info provided : inter im actions, results of review of 
overhead handling sys & verification of crane design. 

COUNSIL, W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 81/07/20. 28pp. 0917B:030. 


8107290005 Notification of B 10728, 29 & 30 meetings w/B&W, Westinghouse & 
C-E owners groups in Bethesda, MD to discuss thermal shock to 
reactor pressure vessel issue. 

VISSING, 0. Operating Reactors Branch 4. 81/07/20. 5pp. 09189:127. 


— 8107290136 IE Waste Packaging Insp Rept 15000046/81-04 on 810309-13. 
Noncompliance noted: three packages were not stencilled 
radioact ive-LSA to identify contents. 

* Region 1, Philadelphia, Office of the Director (81/03/01). 
RIEDLINGER, B. A. , THOMAS, R. D. Radiological Safety Branch. 
81/03/27. 6pp. 09185: 0B3. 


0107160315 Forwards IE Info Notice 81-19, "Lost Parts in Primary 
Coolant Sys." No written response required. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
<81/03/01). 81/07/16. 5p.p. 09041:092. 


B107290170 Forwards IE Info Notice 81-21, "Potential Loss of Direct 
Access to Ultimate Heat Sink. " No written response required. 
GRIER, B. H. Region 1, Philadelphia, Office of the Director 
<81/03/01). Bl/07/21. 5pp. 09186:279. 


Q. Inspection reports, IE Bulletins & correspondence 


8107270217 Advises that IE Info Notice 81-05, “Degraded DC Sys at 
Palisades," was sent to listed licensees. 

* Region 1, Philadelphia, Office of the Director <81/03/01). 
81/03/13. 4pp. 09167:273. 


8107270270 Advises that IE Info Notice 81-08, "Repetitive Failures of 
Limitorque Operator SMB-4 Motor-to-Shaf t Key, " was sent to 
listed licensees. 

* 11 Philadelphia, Office of the Director <81/03/01). 

81/03/20. 4pp. 09178:165. 


8107270243 Advises that IE Info Notice 81-10. "Inadvertent Containment 
Spray Due to Personnel Error," was sent to listed licensees. 

* 1( Philadelphia, Office of the Director (81/03/01). 

81/03/25. 4pp. 09167:296. 


8107270192 Advises that IE Info Notice 81-09, "Degradation of Residu 
Heat Removal <RHR> Sys," was sent to listed licensees. 

* ."J 8 *®" 1 ' Philadelphia, Office of the Director (81/03/01). 
81/03/26. 4pp. 09167:267. 


B107290201 Forwards IE Circular 81-12, "Inadequate Periodic-Test 
Procedure of PWR Protection Sys. " No written response 
required. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
<81/03/01). 81/07/22. 5pp. 09188:131. 


3107230258 Forwards IE Circular 81-09, "Containment Effluent Water That 
Bypasses Radioactivity Monitor." No written response 
required. 

GRIER, B. H. Region 1, Philadelphia, Offica of the Director 
<81/03/01). 81/07/23. 5pp. 09133:080. 


8107230293 Forwards IE Info Notice 81-20, "Test Failures of Electrical 
Penetration Assemblies. " No written response required. 

GRIER, B. H. Region 1, Ph i lad el ph ia, Offica of the Director 
(81/03/01). 81/07/23. 5pp. 09133:142. 


8107290166 Forwards IE Circular 81-11, "Inadequate Decay Heat Removal 
During Reactor Shutdown. " No written response required. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
<81/03/01). 81/07/24. 3pp. 09185:322. 


8 SI?^n JT ’".**** IE !uUeti " Bl-oa, “F.ilu ra of Sat* Tgp. 
V*lv*i to Clot* Againtt Differential Pr.e.ura, “ uet 
sent to listed licensees. 

ei/oI/nS" Phil !£? lphia ' 0ffic * of the Director (81/03/01). 
81/04/09, 4pp. 09146:349. 
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S. Reportable occurrences* LERs & related correspondence 


8106010419 Part 21 rept re failure of GA Co instrument cable to meet 
IEEE temp requirements* ini tial ly reported on 810512. 

Defective matl was supplied by Rockbestos Corp. Each user 
should evaluate Installation. User list end. 

R ICKARD* C. L. General Atomic Co. (subs, of Gulf Oil Co.). 81/05/15. 

4pp. 08663:008. 


8107130420 Forwards LER B1-020/01T-0. 

MROCZKA* E. J. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 81/06/30. Ip. 09000:100. 


— 8107130426 LER B1-020/01T-0: on 810616*2 1/2 inch fittings between 
4-inch pressurizer safety valve inlet lines & safety valves 
found within allowable 1 imi ts. Reduced inlet pipe reduces 
valve discharge capacity. No substantial hazard constituted. 
BECKER* J. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 81/06/30. Ip. 09000:101. 


8107130154 Forwards LER B1-021/03L-0. Detai led event analysis end. 
MRQCZKA* E. J. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 81/07/02. 2pp. 08998:169. 


—8107130160 LER 81-021/03L-0: on 810612* w/plant at 100% power*A & B 
charging pumps were declared inoperabl e. Caused by incorrect 
installation of suction 8c discharge seal cylinder assembly 
flushing nipple blank flanges. Mods made. 

CRISCIONE* J. L. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 81/07/02. Ip. 08998:171. 


81072X083 Part 21 rept re apparent degradation of Rosemount* Inc 
resistance temp detectors. Thirteen safety-related detectors 
& five non safety-related detectors for Unit 3 have been 
refurbished. 

CQUNSIL* W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 81/07/10. 3pp. 09128:001. 


8107280545 Forwards LER 81-02S/03L-0. 

MROCZKA, E. J. Northeast Utilities. 81/07/14. Ip. 09176:179. 


— 8107280554 LER 81 -025/03L-0: on 810615* span gas voltage on hydrogen 
analyzer B found out of spec. Caused by Instrument drift due 
to high temp within analyzer cab inets. Temp control switch 

reset. 

CRISCIONE* J. Northeast Utilities. Bl/07/14. Ip. 09176:180. 


8107290050 Forwards LER 81-026/03L-0. 

MROCZKA* E. J. Northeast Utilities. 81/07/16. Ip. 09184:286. 


— 8107290056 LER 81-206/03L-0: on 810616* motor operated valves 
overtraveled past required position. Caused by variable 
coastdown times of motor & small margin of acceptable valve 
position. Valves opened & maintained at required position. 
BECKER, J. Northeast Utilities. 81/07/16. 2pp. 09184:287. 


8107290174 Trip rept of 810709 site visit to observe effects of main 
phase B transformer fire which occurred on 810703. 

ENGLE, L. B. Operating Reactors Branch 3. 81/07/22. 8pp. 09190:343. 


G. Adjudicatory correspondence 


8107020295 Informs of progress re util efforts to provide final 
analysis of turbine missile risk. Util cannot finish study 
until NRC/ Westinghouse discussions comp leted. Further 
developments expected by 810531. Related correspondence. 
CHRISTMAN* J. N. Hunton & Williams. 81/05/08. 2pp. 08926:358. 


8107090291 Answer that petitioners do not object to NRC 810629 motion 
for leave to defer response to B10622 petition until 810731. 
Certificate of Svc end. 

REYNOLDS, N. S. Commonwealth Edison Co. 81/07/07. 3pp. 08984:117. 


B 107 150286 Requests that NRC notify N Reynolds that 810622 petition 
for extension of deadline for compliance w/CLI-80-21 has 
been retitled. Svc should be made of all subsequent papers on 
parties to proceeding* including UCS. 

WEISS* E. R. Harmon & Weiss. 81/07/10. 3pp. 09025:156. 


8107220257 Forwards order confirming licensee commitments to post-TMI 
related requirements of NUREG-0737* based on 801215*31* 

8 1 0227,052 9 $< 0706 ltr s. Expl ic it statements of requirements 
set forth in attachment to order. 

CLARK* R. A. Operating Reactors Branch 3. 81/07/10. 4pp. 09126:260. 


— 8107220262 Order confirming licensee commitments re post-TMI related 
requirements of NUREG-0737. Requests that applicant satisfy 
specific requirements of NUREG, d escr ib ed in attachment* 
within 30 days. 

PIRPLE, R.A. Division of Licensing. 81/07/10. 10pp. 09126:264. 


P. Operating license stage documents & correspondence 


8107100064 Advises that TMI Action Plan Item II. K. 2. 19 re sequential 
auxiliary feedwater flow analysis does not apply to NSSS w / 
inverted U-tube steam generators such as those designed by 
C-E & Westinghouse. No response required. 

CLARK* R. A. Operating Reactors Branch 3. 81/06/29. 2pp. 09001:239. 


8107100338 SEISMIC DESIGN MARGIN EVALUATION OF SYSTEM AND EQUIPMENT 
REQUIRED FOR SAFE SHUTDOWN OF NORTH ANNA* UNITS 1 AND 2* 

FOLLOWING AN SSE EVENT. 

DESAI * K. D. Division of Engineering. NUREG-0792. 81/06/30. 28pp. 

Available at NTIS. *3.75. 09005:001. 


8107070331 Responds to Item II. D. 1 of NUREG-0737 re performance testing 
of power relief valve Sc safety valves. Tests will not be 
completed by 810701. Interim data rept will be submitted by 
810701. 

LEASBURG* R, H. Virginia Electric & Power Co. 81/07/01. 2pp. 

00939: 348. 


DOCKET 50-338 NORTH ANNA POWER STATION* UNIT 1 


F. Security* medical* emergency & fire protection plans 


8107070159 Forwards functional description of upgraded meteorological 
facilities required by NUREG-0654. App A 8c NUREG-0737, Item 
III. A. 2. Sys will be fully operational* pending completion of 
NUREQ-0696 requirements. 

LEASBURG, R. H. Virginia Electric 8< Power Co. 81/07/02. 15pp. 

08940: 324. 


B 107290002 Generic Ltr 81-27: requests that all emergency plans & 
implementing procedures be submitted w/pages marked to 
reflect privacy & proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT* D. G. Division of Licensing. 81/07/09. 5pp. 09189:059. 


8107070356 Application for amend of Licenses NPF-4 & NPF-7* 
incorporating applicable portions of revised inservice 
surveillance requirements for snubbers into Tech Specs»per 
NRC 801120 request. 

FERGUSON* J . H. Virginia Electric Sc Power Co. 81/07/01. 3pp. 
08941: 336. 


— 8107070359 Proposed changes to Tech Specs 3. 7. 10* 4. 7. 10* Tables 3. 7-4a 8c 
b, 3/4. 7. 9. 1 8c 2, 3/4. 7. 10* 3/4. 7. 11* Tables 3. 3-3* 3. 3-4 8c 
4.3-2 8c 6. 9 for Unit 1 & 3. 7. 10,4.7.10 8c Tables 3. 7-4a 8c b 
for Unit 2 re inservice surveillance for snubbers. 

* Virginia Electric Sc Power Co. 81/07/01. 66pp. 08941:339. 


8107070361 Requests that requirement to implement interim actions re 
controls for handling heavy loads contained in NUREG-0612 be 
delayed until unit commences next refueling outage. 

LEASBURG* R. H. Virginia Electric Sc Power Co. 81/07/01. 2pp. 

08942: 043. 


8107140530 Advises of incorrect Sc redundant Table 3, Page W/4669/14 
in end to util 810702 ltr re functional description of 
upgraded meteorological fac il it ies* per NUREG-0654. Page 
should be omitted. Correct Table 3 is on Page W/4669/12. 

LEASBURG* R. H. Virginia Electric 8< Power Co. 81/07/10. Ip. 
09015:296. 


8107100218 Forwards addl info re bypass 8c reset of engineered safety 
features* in response to NRC 800725 request. Overriding of one 
type of safety activation will not cause blocking of any 
other type of safety activation for isolation valves. 

LEASBURG* R . H. Virginia Electric Sc Power Co. 81/07/01. 400pp. 

08993: 247. 


8107280414 Forwards emergency planning info for placement in LPDR.W/o 
8106260435. 

SDUDER* J. L. Division of Rules and Records. 81/07/16. Ip. 

09180: 151. 


8107280423 Forwards emergency planning info for placement in LPDR.W/o 
8106260435. 

SOUDER* J. L, Division of Rules and Records. 81/07/16. Ip. 

09180: 154. 


8107210253 Forwards six oversize drawings listing logic diagrams* 
electrical schematics 8c PfclDs for design of RCS vents on 
Unit l.Suppls 801215 rept responding to NUREG-0737. Unit 2 
info forth coming. Aperture cards are in PDR. 

LEASBURG, R. H. Virginia Electric 8c Power Co. 81/07/01. Ip. 
09102: 180. 
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B 107070 154 Forwards Amend 4, Draft 5 to VEP-l.GA program* operati ons 
phase. Revi sion complies w/current reg guides it ANSI stds & 
reflects util organizational changes. 

BAUM* E. A. Virginia Electric & Power 1 Co. Bl/07/06. Ip. 08940:339. 


— 8107070163 Amend 4* Draft 5 to QA program* operations phase. 

* Virginia Electric & Power Co. VEP— 1 A04 DRFT 05. 81/07/06. 

46pp. 08940:340. 


8107100216 Informs that review design info, drawings & procedures 
required by NUREG-0737, Item II. F. 1 will be available by 
810901. 

LEASBURG, R. H. Virginia Electric it Power Co. Bl/07/06. 2pp. 
08992: 16B. 


8107310055 Generic Ltr 81-23A to all licensees & CP h olders. advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation* per Generic Ltr 81-23, are unnecessary. 

EISENHUT, D. G. Division of Licensing. 81/07/06. 6pp. 09222:215. 


8107150123 Forwards endurance test summaries of steam turbine-driven It 
motor-driven auxiliary feedwater pumps* in response to NRC 
791214 ltr. Response to NUREG-0737, 1 tern II. E. 1.1 is in error. 
Correction will be made in next revision. 

LEASBURG, R. H. Virginia Electric it Power Co. Bl/07/10. 16pp. 

09033:279. 


8107220257 Forwards order confirming licensee commitments to post-TMI 
related requirements of NUREG-0737* based on 801215, 31, 

810227,0529 S < 0706 Itrs. Exp 1 i c i t statements of requirements 
set forth in attachment to order. 

CLARK* R. A. Operating Reactors Branch 3. 81/07/10. 4pp. 09126:260. 


8107240184 Updates 810615 progress rapt re IE Bulletin 80-11, "Masonry 
Wall Design. " Analysis of remaining walls will be 
completed by 810731. 

SYLVIA, B.R. Virginia Electric it Power Co. 81/06/19. 2pp. 

09139: 204. 


8107080427 Forwards IE Safeguards Insp Repts 50-338/81-14 it 
50-339/81-11 on 810601-05. No noncompliance noted. Major 
areas insp ec ted : physical security program. Ends withheld 
< ref 10CFR2. 790). 

LEWIS, R. C. Division of Resident S< Reactor Project Inspection. 
81/06/25. Ip. 08974:027. 


8107240526 Ack receipt of 810622 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-338/81-13 & 
50-339/81-10. 

LEWIS, R. C. Division of Resident Sc Reactor Project Inspection. 
81/07/08. Ip. 09142:098. 


— 8107240533 Forwards response to NRC 810528 ltr re violations noted in 
IE Insp Repts 50-338/81-13 it 50-339/81-10. Corrective 
actions: task analysis survey will identify necessity for 
qualification training it retaining. 

SYLVIA, B.R. Virginia Electric it Power Co. 81/06/22. 3pp. 
09142:099. 


—8107240537 Forwards IE Insp Repts 50-338/81-13 it 50-339/81-10 on 
810406-0505 it notice of violation. 

LEWIS, R. C. Division of Resident & Reactor Project Inspection. 
81/05/28. 2pp. 09142:102. 


— 8107240542 Notice of violation from insp on 810406-0505. 

* Division of Resident it Reactor Project Inspection. 81/05/28. 
Ip. 09142:104. 


— 8107220262 Order confirming licensee commitments re post-TMI related 
requirements of NUREG-0737. Reques ts that applicant satisfy 
specific requirements of NUREG, described in attachment, 
within 30 days. 

PURPLE, R. A. Division of Licensing. 81/07/10. 10pp. 09126:264. 


8107270008 Requests addl info for TMI Action Plan Item II. E. 1.2 re 
auxiliary feedwater automatic initiation S< flow indication 
sys. Response should be submitted by 810801. 

CLARK, R. A. Operating Reactors Branch 3. 81/07/10. 4pp. 09162:080. 


8107210419 Requests extension for documentation review of multi- 
structure ARS reanalysis to 810831. Unplanned outages have 
delayed schedule. Limited resources designing necessary mods 
to implement NUREG-0737 requirements during outages. 

LEASBURG. R. H. Virginia Electric it Power Co. 81/07/16. 2pp. 
09103:346. 


8107230023 Forwards response to NRC Generic Ltr 81-14 re seismic 
qualification of auxiliary feedwater sys. Description of 
methodologies & acceptance criteria included. 

LEASBURG, R . H. Virginia Electric Se Power Co. 81/07/16. 6pp. 
09130: 334. 


8107290005 Notification of 810728,29 it 30 meetings w/B&W, Westinghouse it 
C-E owners groups in Bethesda,MD to discuss thermal shock to 
reactor pressure vessel issue. 

VISSING, G. Operating Reactors Branch 4. 81/07/20. 5pp. 09189:127. 


8107280349 Updates 800924 ltr re installation of generator breakers. 
Breaker installed in Unit 1. Analyses to determine adequacy 
in providing permanent solution to General Design Criterion 
17 underway. Marked-up Tech Specs end. 

LEASBURG, R. H. Virginia Electric t< Power Co. 81/07/24. 12pp. 

09173: 180. 


8107300045 Forwards proprietary response re further clarification of 
experimental methods for determining fuel handling accident 
analysis decontamination factor. Enel withheld (ref 10CFR2. 

790). 

LEASBURG, R. H. Virginia Electric it Power Co. 81/07/24. 2pp. 
09191:274. 


—8107240546 IE Insp Repts 50-338/81-13 it 50-339/81-10 on 810406-0505. 
Noncompliance noted: failure to establish replacement 
training programs for engineers it auxiliary operators per 
Tech Spec 6. 4. 

WEBSTER, E, H. , DANCE, H. C. Division of Resident it Reactor Project 
Inspection. 81/05/28. 7pp. 09142: 105. 


8107270011 Forwards IE Circular 81-09, "Containment Effluent Water 
That Bypasses Radioactivity Monitor. " Licensee action is 
required. 

0 'REILLY, J. P. Region 2, Atlanta, Office of the Director (81/03/01). 
81/07/10. Ip. 09156:286. 


8107240284 Forwards IE Info Notice 81-20, "Test Failures of Electrical 
Penetration Assemblies. " No licensee action or response is 
required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director (81/03/01). 
81/07/13. 4pp. 09148:196. 


8107230258 Forwards IE Circular 81-09, "Containment Effluent Water That 
Bypasses Radioactivity Monitor." No written response 
required. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/23. 5pp. 09133:080. 


R. Periodic operating reports it related correspondence 


8107020148 Forwards revised pages to monthly operating repts for 
Nov 1980-Apr 1981. 

BYLVIA, B. R . Virginia Electric Sc Power Co. 81/06/25. Ip. 
08933: 349. 


— 8107020150 Revised page to monthly operating rept for Nov 1980. 
ROGERS, L.L. Virginia Electric Sc Power Co. 81/06/05. 2pp. 
08933:350. 


— 8107020191 Revised page to monthly operating rept for Jan 1981. 
ROGERS, L.L. Virginia Electric Sc Power Co. 81/06/05. 2pp. 
08933: 354. 


Q. Inspection reports, IE Bulletins 8c correspondence 


8107150277 Forwards IE Circular 81-06, "Potential Deficiency Affecting 
Certain Foxboro 10 to 50 Milliampere Transmitters. " No 
written response required. 

O'REILLY, J.P. Region 2, Atlanta, Office of the Director (81/03/01). 
81/04/14. Ip. 09033:333. 


8107240332 Updates 801103 Sc 810415 responses to IE Bulletin 80-11, 
"Masonry Wall Design." Safety of plant will not be 
jeopardized by continued analysis of remaining walls during 
plant operation. Analysis will be completed by 810631. 

SYLVIA, B.R. Virginia Electric Sc Power Co. 81/06/15. 3pp. 
09138: 182. 


— 8107020196 Revised page to monthly operating rept for Feb 1981. 
ROGERS, L.L. Virginia Electric Sc Power Co. 81/06/05. 2pp. 
08933: 356. 


—8107020198 Revised page to monthly operating rept for Mar 1981. 
ROGERS, L.L. Virginia Electric Sc Power Co. 81/06/05. 2pp. 
08933: 358. 


— 8107020203 Revised page to monthly operating rept for Apr 19B1. 
ROGERS, L.L. Virginia Electric Sc Power Co. 81/06/05. 2pp. 
08933: 360. 
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8107210254 Forwards monthly operating repts for June 1981. 
LEASBURG, R . H. Virginia Electric & Power Co. 81/07/16. Ip. 
09104: 136. 


— 6107210258 Monthly operating repts for June 1981. 

ROGERS^ L. L. Virginia Electric & Power Co. 81/07/03, 9pp. 
09104: 137. 


S. Reportable occurrences) LERs & related correspondence 


8107060300 Forwards LER 81-04S/03L-0. 

CARTWRIGHT, W. R. Virginia Electric & Power Co. 81/06/29. Ip. 
08892: 162. 


— 8107060304 LER 81-048/03L-0: on 810603) vi sual insp revealed snubber 
reservoir was damaged & empty of fluid. Caused by heat damage 
to oil reservoir. Snubber replaced & modified by moving fluid 
reservoir to remote location. 

CARTWRIGHT) W. R. Virginia Electric Sc Power Co. 81/06/29. 2pp. 
08892: 163. 


V. Operator Examinations 


8107200366 Discusses NRC requirement re performance of special low 
power testing program for operator training prior to 
escalation above 5V. rated thermal power. Supporting info 
end. 

RAHBE. P. Westinghouse Electric Corp. 81/07/08. 7pp. 09070:238.. 


DOCKET 50-339 NORTH ANNA POWER STATION, UNIT 2 


E. NRC Safety Evaluation Report (SERI) suppls Sc correspondence 


8107280263 Forwards rept of changes to Surry simulator model, as result 
of low power natural circulation test, required by Suppl 11 
to SER (NUREG-0053). 

LEASBURG, R . H. Virginia Electric Sc Power Co. 81/07/23. 3pp. 

09178: 141. 


8107150286 Requests that NRC notify N Reynolds that 810622 petition 
for extension of deadline for compliance w/CLI-80-21 has 
been retitled, Svc should be made of all subsequent papers on 
parties to proceed ing, including UCS. 

WEISS, E. R. Harmon it Weiss. Bl/07/10. 3pp. 09025:. 


8107220257 Forwards order confirming licensee commitments to post-TMI 
related requirements of NUREG-0737, based on 801215,31, 

810227,0529 & 0706 ltrs. Expl icit statements of requirements 
set forth in attachment to order. 

CLARK, R. A. Operating Reactors Branch 3. 81/07/10. 4pp. 09126:260. 


— 8107220262 Order confirming licensee commitments re post-TMI related 
requirements of NUREG-0737. Requests that applicant satisfy 
specific requirements of NUREG, described in attachment, 
within 30 days. 

PURPLE, R. A. Division of Licensing. Bl/07/10. 10pp. 09126:264. 


0. Advisory Committee on Reactor Safeguards reports 8c correspondence 


8105260408 Notifies that ACRS concludes that existing plant design 
conforms w/regulatory requirements & proposed mods would not 
improve LPIS & RHR sys significantly. Concurs w/P Gilinsky 
desire to improve reliability of decay heat removal sys. 

MARK, J. C. ACRS - Advisory Committee on Reactor Safeguards. 
81/03/12. 2pp. 09067:219. 


8107150373 Provides summary of ACRS 253rd meeting on 810507-09 in 
Washington, DC re control sys failures that could cause or 
exacerbate nuclear power plant accidents & causes & 
implications of Browns Ferry partial fai lure-to-scram. 

MARK, J. C. ACRS - Advisory Committee on Reactor Safeguards. 
81/05/18. 3pp. 09032:276. 


P. Operating license stage documents St correspondence 


8107010232 Forwards revised Table 4 to 810522 submittal re 
multistructure amplified response spectra criteria. Pump/ 
valve operability criteria provided. 

SYLVIA, B. R. Virginia Electric & Power Co. 81/06/26. 2pp. 
08909: 359. 


F. Security, medical, emergency & fire protection plans 


8107070159 Forwards functional description of upgraded meteorological 
facilities required by NUREG-0654, App A S< NUREG-0737, Item 
III.A.2. Sys will be fully operational, pending completion of 
NUREG-0696 requirements. 

LEASBURG. R. H. Virginia Electric & Power Co. 81/07/02. 15pp. 

0B940: 324. 


8107290002 Generic Ltr 81-27: requests that all emergency plans St 
implementing procedures be submitted w/pages marked to 
reflect privacy & proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT, D. G. Division of Licensing. 81/07/09. 5pp. 09189:059. 


8107140530 Advises of incorrect Sc redundant Table 3, Page W/4669/14 
in end to util 810702 ltr re functional description of 
upgraded meteorological facilities, per NUREG-0654. Page 
should be omitted. Correct Table 3 is on Page W/4669/12. 

LEASBURG, R. H. Virginia Electric Sc Power Co. 81/07/10. Ip. 
09015:296. 


8107280414 Forwards emergency planning info for placement in LPDR. W/o 
8106260435. 

SOUDERiJ. L. Division of Rules and Records. 81/07/16. ip. 

09100: 151. 


B 107280423 Forwards emergency planning info for placement in LPDR. W/o 
8106260435. 

SQUDER, J. L. Division of Rules and Records. 81/07/16. Ip. 

09100: 154. 


B107100064 Advises that TMI Action Plan Item II. K. 2. 19 re sequential 
auxiliary feedwater flow analysis does not apply to NSSS w / 
inverted U-tube steam generators such as those designed by 
C-E Si West inghouse. No response required. 

CLARK, R. A. Operating Reactors Branch 3. 81/06/29. 2pp. 09001:239. 


8107100338 SEISMIC DESIGN MARGIN EVALUATION OF SYSTEM AND EQUIPMENT 
REQUIRED FOR SAFE SHUTDOWN OF NORTH ANNA, UNITS 1 AND 2. 

FOLLOWING AN SSE EVENT. 

DESA1 , K. D. Division of Engineering. NUREG-0792. 81/06/30. 28pp. 

Available at NTIS. <3.75. 09005:001. 


8107290233 " SER, Inservice Testing Program, North Anna Nuclear Power 
Station Unit 2. " 

COOK, T. L. , HANEK, J. F. EGScG Idaho, Inc. FIN A-6265. S107290233. 

81/06/30. 45pp. 09207:001. 


8107060107 Application for amend to License NPF-7, changing 
Condition 2. C. 21(f) re reactor coolant relief Sc safety valve 
tests. Testing is being performed on industry-wide basis by 
EPRI. Proposed condition St fee end. 

FERGUSON, J. H. Virginia Electric Sc Power Co. 81/07/01. 2pp. 
08889: 028. 


8107070180 Application for amend to License NPF-7, making implementation 
schedule of License Condition 2. C, 21(h) re containment 
dedicated penetrations consistent w/schedule for NUREG-0737, 

Item 1 1. B. 2. Proposed condition & fee end. 

LEASBURG, R . H. Virginia Electric Sc Power Co. 81/07/01. 4pp. 

08940: 299, 


B107290174 Trip rept of 810709 site visit to observe effect* of main 
phase B transformer fire which occurred on 810703. 

ENGLE, L. B. Operating Reactors Branch 3. 81/07/22. 8pp. 09190:343. 


G. Adjudicatory correspondence 


8107070331 Responds to Item II. D. 1 of NUREG-0737 re performance testing 
of power relief valve Si safety valves. Tests will not be 
completed by 810701. Interim data rept will be submitted by 
810701. 

LEASBURG, R.H. Virginia Electric Sc Power Co. 81/07/01. 2pp. 

08939: 348. 


8107020295 Informs of progress re util efforts to provide final 
analysis of turbine missile risk. Util cannot finish study 
until NRC/Westinghouse discussions completed. Further 
developments expected by 810531. Related correspondence. 
CHRISTMAN, J, N. Hunton Sc Williams. 81/05/06. 2pp. 00926:358. 


8107070356 Application for amend of Licenses NPF-4 Sc NPF-7, 
incorporating applicable portions of revised inservice 
surveillance requirements for snubber* into Tech Specs, per 
NRC 801120 request. 

FERGUSON, J. H. Virginia Electric Sc Power Co. 81/07/01. 3pp. 
03941:336. 


B 107090291 Answer that petitioners do not object to NRC 810629 motion 
for leave to defer response to 810622 petition until 810731. 
Certificate of Svc end. 

REYNOLDS, N. 8. Commonwealth Edison Co. 81/07/07. 3pp. 08984:117. 
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— 8107070359 Proposed charges to Tech Specs 3. 7. 10. 4. 7. 10, Tab le s 3. 7-4a it 
b,3/4. 7. 9. 1 it 2j 3/4. 7. 10,3/4. 7. 11. Tables 3. 3-3, 3. 3-4 8, 

4.3-2 & 6. 9 for Unit 1 it 3. 7. 10,4.7.10 it Tables 3. 7-4a it b 
for Unit 2 re inservice surveillance for snubbers. 

* Virginia Electric it Power Co. 81/07/01. 66pp. 00941:339. 


8107070361 Requests that requirement to implement interim actions re 
controls for handling heavy loads contained in NUREG-0612 be 
delayed until unit commences next refueling outage. 

LEAS8URG, R . H. Virginia Electric & Power Co. 81/07/01. 2pp. 
08942:043. 


8107100218 Forwards addl info re bypass & reset of engineered safety 
features, in response to NRC 800725 request, Overri d ing of one 
type of safety activation will not cause blocking of any 
other type of safety activation for isolation valves. 

LEASQURG, R . H. Virginia Electric 8, Power Co. 81/07/01. 400pp. 

08993:247. 


8107210253 Forwards six oversize drawings listing logic diagrams, 
electrical schematics Sc P&IDs for design of RCS vents on 
Unit l.Suppls 801215 rept responding to NUREG-0737. Uni t 2 
info forthcoming. Aperture cards are in PDR. 

LEAS8URG, R. H. Virginia Electric & Power Co. 81/07/01. ip. 
09102:180. 


8107070154 Forwards Amend 4, Draft 5 to VEP-1,GA program, operations 
p hase. Revi sion complies w/current reg guides & ANSI stds it 
reflects util organ i rational changes. 

BAUM, E. A. Virginia Electric & Power Co. 81/07/06. Ip. 08940:339. 


— 8107070163 Amend 4, Draft 5 to QA program, operations phase. 

* Virginia Electric & Power Co. VEP-1 A04 DRFT 05. 81/07/06. 

46pp. 0B940: 340. 


8107100216 Informs that review design inf o, drawing s it procedures 
required by NUREG-0737, Item II. F. 1 will be available by 
810901. 

LEASBURG, R . H. Virginia Electric it Power Co. 81/07/06. 2pp. 
08992: 168. 


8107310055 Generic Ltr 81-23A to all licensees 8< CP hold era. advi s ing 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation, per Generic Ltr Bl-23, are unnecessary. 

EISENHUT, D. G. Division of Licensing. 81/07/06. 6pp. 09222:215. 


8107220257 Forwards order confirming licensee commitments to post-TMI 
related requirements of NUREG-0737, based on 801215,31, 

810227,0529 it 0706 ltrs. Explicit statements of requirements 
set forth in attachment to order. 

CLARK, R. A. Operating Reactors Branch 3. 81/07/10. 4pp. 09126:260. 


— 8107220262 Order confirming licensee commitments re post-TMI related 
requirements of NUREG-0737. Requests that applicant satisfy 
specific requirements of NUREG, described in attachment, 
within 30 days. 

PURPLE, R. A. Division of Licensing. 81/07/10. 10pp. 09126:264. 


B 107230023 Forwards response to NRC Generic Ltr 81-14 re seismic 
qualification of auxiliary feedwater sy s. Descr ipti on of 
methodologies 8* acceptance criteria included. 

LEASBURG, R. H. Virginia Electric $< Power Co. 81/07/16. 6pp. 
09130: 334. 


8107290005 Notification of 810728,29 it 30 meetings w/B&W. Westinghouse & 
C-E owners groups in Bethesda# MD to discuss thermal shock to 
reactor pressure vessel issue. 

VISSINGiG. Operating Reactors Branch 4. 81/07/20. 5pp. 09189:127. 


8107280349 Updates 800924 ltr re installation of generator breaker*. 
Breaker installed in Unit 1. Analyses to determine adequacy 
in providing permanent solution to General Design Criterion 
17 underway. Mar ked-up Tech Specs end. 

LEASBURG, R. H. Virginia Electric it Power Co. 81/07/24. 12pp. 

09173: 180. 


B 107300045 Forwards proprietary response re further clarification of 
experimental methods for determining fuel handling accident 
analysis decontamination factor. Enel withheld (ref 10CFR2. 

790), 

LEASBURG, R. H. Virginia Electric it Power Co. 81/07/24. 2pp. 
09191:274. 


Q. Inspection reports, IE Bulletin* & correspondence 


B107150277 Forward* IE Circular 81-06, "Potential Deficiency Affecting 
Certain Foxborq 10 to 50 Mil Hampers Tran*mitter*. " No 
written response required. 

O'REILLY, J. P. Regions, Atlanta, Office of the Director (81/03/01). 
81/04/14. Ip. 09033:333. 


8107240332 Updates 801103 it 810415 responses to IE Bulletin 80-11, 
"Masonry Wall Design. " Safety of plant will not be 
jeopardized by continued analysis of remaining walls during 
plant operation. Analysis will be completed by 810631. 

SYLVIA, B.R. Virginia Electric it Power Co. Bl/06/15. 3pp. 
09138: 182. 


8107240184 Updates 810615 progress rept re IE Bulletin 80-11, "Masonry 
Wall Design. " Analysis of remaining walls will be 
completed by 810731. 

SYLVIA, B.R. Virginia Electric it Power Co. 81/06/19. 2pp. 

09139: 204. 


8107000427 Forwards IE Safeguards Insp Repts 50-338/81-14 it 
50-339/Bl-il on 810601-05. No noncompliance noted. Major 
areas insp ected: physical security program. Enc Is withheld 
(ref 10CFR2. 790). 

LEWIS, R. C. Division of Resident it Reactor Project Inspection. 
81/06/25, lp. 08974:027. 


8107240526 Ack receipt of 810622 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-338/81-13 & 
50-339/81-10. 

LEWIS, R. C. Division of Resident it Reactor Project Inspection. 
81/07/08. lp. 09142:098. 


— 8107240533 Forwards response to NRC 810528 ltr re violation* noted in 
IE Insp Repts 50-338/81-13 it 50-339/81-10. Corrective 
actions: task analysis survey will identify necessity for 
qual if ic at ion training Jk retaining. 

SYLVIA, B.R, Virginia Electric it Power Co. 81/06/22. 3pp. 

09142: 099. 


—8107240537 Forwards IE Insp Repts 50-338/81-13 . & 50-339/81-10 on 
810406-0505 it notice of violation. 

LEWIS, R. C. Division of Resident it Reactor Project Inspection. 
81/05/28. 2pp. 09142:102. 


— 8107240542 Notice of violation from insp on 810406-0505. 

* Division of Resident & Reactor Project Inspection. 81/05/28. 
lp. 09142:104. 


—8 1 07240546 IE Insp Repts 50-338/81-13 it 50-339/81-10 on 81 0406-0505. 
Noncompliance noted : fai lure to establish replacement 
training programs for engineers it auxiliary operators per 
Tech Spec 6. 4. * 

WEBSTER, E. H. , DANCE, H. C. Division of Resident 8< Reactor Project 
Inspection. 81/05/28. 7pp. 09142:105. 


8107270011 Forwards IE Circular 81-09, "Containment Effluent Water 
That Bypasses Radioactivity Monitor. " Licensee action is 
required. 

0 'REILLY, J. P. Region 2, Atlanta, Office of the Director (81/03/01). 
81/07/10. lp. 09156:286. 


B 107240284 Forwards IE Info Notice 81-20, "Test Failures of Electrical 
Penetration Assemblies." No licensee action or response is 
required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director (81/03/01). 
81/07/13. 4pp. 09148:196. 


R. Periodic operating reports it related correspondence 


8107210254 Forwards monthly operating repts for Uunt 1981. 
LEASBURG, R . H. Virginia Electric it Power Co. 81/07/16. lp. 
09104: 136. 


—8107210258 Monthly operating repts for June 1981. 

ROGERS, L.L. Virginia Electric it Power Co. 81/07/03. 9pp. 
09104: 137. 


S. Reportable occurrences, LERs it related correspondence 


8107200349 Forwards LER 81-004/03L-0. 

CARTWRIGHT, W. Virginia Electric it Power Co. 81/01/21. lp. 
09070: 217. 


—8107200351 LER 81-004 /03L-O: on 810104, during Mode 1 op trat ion, f lux 
penalty summing amplifier found failed during loop calibr 
check. Caused by faulty NSA card. Card replaced it calibr. 
CfRTWRIGHT, W. Virginia Electric & Power Co. 81/01/21. 2pp. 
09070:218. 


8107200379 Forwards LER B1-002/03L-0. 

CARTWRIGHT, W. R. Virginia Electric 8c Power Co. 81/01/21. lp. 
09070: 299. 
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— 8107200383 LER 81-002/03L-0: on 801230* w/ unit in Mode 1* steam flow 
channel III became erratic w/o any annunciators or computer 
alarms. Cause unknown. Channel placed in trip condition* 
calibr & returned to svc. 

CARTWRIGHT* W. R. Virginia Electric 8* Power Co. 81/01/21. 2pp. 
09070: 300. 


0107200450 Forwards LER 80-105/03L-0. 

CARTWRIGHT, W. R. Virginia Electric «< Power Co. 81/01/21. Ip. 
09073: 202. 


8107280529 Forwards LER 81-050/03L-0. 

CARTWR IGHT* W. R, Virginia Electric & Power Co. 81/07/15. Ip. 
09177:291. 


—8107280537 LER 81 -050/03L-0: on 810619 & 20* during RCS cooldown to cold 
shutdown conditions* individual rod position indication B 
shutdown bank rod G-7 & J-9 deviated from group demand 
position. Caused by instrument drift. 

CARTWRIGHT* W. R, Virginia Electric & Power Co. 81/07/15. 2pp. 

09177: 292. 


—8107200457 LER 80-105/03L-0: on 801226* w/Unit 
first stage pressure channel failed. Caused 
transmit ter. Venti lation & heating problems 
channel returned to svc. 

CARTWRIGHT* W. R. Virginia Electric & Power 
09073: 283. 


2 at 99. 57. power turbine 
by frozen 
corrected & 

Co. 81/01/21. 3pp. 


8107200472 Forwards LER 81-003/03L-0. 

CARTWRIGHT* W. R. Virginia Electric & Power Co. 81/01/21. Ip. 
09073: 258. 


8107280592 Forwards LER 81-055/01T-0. 

CARTWR IGHT, W. R. Virginia Electric ?< Power Co, 81/07/15. Ip. 
09176: 122. 


—8107280596 LER 81-055/01T— 0: on 810703* reactor trip occurred due to 
fault in E phase main transformer. Fault caused fire which 
affected feeder cables from 1C reserve station transformer 
resulting in loss of power to 2J emergency bus. 

CARTWRIGHT* W. R. Virginia Electric & Power Co. 81/07/15. 4pp. 
09176: 123. 


“—8107200477 LER 01— 003/03L— 0: on 810104* casing cool tank level indication 
LI-RS-203B failed high. Caused by frozen transmitter due to 
heat tracing fai lure. Transmi tter was thawed out & redundant 
heat tracing turned on. 

CARTWRIGHT, W. R. Virginia Electric & Power Co. 81/01/21. 2pp. 

09073: 259. 


8107020147 Forwards updated LER 80-083/03X-1. 

CARTWRIGHT* W. R. Virginia Electric & Power Co. 81/06/25. Ip. 
08952: 293. 


—8107020149 Updated LER 80-083/03X-1 : on 801027,Fj<Z> limit found 
exceeded twice. Caused by rod movement at beginning of core 
life w/F j ( Z ) limit margins in ctr of core at min. Power 
reduced. 

CARTWRIGHT, W. R. Virginia Electric & Power Co. Bl/06/25. 2pp. 
00952: 294. 


8107140415 PNO-II-81-48: on 810703# failure of B phase main transformer 
caused oil originated fire in transformer area. Fire 
extinguish ed. Caused by output bushing fault. Two-wk outage 
to replace transformer anticipated. 

SHYMLGCK# M. D. , DANCE, H. C. Region 2* Atlanta, Office of the Director 
< Bl/03/01 ) . 81/07/06. 2pp. 09013:327. 


8107310181 Forwards LER 81-048/03L-0. 

CARTWRIGHT* W. R. Virginia Electric & Power Co. 81/07/07. Ip. 
09218:232. 


— 8107310210 LER 81-048/03L-0: on 010613 & 14* intermed iate range nuclear 
instrumentation channel N-35 fai led. Caused by high voltage 
power supply failure & loss of detector voltage bistable 
module. Components replaced, 

CARTWRIGHT, W. R. Virginia Electric & Power Co. 81/07/07. 2pp. 
09218: 233. 


8107310425 Forwards LER 81-047/03L-0. 

CARTWRIGHT* W. R. Virginia Electric & Power Co. 81/07/07. Ip. 
09220: 154. 


—8107310431 LER 81-047/03L-0: on 810609* solid state protection sys 
train B stop valve generator trip logic failed to meet 
acceptance criteria. Caused by faulty universal card A404. 

Card replaced U logic channel returned to svc. 

CARTWRIGHT* W. R. Virginia Electric & Power Co. 81/07/07. 2pp, 
09220: 155. 


8107310250 Forwards LER S1-052/03L-0. 

CARTWRIGHT* W. R. Virginia Electric *< Power Co. 81/07/13. Ip. 
09218: 334. 


—8107310254 LER 81-052/03L-0: on 810619* nuc leer instrumentation channel 
N-35 observed to be reading low & erratic w/unit 
recovering from turbine trip. Caused by failure of high 
voltage power supply. Power supply replaced. 

CARTWRIGHT* W. R. Virginia Electric Zt Power Co. 81/07/13. 2pp. 
09218:33 5. 


8107280362 Forwards LER 81-051 /03L-0. 

CARTWRIGHT* W. R. Virginia Electric & Power Co, 81/07/15. Ip. 
09173: 306. 


■8107280375 LER 81-051 /03L-0: on 810620* pressurizer power operated relief 
valve nitrogen supply tank pressure dropped below required 
min for low temp RCS overpressurization protection. Caused by 
sys leaks. Tanks floated on primary nitrogen supply truck. 

CARTWRIGHT* W. R. Virginia Electric & Power Co. 81/07/15. 3pp. 

09173: 307. 


8107310383 Forwards LER S1-054/03L-0. 

CARTWR IGHT# W. R. Virginia Electric & Power Co, 81/07/17. Ip. 
09220: 315. 


—8107310390 LER 81-054/03L-0: on S10629, train J of onsite ac power sys 
discovered not tested per Tech Specs since 790316. Caused by 
mistaken impression that both buses were retested on 
800331. Emergency bus J tested on 800331. 

CARTWRIGHT* W. R. Virginia Electric & Power Co. 81/07/17. 2pp. 
09220:316. 


DOCKET 50-341 ENRICO FERMI ATOMIC POWER PLANT* UNIT 2 
A. Application/construction stage documents & correspondence 


8107090333 Responds to 810420 request on behalf of BWR Licensing 
Review Group to freeze open item lists it complete licensing 
review. NRC may identify addl safety issues reflected by 
operational experience. 

DENTON, H. R. Office of Nuclear Reactor Regulation* Director. 
81/06/15. 2pp. 08986:255. 


8107090068 Forwards requests for addl info re continuing OL application 
review. App lication should be amended per end requirements. 

Requests response' by 810715. 

TEDESCO* R. L. Assistant Director for Licensing. 81/06/24. 5pp. 
08979:314. 


8107020345 Forwards "Response to NUREG-05B8, Equipment Environ 
Quali f icat i on* " Vols I & II. Submittal meets NRC schedule 
requirements for inclusion in suppl to SER. 

COLBERT* W. F. Detroit Edison Co. 81/06/26. Ip. 08922:001. 


— 8107020349 "Response to NUREG-0588, Equipment Environ Qualification," 
Vols I & II. 

BROCATO* V. J. , HUTCHINGS, R. E. Nuclear Technology* Inc. (Nutech). 
DET-14— 038. 81/06/25. 1000pp. 08922:002. 


B107020411 Forwards supplemental response to NRC concerns re high 
density fuel rack analysis. 

COLBERT* W. F. Detroit Edison Co. 81/06/26. 3pp. 08926:286. 


8107010308 Forwards response to NRC Question 021. 32. Also forwards 32 
oversize drawings. Eleven drawings il legible. Aperture cards 
are in PDR, 

COLBERT, W. F. Detroit Edison Co, 81/06/29. 32pp. 08888:308. 


8107090498 Notification of 810707 meeting w/util in Troy* MI to discuss 
OL review of audit mechanical engineering aspects of safety- 
related structures# components & sys design. 

KINTNER# L. Licensing Branch 1. 81/06/29. 3pp. 08985:188. 


8107090500 Notification of 810713 & 14 meetings w/util in Chicago# IL to 
discuss OL review of audit mechanical engineering aspects of 
safety-related structures* components & sys design. 

KINTNER, L. L. Licensing Branch 1. 81/06/29. 3pp. 08985:191, 


8107100240 Forward* MI-LR-B1-02* "Mark I Plant Containment Mod Status 
Summary. " Info provided for all Mark I plants except Hope 
Creek & Oyster Creek. Hope Creek not yet operating. Oyster 
Creek will be providing info separately, 

STARK* S. J. General Electric Co, 81/06/29. Ip. 08995:166. 


—0107100285 "Mark I Plant Containment Mod Status Summary. " 

* General Electric Operating Plant Owners Group. MI-LR-81-02. 
81/06/29. 116pp. 08995:167. 



198 


DOCKETED ITEMS 


8107270025 Requests addl info re FSAR review. Schedule for submittals 
• should be forwarded within 10 days. 

TEDESCO, R. L. Assistant Director for Licensing. 31/06/29. 4pp. 
09161:350. 


8107010284 Forwards Amend 37 to FSAR submitted as amend to application 
for OL. 

VOIGT, H. H. LeBoeuf , Lamb, Leiby S MacRae. 81/06/30. Ip, 

08912:001. 


— 8107010285 Application for amend to OL submitted as Amend 37 to FSAR. 
HEX DEL. C. M. Detroit Edison Co. 81/06/25. Ip. 08912:002. 


8107060225 Forwards revised response to NRC draft position on reactor 
containment electrical penetrations. No backup or redundant 
protection provided for low energy penetrations. Installation 
of redundant devices will be completed before fuel load. 

COLBERT, W. F. Detroit Edison Co. 81/06/30. 3pp. 0BS90: 328. 


8107060252 Forwards “Slope Stability Analysis of Shore Barrier. " 
COLBERT, W. F. Detroit Edison Co. 81/07/01. Ip. 08890: 17B. 


■81 07060254 “Slope Stability Analysis of Shore Barrier. " 
* Detroit Edison Co. 81/06/30. 141pp. 08890:179. 


B107060437 Forwards dynamic rigid wall lateral pressure computations to 
suppl response to Geotechnical Branch Position OB-1. 

COLBERT, W. F. Detroit Edison Co. 81/07/01. 9pp. 08899:224. 


8107080269 Submits results of preliminary review of generic BUR safety 
relief valve test program results, per TMI Action Plan Item 
II. D. 1. Tested valve satisfies acceptance criteria for 
operability. 

TAUBER, H. Detroit Edison Co. 81/07/01. 3pp. 0B973: 268. 


8107070305 Provides addl info on bypass leakage testing, in response to 
NRC 810629 telcon. Methods for control rod drive leak testing 
form acceptable alternative to App J requirement. 

COLBERT, W. F. Detroit Edison Co. 81/07/02. 3pp. 08940:223. 


8107080224 Forwards present status of 33 outstanding items & scheduled 
dates for submittal of addl info in response to NRC 810629 
request. 

COLBERT, W. F. Detroit Edison Co. 81/07/02. 5pp. 08965:198. 


8107080237 Forwards RHR sys draft test Procedures 44.020.301-304. 
COLBERT, W. F. Detroit Edison Co. 81/07/02. 90pp. 08966:243. 


8107090503 Notification of 810708 b 09 meetings w/Licensing Review 
Group 1 in Bethesda,MD to discuss fuel swelling b rupture 
model it EWR core thermocouples. 

RIB.L. N. Licensing Branch 2. 81/07/02. 8pp, 08985:194. 


8107080196 Commits to completion of long-term program - plant-unique 
analysis for suppression pool chamber, vent sys & suppression 
chamber internals per NUREG-0661, App A by 820501. 

COLBERT, W. F. Detroit Edison Co. 81/07/06. 2pp. 08962:121. 


8107310055 Generic Ltr 81-23A to all licensees & CP holders, advi sing 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation, per Generic Ltr 81-23, are unnecessary. 

EI8ENHUT, D. G. Division of Licensing. 81/07/06. 6pp. 09222:215. 


8107140004 Forwards request for addl info re NUREG-0737, Item 2. B. 4, in 
support of review of application for OL. Amend of application 
to comply w/encl requirements requested. Add 1 info requested 
by 810710. 

TEDEBCQ* R. L. Assistant Director for Licensing. 81/07/07. 3pp. 


8107150444 Forwards request for info re equipment qualification for 
seismic b hydrodynamic loads. Info requested by 810713 to 
meet scheduled 810727 site visit. 

TEDESCQ,R. L. Assistant Director for Licensing. 81/07/07. 3pp. 


8107140217 Forwards Certificate of Svc re Amend 37 to amended b 
substituted application for licensas. 

MATERS, B.R. Detroit Edison Co. 81/07/08. 3pp. 09021:360. 


81 2I?i°2" u "Uue containment design info submitted as part of 

FSAR Section 3. 8, Amend 12 & in listed generic Mark I owners 
SI™ 0CUfflentl,Docul,l,nt * deemed applicable to docket. 

CuLBERT, W. F. Detroit Edison Co. 81/07/08. 2pp. 09104:031. 


8107300032 Confirms responses associated w/pipe breaks in BWR scram 
sys, per 810505 request. Generi c evaluation of NEDO-24342 
scheduled for late Jul 1981. 

TAUBER, H. Detroit Edison Co. 81/07/10. Ip. 09191:273, 


8107150146 Forwards revised "Slope Stability Analysis of Shore Barriir, 
Enrico Fermi Atomic Power Plant, Unit 2,810610." 

COLBERT, W. F. Detroit Edison Co. 81/07/13. Ip. 09027:001. 


— 8107150147 Revised "Slope Stability Analysis of Shore Barrier, Enrico 
Fermi Atomic Power Plant, Unit 2,810610." 

H INTER, M. L. , DECATOR, J. R. , STREET, W. M. Detroit Edison Co. 
81/06/10, 100pp. 09027:002. 


8107200317 Forwards equipment qualification summary for balance of 
plant & NSSS equipment. 

COLBERT, W. F. Detroit Edison Co. 81/07/13. 42pp. 09076:025. 


— 8107200321 "Balance of Plant Equipment Dynamic Qual ifi cation Summary,* 
for water pump assembl ies, gauge b instrument panels, RHR 
cooling tower, valves, York instrument rack, remote shutdown 
pane 1, vo 1 tag e regulator, battery rack b canister assembly. 

* Sargent & Lundy, Inc. 81/07/14. 175pp. 09076:067. 


8107160177 Forwards Revision 1, "Supplementary Seismic Evaluation 
Rept. " Enel to be referenced in forthcoming FSAR amend b 
satisfies 810611 commitment. 

COLBERT, W, F. Detroit Edison Co. 81/07/14. Ip. 09046:034. 


—8107160180 Revision 1, "Supplementary Seismic Evaluation Rept. 11 
a Detroit Edison Co. EF2-53332 R01. 81/07/15. 246pp. 

09046: 03 5. 


81072204 51 Notification of 810713-17 meeting w/util in Mgnroe»MI to 
conduct environ qualif ication audit. 

KINTNER, L. L. Licensing Branch 1. 81/07/14. Ip. 09134:323. 


8107200357 Forwards info re ferritic matls used in pressure retaining 
components, per NRC Question 121.17. Six oversize drawings 
end. ApeTture cards are available in PDR. 

COLBERT, W. F. Detroit Edison Co. 81/07/15. 200pp. 09071:109, 


8107200364 Submits supplemental matls in response to NRC request for 
addl info on post-turbine trip reheater steam flow. 

COLBERT, W. F. Detroit Edison Co. 81/07/16.. 2pp. 09070:250. 


8107200155 Advises that util 810623 info re buried pipe analysis 
apparant shear wave velocity of 2,500 ft is compatible 
w/state-of-the-art. Newmar k St Hall article "Seismic Design 
Criteria for Pipelines b Facilities" end. 

COLBERT, W. F, Detroit Edison Co. 81/07/17. 10pp. 09068:346. 


8107240079 Summary of 810615 meeting w/util re mechanical design 
aspects, inc 1 uding fatigue analysis, of discharge piping from 
safety b relief valves. U/list of attendees b viewgraphs. 
KINTNER, L. L. Licensing Branch 1. 81/07/21. 15pp. 09150:297. 


8107310066 Summary of 810518-21 meeting w/util to audit corporate k 
plant personnel in charge of plant operation. 

KINTNER, L. L. Licensing Branch i. 81/07/21. 2pp. 09221:104. 


8107310060 Summary of 810603 meeting w/util re applicant plans for 
correcting deficiencies identified in control room design 
aud it. 

KINTNER, L. L. Licensing Branch 1. 81/07/22. 2pp. 09221:098. 


D. NRC Draft/Final Environmental Statements, suppls b correspondent* 


8107080505 Forwards comments on DES for facil ity. Applicant meets 
10CFR50, App I criteria. Radiation dose projection to 
population from release of radioactivi ty to biosphere is 
minimal. 

B ACKLEY, B. T. Environmental Protection Agency. 81/06/26. 3pp. 
08973: 220. 


8107060298 Forwards comments on DES < IMUREQ-0769 > per NRC request. 
HEIDEL, C. M. Detroit Edison Co. 81/06/29. 33pp. 08892:127. 


8107140568 Discusses concerns not answered by util in meeting re 
facility DES, Recommends that DES be placed on file w/encl 
concerns forwarded to NRC. 

* Monroe County, MI. 81/06/29. 3pp. 09015:090. 


8107060452 Provides comments re health aspects of DES, NUREG-0769. App I j 
to 10CFR50 St operating plan provide adequate assurance that j 

radiation exposures meet current radiation protection stds. j 

VILLFORTH, J. C. HEW, Dept, of , Food b Drug Administration. 81/06/30. 
2pp. 65519:283. 
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8107080336 Forwards NOAA comments rc DES for facility. Const to date has 
not disturbed water level gauge or bench mark emplacement. 

MIKIiR. T. Commerce* Dept, of* National Oceanographic & Atmospheric 
Administration. 81/07/01. 3pp. 08972:153. 


8107290230 Requests review of federal* state & local govt agency & 
public comments on DES received as of 8106*30. Response 
requested by 810807. 

YOUNGBLOOD, B. J. Licensing Branch 1. 81/07/16. 3pp. 09206:232. 


9107210297 Forwards comments on DES for facility by members of 
Southeast MI Council of Govts. 

HUSTOLES, E . J. Southeast Michigan Council of Governments. 01/07/17. 
23pp. 65519:285. 


8107290158 Forwards City of Monroe* MI late comments on DES for 
facility. 

HAMILTON. L. Southeast Michigan Council of Governments. 81/07/24. 
3pp. 09185: 077. * 


E. NRC Safety Evaluation Report <SER). suppls & correspondence 


8107300284 Forwards NUREG-0798* SER for facility & FR notice of 
availability. W/o NUREO. 

YOUNGBLOOD, B. J. Licensing Branch 1. 81/07/21. Ip. 09209:101. 


—8107300285 Notice of availability of NUREG-0798, SER for facility, 
YOUNGBLOOD* B. J. Licensing Branch 1. 81/07/21. 2pp. 09209:102. 


8107270338 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF ENRICO 
FERMI ATOMIC POWER PLANT. UNIT NO. 2. Docket No. 30-341. 

(Detroit Edison Company, et al) 

* Office of Nuclear Raactor Regulation* Director. NUREG-079Q. 
81/07/31. 500pp. Available at NTIS. *10.00. 09166:001. 


F. Security* medical* emargency & fire protection plans 


8107100320 Forwards Page 2-11 to NUREO* chang ing implemanting schedule 
for submission & evaluation of upgradad emergency plans par 
Generic Ltr 81-25. 

EISENHUT* D. G. Division of Licensing. 81/06/13. 4pp. 08996:358. 


8107170250 Requests info on logistic support available at licensed 
activity sites prior to implementation of nationwide 
emergency notification sys. Coordination of actions to 
upgrade sys w/telecommunication planning personnal proposad. 

KEPFLER* J. G. Region 3* Chicago, Office of the Director (81/03/01). 
81/06/19. 7pp. 09058:213. 


8107010214 Submits info in response to NRC 810626 request re fire 
protection review. Cooling air supply for redundant panels 
involved in safe shutdown will be provided from overhead 
air conditioning ducts. 

COLBERT, W. F. Detroit Edison Co. 81/06/29. 2pp. 08907:241. 


8107100047 Notification of 810630 meeting w/util to diecus* applicant 
response to NRC comments on emergency plan. Review comments 
end. 

KXN7NER* L. Licensing Branch 1. 81/06/29. 23pp. 09001:142. 


8107150284 Submits review of Mar 1981 radiological emergency response 
plan per NUREQ-0654. Requests plan be amended to comply w/ 
end comments Sc requests. Response requested by 810831. 

TEDEBCQiR. L. Assistant Director for Licensing. 81/07/06. 23pp. 

09046: 339. 


8107290002 Generic Ltr 81-27: requests that all emargency plans Sc 
implementing procedures be submitted w/pages marked to 
reflect privacy Sc propriatary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT, D. G. Division of Licensing. 81/07/09. 5pp. 09189:059. 


8107280572 Forwards Amend 2 to physical security plan* Revision 1 to 
safeguards contingency plan Sc Ravision 1 to security 
personnel training Sc qualification plan. Matl withheld 
(ref 10CFR2. 790). 

COLBERT, W. F. Detroit Edison Co. 81/07/20. Ip. 09177:263. 


8107300261 Requests confirmation that prompt amergency notification sys 
will be installed at facility to meet requirements of App E 
to 10CFR50.Util must include schedule* sys description S< 
possible implementation problams. 

TEDESCO* R. L. Assistant Director for Licensing. 81/07/20. 2pp, 
09207:346. 


8107270380 Summary of 810511-13 meeting w/util re fire protection 
review. 

KXNTNER* L. L. Licensing BraVich 1. 81/07/21. 3pp. 09167:318. 


8107310056 Summary of 810630 meeting w/util re review of facility 
emergency preparedness plans Sc meteorological facilities 
per Item I II. A. 2 of NUREG-0737. 

KINTNER* L. L. Licensing Branch 1. 81/07/22, 3pp. 09221:093. 


G. Adjudicatory correspondence 


8107300153 Serves SER re proposed OL on ASLB Sc parties. NRC will provide 
testimony S< NRC witness at 811201 hearing on Contention 8 re 
Stony Pointe evacuation route. W/o end. 

WOODHEAD* C. P. Hearing Branch 3. Bl/07/28. Ip. 09195:092. 


H. General correspondence 


8107080144 Comments on NUREG-0769* DES re facility. Peak demand 
growth rate in NUREG is erroneous. Add ition of unit to 
util sys will result in consumer rate increases. 

ALEXANDER, R. Affiliation Unknown. 81/07/01. Ip. 08962:072. 


8107200126 Forwards comments on DES for facility. Rept erroneously 
suggests that Rn-22 emissions will stop after 1,000 yrs. 

L0CH5TET, W. A. Affiliation Unknown. 81/07/14. 2pp. 09069:109. 


I. Financial information 


8107140319 Forwards Annual Financial Repts 1980 for Detroit Edison Co, 
Wolverine Electric Cooperative* Inc & Northern MI Electric 
Cooperative, Inc. 

LANDGRAF, L. C. LeBoeuf* Lamb* Leiby fc MacRae. 81/07/06. Ip. 

09013: 002. 


— 8107140329 Annual Financial Rept 1980. 

CUiMINGS* T. Northern Michigan Electric Cooperative* Inc. 
81/07/06. 30pp. 09013:083. 


K. Utility Final Safety Analysis Report (FSAR) & amends 


8107010284 Forwards Amend 37 to FSAR submitted as amend to application 
for OL. 

VOIGT, H. H. LeBoeuf, Lamb, Leiby & MacRae. 81/06/30. Ip. 

08912:001. 


— 8107010285 Application for amend to OL submitted as Amend 37 to FSAR. 
HEIDEL, C.M. Detroit Edison Co. 81/06/25. Ip. 08912:002. 


— 8107010286 Amend 37 to FSAR. 

* Detroit Edison Co. 81/06/30. 230pp. 08912:003. 


G. Inspection reports, IE Bulletins & correspondence 


8107070174 Ack receipt of 010602 ltr advising that IE Circular 78-05 
re inadvertent safety injection was not received. Forwards 
circular. 

KQNKLIN, U. E. Reactor Projects Section 2A. 81/06/11. Ip. 

08940: 312. 


— 8107070177 Advises that util does not have copy of IE Circular 78-05 
re inadvertent safety in jection. Requests copy. 

WELLS, D. A. Detroit Edison Co. 81/06/02. Ip. 08940:313. 


8107100151 Forwards IE Insp Rept 50-341/81-06 on 810501-31. No 
noncompllance noted. 

HEISHMAN, R. F, Division of Resident & Project Inspection. 81/06/25. 
2pp. 08992:225. 


—B107100153 IE Insp Rept 50-341/81-06 on 810501-31. No noncompliance 
noted. Major areas inspected: licensee action on previous insp 
findings, IE bulletin & circular followup* LER followup & 
plant tours. 

LITTLE* B. H. * BYRON, P. M. , KONKLIN, V. E. Reactor Projects Section 2A. 
81/06/25. 3pp. 08992:227. 


8107060202 Commits to perform inservice insp program including 
dismantling fc insp of one main steam stop valve* main steam 
control valve* reheat stop valve & reheat intercept valve at 
3-1/3 yr intervals during refueling or maint shutdowns. 
COLBERT, W. F. Detroit Edison Co. 81/06/30. Ip. 08890:091. 


8107140507 Forwards IE Insp Rept 50-341/81-07 on 810616-19 fc notice of 
violation. 

NORELIUS, C. E. Division of Engineering & Technical Inspection. 
81/06/30. 2pp. 09017:103. 


•8107140513 Notice of violation from insp on 810616-19. 

NCRELXU8* C. E. Division of Engineering fc Technical Inspection. 
81/06/29. Ip. 09017:105. 
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—8107140521 IE Insp Rept 50-341/31-07 on 810616-19. None omp 1 ianc e noted: 
•failure to comply w/ASME Code requirements during 
radiographic exam. 

WARDiK. D. , DANIELSON* D. H. Materals it Processes Section. 81/06/26, 
9pp. 09017: 106. 


8107240306 Advises that IE Info Notice 81-19, "Lost Parts in Primary 
Coolant Sys," was forwarded to listed utils. 

* Region 3, Chicago, Office of the Director (81/03/01). 01/07/06. 

Ip. 09148:203. 


8107160391 Forwards final response to IE Bulletin 81-03, "Flow Blockage 
of Cooling Water to Safety Sys Components by Corbicula Sp 
(Asiatic Clam) & Mytilus Sp (Mussel). " Although clams have 
been found in Lake Erie.no clams present in plant vicinity. 

WELLS, D.A. Detroit Edison Co. 81/07/07. 7pp. 09041:072. 


8107200402 Notifies that IE Info Notice 81-19, "Lost Parts in Primary 
Coolant Sys," was sent to listed utils on 810706. 

CARROLL, D. E. Word Processing S< Document Control Section. 81/07/07. 
2pp. 09073:323. 

8107200429 Ack receipt of 810624 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-341/81-04. 

NORELIUS, C. E. Division of Engineering it Technical Inspection. 
81/07/07. Ip. 09073:229. 


—8107200432 Responds to NRC 810529 ltr re violations noted in IE Insp 
Rept 50-341 /81-04. Correct ive actions: admini strative 
procedure re disassembling it reassembling pipe, conduit & 
cabletray supports issued. 

WELLS, D. A. Detroit Edison Co. 81/06/24. 5pp. 09073:230. 


8107150107 Advises that IE Circular 81-09, "Containment Effluent Water 
That Bypasses Radioactivity Monitor," was sent to listed 
licensees on S10710. 

CARROLL, D. E. Word Processing & Document Control Section. 81/07/10. 
2pp. 09026:026. 


8107170236 Advises that IE Info Notice 81-20, "Test Failures of 
Electrical Penetration Assemblies." was sent to listed utils 
on 810713. 

CARROLL, D. E. Word Processing it Document Control Section. 81/07/13. 
2pp. 09051:028. 


8107170245 Advises that IE Info Notice 81-20, "Test Failures of 
Electrical Penetration Assemblies. " was forwarded to 
listed licensees. 

* Region 3, Chicago, Office of the Director (81/03/01). 81/07/15. 

Ip. 09051:001. 


8107170251 Advises that IE Circular 81-09, "Containment Effluent Water 
That Bypasses Radioactivity Monitor, " was forwarded to 
listed licensees. 

* Region 3, Chicago, Office of the Director (81/03/01). 81/07/15. 

Ip. 09038:209. 


8107280327 Forwards IE Insp Rept 50-341/81-09 on 810601-30 it notice of 
violation. W/o notice of violation. 

HEISHMAN, R. F. Division of Resident it Project Inspection. 81/07/16. 
2pp. 09173:206. 


— 8107280333 IE Insp Rept 50-341/81-09 on 810601-30. Noncomp 1 ianc e noted: 
lack of written procedures for storage it preservation of QA 
records. 

LITTLE, B . H. , BYRON, P. M. , KONKLIN, J. E. Reactor Projects Section 2A. 
81/07/08. 4pp. 09173:208. 


8107210390 Forwards corrected Page 2 to 810630 ltr which reflected 
incorrect insp rept number. 

NORELIUS, C. E. Division of Engineering it Technical Inspection. 
81/07/17. Ip. 09104:066. 


—8107210392 Corrected Page 2 to 810630 ltr, which reflects correct insp 
rept number. 

NORELIUS, C. E. Division of Engineering & Technical Inspection. 
81/06/30, Ip. 09104: 067. 


8103300402 IE Info Notice 81-21, "Potential Loss of Direct Access to 
Ultimate Heat Sink." 

* Director's Office, Office of Inspection and Enforcement. 
81/07/21. 5pp. 09162:348. 


8107240083 Summary of 810528 meeting w/util at site re preservice insp 
program. 

KIN7NER, L. L. Licensing Branch 1. 81/07/21. 4pp. 09150:315. 


8107270246 Advises that IE Info Notice 81-21, "Potential Loss of Direct 
Access to Ultimate Heat Sink," was sent to listed licensees 
on 810721. 

CARROLL, D. E. Word Processing & Document Control Section. 81/07/21. 
2pp. 09160: 112. 


8107270218 Advises that IE Circular 81-12, "Inadequate Periodic Test 
Procedure of PWR Protection Sys, " was sent to listed 
licensees on 810722. 

CARROLL, D. E. Word Processing it Document Control Section. 81/07/22. 
2pp. 09160: 131. 


8107270253 Advises that IE Circular 81-12, "Inadequate Periodic Test 
Procedure of PWR Protection Sys," was sent to listed 
licensees. 

* Region 3, Chicago, Office of the Director (81/03/01). 81/07/24. 

ip. 09160:107. 


8107280196 Notifies that IE Circular 81-11, "Inadequate Decay Heat 
Removal During Reactor Shutdown," was sent to licensees on 
810724. 

CARROLL, D. E. Word Processing & Document Control Section. 81/07/24. 
2pp. 09169:010. 


8107280626 Advises that IE Circular 81-11, "Inadequate Decay Heat 
Removal During Reactor Shutdown, " has been forwarded to 
listed licensees. 

* Region 3, Chicago, Office of the Director (81/03/01). 81/07/24. 

lp. 09181:001. 


S. Reportable occurrences, LERs it related correspondence 


8107160343 Interim deficiency rept re thermal growth clearance for 
control rod driveline penetrations between biological shield 
& primary containment, initial ly reported 810528. C learance 
for growth questionabl e. Next rept expected by 811023. 

WELLS, D.A. Detroit Edison Co. 81/06/26. ,lp. 09041:350. 


8107060200 Interim deficiency rept re pipe support beam attachments, 
initially reported on 801113. All QA Level I previously 
designed pipe supports reviewed . Power Piping is supplying 
replacement parts. Interim/final rept by 811027. 

WELLS, D.A. Detroit Edison Co. 81/06/29. 2pp. 08890:089. 


8107170102 Final deficiency rept re defective QE-I&SE welds, initially 
reported 801024. Problems found w/seven out of 19 welds in 
0-33 sys, wh ich is drain line to reactor vessel. Welds will be 
repaired. 

WELLS, D.A. Detroit Edison Co. Bl/07/02. lp. 09054:104. 


8107200199 Final deficiency rept re defective QE-I&SE welds in 0-33 
sy s, orig inal ly reported on 801024. Review of 19 radiographs 
in 0-33 sys revealed problems w/seven welds. Welds will be 
repaired. 

WELLS, D.A. Detroit Edison Co. 81/07/20. lp. 09076:004. 


8107200144 Interim deficiency rept re defective micro-switch CMC-type 
switches, originally reported on 801203. Defective switches 
have been replaced & tests are continuing. Next rept will be 
submitted by 811103. 

WELLS, D.A. Detroit Edison Co. 81/07/07. 2pp. 09068:358. 


8107300025 Final deficiency rept re problem w/ITE undervoltage relay, 
initially reported 81 1028. Process to redesign circuits 
completed it will be implemented. 

WELLS, D.A. Detroit Edison Co. 81/07/09. 2pp. 09191:179. 


8107300188 Interim deficiency rept, orig inal ly reported on 791227, re 
cut reinforcing bar possibly causing reduced floor load 
capacity in reactor auxiliary bldg. Investigation 
continuing . Next rept by 811106. 

WELLS, D.A. Detroit Edison Co. 81/07/10. 2pp. 09195:285. 


8107300141 Interim deficiency rept, original ly reported on 800118, re 
nonseismic equipment erected over &/or in close proximity 'to 
safety-related equipment in reactor Sc auxiliary bldgs. 

Redesign of supports in problem areas required. 

WELLS, D.A. Detroit Edison Co. 81/07/14. 2pp. 09195:028. 


T. Hearing transcripts on non-anti trust matters 


8107270047 Transcript of 810722 OL htaring in Detroit, MI. Pp 180-210. 
» Atomic Safety and Licensing Board Panel. 81/07/22. 130pp. 

09156:296. 


8107280056 Transcript of ACRS Subcommittee on Fermi-2 OL Review 810724 
meeting in Washington, DC. Pp 1-266. Supportive documentation 
end. ' 

* ACRS - Advisory Committee on Reactor Safeguards. 81/07/24. 

466pp. 09169:241. 


DOCKETED ITEMS 


201 


DOCKET 90-344 TROJAN NUCLEAR PLANT 


p. Security* medical* emergency & 'fire protection plans 


8107190234 Advises recipients of IE info notices* c irculars & bulletins 
of issuance of RH Engelken 810701 Itr to all licensees re 
demonstration of establishment of emergency alert methods. 

* Region 5* San Francisco* Office of the Director (81/03/01). 
81/07/01. Ip. 09028:218. 


8107080296 Forwards supp lementary info re NUREG-0696 concerning 
emergency response facilities* Meetinghouse application for 
withholding Sc proprietary WCAP-9723, "Meetinghouse Technical 
Support Complex." Rept withheld <ref 10CFR2. 790). 

WITHERS* B. D. Portland General Electric Co. 81/07/02. 16pp. 

08973: 027. 


— 8107080303 Forwards application for withholding & proprietary WCAP-9723 
U nonproprietary WCAP-9726* "Meetinghouse Technical Support 
Complex." Proprietary version withheld <ref 10CFR2. 790) . W/o 
nonproprietary version. 

ANDERSON* T. M. Westinghouse Electric Corp. 80/06/13, 3pp. 

08973: 043. 


8107290002 Generic Ltr 81-27: requests thet all emergency plans fc 
implementing procedures be submitted w/pages marked to 
reflect privacy 8* proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT* D. G. Division of Licensing. 81/07/09. 5pp. 09189:059. 


8107290297 Requests info re station b lac kout. addressing Unresolved 
8afety Issue A-44. Questionnaire Sc LER documentation end. 

CLARK* R. A. Operating Reactors Branch 3. 81/07/20. 16pp. 

09207: 107. 


— B 107290260 Forwards completed questionnaire re standby diesel generator 
units* in response to NRC 771219 request. W/o operating 
procedures. 

WITHERS* B. D. Portland General Electric Co. 78/01/26. 4pp. 

09207: 123. 


0. Adjudicatory correspondence 


8107020262 Forwards util 810503 ltr supplementing LER 79-19 to rept 
change in previous criteria for evaluation of out-of-plane 
seismic behavior of masonry walls. Certificate of Svc end, 

Related correspondence. 

JOHNSON* R. W. Portland General Electric Co, 81/05/03. 3pp. 

08936: 308. 


8107010369 Requests further consideration of 790317 petition re plant 
shutdown be held in abeyance per NRC 790910 decision. 

Commission should order contested case hearing to determine 
extent of Portland GE compliance ui/NRC 800927 order. 

BELLN. Coalition for Safe Power. 81/06/17. 2pp. 08910:361. 


8107220047 Forwards order confirming util commitments re TMI-related 
requirements contained in NUREG-0737. 

CLARK* R. A. Operating Reactors Branch 3. Bl/07/10. Ip. 09126:327. 


— 8107220030 Order confirming licensee commitments re post-TMI related 
issues contained in NUREG-0737. 

EISENHUT* D. G. Division of Licensing. 81/07/10. 10pp. 09126:328. 


8107240090 Forwards Director's Decision under 10CFR2. 206* denying 790917 
request for plant shutdown & public hearing re fire 
protection & environ qualification of electrical equipment 

issues. 

DENTDN* H. R. Office of Nuclear Reactor Regulation* Director. 

81/07/13. 2pp. 09160:193. 


—8107240091 Director's Decision under 10CFR2. 206* denying Coalition for 
Soft Power 790317 request for plant shutdown. 

DENTON* H, R. Office of Nuclear Reactor Regulation* Director. 

81/07/13, 9pp. 09160: 198, 


—8107240093 Notice of issuance of Director's Decision under 10CFR2. 206. 
dwying Coalition for Safe Power 790317 request for plant 
shutdown. 

DENTON* H, R. Office of Nuclear Reactor Regulation* Director. 

81/07/13, 2pp. 09160: 163. 


H. General correspondence 


8107090111 Responds to 810611 request for placement on NRC distribution 
list rt facility. NRC is making effort to reduce mailing 
costs. Group will receive weekly accession list for 
subsequent insp at Portland* OR LPDR. 

CLARK* R. A. Operating Reactors Branch 3. 01/06/24. 3pp. 08979:331. 


8107300181 Requests info re proposed const of three-ship berth & coal 
port across from facility & changes affecting exclusionary 
boundary to accommodate port. 

BELLN. Coalition for Safe Power. 81/07/13. Ip. 09193:295. 


J. Insurance Sc indemnity information 


8107070432 Forwards Endorsements 47 Sc 48 to ANI Policy NF-223 St 
Endorsements 40 S< 41 to MAELU Policy MF-86. 

WILSON* F. R. Portland General Electric Co. 81/07/01. 3pp. 
08949:070. 


8107190134 Forwards Endorsement 46 to ANI Policy NF-225* End or semen t 6 
to ANI Binder EB-S7 & Endorsement 3 to MAELU Binder XB-37. 

WILSON. F. R. Portland General Electric Co. 81/07/08. 4pp. 

09027: 281. 


K. Utility Final Safety Analysis Report (F8AR) St amends 


8107160299 Forwards Amend 34 to FSAR. 

WITHERS* B. D. Portland General Electric Co. 81/07/13. 2pp. 
09042: 016. 


--8 1071 60302 Amend 34 to FSAR. 

* Portland General Electric Co. 81/07/31. 97pp. 09042:018. 


P. Operating license stage documents & correspondence 


8107020034 Forwards Amend 64 to License NPR-1* safety evaluation St 
notice of issuance S< avai labi lity. Amend revises Tech Specs 
to increase reactor shutdown margin requirement for 
operational Mode 5. 

CLARK, R. A. Operating Reactors Branch 3. 81/06/23. 2pp. 08921:347. 


— 8107020062 Amend 64 to License NPF-i* increasing reactor shutdown margin 
requirement for operational Mode 3. 

CLARK, R. A. Operating Reactors Branch 3. 81/06/23. 8pp. 

08921: 349. 


— 8107020071 Safety evaluation supporting Amend 64 to License NPF-1. 

* Office of Nuclear Reactor Regulation* Director. 81/06/23. 3pp. 
08921:397. 


— 8107020078 Notice of issuance & availability of Amend 64 to License 
NPF-1. 

CLARK, R. A, Operating Reactors Branch 3. 81/06/23. 2pp. 

08921:360. 


8107060464 Requests comments on items that will be discussed at Energy 
Facility Biting Council 810731 meeting. Includes Physicians 
for Social Responsibility petition to develop overall 
facility safety stds. 

FRANK* L. Oregon, State of. Bl/06/29. Ip. 08902:137. 


8107060218 Forward* License Change Application 76 for amend of License 
NPF-1, changing Tech Spec 4.7.11.1 to upgrade surveillance 
requirements for control bldg connection bolts. Fee end. 

WITHERS. B, D. Portland General Electric Co. 81/06/29. Ip. 

08890: 120. 


— 8107060223 Application for amend of License NPF-1* chang ing Tech Spec 
4.7.11.1 to upgrade surveillance requirements for control 
bldg connection bolts. 

WITHERS, B. D. Portland General Electric Co. 81/06/29. 4pp. 

08890: 121. 


— 8107060226 Proposed changes to Tech Spec 4.7.11.1 to upgrade 
surveillance requirements for control bldg connection bolts. 
* Portland General Electric Co. 81/06/29. 3pp. 08890:123. 


8107100010 Notifies that no further action necessary re TMI Action Plan 
Item II. K. 2. 19. Concerns expressed in Item II. K. 2. 19 not 
applicable to NSSS w/inverted U-tube steam generators 
designed by Westinghouse Sc C-E. 

CLARK, R. A. Operating Reactors Branch 3. 81/06/29. 2pp. 09001:217. 


8107070408 Forwards seventeen auxiliary feedwater sys oversize 
drawings, in response to NRC 810330 ltr. Aperture cards are 
available in PDR. 

WITHERS* B. D. Portland General Electric Co. 81/06/30. 3pp. 
08930:020. 


8107310093 Generic Ltr 81-23A to all licensees Sc CP holder s, advi sing 
that direct submittals of plant-specific Inst for Nuclear 
Power Operation* evaluation repts to Ofc of Nuclear Reactor 
Regulation, per Generic Ltr 81-23, are unnecessary. 

EISENHUT* D. G. Division of Licensing. 81/07/06. 6pp. 09222:213. 
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8107220047 Forwards order confirming util commitments re TMI-related 
requirements contained in NUREG-0737. 

CLARK. R. A. Operating Reactors Branch 3. 81/07/10. Ip. 09126:327. 


— 8107220050 Order confirming licensee commitments re post-TMI related 
issues contained in NUREG-0737. 

EISENHUT, D. Q. Division of Licensing. 81/07/10. 10pp. 09126:328. 


8006170709 Memorandum U order on UCS 771104 petition for remedial 
relief re fire protection of electrical cables fc environ 
qualif icat ion of electrical components. Reaffirms Commission 
780413 decision re possible shutdown of operating reactors. 

CHILK. S. J. Office of the Secretary of the Commission. 80/05/23. 
26pp. 05392: 129. 


8107240090 Forwards Director's Decision under 10CFR2. 206. deny ing 790517 
request for plant shutdown & public hearing re fire 
protection & environ qualification of electrical equipment 
issues. 

DENTON. H. R . Office of Nuclear Reactor Regulation. Director. 

81/07/13. 2pp. 09160:155. 


— 8107240091 Director's Decision under 10CFR2. 206. deny ing Coalition for 
Safe Power 790517 request for plant shutdown. 

DENTON. H. R. Office of Nuclear Reactor Regulation. Director. 
81/07/13. 5pp. 09160:158. 


— 8107240093 Notice of issuance of Director's Decision under 10CFR2. 206. 
denying Coalition for Safe Power 790517 request for plant 
shutdown . 

DENTON. H.R. Office of Nuclear Reactor Regulation, Director. 
81/07/13. 2pp. 09160:163. 


8107200156 Notifies that Reg Guide 1.146 will be fully implemented by 
Oct 1981. in response to Generic Ltr 81-01 dtd 810504. All 
personnel will be certified to stds of Reg Guide 1.58. 

Revision 1 Sections C. 5. 6. 7, 8 & 10 by Dec 1982. 

WITHERS, B. D. Portland General Elactric Co. 81/07/14. 2pp. 

09069: 102. 


8107210106 Forwards Licanse Change Application 77 for License NPF-1 
reflecting changes in corporate organizations 8c revisions 
of plant reviaw board raquirements. 

WITHERS, B. D. Portland General Electric Co. 81/07/16. Ip. 

09100: 347. 


— 8107210115 License Change Application 77 for amend of License NPF-1 to 
revise Tech Specs for administrative controls. Amend 
reflects changes in corporate organizations 8c ravisions of 
specified plant review board raquiremants. 

WITHERS, B. D, Portland General Electric Co. 81/07/16. Bpp. 

09100: 348. 


—8107210122 Revised Tech Specs 6. 5. i. 7, 6. 5. 2. 2. 6. 5. 2. 3, 6. 5. 2. 4, 6. 5. 2. 5, 
6. 5. 2. 6 8c Fag* 6-7 for administrative controls, 
a Portland Ganeral Electric Co. 01/07/16. 2pp. 09100:356. 


8107220247 Supple 801223 response to NUREG-0737, Item II. B. 1 re reactor 
coolant vent sys. Also submits info on Items II. D. 1. II. E. 1. 2, 

II. E. 4.2, II. K. 3. 5. II. K. 3.25, II. F. 1. 5, II. F. 2 8< III. A. 2. 

WITHERS, B. D. Portland Qeneral Elactric Co. 81/07/17. 10pp. 

091 14: 172. 


8107290005 Notification of 810728.29 & 30 maetings w/BI<W« Westinghouse <c 
C— E owners groups in Bethesda, MD to discuss thermal shock to 
reactor pressure vessel issue. 

V18SINQ, Q. Operating Reactors Branch 4. 81/07/20. 5pp. 09189:127. 


info re station blackout, addressing Unresolved 
Questionnaire It LER documentation end. 

‘ tg Reactors Branch 3. 81/07/20. 16pp. 


completed questionnaire re standby diesel generator 
to NRC 771215 request. W/o operating 

;land General Electric Co. 78/01/26. 4pp. 


IE Bulletins It correspondence 


■ Insp Rept 50-344/81-15 on 810501-29. No 
Operations Projects Branch. 81/06/11. 2pp. 


— 8107010439 IE Insp Rept 50-344/81-15 on 810501-29. No noncomp 1 lance 
noted. Major areas inspacted: plant operation, surveillance 
testing, maint, security activities 8t followup on LERs «t 
previous findings. 

MALMRDS. M. H. » JOHNSTON, 0. W. , STERNBERG. D. M. Reactor Projects 
Section 1. 81/06/09. 7pp. 08906:001. 


8107010428 Forwards IE Insp Rept 50-344/81-13 on 810518-22. No 
noncompliance noted. 

FAULKENBERRY, B. Reactor Construction Projects Branch. 81/06/15. 
2pp. 08905: 344. 


— 8107010433 IE Insp Rept 50-344/81-13 on 810518-22. No noncompliance 
noted. Major areas inspected: inservice insp & previously 
identified followup items. 

N<WBUT, P.P. , D'ANGELO, A., DODDS, R. T. Rqactor Projects Section 2 
(Construction). 81/06/15. 8pp. 08905:346. 


8107210221 Forwards IE Insp Rept 50-344/81-12 on 810511-15 «c notice of 
violation. 

SPENCER, G. S. Division of Technical Inspection. 81/06/23. 2pp. 
09102: 192. 


— 8107210224 Notice of violation from insp on 810511-15. 

YUHAS, G. P. Division of Technical Inspection. 81/06/23. 2pp. 
09102: 194. 


— ‘8107210233 IE Insp Rept 50-344/81-12 on 810511-15. Noncompliance noted: 
individual received whole body exposure of 2.07 rem during 
1981 w/o prior determination of accumulated occupational 
dose. 

QAflCIA, E. , YUHAS, G. P. , WENSLAWBKI, F. A. Reactor Radiation 
Protection Section. 81/06/22. 17pp. 09102:196. 


8107140763 Forwards corrected it updated version of Table 1 attachment 
to util 800702 ltr re containment pipe penetration welds, 
in response to IE Bulletin 80-08, "Exam of Containment Liner 
Penetration Welds. “ 

WITHERS, B. D. Portland General Electric Co., 8i/06/29. 5pp. 

09017: 157. 


8107150139 Forwards IE Circular 81-10, "Steam Voiding in RCS During 
Decay Heat Removal Cooldown. “ 

* Region 5, San Francisco, Office of the Director <81/03/01). 
81/07/02. Ip. 09027:287. 


8107150240 Advises that IE Info Notice 81-19, "Lost Parts in Primary 
Coolant Sys," was sent to listed licensees on* 810706. 

* Region 5, San Francisco, Office of the Director (81/03/01). 
81/07/06. Ip. 09028:214. 


8107140407 Forwards IE Insp Rept 50-344/81-16 on 810615-19 It 23. No 
noncompliance noted. Rept details withheld (ref 10CFR2. 790). 
NORDERHAUQ, L. R. Safeguards Branch. 81/07/10. 2pp. 09022:272. 


— 8107140496 IE Insp Rept 50-344/81-16 on 810615-19 t< 23. No noncoapliance 
noted. Major areas inspected: security plan, access control, 
detection aids, test It maint It security organisation. Detai Is 
withheld (ref 10CFR2. 790). 

IVEY, L. W. , MCQUEEN, A. D. , SCHUSTER, M. D. Physical Security Section. 
Bl/07/09. Ip. 09022:274. 


8107140607 Advises of issuance of end IE Circular 81-09, "Containment 
Effluent Water That Bypasses Radioactivity Monitor" to 
listed licensees. NRC 810710 transmittal ltr end. 

■* Region 5, San Francisco, Office of the Director (81/03/01). 
01/07/10. Ip. 09015:221. 


8107170081 Advises that IE Info Notice 81-20, "Test Failures of 
Electrical Penetration Assemblies," was sent to listed 
licensees on 810713. 

■* Region 5, San Francisco, Office of the Director (81/03/01). 
81/07/13. Ip. 09053:211. 

8107210307 Ack receipt of 810709 ltr informing NRC of steps taken to 
correct violations noted in IE insp rept on 810511-15. 

BOOK, H. E. Radiological Safety Branch. 81/07/17. ip. 09102:141. 


—8107210309 Responds to NRC 810623 ltr rt violations noted in IE insp 
rept on 810511-15. Corrective actions: procedures for 
radioactive shipments to be reviewed. 

WITHERS, B.D. Portland General Electric Co. 81/07/09. 2pp. 

09102: 142. 


8107270063 Advises that IE Info Notice 81-21, "Potential Loss of Direct 
Access to Ultimate Heat 8ink, " was forwarded to listed utils 

# Region* 5, San Francisco, Office of the Director (01/03/01). 
81/07/21. Ip. 09158: 182. 


DOCKETED ITEMS 


203 


DOCKET 50-346 DAVIS-BESSE NUCLEAR POWER STATION, UNIT 1 


F. Security, medical, emergency Sc fire protection plans 


8107170290 Requests info on logistic support available at licensed 
activity sites prior to implementation of nationwide 
emergency notification sys. Coord ination of actions to 
upgrade sys w/telacommunication planning personnel proposed. 

KEPPLER, J. C. Region 3, Chicago, Office of the Director <81/03/01), 
81/06/19. 7pp. 09058:213. 


8107020405 Releases public version of revisions to supporting 
procedures for facility emergency plan. 

FELTON, J. M. Division of Rules and Records. 81/06/26. Ip. 
07806:001. 


—8107020410 Forwards public version of revisions to supporting 
procedures for emergency plan, consisting of Revision 108 to 
index & revised Administrative Procedure AD 1827. 10, 
’’Emergency Offsite Dose Estimates, " 

* Toledo Edison Co. 81/05/21. Ip. 07806:001. 


— 8107020416 Public version of revisions to supporting procedures for 
emergency plan, consisting of Revision 108 to index St revised 
Administrative Procedure AD 1827. 10, “Emergency Offsite Dose 
Estimates. " 

e Toledo Edison Co. 81/05/21. 24pp. 07806:001. 


8107020422 Releases public version of revisions to supporting 
procedures for facility emergency plan. 

FELTDN, J. M. Division of Rules and Records. 81/06/26. Ip. 
07806:001. 


— 8107020425 Forwards public version of revisions to supporting 
procedures for emergency plan. 

• Toledo Edison Co. 81/05/06. Ip. 


—8107020427 Public version of revisions to supporting procedures for 
emergency plan. Includes Revision 109 to index & Revision 11 
to Administrative Memo 42-11. 

* Toledo Edison Co. 81/05/06. 2pp. 07806:001. 


B1071 30050 Releases public version of revised “Evacuation Times for 
Davis-Besse Nuclear Power Station. " 

FELTON, J. M. Division of Rules and Records. 81/06/26. Ip. 

07806: 001. 


—8107130052 Forwards public version of revised “Evacuation Times for 
Davis-Besse Nuclear Power Station,'' in response to NRC 
801209 ltr. 

CROUSE, R.P. Toledo Edison Co. 81/05/01. Ip. 07806:001. 


—8107130055 Public version of revised “Evacuation Times for Davis-Besse 
Nuclear Power 8tatlon. “ 

* Toledo Edison Co. 81/05/01, 69pp. 07806:001. 


8107060201 Forwards info re upgraded meteorological monitoring t* 
emergency dose calculation capabilities for facility, per 
NUREB-0654. 

CROUSE, R. P. Toledo Edison Co. 81/06/30. 3pp. 08890:092. 


B107210200 Requests confirmation by 810724 that means have been 
established for alerting It instructing public within plume 
exposure emergency planning zone in event of emergency, per 
10CFR50, App E requirement. 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director (81/03/01). 
81/07/01. 2pp. 09102:071. 


8107240147 Releases public version of revisions to emergency pl«n 
supporting procedures for facility. 

FELTON, J. M. Division of Rules and Records, 81/07/02. Ip. 
07806:001. 


—8107240151 Forwards public vtrsion of revisions to emergency plan 
supporting procedures, consisting of Revision 113 to Index St 
revissd Administrative Procedure AD 1827.12, “Protective 
Action Ouidelines. 11 

« Toledo Edison Co. 81/06/25. 3pp. 07806:001. 


—8107240155 Public version of revisions to emergency plan supporting 
procedures, consisting of Revision 113 to index & revised 
Administrative Procedure AD 1827. 12, “Protective Action 
Ouidelines. " 

DQYEL, C. , OREEN, W. , BRXDEN, D. W. Toledo Edison Co. 81/06/25, 

Upp. 07806: OOl. 


8107240197 Releases public version of revision to emergency plan 
supporting procedures for facility. 

FELTDN, J. M. Division of Rules and Records. 81/07/02. Ip. 
07806:001. 


— 8107240201 Forwards public version of revision to emergency plan 
supporting procedures, consisting of Revision 12 to 
Administrative Memo 42-12 re radiation monitoring teams It 
Revision 112 to index. 

* Commonwealth Edison Co. 81/06/18. Ip. 07806:001. 


■8107240204 Public version of revision to emergency plan supporting 
procedures, consisting of Revision 12 to Administrative Memo 
42-12 re radiation monitoring teams it Revision 112 to index. 

* Commonwealth Edison Co. 81/06/18. 2pp. 07806:001. 


8107200488 Forwards questionnaira re Unresolved Safety Issue A-44 
concerning station blackout. Requests response fc review of 
end LER documentation within 90 days to allow NRC to meet 
echedule requirements for resolution of issue. 

STOLZ, U. Opereting Reactor* Branch 4. 81/07/09. 20pp. 09094:094. 


8107290002 Generic Ltr 81-27: requests that all emergency plans Sc 
implementing procedures be submitted w/pag*s marked to 
reflect privacy Sc proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT, D. 0. Division of Licensing. 81/07/09. 5pp. 09189:059. 


8107200362 Advises that licensees must submit three copies of emergency 
plans, procedures & revisions to NRC regional ofc.All copies 
should bo sent to Region 3 incident response ctr. 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director <81/03/01). 
81/07/10. 2pp. 09070:215. 


8107310243 Forwards emergency planning info for placement in LPDR. W/o 
8 1 06230257. 

SOUDER, J.L. Division of Rules and Records. 81/07/21. Ip. 

09222: 354. 


8107310245 Forwards emergency planning info for placement in LPDR. W/o 
8107020425. 

SOUDER, J. L. Division of Rules and Records. 81/07/21. Ip. 

09222: 353. 


8107310249 Forwards emergency planning info for placement in LPDR. W/o 
8107020410. 

SOUDER, J. L. Division of Rules and Records. 81/07/21. Ip. 

09222: 352. 


0. Adjudicatory correspondence 


8107210524 Forwards order confirming util commitments on post-TMI 
related requirements contained in NUREO-0737. 

STOLZ, U. F. Operating Reactor* Branch 4. 81/07/10. 2pp. 09108:324. 


— 8107210526 Order confirming licensee commitments on post-TMI related 
issues contained in NUREG-0737. 

PURPLE, R . A. Division of Licensing. 81/07/10. 10pp. 09108:327. 


H. Oenerel correspondence 


8107080215 Ack receipt of City of Cincinnati resolution re possible 
shipment of radioactive matl through Cine innati. Advises of 
change of address for 8tate of OH Dept of Health. 

QUXLL1N, R. M. Ohio, State of, 81/06/26. Ip. 08965:120. 


8107140828 Forwards FR notice re LPDR relocation from Port Clinton, OH 
to Toledo* OH. 

FELTON, J. tl. Division of Rules and Records. * 81/07/07. Ip. 
09029:317. 


— 8107140832 Notice of relocation of LPDR fTom Port Clinton, OH to Toledo, 
OH 

FELTON, J. M. Division of Rules ahd Records. 81/07/07. 2pp. 
09029:318. 


0107150190 Advises that name will be removed from NRC mailing list 
unless justification to remain is received within 30 days. 

Deletion is cost reduction measure. 

GARNER, D. Operating Reactors Branch 4. 81/07/08. Ip. 09048:252. 


8107290160 Advises that name will be removed from sve list for 
facilities unless written request is received within 30 days 
of receipt of ltr, 

8T0LZ, J. F. Operating Reactors Branch 4. 81/07/22. ip. 09190:313. 
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P. Operating license stage documents Sc correspondence 


8107210547 Notification of cancelled S10716 meeting w/'B&W owners group 
in Bethesda,MD to discuss responses to NRC 81010? info 
request re asymmetric LOCA loadings. 

VISSING, C. Operating Reactors Branch 4. 81/04/14. Ip. 09110:356. 


8107060393 Expresses appreciation for cooperation in 810526 meeting. 
Constructive comments provided by util personnel were 
helpful in recognizing impact of NRC requirements it 
initiatives since TMI accident. 

KEPPLER, J. 0. Region 3, Chicago. Office of the Director (81/03/011, 
81/06/10. Ip. 08959: 165. 


8107230285 Informs of issuance of safety evaluations. Licensee response 
time is extended from 30 days to 90 days per 810116 ltr. 

Requests to be informed of intentions re hearing request. 

EISENHUT, D. G. Division of Licensing. 81/06/12. 3pp. 09135:351. 


8107060470 Responds to NRC 801120 request re application for license 
amend to incorporate Tech Specs revisions re snubber 
survei llance. License commitment to ANSI /ASHE std program 
should be acceptable alternative to licens-e amend. 

CROUSE. R. P . Toledo Edison Co. 81/06/29. Ip. 0B9O2: 146. 


8107060350 Responds to NURE0-0737, Item II. D. 1. A re capability of safety 
8t relief valves to operate satisfactorily under operating St 
accident c onditions. Interim data rept for EPRI PWR safety $< 
relief valve test program sent in 810701 ltr. 

CROUSE, R.P. Toledo Edison Co. 81/07/01. Ip. 08894:352. 


8107100037 Notifies that program descriptions for NUREC-0737, I terns 
I. A. 1.1,4 & II. B. 4 are still being developed & will be 
submitted by 810831. 

CROUSE, R. P. Toledo Edison Co. 81/07/06. Ip. 08989:013. 


8107310055 Generic Ltr B1-23A to all licensees & CP holders, ad vi sing 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation Tepts to Ofc of Nuclear Reactor 
Regulation, per Generic Ltr 81-23, are unnecessary. 

EISENHUT, D. Q. Division of Licensing. 81/07/06. 6pp. 09222:215. 


8107130259 Forwards "Abnormal Transient Operating Guideline (ATOQ) 
Program Description," in response to Generic Ltr 81-16, per 
NUREG-0737 Item I. C. l.No change in commitment schedule 
provided in 801230 submittal. 

CROUSE, R.P. Toledo Edison Co. 81/07/09. 5pp. 08999:350. 


>8107130263 "Abnormal Transient Operating Guideline (ATOG) Program 
Description." 

* Babcock fc Wilcox Co. 81/06/30. 34pp. 08999:355. 


8107210524 Forwards order confirming util commitments on post-TMI 
related requirements contained in NUREQ-0737. 

BTOLZ, J. F. Operating Reactors Branch 4. 81/07/10. 2pp. 09108:324. 

8107210526 Order confirming licensee commitments on post-TMI related 
issues contained in NUREG-0737. 

PIRPLE, R. A. Division of Licensing. 81/07/10. 10pp. 09108:327. 

8107220100 Forwards application for amend of License NPF-3, requesting 
revisions to Tech Specs. 

CROUSE, R.P. Toledo Edison Co. 81/07/10. 2pp. 09114:200. 


— 8107220102 Application for amend of License NPF-3, revising Tech Specs 
for auxiliary feedwater pump turbine speed switches, setpoint 
index for pressurixer electromatic Telief it code safety 
valves, emergency diesel generator 8< administrative errors. 

CROUSE, R.P. Toledo Edison Co. 81/07/10. 3pp. 09114:202. 


—8107220105 Marked-up revised Tech Specs 3. 4. 2, 4. 4. 2, 3. 4. 3, 4. 4. 3, 

3-8. 1. 2, 4. 8. 1. 2, 4. 8. 1. i. 2, 4. 8. 1. 1. 2. C. 2, 3. 1. 3. 6, 3/4. 2, 3. 2. 1, 

4. 2. 1, 3. 2. 5, 6. 5. 2. 2, 6. 5. 2. 3, 6. 5. 2. 4, 6. 5. 2. 5, 6. 5. 2. 6, 

3/4. 7. 10, 3. 7. 10, 4. 7. 10, Pages 3/4. 7-5, B 3/4. 4-19 it 3. 8. 1. 2. 

* Toledo Edison Co. 81/07/10. 28pp. 09114:205. 


8107210415 Forwards response to Generic Ltr Bl-14 re seismic 
qualif ication of auxiliary feedwater sys. Sys meets intent of 
Generic Ltr 81-14. 

CROUSE, R.P. Toledo Edison Co. 81/07/15. 11pp. 09103:303. 


8107300018 Responds to 780111 application for amend of OL re station 
battery specific gravity surveillance criteria, Proposed 
amend denied. Revised STS for electrical power sys end for 
recommended incorporation into OL. 

NOVAK, T. M. Assistant Director for Operating Reactors. 81/07/16. 
2pp. 09207;242. 


— 8107300020 Revised STS 3. 8. 2. 3, 4. 8. 2. 3i, 4. 8. 2. 3. 2, 3/4. 8. 1,3/4. 8. 2 6 
Table 4. B-2 for electrical power sys. 

* NRC - No Detailed Affiliation Given. 81/07/16. 5 dd 
09207:244. 


8107290005 Notification of 810728,29 Sc 30 meetings u/BSiU, West inghousi & 
C-E owners groups in Bethesda,MD to discuss thermal shock to 
reactor pressure vessel issue. 

VISSING, G. Operating Reactors Branch 4. 81/07/20. 5pp. 09189* 127 


8107300254 Forwards request for addl info re responses to TMI Item 
II. £ 1. 2, auxiliary feedwater automatic initiation & flow 
indication. Response requested within 45 days of ltr receipt. 
STOLZiU. F. Operating Reactors Branch 4. 81/07/28. 4pp. 09208*221 


Q. Inspection reports, IE Bulletins Sc correspondence 


8107140654 Forwards IE Insp Rept 50-346/81-10 on 810501,04-08,11-12, 
18-22 Si 26-29. No noncompliance noted. 

HEISHMAN, R. F. Division of Resident Sc Project Inspection. 81/06/19 
2pp. 09015:283. 


— 8107140660 IE Insp Rept 50-346/81-10, on 010501, 04-08, 11-12, 18-22 8c 
26-29. No noncompliance noted. Major areas inspected: 
operational safety ver if ication, monthl y surveillance 
observation Sc IE bulletin & circular followup. 

REYES, L. A. , ROGERS, W. G. , WARNICK, R. F. Reactor Projects Section 2B 
81/06/16. 8pp. 09015:285. 


8107100075 Requests description of proposed steam Sc feedwater rupture 
control sys mods to correct logic circuitry deficiency, 

Identified in response to IE Bulletin 80-06. 

STQLZ, J. F. Operating Reactors Branch 4. 81/06/22. 2pp. 09001:288. 


8107060238 Ack receipt of 810522 ltr informing NRC of steps taken to 
correct noncompliance noted in IE Insp Rept 50-346/81-01. 

HEISHMAN, R . F, Division of Resident S< Project Inspection. 81/06/24, 
lp. OBB90 : 348. ' 


8107060239 Responds to NRC 810501 ltr re violations noted in IE Insp 
Rept 50-346/81-01. Corrective actions: util making changes in 
areas of GA/QC covaraga, training of personnel Sc tracking of 
open wor k items. 

CROUSE, R.P. Toledo Edison Co. 81/05/22. 7pp. 08890:349. 


8107060344 Ack receipt of 810524 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-346/81-04. 

HEI8HMAN, R. F. Division of Resident Sc Project Inspection. 81/06/24. 
lp. 08894:346. 


—8107060345 Responds to NRC 810429 ltr re violations noted in IE Insp 
Rept 50-346/81-04. Corrective actions: op erator completed 
accumulated time calculation Sc made appropriate log entries. 
Procedure will be modified. 

CROUSE, R.P. Toledo Edison Co. 81/05/24. 3pp. 08894:347. 


8107240409 Advises that IE Circular 81-10, "Steam Voiding in RCS Duriny 
Heat Ramoval Cooldown," was forwarded to listed utils. 

* Region 3, Chicago, Office of the Director (81/03/01). 01/07/08. 

lp. 09148:206. 


8107100217. Notifies that IE Circular 01—10, "Steam Voiding in RCS 
During Decay Heat Ramoval Cooldown," was sent to listed 
licensees on 810702. 

CARROLL, D. E. Word Processing Sc Document Control Section. 81/07/06. 
2pp. 08994:342. 


8107240306 Advises that IE Info Notice 01-19, "Lost Parts in Primary 
Coolant Sys," was forwarded to listed utils. 

* Region 3, Chicago, Office of the Director (81/03/01). 81/07/06. 

lp- 09148:203. 


8107200402 Notifies that IE Info Notice 81-19, "Lost Parts in Primary 
Coolant Sys," was sent to listed utils on 810706. 

CARROLL, D. E. Word Processing Sc Document Control Section.. 81/07/07. 
2pp. 09073: 323, 


6107150107 Advises that IE Circular 81-09, "Containment Effluent Water 
That Bypasses Radioactivity Monitor, " was sent to listed 
licensees on 810710. 

CARROLL, D. E. Word Processing Si Document Control Section. 01/07/10. 
2pp. 09026:026. 


8107170236 Advises that IE Info Notice Bl-20, "Test Failures of 
Electrical Penetration Assemblies," was sent to listed utile 
on 810713. 

CARROLL, D, E. Word Processing Sc Document Control Section. 81/07/13. 
2pp. 09051:028. 
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SI 07 170245 Advises that IE Info Notice 81-20. "Test Failures of 
Electrical Penetration Assemblies." mas forwarded to 
listed licensees. 

* Region 3. Chicago, Office of the Director <81/03/01). 81/07/15. 

Ip. 09051:001. 


8107170251 Advises that IE Circular 81-09, "Containment Effluent Water 
That Bypasses Radioact ivity Monitor, *' was forwarded to 
listed licensees. 

# Region 3, Chicago, Office of the Director <81/03/01). 81/07/15. 

Ip. 09058:209. 


8103300402 IE Info Notice 81-21, "Potential Loss of Direct Access to 
Ultimate Heat Sink. " 

a Director's Office, Office of Inspection and Enforcement. 
81/07/21. 5pp. 09162:348. 


8107270246 Advises that IE Info Notice 81-21, "Potential Loss of Direct 
Access to Ultimate Heat Sink," was sent to listed licensees 
on 810721. 

CARROLL, D. E. Word Processing & Document Control Section. 81/07/21. 
2pp. 09160:112. 


8107270218 Advises that IE Circular 81-12, "Inadequate Periodic Test 
Procedure of PWR Protection Sys, " was sent to listed 
licensees on 810722. 

CARROLL, D. E. Word Processing & Document Control Section. 81/07/22. 
2pp. 09160:131. 


8107280289 Submits addl response to IE Bulletin 80-06, per NRC 810622 
request for description of sys mod to correct deficiency 
in steam & feedwater rupture control sys. Three oversize 
drawings end. Aperture cards are available in PDR. 

CROUSE, R. P . Toledo Edison Co. 81/07/22. 4pp. 09176:150. 


8107270253 Advises that IE Circular 81-12, "Inadequate Periodic Test 
Procedure of PWR Protection Sys," was sent to listed 
1 icensees. 

* Region 3, Chicago, Office of the Director (81/03/01). 81/07/24. 

Ip. 09160: 107. 


R. Periodic operating reports & related correspondence 


810709054B Advises that 810427 application for proposed change in 
submittal date for filing annual repts on personnel 
exposure should have been categorized as Class II, not 
Class III fee. Refund will be processed. 

MILLER, W. D. License Fee Management Branch, 81/07/06. Ip. 
08996:018. 


8107200055 Forwards monthly operating rept for June 1981. 
MURRAY, T. D. Toledo Edison Co. 01/07/08. Ip. 09069:077. 


— 8107200057 Monthly operating rept for June 1981. 

SARSOUR, B. Toledo Edison Co. 81/07/08. 5pp. 09069:078. 


S. Reportable occurrences, LERs & related correspondence 


8107100087 PNO-1 11-81-060: on 810624, reactor scrammed from 75 7. power. 
Caused by loss of 13.8 kv breaker, due to ground fault. 

Power restored within 12 minutes. No abnormal sys transient 
occurred. No effluents released. 

MCQREQOR, L. , KNOP, R. Region 3, Chicago, Office of the Director 
<81/03/01). 81/06/24. 2pp. 08990:136. 


B 1070801 58 RO NP-09-81-01 : on 810526, max discharge temp differential, 
above ambient lake temp, was slightly exceeded. Caused by 
difficulty in maintaining balance between operating to 
prevent exceeding limit Sc to prevent cooling tower damage, 

MURRAY, T.D. Toledo Edison Co. 81/06/25. 3pp. 08962:111. 


8107100066 PN0-III-81-060A: on 810624, reactor scram occurred. W/reac tor 
currently in Mode 3, effort to identify inability to 
withdraw one control rod in progress. Util is analyzing data 
to determine instrumentation loss during 12-minute outage. 

MCGREGOR, L. , KNOP, R. Region 3, Chicago, Office of the Director 
<81/03/01). 81/06/25. 2pp. 08990:106. 


8107100070 PNO-I 11-81-061: on 810626, while conducting rod drive checks 
for startup after 810624 reactor scram, control rod 8, Group 5 
failed to withdraw. Primary sys cooldown in progress for 
control rod drive repairs. 

MCGREGOR, L. , KNOP, R. Region 3, Chicago, Office of the Director 
(81/03/01). 81/06/26. 2pp. 08990:115. 


8107140430 Forwards LER S1-032/03L-0. 

MURRAY, T.D. Toledo Edison Co. 81/07/01. Ip. 09013:340. 


—8107140441 LER 81-032/O3L-0: on 810604, relay status lamp 302A did not 
change state when trip signal was applied. Caused by failed 
relay driver card in steam & feedwater rupture control sys 
channel 2, Relay driver board replaced. 

TRAUTMAN, D. J. Toledo Edison Co. 81/07/01. 2pp. 09013:341. 


8107140722 Forwards LER 81-034/03L-0. 

MURRAY, T.D. Toledo Edison Co. 81/07/02. Ip. 09017:190. 


— 8107140729 LER 81-034/03L-0: on 810601, found that when unit experienced 
power swing during turbine generator control valve test, 
main steam line code safety valves lifted early. Cause 
unknown. Investigation will be done in upcoming outage. 

STOTZ, J. Toledo Edison Co. 81/07/02. 2pp. 09017:191. 


8107140756 Forwards LER 81-033/03L-0. 

MURRAY, T.D. Toledo Edison Co. 81/07/02. Ip. 09017:163. 


— B107140761 LER 81-033/03L-0: on 810604. during testing, calibr zero gas 
ran out. Caused by procedural def ic ienc y. Mod added to 
procedur es. 

ISLEY, T. Toledo Edison Co. 81/07/02. 2pp. 09017:164. 


8107200304 Forwards LER 81-035/03T-0. 

MURRAY, T.D. Toledo Edison Co. 81/07/08. Ip. 09076:014. 


— 8107200310 LER 81 -035/03T-0: on 810624, concluded that containment purge 
& exhaust valves could not be closed from open limit of 65 
degrees during DBA. Caused by design def iciency. Mod will 
limit full open to 55 degrees. 

STOTZ, J. Toledo Edison Co. 81/07/08. 2pp. 09076:015. 


8107210244 Forwards LER 80-091/01X-8. 

MURRAY, T.D. Toledo Edison Co. 81/07/10. Ip. 09101:285. 


— 8 1 07210249 LER 80-091 /01X-8: on 801223, analysis per IE Bulletin 80-11 
determined that during seismic event, wall between control 
room Sc stairway AB-l, walls 3307,2047,3167,2337,4806,4817, 
4826,4831,4847,4857,4647 & 4016 would be overstressed. 

MEKBEL, C. Toledo Edison Co. Bl/07/10. 9pp. 09101:286. 


8107240221 Forwards LER B1-014/03X-1. 

MURRAY, T.D. Toledo Edison Co. 81/07/13. Ip. 09139:294. 


—8107240225 LER B1-014/03X-1 : on 810226, decay heat valve 64 would not 
open during testable ECCS valves quarterly test. Caused by 
loose set rod bushing, allowing gear box set rod to move 
which unlocked limit switches from adjusted position. 

MATHENY, D. Toledo Edison Co. 81/07/13. Ip. 09139:295. 


8107240232 Forwards LER 81-024/03X-2. 

MURRAY, T.D, Toledo Edison Co. 81/07/13. Ip. 09140:277. 


—8107240236 LER 81-024/03X-2: on 810418.345 kV bus J isolated before 
transferring bus A power supply for decay heat pump 1-1 to 
alternate source, Caused by personnel error upon discovery of 
two burning potential devices on bus. Pump restarted. 

BROWN, D. H. Toledo Edison Co. 81/07/13. 3pp. 09140:278. 


8107240252 Forwards LER 81-031 /03X-1. 

MURRAY, T.D. Toledo Edison Co. 81/07/13. Ip. 09140:260. 


—8107240255 LER 81-031 /03X-1 : on 810512, following reactor tTip,RCS 
radioiodine content exceeded limit. Caused by gas leakage 
through fuel c ladding. Levels decayed off below limits. Tech 
Spec revision being evaluated. 

ROWLAND, M. , STOTZ, J. Toledo Edison Co. 81/07/13. 2pp. 

09140: 261. 


8107240389 Forwards LER 80-039/03X-1. 

MURRAY, T.D. Toledo Edison Co. 81/07/13. Ip. 09138:153. 


— 8107240395 LER S0-039/03X-1: on 800423, weekly test of offsite ac sources 
not performed by required date. Caused by oversight of shift 
supervis or. Addl reminders will be given by section 
personne 1. 

KOCIS, R. Toledo Edison Co, 81/07/13. 2pp. 09138:154. 


8107240207 Forwards LER 81-036/03L-0. 

MURRAY, T.D. Toledo Edison Co. Bi/07/16. Ip. 09139:303. 


— 8107240228 LER 81-036/03L-0: on 810616, containment radiation post- 
accident monitor, RE-5030, found not running. Caused by low 
flow due to bypass discharge hose falling off during routine 
maint. Hose reconnected & monitor restarted. 

ROWLAND, M. E. Toledo Edison Co. 81/07/16. 2pp. 09139:304. 
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DOCKET 50-348 JOSEPH M. FARLEY NUCLEAR PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plane 


8107010478 Releases public version of info re emergency plans for 
facilities. 

FELTON, J. M. Division of Rules and Records. 81/06/22. Ip. 
07806: 001 . 


— 8107010479 Public version of determination that emergency plans it 
preparedness for facility are adequate to protect public 
health & safety in event of radiological emergency, subj to 
NRC approval of alerting Sc notification sys, per NUREG-0654. 
MCCONNELL, J. W, Federal Emergency Management Agency. 81/03/11. 
Ip. 07806: 001. 


8107020302 Releases public version of revision to "Farley Nuclear Site 
Emergency Planning Zone Evacuation Time Estimate Study. " 

FELTON, J. M. Division of Rules and Records. Bl/06/22. Ip. 

07806:001. 


— 8107020510 Forwards public version of revision to "Farley Nuclear Site 
Emergency Planning Zone Evacuation Time Estimate Study," 
addressing NUREG-0654 criteria in NRC 801209 ltr. 

CLAYTON, F. L. Alabama Power Co. 81/03/30: lp. 07806:001. 


— 8107020512 Public version of revision to "Farley Nuclear Site Emergency 
Planning Zone Evacuation Time Estimate Study. " 

* HMM Associates, Inc. 81-247F. 81/03/18. 70pp. 07806:001. 


8107290002 Generic Ltr 81-27: requests that all emergency plans Sc 
implementing procedures be submitted w/pages marked to 
reflect privacy & proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT. D. G. Division of Licensing. 81/07/09. 5pp. 09189:059. 


8107290225 Forwards emergency planning info for placement in LPDR. W/o 
8106290410. 

SQUDER, J. L. Division of Rules and Records. 81/07/16. lp. 

09206: 227. 


8107150062 Motion for extension of time until 810919 for filing 
petition for Commission review of ASLAB 810630 antitrust 
decision. Due to absence of past rulings, applicant must 
speculate on specific issues to review. W/Certif icate of Svc. 

BALCH, S. E. , BUETTNER, R. A. , JORDAN, A. L. Alabama Power Co. 31/07/09. 
6pp. 09025:304. 


8107150065 Answer in opposition to applicant motion for extension of 
time limit for filing application for stay of ASLAB 810630 
decision (ALAB-646) & for review of antitrust decision. 
Certificate of Svc end. 

WHITLER, J. D. Justice, Dept. of. 81/07/13, 7pp. 09025:293. 


8107150090 Answer in opposition to AL Power Cooperative, Inc 810708 
motion for extension of time limit for filing applicetion 
for stay of ASLAB 810630 dec ision. Uti 1 has given no credible 
excuse for avoiding requirements. Certificate of Svc end. 

SOSKEY, B. , MACGUINEAS, D. B. Associated Electric Cooperative, Inc. 
B08KEY, B. Volpe, Boskey Sc Lyons. 81/07/13. 10pp. 09027:241. 


8107150215 Answer in opposition to AL Power Co motion for extension 
of time limit for filing petition for Commission review of 
ASLAB 810630 decision. Certificate of Svc end. 

BOSKEY, B. , MACGUINEAS, D. B. Associated Electric Cooperative, Inc. 
BOSKEY, B. Volpe, Boskey Sc Lyons. 81/07/14. 8pp. 09026:043. 


8107280275 Application for order staying pendente lite effectivenest 
of antitrust conditions. ALAB-646 is fundamentally flawed it 
should be reversed. 

BALCH, S. E. , BENBOW, T. H. Alabama Power Co. BALCH, S. E. Balch, 
Bingham, Baker, Hawthorne, Williams Sc Ward. 81/07/22. 10pp. 

09173: 119. 


— 8107280284 Affidavit re requirements imposed by ALAB-646 per util 
request for increased retail rates. 

HARRIS, E. B. Alabama Power Co. 81/07/22. 9pp. 09173:129. 


— 8107280291 Request for oral argument before Commission re ALAB-646. 
Certificate of Svc end. 

BENBOW, T.H. Alabama Power Co. BENBOW, T. H. Winthrop, Stinson, 
Putnam Sc Roberts. 81/07/22. 3pp. 09173:<138. 


G. Adjudicatory correspondence 


8107140560 Discusses util 810708 motion re 10-day extension for filing 
application for stay of effectiveness of ALAB-646. Uti 1 
intends to file application for stay w/Commission. 

CHURCHILL, B. W. Shaw, Pittman, Potts & Trowbridge. CHURCHILL, B. W. 
Alabama Power Co. 81/07/10. 2pp. 09018:201. 


8107270358 Forwards order confirming licensee commitments to post-TMI 
related requirements of NUREG-0737, based on 810114,0205,09, 

13 b 23 Itrs. Explicit statements of requirements set forth 
in attachment to order. 

VARGA, S. A. Operating Reactors Branch 1. 81/07/10. 4pp. 09167:331. 


— 8107270361 Order confirming licensee commitments re post-TMI related 
requirements of NUREG-0737. Appl leant must satisfy specific 
requirements of NUREG, described in attachment, within 30 
days. 

EISENHUT, D. G. Division of Licensing. 81/07/10. 10pp. 09167:335. 


H. General correspondence 


8107140649 Requests that listed changes be made to distribution lists 
for NRC correspondence due to personnel changes. 

CLAYTON, F. L. Alabama Power Co. B1/07/0B. lp. 09015:274. 


M. Antitrust correspondence 


8107300105 Petition for review of ALAB-646. Commission should remand 
proceeding for reopening of remedial stage. Relief is 
necessary to afford util due process rights Sc permit 
consideration of license conditions. Certificate of Svc end. 

EVANB, M. F. , HJELMFELDT, D. C. Municipal Electric Utility Association, 
Alabama. EVANS, M. F. Debavoise, Plimpton, Lyons Sc Gate. Bl/07/27. 
200pp. 09191:322. 


P. Operating license stage documents Sc correspondence 


8107060061 Confirms 810520 telcon request to stop paymment on B10510 
check Sc issue new check. No check recorded in payment of 
B10510 application for temporary OL change. Requests advice 
if util records differ. 

MILLER, W. 0. License Fee Management Branch. 81/05/29. lp. 

08958: 203. 


8107140841 Forwards safety evaluation re 791120 Sc 800404, 21 , 0527, 0716 fc 
1204 auxi 1 iary faedwater sys submittals. Outlines required 
control sys design changes resulting from 801022 site visit. 

Cites unresolved NUREG-0737, II. E. 1. 2. Item II. E. 1. 1 closed, 

VARGA, S. A. Operating Reactors Branch 1. 81/06/17. 3pp. O902B:3e7, 


--8 1071 40855 Safety evaluation supporting proposed implementation 
schedule re auxiliary feedwater control sys design mods. 
Discusses continuing review of NUREG— 0737, Item IX. E. 1. 1. Item 
II. E. 1.1 closed. 

* Office of Nuclear ReactoT Regulation, Director. 81/06/17. 
12pp. 09028:352. 


8107060256 Decision ALAB-646, affording AEC ownership access to units it 
entitling municipals accass to applicant transmission sys. 

BISHOP, C. J. Atomic Safety and Licensing Appeal Panel. 81/06/30. 
169pp. 08891:111. 


8107230298 Informs of deficiencies in Westinghouse owners group 
proposal re TMI Action Plan Item I. C. 1, "Guidance for 
Evaluation it Development of Procedures for Transients It 
Accidents. " 

VARGA, 8. A. Operating Reactors Branch 1. 81/06/22. Ip. 09135:3»- 


8107100209 Erratum to Page A-l of app to ALAB-646, correcting wording in 
Line 7 of Condition 2 to read licensee instead of AEC. 

BISHDP, C. J. Atomic Safety and Licensing Appeal Panel. 81/07/07, 
lp. 08993: 145. 


8107100182 Informs of intervenor, AL Electric Cooperative Inc, intent to 
file, within prescribed time period, answer opposing util 
810708 motion for extension of time limit r* request for 
stay of ALAB-646 decision. Certificate of Svc enel. 

MACGUINEAS, D, B. Volpe, Boskey it Lyons. MACGUINEAS, D, B. Alabama 
Power Co. 81/07/08. 2pp. 08992:037, 


8107060113 Reiterates 810407 request for fees re 810202 applicetion t« 
exemption from certain App J requirements. Requests fee 
remittance within 15 days. „ . 

MILLER, W. 0. License Fee Management Branch. 81/06/24. lp. 
08957:311. 


8107070315 Advises that mod to svc water sys re addition of pipinfl * 
valves to allow direct racirculation of svc water to »yc 
water wet pit, implemented it tasted. New valves are physically 
locked in desired accident conf iguration. 

CLAYTON, F. L. Alabama Power Co. 81/06/29. 3pp. 08940:031. 
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8107070269 Advises that util uiill supply mod design info for facilities 
within 3 months of NRC notification that automatic reactor 
coolant pump mods are required* in response to NUREQ-0737, 

Item II. K. 3. 5. 

CLAYTON, F. L. Alabama Power Co. 81/06/30. 2pp. 03941:095. 


8107070281 Forwards proposed mods to auxiliary feedwater control & 
protection design, in response to requirements of NUREG-0737 
Section II. E. 12 & License Condition 2. C. (21) <e). Concurrence 
requested by 810801. 

CLAYTON, F. L. Alabama Power Co. 81/07/01. 16pp. 08938:221. 


8107150337 Informs that no further action is necessary on NUREG-0737, 
Item II. K. 2. 19. Concerns are not applicable to NSSS w/ 
inverted U-tube steam generators. In f uture, administrat ive 
change to OL will delete completed conditions. 

VARGA, S. A. Operating Reactors Branch 1. 81/07/06. 3pp. 09033:068. 


8107310055 Generic Ltr 81-23A to all licensees & CP holders, advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation, per Generic Ltr 81-23, are unnecessary. 

EISENHUT, D. G. Division of Licensing. 81/07/06. 6pp. 09222:215. 


8107270358 Forwards order confirming licensee commitments to post-TMI 
related requirements of NUREG-0737, based on 810114,0205,09, 

13 & 23 ltrs. Explicit statements of requirements set forth 
In attachment to order. 

VARGA, S. A. Operating Reactors Branch 1. 81/07/10. 4pp. 09167:331. 


— 8107270361 Order confirming licensee commitments re post-TMI related 
requirements of NUREG-0737. App 1 i cant must satisfy specific 
requirements of NUREG, descri bed in attachment, within 30 
days. 

EISENHUT, D. G. Division of Licensing. 81/07/10. 10pp. 09167:335. 


8107170222 Informs that util has reviewed proposed draft environ 
protection plan. Concurs w/plan & procedure proposed by NRC 
for implementing changes. Requests that environ protection 
plan be issued on B2O101. 

CLAYTON, F. L. Alabama Power Co. 81/07/13. 2pp. 09051:022. 


8107220133 Forwards new check for application re temporary change to 
QL. Check dtd 810510 stopped per 810510 recommendation. 

CLAYTON, F. L. Alabama Power Co. 81/07/13. 2pp. 09119:078, 


8107290172 Advises that, per NUREG-0737. It ems II. B. 1 & 1 1 . F. 2. d es i gn 
description % operating procedures for RCS vents & program 
to complete development of reactor vessel water level 
instrument were submitted in 810625 & 29 ltrs for Unit 2. 

CLAYTON, F. L. Alabama Power Co. Bl/07/15. Ip. 09135:311. 


8107300191 Forwards Revision 3 to "JM Farley Nuclear Plant Unit 1 
Inservice Testing Program. " Revision 3 incorporates addition 
of list of ASME Section XI Category E valves per SA Varga 
810210 request. Addl changes included. 

CLAYTON, F. L. Alabama Power Co. 81/07/16. 3pp. 09196:042. 


— 8107300194 Revision 3 to "JM Farley Nuclear Plant - Unit 1 Inservice 
Testing Program. " 

* Alabama Power Co. Bl/07/16. 11pp. 09196:044. 


8107290005 Notification of 810728,29 & 30 meetings w/BfcW, Westinghouse & 
C-E owners groups in Bethesda.MD to discuss thermal shock to 
reactor pressure vessel issue. 

VISSXNQ, G. Operating Reactors Branch 4. 81/07/20. 5pp. 09189:127, 


Q. Inspection reports, IE Bulletins 8c correspondence 


8107150277 Forwards IE Circular 81-06, "Potential Deficiency Affecting 
Certain Foxboro 10 to 50 Milliampere Transmitters. " No 
written response required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director (81/03/01). 
81/04/14. Ip. 09033:333. 


8107240445 Responds to IE Bulletin 79-02. Anchor bolt upgrade program 
completed during second refueling outage. Fewer than 5% of 
concrete expansion anchor bolts found w/safety factors less 
than bulletin requirements. 

CLAYTON, F. L. Alabama Power Co. 81/06/18. Ip. 09143:012. 


8107270011 Forwards IE Circular 81-09, "Containment Effluent Water 
That Bypasses Radioactivity Monitor. " Licensee action is 
required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director (81/03/01). 
81/07/10. Ip. 09156:286. 


8107240284 Forwards IE Info Notice 81-20, "Test Failures of Electrical 
Penetration Assemblies. " No licensee action or response is 
required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director (Bl/03/01). 
81/07/13. 4pp. 09148:196. 


S, Reportable occurrences, LERs & related correspondence 


8107310374 Forwards LERs 81-044/03L-0 8t 81-045/O3L-0. 

CLAYTON, F. L. Alabama Power Co. 81/07/07. Ip. 09220:063. 


—8107310378 LER 8 1-044/03L-0: on 810610, d i esel generator 1C declared 
inoperable during test FNP-l-STP-28. 1. Caused by overvoltage 
condition due to damaged voltage regulator circuitry 
resulting from failed engine running relay. 

HAIRSTON, W. G. Alabama Power Co. 81/07/07. Ip. 09220:064. 


—8107310384 LER 81-045/03L-0: on 810613, train svc water loop A declared 
inoperab le. Caused by inoperable emergency recirculation 
valve due to blown control circuit fuse. Fuse replaced, valve 
tested & loop returned to svc on 810613. 

HAIRSTON, W. G. Alabama Power Co. 81/07/07. Ip. 09220:065. 


8107200306 Forwards LER 81-046/03L-0. 

CLAYTON, F. L. Alabama Power Co. 81/07/17. Ip. 09173:167. 


— 8107280313 LER 81-046/03L-0: on 810620, ch lorine detector A declared 
inoperable when detector alarmed 8< would not reset. Caused by 
faulty bulb. Bulb replaced Jc chlorine detector returned to 
svc, 

* Alabama Power Co. 81/07/17. Ip. 09173: 168. 


DOCKET 50-352 LIMERICK GENERATING STATION, UNIT 1 


A. Application/construction stage documents & correspondence 


8107100163 Confirms 810605 telcon w/D Calkins re 810618 meeting w / 
F Romano in Bethesda, MD. United Engineers & Const, Inc 801029 
paper, "Blasting Vibration Limits on Freshly Placed (Green 
Concrete, " end. 

SCHWENCER, A, Licensing Branch 2. 81/06/08. Ip. 09001:337. 


B107090025 Forwards "Vibration Study for Dames & Moore Limerick 
Generating Station Project Primary Blast - West Face 
Pottsdum Trap Rock Saratoga Quarry, " confirming 810602 
telcon re levels of vibration from quarry blasting. 

SCHWENCER, A. Licensing Branch 2. 81/06/11. 2pp. 08979:249. 


8107150004 Summary of 810618 meeting w/util,FR Romano & M Lewis in 
Bethesda, MD re effects of quarry vibrations on geologic 
faults, cured concrete & green concrete & concrete voids. 

CALKINS, G. D. Licensing Branch 2. 81/06/30. 7pp. 09048:226. 


8107080308 Informs that study completion fc final rept submittal re 
quarry blasting & concrete curing are scheduled for Sept 
1981, in response to NRC 810421 request for addl info. 

BRADLEY, E. J. Philadelphia Electric Co. 81/07/02. Ip. 08972:042. 


8107160633 Forwards request for addl info re FSAR & environ rept,0L 
stage, In order to complete acceptance review. 

EISENHUT, D. G. Division of Licensing. 81/07/06. 49pp. 09061:127. 


B107310055 Generic Ltr 81-23A to all licensees & CP holders, advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation, per Generic Ltr 31-23, are unnecessary. 

EISENHUT, D. G. Division of Licensing. 81/07/06. 6pp. 09222:215, 


8107160011 Requests evaluation of applicant's position expressed in 
771104 ltr re storage of uncapped pipe followed by insp 
after cleaning but before use. 

SCHWENCER, A. Licensing Branch 2. 81/07/08. 2pp. 09061:280. 


— 8107160021 Comments on applicant's pipe storage practices. Storage of 
carbon steel pipe w/o end caps unacceptable. 

PAWLICKI , S. S. Materials Engineering Branch. 77/05/23. 2pp. 

09061: 284. 


— 8107160026 Submits comments to resolve issue of pipe storage practices 
at facil ity. Licensee should consider ultrasonic exam in 
conjunction w/post storage cleaning of pipe spools. 

SEYFRIT, K. V. Division of Reactor Operations Inspections. 

78/02/15. 2pp. 09061:309. 
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8107220433 Notifies that regional board meeting for Cycle 2 of 
systematic assessment of licensee performance for facility 
will be held soon, covering 800701-81 0630. Requests input on 
performance evaluation by 810720. 

CALKINS. G. D. Licensing Branch 2. 81/07/10. 2pp. 09127:335. 


8107210441 Informs that response date re implementation of NUREG-0313, 
Revision Lis extended to 811102, per 810629 request. Addl 
time allows util to evaluate feasibility of each individual 
case because of advanced const status of facility. 

TEDESCO, R. L. Assistant Director for Licensing. 81/07/14. 3pp. 
09108: 308. 


C. Utility Environmental Report <ER ) , amends & correspondence 


8107160633 Forwards request for addl info re FSAR it environ rept,OL 
stage, in order to complete acceptance review. 

EISENHUT, D. 0. Division of Licensing. 81/07/06. 49pp. 09061:127. 


F. Security, medical, emergency it fire protection plans 


8107100320 Forwards Page 2-11 to NUREG, c hang ing implementing schedule 
for submission it evaluation of upgraded emergency plans per 
Generic Ltr 81-25. 

EISENHUT, D. G. Division of Licensing. 81/06/13. 4pp. 08996:358. 


8107290002 Generic Ltr 81-27: requests that all emergency plans & 
implementing procedures be submitted w/pages marked to 
reflect privacy & proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT, D. G. Division of Licensing. 81/07/09. 5pp. 09189:059. 


G. Adjudicatory correspondence 


8107140642 Requests to make limited appearance statement at 810711 OL 
hearing. 

NATEL. A. Affiliation Unknown. 81/07/08. Ip. 09015:243. 


H. General correspondence 


8107060531 Responds to 810311 ltr re EIS. Acceptanc e review of 810317 OL 
application underway . After-doc keting site visit will involve 
public participation re expected environ impacts. 

TEDESCO, R. L. Assistant Director for Licensing. 81/06/22. Ip, . 

08959: 195. 


8107080185 Responds to 810604 ltr re diversion of DE River water for 
p lant. Opportunity for public participation in licensing 
process outlined it DE River Basin Commission procedures for 
water allocation discussed. Submits project status. 

TEDESCO, R. L. Assistant Director for Licensing. 81/06/22. 2pp. 
08976: 178. 


— 8107080188 Advises of Del -AWARE Unlimited, Inc concern re diversion of 
DE River water to plant. Consumptive use of scarce water 
resources, mechanisms for provision of storage it physical it 
biological impact on affected streams cited. 

SUGARMAN, R. J. Berle, But *el, Kass & Case. 81/06/04. 2pp. 

08976: 180. 


8107200261 Opposes const of facilities. 

RIGGS, C. Affiliation Unknown. 81/07/09. Ip. 09074:268. 


8107150044 Opposes const of facilities. 

MCKELVEY,S. Affiliation Unknown. 81/07/14. Ip. 09025:320. 


Q. Inspection reports, IE Bulletins & correspondence 


8107270217 Advises that IE Info Notice 81-05, "Degraded DC Sys at 
Palisades, " was sent to listed licensees. 

* Region 1, Philadelphia, Office of the Director (81/03/01). 
81/03/13. 4pp. 09167:273. 


8107270270 Advises that IE Info Notice 81-08, "Repetitive Failures of 
Limitorque Operator SMB-4 Motor-to-Shaf t Key, " was sent to 
listed licensees. 

* Region 1, Philadelphia, Office of the Director (81/03/01). 
81/03/20. 4pp. 09178:165. 


8107270243 Advises that IE Info Notice 81-10* "Inadvertent Containment 
Spray Due to Personnel Error, 1 ' was sent to listed licensees. 

* Region 1, Philadelphia, Office of the Director (81/03/01). 
81/03/25. 4pp. 09167:296. 


8107370192 Advises that IE Info Notice 81-09, "Degradation of Residual 
Heat Removal ( RHR ) Sys," was sent to listed licensees. 

* Region 1, Philadelphia, Office of the Director (81/03/01). 
81/03/26. 4pp. 09167:267. 


8107230297 Advises that IE Bulletin 81-02. "Failure of Gate Type 
Valves to Close Against Differential Pressure, " was 
sent to listed licensees. 

* Region 1, Philadelphia, Office of the Director (81/03/01). 
81/04/09. 4pp. 09146:349. 


8107270256 Advises that IE Circular 81-06, "Potential Deficiency 
Affecting Certain Foxboro 10 to 50 Milliampere 
Transmitters, " was sent to listed licensees. 

* Region 1, Philadelphia, Office of the Director (81/03/01). 
81/04/14. 4pp. 09167:280. 


8107130376 Forwards IE Insp Repts 50-352/81-08 Sc 50-353/81-06 on 
810501-29 S< notice of violation. 

KEIM1G, R. R . Projects Branch 2. 81/06/26. 2pp. 08997:025. 


■8107130379 Notice of violation from insp on 810501-29. 

KEIMIG, R . R. Projects Branch 2. 81/06/26. 2pp. 08997:027. 


—8107130384 IE Insp Repts 50-352/81-08 S< 50-353/81-06 on 810501-29. 
Noncompliance noted : failure to obtain conditional release 
for nonconformance rept for Unit 1. 

DURR, J. P . , MCCABE, E. C. Reactor Projects Section 2B. 81/06/24. 

9pp. 08997:029. 


8107200464 Forwards response to NRC 810601 ltr re violations noted in 
IE Insp Repts 50-352/81-06 8< 50-353/81-05. Corrective 
actions: heating, venti lation Sc air conditioning subcontractor 
ensured fire dampers weld accessibility. 

KEMPER, J. S. Philadelphia Electric Co. 81/06/26. 5pp. 09073:156. 


8107130204 Responds to IE Bulletin 81-02, "Failure of Gate Type Valves 
to Close Against Differential Pressures. " No affected valves 
have been installed or purchased for fac i 1 ity. Review 
required 40 manhours. 

KEMPER, J. S. Philadelphia Electric Co. 81/07/02. 2pp. 08999:280. 


8107230134 Ack receipt of 810626 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-352/81-06 8< 
50-353/B1-05. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/09. Ip. 09131:152. 


8107160315 Forwards IE Info Notice 81-19, "Lost Parts in Primary 
Coolant Sys." No written response required. 

GRIER, B. H. Region 1, Ph iladelphia, Office of the Director 
(81/03/01). 81/07/16. 5pp. 09041:092. 


8107290170 Forwards IE Info Notice 81-21, "Potential Loss of Direct 
Access to Ultimate Heat Sink. " No written response required. 
GRIER, B. H. Region 1, Philadelphia, Office of the Director 
(Bl/03/01). 81/07/21. 5pp. 09186:279. 


8107290086 Ack receipt of 810710 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-352/81-08 & 
50-353/B1-06, 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/22. Ip. 09183:007. 


— 8107290089 Responds to NRC 810626 ltr re violations noted in IE Insp 
Repts 50-352/81-08 it 50-353/81-06. Corrective actions: 
conditional release issued on Nonconformance Rept 3979 to 
determine if disposition had been completed. 

KEMPER, J. S. Philadelphia Electric Co. 81/07/10. 4pp. 091B3:008. 


8107290201 Forwards IE Circular 81-12, "Inadequate Periodic-Test 
Procedure of PWR Protection Sys. " No written response 
required. 

GRIER. B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/22. 5pp. 09188:131. 


8107230258 Forwards IE Circular 81-09, "Containment Effluant Water That 
Bypasses Radioactivity Monitor. 11 No written response 
required. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/23. 5pp. 09133:080. 


8107230293 Forwards IE Info Notice 81-20, "Test Failures of Electrical 
Penetration Assemblies. " No written response required. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/23. 5pp. 09133:142. 
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8107290166 Forwards IE Circular 81-11, "Inadequate Decay Heat Removal 
During Reactor Shutdown. " No written response required. 

GRIER.. B. H. Region 1. Philadelphia! Office of the Director 
(81/03/01). 81/07/24. 3pp. 09185:322. 


S. Reportable occurrences! LERs it related correspondence 


8107130324 Significant Deficiency Rept 11 re 4 kV switchgear circuit 
breaker auxiliary switch crack assembly def ec t» init ially 
reported 800522. Due to delay in receipt of new parts* 
corrective actions will be delayed until 810830. 

KEMPER. J.S. Philadelphia Electric Co. 81/06/30. Ip. 08999:006. 


8107130212 Significant deficiency rept. previous 1 y reported under 
10CFR21 re GE power generation control complex* loose tandem 
contact blocks on CR2940 switches. Def iciency described in 
encl GE 810520 ltr determined reportable per 10CFR50. 55e. 

KEMPER. J.S. Philadelphia Electric Co. 81/07/02. 2pp. 08999:289. 


8107130232 Final Significant Deficiency Rept 39. orig inal ly reported on 
810501. re nonconforming wiring conditions in 4BO-\;olt 
switchgear air circuit breakers. Comp letion of corrective 
actions delayed until 810930. 

KEMPER. J.S. Philadelphia Electric Co. 81/07/02. Ip. 09000:039. 


DOCKET 50-353 LIMERICK GENERATING STATION. UNIT 2 


A. Application/construction stage documents it correspondence 


8107100163 Confirms 810605 telcon w/D Calkins re 810618 meeting w/ 
F Romano in Dethesda. MD. United Engineers & Const. Inc 801029 
paper. "Blasting Vibration Limits on Freshly Placed (Green 
Concrete." encl. 

SCHWENCER. A. Licensing Branch 2. Bl/06/08. Ip. 09001:337. 


8107090025 Forwards "Vibration Study for Dames it Moore Limerick 
Generating Station Project Primary Blast - WeBt Face 
Pottsdum Trap Rock Sanatoga Quarry* " confirming B10602 
telcon re levels of vibration from quarry blasting. 

SCHWENCER. A. Licensing Branch 2. 81/06/11. 2pp. 08979:249. 


8107150004 Summary of 810618 meeting w/util»FR Romano & M Lewis in 
Bcthesda.MD re effects of quarry vibrations on geologic 
faults, cured concrete it green concrete it concrete voids. 

CALKINS. G. D. Licensing Branch 2. 81/06/30. 7pp. 09048:226. 


8107080308 Informs that study completion it final rept submittal re 
quarry blasting it concrete curing are scheduled for Sept 
1981. in response to NRC 810421 request for addl info. 

BRADLEY, E. J. Philadelphia Electric Co. 81/07/02. Ip. 08972:042. 


8107160633 Forwards request for addl info re FSAR & environ rept* OL 
stage, in order to complete acceptance review. 

E18ENHUT, D. G. Division of Licensing. 81/07/06. 49pp. 09061:127. 


8107310055 Generic Ltr 81-23A to all licensees it CP holders, advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Qfc of Nuclear Reactor 
Regulation, per Generic Ltr 81-23* are unnecessary. 

EI8QMHUT, D. G. Division of Licensing. 81/07/06. 6pp. 09222:215. 


8107160011 Requests evaluation of applicant's position expressed in 
771104 ltr re storage of uncapped pipe followed by insp 
after cleaning but before use. 

SCHWENCER, A. Licensing Branch 2. 81/07/08. 2pp. 09061:280. 


— 8107160021 Comments on applicant's pipe storage practices. Storag e of 
carbon steel pipe w/o end caps unacceptable. 

PAWLICKI.S. S. Materials Engineering Branch. 77/05/23. 2pp. 

09061: 284. 


—8107160026 Submits comments to resolve issue of pip* storage practices 
at faci 1 ity. Licensee should consider ultrasonic exam in 
conjunction w/post storage cleaning of pipe spools. 

SEYFRIT, K. V. Division of Reactor Operations Inspections. 

78/02/15. 2pp. 09061:309. 


8107220433 Notifies that regional board meeting for Cycle 2 of 
systematic assessment of licensee performance for facility 
will be held soon, covering 800701-810630. Requests input on 
performance evaluation by 810720. 

CALKINS, 0. D. Licensing Branch 2. 81/07/10. 2pp. 09127:335. 


8107210441 Informs that response date re implementation of NUREG-0313, 
Revision 1, is extended to 811102, per 810629 request. Addl 
time allows util to evaluate feasibility of each individual 
case because of advanced const status of facility. 

TEDESCO, R. L. Assistant Director for Licensing. 81/07/14. 3pp. 
09108: 308. 


C. Utility Environmental Report (ER), amends & correspondence 


8107160633 Forwards request for addl info re FSAR it environ rept.QL 
stage, in order to complete acceptance review. 

EISENHUT, D. G. Division of Licensing. 81/07/06. 49pp. 09061:127. 


F. Security, medical* emergency it fire protection plans 


8107100320 Forwards Page 2-11 to NUREG, changing implementing schedule 
for submission & evaluation of upgraded emergency plans per 
Generic Ltr 81-25. 

EISENHUT, D. G. Division of Licensing. 81/06/13. 4pp. 08996: 35B. 


8107290002 Generic Ltr 81-27: requests that all emergency plans & 
implementing procedures be submitted w/pages marked to 
reflect privacy it proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT, D. G. Division of Licensing. 81/07/09. 5pp. 09189:059. 


H. General correspondence 


8107060531 Responds to 810311 ltr re EIS. Ac ceptance review of 810317 OL 
application underway. After-docketing site visit will involve 
public participation re expected environ impacts. 

TEDESCO, R. L. Assistant Director for Licensing. 81/06/22. Ip. . 

08959: 195. 


8107080185 Responds to 810604 ltr re diversion of DE River water for 
p lant. Opportunity for public participation in licensing 
process outlined it DE River Basin Commission procedures for 
water allocation discussed. Submits project status. 

TEDESCO, R. L. Assistant Director for Licensing. 81/06/22. 2pp. 
08976: 178. 


— 8107080188 Advises of Del -AWARE Uni imited. Inc concern re diversion of 
DE River water to p lant. Consump tive use of scarce water 
resourc e s* mechani sms for provision of storage it physical & 
biological impact on affected streams cited. 

SUOARMAN, R. J. Eerie, Butzel, Kass it Case. 81/06/04. 2pp. 

08976: 180. 


8107200261 Opposes const of facilities. 

RIGGS. C. Affiliation Unknown. 81/07/09. Ip. 09074:268. 


8107150044 Opposes const of facilities. 

MCKELVEY, S. Affiliation Unknown. 81/07/14. Ip. 09025:320. 


Q. Inspection reports, IE Bulletins it correspondence 


8107270217 Advises that IE Info Notice 81-05, "Degraded DC Sys at 
Palisades, " was sent to listed licensees. 

* Region 1, Philadelphia, Office of the Director (81/03/01). 
81/03/13. 4pp. 09167:273. 


8107270270 Advises that IE Info Notice 81-08, "Repetitive Failures of 
Limitorque Operator SMB-4 Motoi — to-Shaft Key. " was sent to 
listed licensees. 

* Region 1* Ph iladelphia. Office of the Director (81/03/01). 
81/03/20. 4pp. 09178: 165. 


8107270243 Advises that IE Info Notice 81-10, "Inadvertent Containment 
Spray Due to Personnel Error," was sent to listed licensees. 

* Region 1, Philadelphia, Office of the Director (81/03/01). 
81/03/25. 4pp. 09167:296, 


8107270192 Advise* that IE Info Notice Bl-09, "Degradation of Residual 
Heat Removal (RHR) Sys." was sent to listed licensees. 

* Region 1. Philadelphia, Office of the Director (81/03/01). 
81/03/26. 4pp. 09167:267. 


8107230297 Advises that IE Bulletin 81-02, "Failure of Gate Type 
Valves to Close Against Differential Pressure, " was 
sent to listed licensees. 

* Region 1, Philadelphia, Office of the Director (81/03/01). 
81/04/09. 4pp. 09146:349. 


8107270256 Advises that IE Circular 81-06, "Potential Deficiency 
Affecting Certain Foxboro 10 to 50 Milliempere 
Transmitters," was sent to listed licensee*. 

# Region 1. Philadelphia, Office of the Director (81/03/01). 
81/04/14. 4pp. 09167:280. 


81071X376 Forward* IE Insp Repts 50-352/81-08 it 50-353/81-06 on 
810X1-29 it notice of violation. 

KE2MIG, R. R. Project* Branch 2. 81/06/26. 2pp. 08997:025. 



210 


DOCKETED ITEMS 


— 8107130379 Notice of violation from insp on 810501-29. 

KEIMIG. R.R. Projects Branch 2. 81/06/26. 2pp. 08997:027. 


—8107130384 IE Insp Repts 50-352/81-08 Sc 50-353/81-06 on 810501-29, 
Noncoimp 1 iance noted : fai lure to obtain conditional release 
for nonconformance rept for Unit 1. 

DURR* J. P. , MCCABE* E. C. Reactor Projects Section 2B. 81/06/24. 

9pp. 08997:029. 


8107200464 Forwards response to NRC 810601 ltr re violations noted in 
IE Insp Repts 50-352/81-06 & 50-353/81-05. Corrective 
actions: heating* venti lation & air conditioning subcontractor 
ensured fire dampers weld accessibility. 

KEMPER* J. S. Philadelphia Electric Co. 81/06/26. 5pp. 09073:156. 


81071X204 Responds to IE Bulletin 81-02* "Failure of Gate Type Valves 
to Close Against Differential Pressures. “ No affected valves 
have been installed or purchased for facility. Review 
required 40 manhours. 

KEMPER. J. S. Philadelphia Electric Co. 81/07/02. 2pp. 08999:280. 


81072X134 Ack receipt of 810626 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-352/81-06 & 
50-X3/81-05. 

GRIER* B. H. Region 1* Philadelphia* Office of the Director 
<81/03/01). 81/07/09. Ip. 09131:152. 


8107160315 Forwards IE Info Notice 81-19, "Lost Parts in Primary 
Coolant Sys. " No written response required. 

GRIER* B. H. Region 1* Philadelphia* Office of the Director 
<81/03/01). 81/07/16. 5pp. 09041:092. 


8107290170 Forwards IE Info Notice 81-21, "Potential Loss of Direct 
Access to Ultimate Heat Sink. " No written response required. 

GRIER, 8. H. Region 1* Philadelphia, Office of the Director 
<81/03/01). 81/07/21. 5pp. 09186:279. 


8107290086 Ack receipt of 810710 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-352/81-08 Sc 
50-353/81-06. 

GRIER, B. H. Region 1* Philadelphia, Office of the Director 
<81/03/01). 81/07/22. Ip. 09183:007. 


— 8107290089 Responds to NRC 810626 ltr re violations noted in IE Insp 
Repts 50-352/81-08 Sc 50-353/81-06. Corrective actions: 
conditional release issued on Nonconformance Rept 3979 to 
determine if disposition had been completed. 

KEMPER, J. S. Philadelphia Electric Co. 81/07/10. 4pp. 09183: OOB. 


8107290201 Forwards IE Circular 81-12* "Inadequate Periodic-Test 
Procedure of PWR Protection Sys. " No written response 
required. 

GRIER* B. H. Region 1* Philadelphia* Office of the Director 
(81/03/01). 81/07/22. 5pp. 09188:131. 


81072X258 Forwards IE Circular 81-09, "Containment Effluent Water That 
Bypasses Radioactivity Monitor. " No written response 
required. 

GRIER* B. H. Region 1, Philadelphia* Office of the Director 
(81/03/01). 81/07/23. 5pp. 09133:080. 


81072X293 Forwards IE Info Notice 81-20, "Test Failures of Electrical 
Penetration Assemblies. " No written response required. 

GRIER* B. H. Region 1* Philadelphia, Office of the Director 
<81/03/01). 81/07/23. 5pp. 09133:142. 


8107290166 Forwards IE Circular 81-11, "Inadequate Decay Heat Removal 
During Reactor Shutdown. " No written response required. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
<81/03/01). 81/07/24. 3pp. 09185:322. 


S. Reportable occurrences, LERs St related correspondence 


81071X324 Significant Deficiency Rept 11 re 4 kV switchgear circuit 
breaker auxiliary switch crack assembly defect, initially 
reported 800522. Due to delay in receipt of new parts, 
corrective actions will be delayed until 810830. 

KEMPER, J. 8. Philadelphia Electric Co. 81/06/30. Ip. 0B999: 006. 


Significant deficiency rept, previously reported under 
10CFR21 re GE power generation control complex, loose tandem 
contact blocks on CR2940 switches. Deficiency described in 
end GE 810520 ltr determined reportable per 10CFR50. 55e. 

KEMPER. J. S. Philadelphia Electric Co. Bl/07/02. 2pp. 08999:289. 


8l 2?J22? 32 Final Deficiency Rept 39, originally reported on 

810X1, re nonconforming wiring conditions in 480-volt 
switchgear air circuit breakers. Completion of corrective 
ections delayed until 810930. 

KEMPER, J. 8. Philadelphia Electric Co. 81/07/02. Ip, 09000:039. 


8107160400 P NO- 1 -8 1-077: on 810709* NRC received telephone call from 
Pottstown Mercury re bulge on cooling tower. Cool ing tower 
work has been halted St contractor has implemented reduction 
in force. State of PA has been informed. 

MCCABE* E. C . , KEIMIG, R.R. Region 1* Philadelphia. Office of the 
Director (81/03/01). Bl/07/10. Ip. 09041:071. 


DOCKET 50-354 HOPE CREEK NUCLEAR STATION, UNIT 1 


A. Application/construction stage documents Sc correspondence 


81071X240 Forwards MI-LR-81-02, "Mark 1 Plant Containment Mod Status 
Summary. " Info provided for all Mark I plants except Hope 
Creek & Oyster Creek. Hope Creek not yet operating. Oyster 
Creek will be providing info separately. 

STARK, S. J. General Electric Co. 81/06/29. Ip. 08995:166. 


8107310055 Generic Ltr 81-23A to all licensees Sc CP holders* advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation* per Generic Ltr 81-23, are unnecessary. 

EISENHUT * D. G. Division of Licensing. 81/07/06. 6pp. 09222:215. 


8107140525 Submits response to NUREG-031 3, Revision i.re problem of 
intergranular stress corrosion cracking for BUR* ASME Class 
2 St 3 pressure boundary piping. All piping will be ferritic 
or L-grade austenitic stainless steel. 

MITTL.R. L. Public Service Electric & Gas Co. of New Jersey. 
81/07/07. 2pp. 09024:010. 


F. Security, medical, emergency Sc fire protection plans 


81071X320 Forwards Page 2-11 to NUREG. chang ing implementing schedule 
for submission it evaluation of upgraded emergency plans per 
Generic Ltr 81-25. 

EISENHUT, D. G. Division of Licensing. 81/06/13. 4pp. 08996:358. 


8107290002 Generic Ltr 81-27: requests that all emergency plans & 
implementing procedures be submitted w/pages marked to 
reflect privacy Sc proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT, D. G. Division of Licensing. 81/07/09. 5pp. 09189:059. 


0. Adjudicatory correspondence 


81070X282 Order extending Commission time to review ALAB-640 to 
810714. 

CHILK, S. J. Office of the Secretary of the Commission. 01/07/06. 
Ip. 08973:332. 


8107160269 Order granting extension until 810721 for Commission to 
decide whether to review ALAB-640. 

CHILK, S. J. Office of the Secretary of the Commission. 81/07/14. 
Ip. 09046:308. 


8107240071 Order extending Commission time to consider whether to 
review ALAB-640 to 810804. 

CHILK* S. J. Office of the Secretary of the Commission. 81/07/21. 
Ip. 09137:099. 


G. Inspection reports* ZE Bulletins St correspondence 


8107140194 Forwards IE Insp Repts 50-354/80-20 Sc 50-355/80-20 on 
801202-05 St notice of violation. 

CARLSON, R. T. Region 1* Philadelphia* Reactor Construction St 
Engineering Support Branch. 81/01/22. 2pp. 09031:336. 


—8107140197 Notice of violation from insp on 801202-05. 

CARLSON* R. T, Region 1* Philadelphia, Reactor Construction Sc 
Engineering Support ' Branch. 81/01/22. ip. 09031:338. 


—8107140206 IE Insp Repts 50-354/80-20 Sc 50-355/80-20 on 801202-05. 
Noncompliance noted: concrete replacement Sc placement insp. 
performed by untrained inspector. 

CHAUDHARY* S. K. , EBNETER, S. D. Region 1, Philadelphia, Reactor 
Construction Sc Engineering Support Branch. 81/01/22. 5pp. 
09031:339. 


8107270217 Advises that IE Info Notice 81-05, "Degraded DC Sys at 
Palisades, " was sent to listed licensees. 

* Region 1, Philadelphia, Office of the Director <81/03/01). 
81/03/13. 4pp. 09167:273. 


8107270270 Advises that IE Info Notice 81-08, "Repetitive Failures of 
Limitorque Operator SMB-4 Motor-to-Shaf t Key, " was sent to 
listed licensees. 

* Region 1, Philadelphia, Office of the Director <81/03/01). 
81/03/20. 4pp. 09178: 165. 
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SI 07270243 Advises that IE Info Notice 81-10, "Inadvertent Containment 
Spray Due to Personnel Error," was sent to listed licensees. 

* Region 1, Philadelphia, Office of the Director <81/03/01). 
81/00/25. 4pp. 09167:296. 


8107270192 Advises that IE Info Notice 81-09, "Degradation of Residual 
Heat Removal <RHR> Sys," was sent to listed licensees. 

* Region 1, Philadelphia, Office of the Director <81/03/01). 
81/03/26. 4pp. 09167:267. 


81072X297 Advises that IE Bulletin 81-02, "Failure of Gate Type 
Valves to Close Against Differential Pressure, " was 
sent to listed licensees. 

* Region 1, Philadelphia, Office of the Director <81/03/01). 
81/04/09. 4pp. 09146:349. 


8107270256 Advises that IE Circular 81-06, "Potential Deficiency 
Affecting Certain Foxboro 10 to 50 Milliampere 
Transmitters, 11 was sent to listed licensees. 

* Region 1, Philadelphia, Office of the Director <81/03/01). 
81/04/14. 4pp. 09167:280. 


8107070013 Forwards IE Insp Repts 50-354/81-04 & 50-355/81-04 on 
810X2-0405 & notice of violation. 

KEIMIG, R. R. Reactor Project Branch 2. 81/05/13. 2pp. 08960:314. 


— 8107070015 Notice of violation from insp on 810302-0405. 

KEIMIG, R.R. Reactor Project Branch 2. 81/05/13. 2pp. 08960:316. 


--8 1070700 18 IE Insp Repts 50-354/81-04 & 50-355/81-04 on 810302-0405. 
Noncompliance noted: failure of weld procedure spec to 
comply w/ASME Section IX requirements & failure to perform 
radiography per procedure. 

BATEMAN, W. H. , VARELA. A. A. , REYNOLDS, S. D. Reactor Project Section 
2A 81/05/11. 16pp. 08960:318. 


81071X334 Responds to IE Bulletin 81-03, "Flow Blockage of Cooling 
Water to Safety Sys Components by Corbicula Sp <Asiatic 
Clam) & Mytilus Sp (Mussel)." No Asiatic clams or mussels 
present in plant vicinity. 

MARTIN, T. J. Public Service Electric & ©as Co. of New Jersey. 
81/06/24. 6pp. 08997: 116. 


8107170153 Forwards IE Insp Repts 50-354/81-07 & 50-355/81-07 on 
810504-31. No noncompliance noted. 

KEIMIO, R. R. Projects Branch 2. 81/06/29. 2pp. 09053:246. 


—8107170160 IE Insp Repts 50-354/81-07 & 50-355/81-07 on 010504-31. No 
noncompliance noted. Major areas inspected: supplier quality 
program, safety relief valve piping cold pull check & 
equipment maint. 

BATEMAN, W. H. , REYNOLDS, 8. 0. , GREENMAN, E. 9. Reactor Projects 
Section 2A. 81/06/26. 18pp. 09053:248. 


81071X264 Ack receipt of 810615 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-354/81-05 fc 
50-355/81-05. 

KEIMIO, R.R. Reactor Project Branch 2. 81/06/30. Ip. 08995:310. 


— 8107100266 Responds to NRC 810521 ltr re violations noted in IE Insp 
Repts 50-354/81-05 *< 50-355/81-05. Corrective actions: no 
future orders for saf ety-related embeds will be placed 
w/ACME Steel Engineering Co. 

MARTIN, J. J. , SCHNEIDER, F. W. Public Service Electric 1< Gas Co. of 
New Jersey. 81/06/15. 6pp. 08995:311. 


81072X123 Forwards IE Insp Repts 50-354/81-08 * 50-355/81-08 on 
810526-29. No noncompl ianct noted. 

MARTIN, T. T. Engineering Inspection Branch. 81/07/02. 2pp. 
09131:216. 


—8107230128 IE Insp Repts 50-354/81-08 & 50-355/81-08 on 810526-29. No 
noncompliance noted. Major areas inspected: structural steel 
erection, installation fe documentation of work. 

CHAUDHARY, 8. K. , TRIPP, L. E. Materials fe Processing Section. 
81/06/26. 5pp. 09131:218. 


8107240060 Responds to IE Bulletin 81-02, "Failure of Gate Type Valvep 
to Close Against Differential Pressure." No subj motor- 
operated gate valves used in safety-related applications. 

Affidavit end. 

MARTIN, T. J. Public Service Electric & Gas Co. of New Jersey. 
81/07/10. 3pp. 09137: 156. 


8107160315 Forwards IE Info Notice 81-19, "Lost Parts in Primary 
Coolant Sys. " No written response required. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/16. 5pp. 09041:092. 


8107290170 Forwards IE Info Notice 81-21, "Potential Loss of Direct 
Access to Ultimate Heat Sink." No written response required. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/21. 5pp. 09186:279. 


8107290201 Forwards IE Circular 81-12, "Inadequate Periodic-Test 
Procedure of PWR Protection Sys. " No written response 
required. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
<81/03/01). 81/07/22. 5pp. 09188:131. 


81072X258 Forwards IE Circular 81-09, "Containment Effluent Water That 
Bypasses Radioactivity Monitor." No written response 
required. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
<81/03/01). 81/07/23. 5pp. 09133:080. 


81072X293 Forwards IE Info Notice 81-20, "Test Failures of Electrical 
Penetration Assemblies." No written response required. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/23. 5pp. 09133:142. 


8107290166 Forwards IE Circular 81-11, "Inadequate Decay Heat Removal 
During Reactor Shutdown. " No written response required. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/24. 3pp. 09185:322. 


S. Reportable occurrences, LERs 8< related correspondence 


8107020306 Part 21 rept re potential problem w/over current relays 
ITE-50H & ITE-50D series produced from 1976 to Oct 1980. 

Relays may not drop out upon reduction in c urrent. Company 
taking steps to notify relay users. 

DUVALL, D. D. Brown Boveri Corp. (subs. Brown Boveri & Co., Ltd. >. 
81/06/16. 3pp. 08935:340. 


8107240502 Interim deficiency rept, orig inal ly reported on 801030, re 
inadequate nondestructive exam of spool weld buildup by 
supplier. Vendor has completed pipe repairs. Indications found 
to be harm less. Prob lem no longer deemed reportable. 

MARTIN, T. J. Public Service Electric ?< Gas Co. of New Jersey. 
81/07/14. 2pp. 09142: 140. 


8107290157 Interim deficiency rept re Limitorque valve operators, 
initially reported on 810619, Safety analysis of deficiency 
re shims & corrective action to be taken will be completed 
by 810828. 

MARTIN, T. J. Public Service Electric & Gas Co. of New Jersey. 
81/07/17. 3pp. 09185:072. 


DOCKET 50-355 HOPE CREEK NUCLEAR STATION, UNIT 2 


A. Application/construction stage documents it correspondence 


81071X240 Forwards MI-LR-81-02, "Mark I Plant Containment Mod Status 
Summary. " Info provided for all Mark I plants except Hope 
Creek & Oyster Creek. Hope Creek not yet operating. Oyster 
Creek will be providing info separately. 

STARK, S. J. General Electric Co. 81/06/29. Ip. 0B995: 166. 


8107310055 Generic Ltr 81-23A to all licensees & CP holders, advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation, per Generic Ltr 81-23, are unnecessary. 

EISENHUT, D. 0. Division of Licensing. 81/07/06. 6pp. 09222:215. 


8107140525 Submits response to NUREG-03 13, Revision l,re problem of 
intergranular stress corrosion cracking for BWR, ASME Class 
2 St 3 pressure boundary piping. All piping will be ferritic 
or L-grede austenitic stainless steel. 

MITTL, R. L. Public Service Electric & Gas Co. of New Jersey. 
81/07/07. 2pp. 09024:010. 


F. Security, medical, emergency St fire protection plans 


81071X320 Forwards Page 2-11 to NUREG, changing implementing schedule 
for submission 8< evaluation of upgraded emergency plans per 
Generic Ltr 81-25, 

EISENHUT, D. G. Division of Licensing. 81/06/13. 4pp. 08996:358. 


8107290002 Generic Ltr 81-27: requests that all emergency plans fc 
implementing procedures be submitted w/pages marked to 
reflect privacy 8 < proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT. D. G. Division of Licensing. 81/07/09. 5pp. 09189:059. 
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G. Adjudicatory correspondence 


8107000282 Order extending Commission time to review ALAB-640 to 
810714. 

CHILK, S. J. Office of the Secretary of the Commission. 81/07/06. 
1 p . 08973 : 332. 


8107160269 Order granting extension until 810721 for Commission to 
decide whether to review ALAB-640. 

CHILK, S.J. Office of the Secretary of the Commission. 81/07/14, 
lp. 09046:308. 


8107240071 Order extending Commission time to consider whether to 
review ALAB-640 to 810804. 

CHILK, S. J, Office of the Secretary of the Commission. 81/07/21. 
lp. 09137:099. 


G. Inspection reports* IE Bulletins & correspondence 


8107140194 Forwards IE Insp Repts 50-354/80-20 & 50-355/B0-20 on 
801202-05 $< notice of violation. 

CARLSON* R. T. Region 1, Philadelphia. Reactor Construction Sc 
Engineering Support Branch. 81/01/22. 2pp. • 09031:336. 


—8107140197 Notice of violation from insp on 801202-05. 

CARLSON. R. T. Region 1* Philadelphia* Reactor Construction & 
Engineering Support Branch. 81/01/22. lp. 09031:338. 


—8107140206 IE Insp Repts 50-354/80-20 & 50-355/80-20 on 801202-05. 
Noncompliance noted : concrete replacement & placement insp 
performed by untrained inspector. 

CHAUDHARY, S. K. * EBNETER. S. D. Region 1* Philadelphia, Reactor 
Construction & Engineering Support Branch. 81/01/22. 5pp. 
09031:339. 


8107270217 Advises that IE Info Notice 81-05* "Degraded DC Sys at 
Palisades," was sent to listed licensees. 

* Region 1, Philadelphia, Office of the Director (81/03/01). 
81/03/13. 4pp. 09167:273. 


8107270270 Advises that IE Info Notice 81-08, "Repetitive Failures of 
Limitorque Operator SMB-4 Motor-to-Shaf t Key, " was sent to 
listed licensees. 

* Region 1, Philadelphia* Office of the Director (81/03/01). 
81/03/20. 4pp. 09178: 165. 


8107270243 Advises that IE Info Notice 81-10, "Inadvertent Containment 
Spray Due to Personnel Error* " was sent to listed licensees. 

* Region 1* Philadelphia* Office of the Director (81/03/01). 
81/03/25. 4pp. 09167:296. 


8107270192 Advises that IE Info Notice 81—09, "Degradation of Residual 
Heat Removal (RHR) Sys, " was sent to listed licensees. 

* Region 1, Philadelphia. Office of the Director (81/03/01). 
81/03/26. 4pp.* 09167:267. 


8107230297 Advises that IE Bulletin 81-02* "Failure of Gate Type 
Valves to Close Against Differential Pressure," was 
sent to listed licensees. 

* Region 1, Philadelphia* Office of the Director (81/03/01). 
81/04/09. 4pp. 09146:349. 


8107270256 Advises that IE Circular 81-06* "Potential Deficiency 
Affecting Certain Foxboro 10 to 50 Milliampere 
Transmitters," was sent to listed licensees. 

* Region 1, Ph iladelph ia* Office of the Director (81/03/01). 
81/04/14. 4pp. 09167:280. 


8107070013 Forwards IE Insp Repts 50-354/81-04 & 50-355/81-04 on 
810302-0405 & notice of violation. 

KEXMIG* R. R. Reactor Project Branch 2. 81/05/13. 2pp. 08960:314. 


■8107070018 IE Insp Repts 50-354/81-04 it 50-355/81-04 on 810302-0405. 
Noncompliance noted: failure of weld procedure spec to 
comply w/ASME Section IX requirements & failure to perform 
radiography per procedure. 

BATEMAN* W. H. , VARELA. A. A. , REYNOLDS, S. D. Reactor Project Section 
2A. 81/05/11. 16pp. 08960:318. 


8107130334 Responds to IE Bulletin 81-03* "Flow Blockage of Cooling 
Water to Safety Sys Components by Corbicula Sp (Asiatic 
Clam) Sc Mytilus Sp (Mussel)." No Asiatic clams or mussels 
present in plant vicinity. 

MARTIN, T. J. Public Service Electric & Gas Co. of New Jerseu 
81/06/24. 6pp. 08997:116. 


8107170153 Forwards IE Insp Repts 50-354/81-07 Sc 50-355/81-07 on 
810504-31. No noncompliance noted. 

KEIMIOiR. R. Projects Branch 2. 81/06/29. 2pp. 09053:246 


—8107170160 IE Insp Repts 50-354/81-07 & 50-355/81-07 on 810504-31. No 
noncompliance noted. Major areas inspected: supplier quality 
program, safety relief valve piping cold pull check & 
equipment maint. 

BATEMAN, W. H. . REYNOLDS, S. 0. , GREENMAN, E. 0. Reactor Projects 
Section 2A. 81/06/26. 18pp. 09053:248. 


8107100264 Ack receipt of 810615 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-354/81-05 S< 
50-355/81-05. 

KEIMIG, R. R . Reactor Project Branch 2. 81/06/30. lp. 08995:310. 


— 8107100266 Responds to NRC 810521 ltr re violations noted in IE Insp 
Repts 50-354/81-05 & 50-355/81-05. Corrective actions: no 
future orders for safety-related embeds will be placed 
w/ACME Steel Engineering Co. 

MARTIN, J. J. , SCHNEIDER, F. W. Public Service Electric Sc Gas Co. of 
New Jersey. 81/06/15. 6pp. 08995:311. 


8107230123 Forwards IE Insp Repts 50-354/81-08 Sc 50-355/81-08 on 
810526-29. No noncompliance noted. 

MARTIN, T. T. Engineering Inspection Branch. 81/07/02. 2pp. 
09131:216. 


--8107230128 IE Insp Repts 50-354/81-08 Sc 50-355/81-08 on 810526-29. No 
noncompliance noted. Major areas inspected: structural steel 
erection, installation it documentation of work. 

CHAUDHARY, S. K. , TRIPP, L. E. Materials & Processing Section. 
81/06/26, 5pp. 09131:218. 


8107240060 Responds to IE Bulletin 81-02, "Failure of Gate Type Valves 
to Close Against Differential Pressure. " No subj motor- 
operated gate valves used in safety-related applications. 

Affidavit end. 

MARTIN, T. J. Public Service Electric 8c Gas Co. of New Jersey. 
81/07/10. 3pp. 09137:156. 


8107160315 Forwards IE Info Notice 81-19, "Lost Parts in Primary 
Coolant Sys." No written response required. 

GRIER, B. H. Region 1, Philadelphia, Office of' the Director 
(81/03/01). 81/07/16. 5pp. 09041:092. 


8107290170 Forwards IE Info Notice 81-21, "Potential Loss of Direct 
Access to Ultimate Heat Sink. " No written response required. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/21. 5pp. 09186:279. 


8107290201 Forwards IE Circular 81-12, "Inadequate Periodic-Test 
Procedure of PWR Protection Sys. " No written response 
required. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/22. 5pp. 09188:131. 


8107230258 Forwards IE Circular 81-09, "Containment Effluent Water That 
Bypasses Radioactivity Monitor." No written response 
required. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/23. 5pp. 09133:080. 


8107230293 Forwards IE Info Notice 81-20, "Test Failures of Electrical 
Penetration Assemblies." No written response required. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01), 81/07/23. 5pp. 09133:142. 


8107290166 Forwards IE Circular 81-11, "Inadequate Decay Heat Removal 
During Reactor Shutdown. " No written response required. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/24. 3pp. 09185:322. 


S. Reportable occurrences, LERs it related correspondence 


8107020306 Part 21 rept re potential problem w/overcurrent relays 
ITE-50H it ITE-50D series produced from 1976 to Oct 1980. 

Relays may not drop out upon reduction in current. Company 
taking steps to notify relay users. 

DUVALL, D. D. Brown Boveri Corp. (subs. Brown Boveri it Co., Ltd.). 
81/06/16. 3pp. 08935:340. 


8107240502 Interim deficiency rept, originally reported on 801030, re 
inadequate nondestructive exam of spool weld buildup by 
supplier. Vendor has completed pipe repairs. Indications found 
to be harmless. Problem no longer deemed reportable. 

MARTIN, T. J. Public Service Electric it Gas Co. of New Jersey. 
81/07/14. 2pp. 09142:140. 


8107290157 Interim deficiency rept re Limitorque valve operators, 
initially reported on 810619. Safety analysis of deficiency 
re shims it corrective action to be taken will be completed 
by Si 0823. 

MARTIN, T. J. Public Service Electric Sc Gas Co. of New Jersey. 
81/07/17. 3pp. 09185:072. 
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DOCKET 50-358 WILLIAM H. ZIMMER NUCLEAR STATION* UNIT 1 


A. Application/construction stage documents 8c correspondence 


8107090333 Responds to 810420 request on behalf of BWR Licensing 
Review Oroup to freeze open item lists & complete licensing 
review. NRC may identify addl safety issues reflected by 
operational experience. 

DENTON * H. R. Office of Nuclear Reactor Regulation* Director. 
81/06/15. 2pp. 08986:255. 


8107020042 Notification of 810714-16 site visit by inservice testing 
program team to review testing program for pumps & valves. 

PELTIER* I. A. Licensing Branch 1. 81/06/24. 3pp. 08919:347. 


8107090385 Forwards questions & comments re preliminary review of pumps 
8c valves inservice testing program. Enel comments will serve 
as agenda for 810714-16 site working meeting. 

TEDESCO* R. L. Assistant Director for Licensing. 81/06/26. 21pp, 

08986: 308. 


8107010292 Forwards Amend 16 to Mark II containment design assessment 
rept. 

BORGMANN, E. A. Cincinnati Gas & Electric Co. 81/06/30. Ip. 
08910:276. 


— 8107010293 Amend 16 to Mark II containment design assessment rept. 
* Cincinnati Gas 8c Electric Co. 81/06/30. 40pp. 08910:277. 


8107070218 Forwards preliminary saf ety/rel ief valve operability test 
results* in response to NUREG-0737. Item 2. D. 1. Based on 
preliminary review* operational adequacy of valves has been 
demonstrated. 

BORGMANN, E. A. Cincinnati Gas 8c Electric Co. 81/07/01. 2pp. 
08940:291. 


8107090503 Notification of 810708 Sc 09 meetings w/Licensing Review 
Group 1 in Bethesda, MD to discuss fuel swelling 8< rupture 
model 8c BWR core thermocouples. 

RIB.L. N. Licensing Branch 2. 81/07/02. 8pp. 08985:194. 


8107310055 Generic Ltr 81-23A to all licensees 8c CP hoi ders. ad vi s ing 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation* per Generic Ltr 81-23* are unnecessary. 

EISENHUT, D. G. Division of Licensing. 81/07/06. 6pp. 09222:215. 


8107090282 Forwards response to NRC 810226 Generic Ltr 81-03 re 
implementation of NUREG-031 3, Revision 1. "Technical Rept on 
Matl Selection 8c Processing Guidelines for BWR Coolant 
Pressure Boundary Piping (Generic Task A-42). " 

BORGMANN* E. A. Cincinnati Gas 8c Electric Co. 81/07/07. 35pp. 

08984: 082. 


8107230402 Board noti ficat ion: forwards Keppler 810408 ltr re facility 
investigation as preliminary notice of matters 8c activities 
which could potentially bear upon licensing proceeding. 

TEDESCO* R. L. Division of Licensing. 81/07/15. 4pp. 09145:352. 


8107280533 Forwards info re pipe breaks in BWR scram sys* in response to 
NRC 810424 ltr. Response to generic info was provided in util 
810615 ltr. 

BORGMANN* E . A. Cincinnati Gas Sc Electric Co. 81/07/22. 26pp. 

09177: 037. 


E. NRC Safety Evaluation Report (SER), suppls 8c correspondence 


8107100178 Certifies sve of facility SER (NUREG-0528) on 810709. 

BARTH* C. A. Office of the Executive Legal Director. 81/07/09. Ip. 
08992: 199. 


8107310158 Notifies that NRC established 811001 as target date for 
issuing final SER Suppl 2* NUREG-0528. Requests that completed 
response be filed by 810831 to meet target date. 

TEDEBCQ, R. L. Assistant Director for Licensing. 81/07/22. 2pp. 
09222: 325. 


F. Security* medical* emergency 8c fire protection plans 


8107100320 Forwards Page 2-lt to NUREG* c hang ing implementing schedule 
for submission 8c evaluation of upgraded emergency plans per 
Generic Ltr 81-25. 

EISENHUT, D. G. Division of Licensing. 81/06/13. 4pp. 08996:358. 


8107170250 Requests info on logistic support available at licensed 
activity sites prior to implementation of nationwide 
emergency notification sys. Coord inat ion of actions to 
upgrade sys w/telecommunicat ion planning personnel proposed. 
KEPPLER, J, G. Region 3* Chicago, Office of the Director (81/03/01). 
81/06/19. 7pp. 09058:213. 


8107080368 Forwards Revision 14 to industrial security p lan. Submi ttal 
constitutes Amend 14 to OL app 1 icati on. Revision withheld 
(ref 10CFR2. 790). 

BORGMANN, E , A. Cincinnati Gas Sc Electric Co. 81/07/02. 2pp. 

08973: 058, 


8107290002 Generic Ltr 81-27: requests that all emergency plans & 
implementing procedures be submitted w/pages marked to 
reflect privacy 8< proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT* D. G. Division of Licensing. 81/07/09. 5pp. 09189:059. 


8107200362 Advises that licensees must submit three copies of emergency 
p Ians* proc edures 8c revisions to NRC regional ofc. All copies 
should be sent to Region 3 incident response ctr. 

KEPPLER, J. G. Region 3. Chicago, Office of the Director (81/03/01). 
81/07/10. 2pp. 09070:215. 


8107290123 Requests verification that public notification sys has been 
installed. Info should include schedule for installation* 
description of sys 8c description or listing of problems that 
may hinder implementation, 

TEDESCO, R. L. Assistant Director for Licensing. 81/07/20. 2pp. 
09189: 355. 


G. Adjudicatory correspondence 


8107020492 Response to intervenor Miami Valley Power Project 810421 
motion for resumption of evidentiary hearing on Contention 
13 8c motion for addl relief. No reason for tolling submission 
t ime. Certi f icate of Svc end. 

CONNER* T. B . , WETTERHAHN* M. J. Cincinnati Gas 8c Electric Co. 

CONhER, T. B , Conner* Moore & Corber. 81/05/06. 12pp. 08935:013. 


8107080194 Reply to Miami Valley Power Project 8c DB Fankhauser proposed 
findings of fact 8< conclusions of law, submi tted on 810604 8c 
05 respect ively. Certificate of Svc end. 

CONhER, T. B. , WETTERHAHN, M. Cincinnati Gas 8c Electric Co. 

CONNER, T. B, Conner 8c Wetterhahn. 81/07/02. 10pp. 08963:093. 


8107100207 Motion to begin hearings on emergency planning 8c monitoring 
8c for other supportive rel ief . Remaining contentions should 
be consol i dated. Fankhauser contentions 8c Certificate of Svc 
end. 

CONNER, T. B . , WETTERHAHN. M. J. Cincinnati Gars Sc Electric Co. 

CONNER, T. B. Conner 8c Wetterhahn. 81/07/09. 27pp. 08992:114. 


8107240195 Order granting extension until 810720 for City of Cincinnati 
to respond to applicant motion to begin hearings on 
emergency planning 8c monitoring 8c for other supportive 
relief. 

BECmOEFFER, C. Atomic Safety and Licensing Board Panel. 81/07/20. 

Ip. 09139:257. 


8107290341 Memorandum in opposition to util motion to begin hearings on 
emergency planning 8c monitoring 8c for other supportive 
relief. Issue is not ripe for hearing since state 8c local 
emergency plans are not complete. Certificate of Svc end. 

FELDMAN, J. H. Miami Valley Power Project. FELDMAN, J. H. 

Feldman* J. H. * Jr. 81/07/23. 3pp. 09173:172. 


H. General correspondence 


8107090174 Submits changes to facility svc list. EA Borgmann title 
should be changed to Senior Vice President. WG Porter should 
be changed to SH Porter. 

FLYNN* J. D. Cincinnati Gas 8c Electric Co. 81/07/02. 2pp. 

08981 : 137. 


J. Insurance 8< indemnity information 


8107010418 Forwards MAELU Binder XB-77. ANI Binder EB-77 will be 
transmitted upon receipt. 

NADEL* M. Marsh 8c McLennan* Inc. * M 8c M Nuclear Consultants, Inc. Div. 
81/06/22. 6pp. 08915:355. 


M, Antitrust correspondence 


8107310567 Forwards FR notice of no significant antitrust changes 8c 
time for filing of requests for re-evaluation for filing 8< 
publication. 

TQALSTQN* A. Utility Finance Branch (formerly Antitrust tc Indemnity). 
81/07/29. Ip. 09223:053. 
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— 8107310572 Notice of finding of no significant antitrust changes it 
time for filing of requests for re-evaluation. 

TQALSTON,A. Utility Finance Branch (formerly Antitrust & 
Indemnity). 81/07/14. 3pp. 09223:054. 


Q. Inspection reports IE Bulletins 8t correspondence 


8107140726 Responds to IE Bulletin 80-21, "Valve Yokes Supplied by 
Malcolm Foundry Co, Inc. " Fourteen vendors stated that no 
Malcolm matls were used in faci 1 i ty. Final rept will be 
submitted upon completion of investigations. 

BORGMANN, E. A. Cincinnati Gas it Electric Co. 81/07/01. Ip. 
09017: 188. 


8107070322 Responds to IE Bulletin 81-03, "Flour Blockage of Cooling 
Water to Safety Sys Components by Corbicula Sp (Asiatic 
Clam) it Mytilus Sp (Mussel). " Asiatic clam is present in 
OH River. 

BORGMANN, E. A. Cincinnati Gas it Electric Co. 81/06/17. 5pp. 
08940:210. 


8107060301 Ack receipt of 810430 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-358/81-06. 

HEISHMAN, R. F. Division of Resident it Project Inspection. 81/06/24. 
Ip. 00892:166. 


8107240306 Advises that IE Info Notice 81-19, "Lost Parts in Primary 
Coolant Sys, " was forwarded to listed utils. 

* Region 3, Chicago, Office of the Director (81/03/01). 81/07/06. 

Ip. 09148:203. 


8107140387 Responds to IE Bulletin 81-02. Neither Westinghouse EMD valve 
nor Borg-Warner NVD gate valve has been purchased for or 
supplied to facility. Response previously submitted 810629 
w/o signature under oath. 

BORGMANN, E. A. Cincinnati Gas it Electric Co. 81/07/07. Ip. 

09014: 025. 


— 8107060306 Responds to NRC 810407 ltr re violations noted in IE Insp 
Rept 50-358/81-06. Corrective actions: survey has been 
performed to identify vendors supplying calibr svcs to 
station. QA programs will be reviewed. 

BORGMANN, E. A. Cincinnati Gas it Electric Co. 81/04/30. 2pp. 

08892: 167. 


8107130343 Forwards IE Insp Rept 50-358/81-17 on 810601-03 it 09. No 
noncompliance noted. 

NORELIUS, C. E. Division of Engineering & Technical Inspection. 
81/06/25. 2pp. 08998:143. 


—8107130344 IE Insp Rept 50-358/81-17 on 810601-03 it 09. No noncompliance 
noted. Major areas inspected: safety-related piping sys 
pension sys procedures St actions on previously identified 
items of noncompliance. 

YIN, I.T. , DANIELSON, D. H. Materals it Processes Section. 81/06/23. 

7pp. 0B998: 145. 


8107210229 Forwards IE Insp Rept 50-358/81-15 on B10501, 04-08, 11, IB-22 
8e 26-29 it notice of violation. 

HEISHMAN, R. F. Division of Resident it Project Inspection. 81/06/25. 
2pp. 09102:038. 


—8107210232 Notice of violation from insp on 810501,04-08,11,18-22 8 < 
26-29. 

HEISHMAN, R. F. Division of Resident it Project Inspection. 

81/06/25, lp. 09102:040. 


8107200402 Notifies that IE Info Notice 81-19, "Lost Parts in Primary 
Coolant Sys," was sent to listed utils on 810706. 

CARROLL, D. E, Word Processing S< Document Control Section. 81/07/07. 
2pp. 09073:323. 


8107150107 Advises that IE Circular 81-09, "Containment Effluent Water 
That Bypasses Radioactivity Monitor, 11 was sent to listed 
licensees on B10710. 

CARROLL, D. E. Word Processing & Document Control Section. 81/07/10. 
2pp. 09026:026. 


8107170236 Advises that IE Info Notice 81-20, "Test Failures of 
Electrical Penetration Assemblies,” was sent to listed utils 
on 810713. 

CARROLL, D. E. Word Processing it Document Control Section. 81/07/13. 
2pp. 09051:028. 


8107170245 Advises that IE Info Notice 81-20, "Test Failures of 
Electrical Penetration Assemblies, " was forwarded to 
listed licensees. 

* Region 3, Chicago, Office of the Director /(81/Q3/01 ). 81/07/15. 

lp. 09051:001. 


8107170251 Advises that IE Circular 81-09, "Containment Effluent Water 
That Bypasses Radioactivity Monitor, " was forwarded to 
listed licensees. 

* Region 3, Chicago, Office of the Director (81/03/01). 81/07/15. 

lp. 09058:209. 


— 8107210235 IE Insp Rept 50-358/81-15 on B10501, 04-08, 1 1, 18-22 & 26-29. 
Noncompliance noted: I&C technicians were assigned to hang 
green jurisdictional tags. Assignment should have been done 
by rad/chem technicians. 

DANIELS, F. T. , GWYNN, T. P. , WARNICK, R. F. Reactor Projects Section 
2B. 81/06/12. 9pp. 09102:041. 


8107010367 Ack receipt of 810619 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-358/B1-08. 

NORELIUS, C. E. Division of Engineering it Technical Inspection. 
81/06/26. lp. 08905:280. 


— 8107010383 Responds to NRC 810529 ltr re violations noted in IE Insp 
Rept 50-358/81-08. Corrective actions: more explicit 
directions given on use of test procedure, prerequisite 
reverifications & methods to document approved deviations. 

BORGMANN, E. A. Cincinnati Gas it Electric Co. 81/06/19. 5pp. 
08905:281. 


8107100156 Forwards IE Mgt Meeting Rept 50-358/81-20 on 810602-03. No 
noncompliance noted. 

KEPPLER, J. G. Region 3, Chicago, Office of the Director (81/03/01). 
81/06/26. 2pp. 08992:232. 


—8107100158 IE Mgt Meeting Rept 50-358/81-20 on 810602-03. No 
noncompliance noted. Major areas discussed: proposed program 
to confirm quality of completed const work at site. 

BARRETT, P. A. Division of Resident it Project Inspection. 

WARNICK, R. F. Reactor Projects Section 2B. DAVIS, A. B. Region 3, 
Chicago, Office of the Director (81/03/01). Sl/06/24. 3pp. 

08992: 234. 


8107210344 Responds to IE Bulletin 81-02. Neither Westinghouse Electro- 
Mechanical Div valve nor Borg-Warner NVD gate valve 
purchased for or supplied to plant. No further action re 
bulletin planned. 

BORGMANN, E. A. Cincinnati Gas it Electric Co. 81/06/29. lp. 
09102:323. 


8103300402 IE Info Notice 81-21, "Potential Loss of Direct Access to 
Ultimate Heat Sink. " 

* Director's Office, Office of Inspection and Enforcement. 
81/07/21. 5pp. 09162:348. 


8107270246 Advises that IE Info Notice 81-21, "Potential Loss of Direct 
Access to Ultimate Heat Sink, ” was sent to listed licensees 
on 810721. 

CARROLL, D. E. Word Processing it Document Control Section. 81/07/21. 
2pp. 09160:112. 


8107270218 Advises that IE Circular 81-12, “Inadequate Periodic Test 
Procedure of PWR Protection Sys," was sent to listed 
licensees on 810722. 

CARROLL, D. E. Word Processing it Document Control Section. 81/07/22. 
2pp. 09160:131. 


8107270253 Advises that IE Circular 81-12, "Inadequate Periodic Test 
Procedure of PWR Protection Sys, " was sent to listed 
1 icensees. 

* Region 3, Chicago, Office of the Director (81/03/01). Bl/07/24. 

lp. 09160:107. 


8107280196 Notifies that IE Circular 81-11, "Inadequate Decay Heat 
Removal During Reactor Shutdown, " was sent to licensees on 
810724. 

CARROLL, D. E. Word Processing it Document Control Section. 81/07/24. 
2pp. 09169:010. 


8107290626 Advises that IE Circular 81-11, "Inadequate Decay’Heat 
Removal During Reactor Shutdown, " has been forwarded to 
listed licensees. 

* Region 3, Chicago, Office of the Director (81/03/01). 81/07/24. 

Ip. 09181:001. 
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A. Application/construction stage documents it correspondence 


8107140270 Board not if icat ion: enc 1 util 810605 ltr forwards rept 
addressing geology of area offshore of fac il ities, per 810622 
seismic hearings. 

EISENHUT, D. G. Division of Licensing. 81/06/18. 4pp. 09030:192. 


8107240127 Forwards remaining pipe sys info, in response to 810603 
meeting request. 

BLASCHKE. R. C. Southern California Edison Co. 81/07/01. 4pp. 
09137:064. 


8107310095 Generic Ltr 81-23A to all licensees & CP holder s. advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation. per Generic Ltr 81-23. are unnecessary. 

EISENHUT. D. G. Division of Licensing. 81/07/06. 6pp. 09222:219. 


8107090207 Forwards "Evaluation of Heavy Load Handling Operations. 11 
in response to NRC 801222 request re compliance 
w/NUREG-0612. 

BASKIN. K. P. Southern California Edison Co. 81/07/07. Ip. 

08983: 330. 


— 8107090209 "Evaluation of Heavy Load Handling Operations. " 
* TERA Corp. B-Bl-163. 81/06/10. 47pp. 0B983: 331. 


8107230235 Addl response to FOIA request for documents listed in App A 
to 810605 ltr re fac i 1 ity. Forwards 1975 rept on neutron 
activation products being emitted from facility. Addl 
documents are available in PDR. 

FELTON. J. M. Division of Rules and Records. 81/07/07. Ip. 

09134: 343. 


8107310605 Approves 810529 it 0608 requests for withholding 
CEN— 165(S) — P 8c CEN-160-<S)-P from public disclosure <ref 
10CFR2. 790). 

TEDESCO, R.L. Assistant Director for Licensing. 81/07/07. 2pp. 
09223: 048. 


8107210251 Advises that util will provide addl funds to EPRI safety 8< 
relief valve test program to address failure of Dresser 
31709 NA valves to meet screening criteria for compliance 
w /NlREG-07 37 , Item II. D. 1. 

BASKIN, K. P. Southern California Edison Co. 81/07/10. Ip. 
09101:298. 


8107240128 Forwards stress isometrics for auxiliary feed sys as noted 
in Item B. 8 of 810603 meeting minutes. W/o end. 

BLASCHKE, R. C. Southern California Edison Co. 81/07/10. ip. 

09137: 063. 


8107290054 Forwards Cultural Sys Research, Inc 810615 ltr re scope of 
svcs for data recovery program of cultural resources 
determined to be Natl Register eligible within proposed 
facility 230 kV transmission line rights-of-way. 

BASKIN, K. P. Southern California Edison Co. 81/07/22. 8pp. 
09184:265. 


8107290202 Forwards revised App A Tech Specs. Tech Specs will be 
incorporated into Amend 26 to FSAR. 

BASKIN, K. P. Southern California Edison Co. 81/07/24. Ip. 
09186: 300. 


— 8107290204 Revised App A Tech Specs for facility. 

* Southern California Edison Co. 81/07/07. 400pp. 09186:301. 


8107290175 Forwards performance evaluation of SALP Cycle 2 for 
Jul 1980— June 1981. 

MIRAGLIA, F. J. Licensing Branch 3. 81/07/27. 5pp. 09190:391. 


8107300189 Forwards seismic scram conceptual design & implementation 
schedule. Seismic scram sys consistent ui/recommendations 
made in ACRS 810317 rapt. 

BASKIN, K. P. Southern California Edison Co. 81/07/28. 5pp. 

09196: 094. 


D. NRC Draft/Final Environmental Statements, supple 8 < correspondence 


8107310114 Forwards errata to NUREG-0490, fac il ity FES. 

MIRAGLIA. F. J. Licensing Branch 3. 81/06/05. Ip, 09222:238. 


—8107310118 FINAL ENVIRONMENTAL STATEMENT RELATED TO THE OPERATION OF 
SAN ONOFRE NUCLEAR GENERATING STATION, UNITS 2 AND 3. 

Docket Nos. 50-361 and 50-362. (Southern California Edison 
Company and San Diego Gas Sc Electric Company) 

* Office of Nuclear Reactor Regulation, Director. NUREG-0490 ERR. 
81/06/05. 13pp. Available at NTIS. *8. 00. 09222:240. 


E. NRC Safety Evaluation Report (SER). suppls & correspondence 


8107140002 Forwards info re SER open items, status of items & submittal 
dates for necessary info. List of status S < schedule for 
submittal of confirmatory items discussed in SER Section 1.8 
8< suppls r equested . Equipment evaluation rept end. 

TEDESCO, R. L. Assistant Director for Licensing. 81/07/07. 42pp. 

09030:301. 


F. Security, medical, emergency it fire protection plans 


8107090549 Board notification forwarding NRC 810513 ltr addressing NRC 
criteria for consideration of earthquakes in emergency 
p lanning. I nf o relates to legal issue which Board has stated 
should be resolved before hearing. 

EISENHUT. D. G. Division of Licensing. 81/06/11. Ip. 08996:024. 


—8107090552 Advises that effects of earthquakes should be part of 
emergency plan. Ability to transport necessary personnel to 
plant to cope w/degraded modes of plant operation should be 
considered. 

TEDESCO, R. L. Assistant Director for Licensing. 81/05/13. 7pp. 
08996: 025. 


8107100320 Forwards Page 2-11 to NUREG, chang ing implementing schedule 
for submission it evaluation of upgraded emergency plans per 
Generic Ltr 81-25. 

EISENHUT, D. G. Division of Licensing. 81/06/13. 4pp. 08996:358. 


8106230407 Summarizes capability to mitigate station blackout event & 
implement emergency procedures/training programs. Revised 
emergency operating instructions re loss of offsite 
electrical power provided. Review to be completed by 810901. 

BASKIN, K. P. Southern California Edison Co. 81/06/17. 3pp. 

08828: 037. 


8107010296 Releases public version of revised emergency plan for 
facility. 

FELTON, J. M. Division of Rules and Records. 81/06/19. Ip. 
07806: 001. 


— 8107010297 Forwards public version of revised emergency plan, in 
response to NRC 801107 ltr. Revi si ons reflect util evaluation 
of earthquake effects, in response to NRC 801217 it B10518 
requests. 

BASKIN, K.P. Southern California Edison Co. 81/06/01. 2pp. 
07806: 001, 


— 8107010298 Public version of revised emergency plan. 

# Southern California Edison Co. 81/04/30. 300pp. 07806:001. 


8107060228 Requests that comments re facility basic capability to 
respond to emergency, be considered as preliminary rebuttal, 
in response to FEMA B10603 ltr to NRC. 

CLARK, R. B. Orange County, CA. 81/06/19. 4pp. 08890:169. 


8107290002 Generic Ltr 81-27: requests that all emergency plans & 
implementing procedures be submitted w/pages marked to 
reflect privacy it proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT, D. G. Division of Licensing. 81/07/09. 5pp. 09189:059. 


8107170317 Forwards Amend 7 to fire hazards analy si s. Affidavit 
attesting to completion of amend distribution will be 
provided within 10 days of amend docketing. 

DIETCH, R. Southern California Edison Co. 81/07/13. Ip. 09051:033. 


—8107170286 Amend 7 to fire hazards analysis, 

* Southern California Edison Co. 81/07/31. 24pp. 09106:094. 


8107300140 Responds to 81061S request to identify deficiencies in state 
it local emergency plans. Another complete joint exercise will 
not be necessary. 

JASKE, R. T. Federal Emergency Management Agency. 81/07/14. Ip. 

09195: 027. 


8107210387 Forwards affidavit verifying that direct distribution of 
Amend 25 to FSAR it Amend 7 to Fire Hazards Analysis 
completed, per revised end svc list. 

MOODY, W. C. Southern California Edison Co. 81/07/15. 3pp. 

09104: 053. 


216 


DOCKETED ITEMS 


0107310222 Forwards emergency planning info for placement in LPDR. W/o 
8107010298. 

SOUDERiJ. L. Division of Rules and Records. 81/07/21. Ip. 

09222: 310. 


G. Adjudicatory correspondence 


8107020276 Supplemental response to Friends of the Earth motion to 
compel answers to fifth set of interrogatories. Rep 1 i es to 
Interrogatory 24 re Cristianitos zone of deformation. W/proof 
of svc. Related correspondence. 

MENDEZ, J. A. Southern California Edison Co. MENDEZ* J. A. San Diego 
Gas it Electric Co. MENDEZ* J. A. Orrick, Herrington 6 Sutcliffe. 
81/05/01. 7pp. 08921:166. 


8107020457 Amend to DR Pigott.SB Casey it JA Mendez notices of 
ap pearanc e , pr ovi ding change of address. Certificate of Svc 
enc 1. 

MENDEZ* J. A. Southern California Edison Co. MENDEZ* J. A. San Diego 
Gas it Electric Co. MENDEZ* J. A. Orrick. Herrington it Sutcliffe. 
81/05/01. 5pp. 08934:233. 


8107020507 Revised contentions submitted by intervenor Friends of the 
Earth, et al.per 810429 prehearing conference. 

WHARTON, R. J. Southern California Edison Co'. WHARTON* R. J. Wharton* 
R. J. 81/05/05. 6pp. 08935:025. 

S1070901 19 Requests to make limited appearance statement at B10615 
seismic hearing. 

MANNING, M. Affiliation Unknown. 81/05/19. Ip. 08981:051. 

8107090117 Requests to make limited appearance statement at 810615 
seismic hearing. 

PAUSEWANG* J. Affiliation Unknown. 81/05/21. Ip. 08981:050. 

8107090071 Requests to make limited appearance statement at 810615 
licensing hearings. 

POWELL* H. C . Affiliation Unknown. 81/05/27. Ip. 08981:164.’ 

8107090073 Requests to make limited appearance statement at 810615 
seismic hearings. 

DAVIS* L. Affiliation Unknown. 01/05/27. Ip. 08981:165. 

8107090076 Requests to make limited appearance statement at 810615 
seismic hearings. 

POLITES*F. L. Affiliation Unknown. 81/05/27. Ip. 08981:166. 

8107090113 Requests to make limited appearance statement at 810615 
seismic hearing. 

KYLE* M. Affiliation Unknown. 81/05/27. Ip. 08981:046. 

8107090116 Requests to make limited appearance statement at 810615 
seismic hearing. 

SHELTZ* S. M. Affiliation Unknown. 81/05/27. Ip. 08981:049. 

8107090069 Requests to make limited appearance statement at B10615 
licensing proceedings. 

HYMAN* M. Affiliation Unknown. S1/05/2B. Ip. 0B981: 163. 

8107 140373 Requests to make limited appearance statement at 810711 
OL hearings. 

KONKOL, B. Affiliation Unknown. 81/06/10. Ip. 09013:360. 


8107140665 Requests to make limited appearance statement at 810711 
OL hearing. 

READY, N. Affiliation Unknown. 81/06/10. Ip. 09018:215. 


8107140671 Requests to make limited appearance statement at 810711 
OL hearing. 

LEWIS, E.G. Affiliation Unknown. 81/06/10. Ip. 09018:217. 


8107140703 Requests to make limited appearance statement at 810711 
OL hearing. 

INGALLS* P. Affiliation Unknown. 81/06/10. Ip. 09017:224. 


8107140706 Requests to make limited appearance statement at 810711 
OL hearing. 

PELAN* M. Affiliation Unknown. 81/06/10. Ip. 09017:225. 


8107140712 Requests to make limited appearance statement at 810711 
OL hearing. 

HYATT, T. Affiliation Unknown. 81/06/10. Ip. 09017:219. 


8107010377 Requests to make limited appearance statement at 810615 
seismic hearing. 

CRAliM* R. Affiliation Unknown. 81/06/19. Ip. 08911:352. 


8107010372 Memorandum objecting to GUARD it Friends of the Earth 810619 
memoranda in opposition to P10609 motion for consolidation 
of interveners. Consol idation shows no prejudice against 
intervenor s. Certificate of Svc end. 

PIGOTT* D. R. Southern California Edison Co. PIGOTT. D. R. San Diego 
Gas it Electric Co. PIGOTT*D. R. Drrick* Herrington 8t Sutcliffe. 
81/06/22. 7pp. 08911:345. 


8107010398 Response in opposition to any exercise of ASLB sua sponte 
authority which would go beyond governing Commission 
regulations it require specific consideration of earthquake 
consequenc es. Certificate of Svc end. 

PIGOTT, D. R. Southern California Edison Co. PIGOTT, D. R. San Diego 
Gas It Electric Co. PIGOTT, D. R. Orrick, Herrington it Sutcliffe. 
81/06/22. 20pp. 08914:313. 


B107010411 Memorandum of law on appropriate means for determining size 
of plume exposure it ingestion pathway emergency planning 
zones for Units 2 & 3. No site-specific studies required. 

Certificate of Svc end. 

PIGOTT, D. R. Southern California Edison Co. PIGOTT, D. R. San Diego 
Gas it Electric Co. PIGOTT, D. R. Orrick, Herrington 8c Sutcliffe. 
81/06/22. 22pp. 08914:336. 


8107060376 Requests to make limited appearance statement at 810711 
licensing hearings in San Clemente, CA. 

WILSON, G. P . Affiliation Unknown. 81/06/22. Ip. 08898:323. 


8107060391 Requests to make limited appearance statement at 810711 
licensing hearings in San Clemente, CA. 

BERMAN, G.A, Affiliation Unknown. 81/06/22. Ip. 08898:356. 


8107060394 Requests to make limited appearance statement at 810622 
licensing hearings in San Diego*CA. 

LEWIS* D. L. Affiliation Unknown. 81/06/22. Ip. 08898:357. 


8107060305 Requests to make limited appearance statement at 810711 
licensing hearing. 

CHAFFEE, E. W. Affiliation Unknown. 81/06/23. Ip. 08892:169. 

8107020463 Comments re issue of size of emergency planning zones* per 
ASLB 810508 memorandum it order. Exhibits* portions of 
transcript & Certificate of Svc end. 

MCCLUNG, C. E. GUARD. MCCLUNG* C. E. Flemming, Anderson* McClungSc 
Finch. 81/06/24. 17pp. 08934:270. 


8107140591 Requests to make limited appearance statement at 810711 
OL hearing s. 

BUELL* L. R. Affiliation Unknown. 81/06/24. Ip. 09015:229. 


8107010365 Requests to make limited appearance statement at 810615 
seismic hearing. 

* Affiliation Unknown. 81/06/25. Ip. 08911:339. 


8107010371 Requests to make limited appearance statement at 810622 
seismic hearing. 

SMITH, L. W. Affiliation Unknown. 81/06/25. Ip. 08911:344. 


8107010382 Requests to make limited appearance statement at 810615 
seismic hearing. 

N I COLLS* P. Affiliation Unknown. 81/06/25. Ip. 08911:358. 


8107010386 Requests to make limited appearance statement at 810622 
seismic hearing. 

ROBERTS, R. K. Affiliation Unknown. 81/06/25. Ip. 08911:359. 


8107020487 Certifies svc of applicant trial memorandum re seismology it 
geology on 810625 to listed persons. Related correspondence. 

ANDERSON, K. San Francisco, City of, CA. 81/06/25. 4pp. 08935:038. 

8107060303 Requests to make limited appearance statement at 810711 
licensing hearing. 

YOUNG, E. Affiliation Unknown. 81/06/25. ip. 08892:165. 


8107060308 Requests to make limited appearance statement at 810711 
licensing hearing. 

BRYANT, S. M. Affiliation Unknown. 81/06/26. Ip. 08892:174. 


8107060384 Requests to make limited appearance statement at 810711 
licensing hearings in San Clemente, CA. 

MANTHEL, P. F. Affiliation Unknown. 81/06/26. ip. 08898:330. 


8107080211 Memorandum supporting commencement of emergency planning 
hearings shortly after conclusion of seismic hearings. No 
advantage it potentially great prejudice is presented by 
further dividing emergency planning hearings. W/exhibits. . 

PIGOTT, D. R. Southern California Edison Co. PIGOTT* D. R. San Diego 
Gas it Electric Co. PIGOTT, D. R. Orrick, Herrington * Sutcliffe. 
81/06/29. 20pp. 06962:022. 
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— -8107000212 Informs that Commission has approved changes to Pages 2-11 
of NUREG-0737. 

CHILK* S. J. Office of the Secretary of the Commission. 81/04/22. 

Ip. 08962: 044. 


— 8107080213 Affidavit in support of commencement of hearings on 
emergency planning contentions shortly after conclusion 
of seismic hearings. Proof of sve end. 

DIETCH* R. Southern California Edison Co. 81/06/29. 14pp. 

08962: 053. 


8107060362 Requests to make limited appearance statement at 810622 
licensing hearings in San Diego* CA. 

JORDAN* J. F . Affiliation Unknown. 81/06/30. Ip. 08698:298. 


8107060367 Requests to make limited appearance statement at 610711 
licensing hearings in San Clemente* CA. 

BLOOiBAUH* D. Affiliation Unknown. 81/06/30. Ip. 08898: 305. 


8107090146 Comments re application for & issuance of low power license. 
Applicants should either await more favorable finding by 
FEMA on state of preparedness or meet burdens imposed by 
10CFR50. 47. Certificate of Svc end. 

GALLAGHER* P. M. GUARD. GALLAGHER, P. M. Gallagher* P. M. Bl/06/30. 
8pp. 08981:061. 


8107130128 Requests to make limited appearance statement at 810711 
OL hearing s. 

PATTEN* M. Affiliation Unknown. 81/06/30. Ip. 0B999: 226. 


8107130133 Requests to make limited appearance statement at 810711 
OL hearings. 

PATTEN. D. Affiliation Unknown. 81/06/30. Ip. 08999:225. 


8107130135 Requests to make limited appearance statement at B10711 
QL hearings. 

PUMPHREY* K. A. Affiliation Unknown. 81/06/30. Ip. 08999:224. 


8107130138 Requests to make limited appearance statement at 810711 
□L hearings. 

L'ESPERANCE, M. Affiliation Unknown. 81/06/30. Ip. 08999:223. 


8107130142 Requests to make limited appearance statement at B10711 
OL hearings. 

RUBIN* J. Affiliation Unknown. 81/06/30. Ip. 08999:206. 


8107130146 Requests to make limited appearance statement at 810711 
OL hearings. 

WHITE* R. Affiliation Unknown. 81/06/30. Ip. 08999:204, 


8107130193 Requests to make limited appearance statement at 810711 OL 
hearings. 

JOHNBON* C. Affiliation Unknown. 81/06/30. Ip. 08999:243. 


B 107 130200 Requests to make limited appearance statement at 810711 
□L hearings. 

HARRISON, T. Affiliation Unknown. 81/06/30. ip. OB999: 265, 


8107130202 Requests to make limited appearance statement at 810711 
OL hearings. 

KLAMER* J. Affiliation Unknown. 81/06/30. Ip. 08999:266. 


8107130206 Requests to make limited appearance statement at 810711 OL 
hearing. 

ROVIN.R. Affiliation Unknown, 81/06/30. ip. 08999: 2B2. 


8107140345 Requests to make limited appearance statement at 810711 
OL hearing s. 

HEBT.K. Affiliation Unknown. 81/06/30. Ip. 09012:026. 


8107140359 Requests to make limited appearance statement at 810711 
□L hearings. 

GIVENS. A. Affiliation Unknown. 81/06/30. Ip. 09013:358. 


8107140379 Requests to make limited appearance statement at 810711 
OL hearings. 

MADIGAN* J. M. Affiliation Unknown. 81/06/30. Ip. 09013:361. 


8107140392 Requests to make limited appearance statement at 810711 
OL hearings. 

KEGEL* K. Affiliation Unknown. 81/06/30. Ip, 09023:301. 


8107140404 Requests to make limited appearance statement at 810711 
OL hearings. 

SNAKEY* 8, Affiliation Unknown. 81/06/30. Ip. 09013:314. 


8107140412 Requests to make limited appearance statement at 810711 
OL hearings. 

CARRION* W. A. Affiliation Unknown. 81/06/30. Ip. 09013:324. 


8107140429 Requests to make limited appearance statement at 810711 
OL hearings. 

PRINGLE, B. Affiliation Unknown. Bl/06/30. Ip. 09013:339. 


8107140435 Requests to make limited appearance statement at 810711 
OL hearings. 

KELLY, D. Affiliation Unknown. 81/06/30. Ip. 09013:346. 


8107140458 Requests to make limited appearance statement at 810711 
OL hearings. 

LINDQUIST* L. Affiliation Unknown. 81/06/30. ip. 09022:278. 


8107140465 Requests to make limited appearance statement at 810711 
OL hearings. 

HUME, M. Affiliation Unknown. 81/06/30. Ip. 09022:296. 


8107140472 Requests to make limited appearance statement at 810711 
OL hearings. 

CLACK, M.E. Affiliation Unknown. 81/06/30. ip. 09022:293. 


B 107 140478 Requests to make limited appearance 'statement at 810711 
OL hearings. 

MARCUB, L. Affiliation Unknown. 81/06/30. Ip. 09022:325. 


81071404B5 Requests to make limited appearance statement at 810711 
OL hearings. 

HODGSON* K. Affiliation Unknown. 81/06/30. Ip. 09015:039. 


8107140492 Requests to make limited appearance statement at 810711 
QL hearings. 

LIBERTELLI, M. Affiliation Unknown. 81/06/30. Ip. 09022:310. 


8107140516 Requests to make limited appearance statement at B10711 
OL hearings. 

VIOLETTE, M. Affiliation Unknown. 81/06/30. Ip. 09015:050. 


8107140532 Requests to make limited appearance statement at 810711 
QL hearings. 

KONKOL.J, Affiliation Unknown. 81/06/30. Ip. 09015:100. 


8107140547 Requests to make limited appearance statement at 810711 
OL hearings. 

AGUILAR* L. Affiliation Unknown. 81/06/30. Ip. 09015:104. 


8107140561 Requests to make limited appearance statement at B10711 
□L hearing*. 

KENT, L. L. Affiliation Unknown. 81/06/30. Ip. 09023:362. 


8107140594 Requests to make limited appearance statement at 810711 
OL hearings. 

MUZZY* R. Affiliation Unknown. 81/06/30. ip. 09024:027. 


8107140597 Requests to make limited appearance statement at 810711 
OL hearings. 

* Affiliation Unknown. Bl/06/30. Ip. 09015:176. 


8107140600 Requests to make limited appearance statement at 810711 
□L hearings. 

V1LCMES* L. C. Affiliation Unknown. 81/06/30. Ip. 09015:182. 


810714060B Requests to make limited appearance statement at 810711 
OL hearings. 

MCALEXANDER* V. Affiliation Unknown. 81/06/30. Ip. 09015:226. 


8107140609 Requests to make limited appearance statement at 810711 
OL hearing, 

JOHNBON, J. Affiliation Unknown. 81/06/30. Ip. 09015:227. 


8107140625 Requests to make limited appearance statement at 810711 
OL hearing. 

WATER8T0N* B. Affiliation Unknown. 81/06/30. Ip. 09015:036. 


8107140626 Requests to make limited appearance statement at B10711 
OL hearing. 

REIFER, J. Affiliation Unknown. 81/06/30. Ip. 09015:038. 


8107140630 Requests to make limited appearance statement at 810711 
OL hearing. 

ELLIOT* S. Affiliation Unknown. 81/06/30. Ip. 09024: 018. 
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8107140632 Revests to make limited appearance statement at 810711 
OL hearing. 

CLARY— JONES/ K. Affiliation Unknown. 81/06/30. Ip. 09015:084. 


8107140638 Requests to make limited appearance statement at 810711 
OL hearing. 

KARR, C. Affiliation Unknown. 81/06/30. Ip. 09015:241. 


8107140641 Requests to make limited appearance statement at 810711 
□L hearing. 

HAMILTON, A. K. Affiliation Unknown. 81/06/30. Ip. 09008:200. 


8107140645 Requests to make limited appearance statement at 810711 
OL hearing . 

KLAMER, J. M. Affiliation Unknown. 81/06/30. Ip. 09015:270. 


8107140652 Requests to make limited appearance statement at 810711 
OL hearing . 

WENTSEL, P. J. Affiliation Unknown. Bl/06/30. Ip. 09015:281. 


8107140656 Requests to make limited appearance statement at 810711 
OL hearing, 

HODGIN, A, C . Affiliation Unknown. 81/06/30. Ip. .09015:294. 


8107140658 Requests to make limited appearance statement at 810711 
□L hearing. 

PETRCJFF, B. Affiliation Unknown. 81/06/30. Ip. 09018:204. 


8107140721 Requests to make limited appearance statement at 810711 
OL hearing. 

VILCHES, J. Affiliation Unknown. 81/06/30. Ip. 09017:193. 


8107140724 Requests to make limited appearance statement at 810711 
□L hearing. 

PIPER, T. Affiliation Unknown. 81/06/30. Ip. 09017:189. 


8107140728 Requests to make limited appearance statement at B10711 
OL hearing. 

MASMATKA, E. Affiliation Unknown. 81/06/30. Ip. 09017:184. 


8107150039 Requests to make limited appearance statement at 810711 
□L hearings. 

SLUIS, M. Affiliation Unknown. 81/06/30. Ip. 09025:321. 


8107090064 Requests to make limited appearance statement at 810711 
licensing hearing. 

LEE, C. Affiliation Unknown. 81/07/01. Ip. 08981:161. 

8107090066 Requests to make limited appearance statement at B10711 
licensing hearing. 

WADBR.M. Affiliation Unknown. 81/07/01. Ip. 08981:162. 


8107140353 Requests to make limited appearance statement at 810711 
OL hearings. 

DEVARENNES, M. Affiliation Unknown. 81/07/01. Ip. 09012:027. 


8107130123 Requests to make limited appearance statement at 810711 
OL hearing. 

KOFFMAN, E. Affiliation Unknown. 81/07/02. Ip. 08999:231. 


8107140320 Requests to make limited appearance statement at 810711 
OL hearings. 

C0R8ER, S. Affiliation Unknown. 81/07/02. Ip. 09022:210. ' 


8107140491 Requests to make limited appearance statement at 810711 
OL hearing. 

CORNELL, C. L. Affiliation Unknown. 81/07/03. Ip. 09022:317. 


8107140573 Requests to make limited appearance statement at 810711 
OL hearings. 

R INKER, R. G. Affiliation Unknown. 81/07/04. Ip. 09015:079. 


8107100189 Forwards proposed stipulation & order specifying GUARD 
Contentions 1 & 2 as issues in controversy for purpose of 
ASLQ hearing. Applicants prefer & request adoption of 
stipulation agreeable to NRC due to greater specificity. 

CASEY, S. B. Orrick, Herrington fc Sutcliffe. CASEY, S. B. Southern 
California Edison Co. CASEY, 8. B. San Diego Gas & Electric Co. 
81/07/05. 7pp. 08992:011. 


— 8107100210 Proposed contention re emergency planning based on FEfy 
810603 interim findings & determinati ons. OL should be denied 
because offsite capability for implementation of response 
plans is inadequate. W/Certifi cate of Svc. 

WHARTON, R. J. Friends of the Earth. 81/06/22.' 9pp. 08992:103 


8107080216 Requests to make limited appearance statement at 810711 
licensing hearing. 

KRIDER.J. Affiliation Unknown. 81/07/06. Ip. 08965:121. 


8107080218 Requests to make limited appearance statement at 810711 
licensing hearings. 

ARATA, A. Affiliation Unknown. 81/07/06. Ip. 08965:122. 


8107080220 Requests to make limited appearance statement at 810711 
licensing hearings. 

RICHARDSON, T. J. Affiliation Unknown. 81/07/06. Ip. 08965:190. 

8107080221 Requests to make limited appearance statement at B10711 
licensing hearings. 

EVANS, C. Affiliation Unknown. 81/07/06. Ip. 08965:191. 


€107080223 Requests to make limited appearance statement at 810711 
licensing hearings. 

MARNE, D.B. Affiliation Unknown. 81/07/06. Ip. 08965:194. 


8107080226 Requests to make limited appearance statement at 810711 
licensing hearings. 

ECHENIQUE, S. Affiliation Unknown. 81/07/06. Ip. 08965:195. 


8107080235 Requests to make limited appearance statement at 810711 
licensing hearings. 

SCHWARTZ, E, Affiliation Unknown. 81/07/06. Ip. 08970:300. 


8107080273 Requests to make limited appearance statement at 810711 
licensing hearings. 

PETRONCO, B, Affiliation Unknown. 81/07/06. Ip. 00973:278. 

8107150041 Requests to make limited appearance statement at 810711 
seismic hearings. 

HENRY, E. Affiliation Unknown. 81/07/06. Ip. 09025:319. 


8107090291 Answer that petitioners do not object to NRC 810629 motion 
for leave to defer response to S10622 petition until 810731. 
Certificate of Svc end. 

REYNOLDS, N. S. Commonwealth Edison Co. 81/07/07. 3pp. 08984:117. 


8107160093 Requests to make limited appearance statement at 810711 
licensing hearings. 

STRONG, E. Affiliation Unknown. 81/07/07. Ip. 09041:331. 


8107130145 Requests to make limited appearance statement at 810711 
□L hearings. 

LESH, L. Affiliation Unknown. 81/07/08. Ip. 08999:205. 


8107130152 Requests to make limited appearance statement at 810711 
OL hearings. 

PEREZ, J. Affiliation Unknown. 81/07/08. Ip. 08990:172. 


8107130158 Requests to make limited appearance statement at 810711 
OL hearings. 

GOOEORAND, S. Affiliation Unknown. 81/07/08. Ip. 08998:167. 


8107130162 Requests to make limited appearance statement at 810711 
OL hearings. 

WES9MAN, R. Affiliation Unknown. 81/07/08. Ip. 08998:166. 


8107130166 Requests to make limited appearance statement at 810711 
OL hearings. 

HENhEGEN, D, Affiliation Unknown. 81/07/08. Ip. 08998:165. 


610713016B Requests to make limited appearance statement at 810711 
OL hearings. 

FANIA, M. Affiliation Unknown. 81/07/08. Ip. 08998:162. 


8107130171 Requests to make limited appearance statement at 810711 
OL hearings. 

CROWLEY, B. Affiliation Unknown. 81/07/08. Ip. 08998:153. 


8107100206 Response in opposition to Friends of the Earth, et al 810622 
proposed contention re emergency planning. Contention fails 
to meet stds for amend of contentions per 10CFR2. 714(a) (3). 

Proposes end alternative contentions. 

CASEY, S. B. Southern California Edison Co. CASEY, S. B. San Diego Gas 
& Electric Co. CASEY, S. B. Drrick, Herrington & Sutcliffe. 

8 1 /07/05. 15pp. 08992 : 090. 


8107130175 Requests to make limited appearance statement at 810711 
OL hearings. 

NICHOLS, D. Affiliation Unknown. 81/07/08. Ip. 08999:202. 


8107130180 Requasts to make limited appearance statement at 810711 
OL hearings, 

GON, J. M. Affiliation Unknown. 81/07/08. ip. 08999:197. 
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8107130184 Requests to make limited appearance statement at 810711 
OL hearings. 

SEPULVEDA. V. Affiliation Unknown. 81/07/08. Ip. 08999:196. 


8107130188 Requests to make limited appearance statement at 810711 
OL hearings. 

COUCH. D. A. Affiliation Unknown. 81/07/08. Ip. 08999:195. 


8107130191 Requests to make limited appearance statement at 810711 
OL hearings. 

KYLE.W. Affiliation Unknown. 81/07/08. Ip. 08999:244. 


8107130194 Requests to make limited appearance statement at 810711 
OL hearings. 

LOPEZ. 0. Affiliation Unknown. 81/07/08. ip. 08999:242. 


8107130196 Requests to make limited appearance statement at 810711 
OL hearings. 

DUNNE. D. Affiliation Unknown. 81/07/08. ip. 08999:258. 


8107130198 Requests to make limited appearance statement at 810711 
OL hearings. 

SINGER. 0. Affiliation Unknown. 81/07/08. Ip. 08999:263. 

8107130199 Requests to make limited appearance statement at 810711 
OL hearings. 

HARRISON, U. Affiliation Unknown. 81/07/08. Ip. 08999:264. 


8107140481 Requests to make limited appearance statement at 810711 
OL hearing. 

FERRIS, M. Affiliation Unknown. 81/07/08. Ip. 09022:324. 

8107140484 Requests to make limited appearance statement at 810711 
OL hearing. 

HYATT, C. Affiliation Unknown. 81/07/08. Ip. 09022:323. 


8107140489 Requests to make limited appearance statement at 810711 
OL hearing. 

FERRARO, D. C. Affiliation Unknown. 81/07/08. Ip. 09022:316. 


8107140505 Requests to make limited appearance statement at 810711 
OL hearings. 

PETROFF, D. Affiliation Unknown. 81/07/08. Ip. 09023:321. 

8107140526 Requests to make limited appearance statement at 810711 
OL hearings. 

JONES, A. M. Affiliation Unknown. 81/07/08. ip. 09024:009. 

8107140539 Requests to make limited appearance statement at 810711 
OL hearings. 

SPIER, C. Affiliation Unknown. 81/07/08. Ip. 09015:101. 

8107140555 Requests to make limited appearance statement at 810711 
OL hearings. 

NUCKOLLS, P . Affiliation Unknown. 81/07/08. Ip. 09015:120. 


8107130342 Requests to make limited appearance statement at 810711 
OL hearings. 

MURRAY, S. Affiliation Unknown. 81/07/08. Ip. 08998:152. 

8107140333 Requests to make limited appearance statement at 810711 
OL hearings. 

PIPER, B. Affiliation Unknown. 81/07/08. Ip. 09012:025. 

8107140395 Requests to make limited appearance statement at 810711 
OL hearings. 

8NAREY, 8. Affiliation Unknown. 81/07/08. Ip. 09013:201. 

8107140421 Requests to make limited appearance statement at 810711 
OL hearings. 

BONHALL, 8. Affiliation Unknown. 81/07/08. ip. 09013:331. 

8107140443 Requests to make limited appearance statement at 810711 
OL hearings. 

BLOOM, R. Affiliation Unknown. 81/07/08. Ip. 09013:231. 

8107140451 Requests to make limited appearance statement at 810711 
OL hearings. . 

NADEL,J. Affiliation Unknown. 81/07/08. Ip. 09014:002. 

8107140454 Requests to make limited appearance statement at 810711 
OL hearing. 

HAN8EN, M. Affiliation Unknown. 81/07/00. Ip. 09022:280. 

8107140457 Requests to make limited appearance statement at 810711 
ECHENIQUE, M, Affiliation Unknown. 01/07/08. Ip. 09022:279. 

8107140461 Requests to make limited appearance statement at 810711 

OL hearing. ___ 

CHAND3KI, J. Affiliation Unknown. 81/07/08. Ip. 09022:298. 

8107140464 Requests to make limited appearance statement at 810711 
WATERBURY?B. D. Affiliation Unknown. 81/07/08. Ip. 09022:297. 

8107140468 Requests to make limited appearance statement at 810711 
KELLY, M, P. Affiliation Unknown. 81/07/08. Ip. 09022:295. 

8107140470 Requests to make limited appearance statement at 810711 
OL hearing. _____ . 

RUYNEN, J. Affiliation Unknown. 81/07/08. Ip. 09022:294. 

8107140474 Requests to make limited appearance statement at 010711 
RENNY?B?Y? Affiliation Unknown. 81/07/08. ip. 09022:285. 


8107140477 Requests to make limited appearance statement at 810711 
VALLEN&R?* Affiliation Unknown. 81/07/08. Ip. 09022:326. 


8107140565 Requests to make limited appearance statement at 810711 
OL hearing s. 

CUELLAR, J. M. Affiliation Unknown. 81/07/08. IP. 09015:024. 

8107140579 Requests to make limited appearance statement at 810711 OL 
hearing. 

JONES, M. Affiliation Unknown. Bl/07/08. Ip. 09023:348. 

8107140583 Requests to make limited appearance statement at 810711 OL 
BJORKLUND, E. Affiliation Unknown. 81/07/08. Ip. 09023:343. 

8107140586 Requests to make limited appearance statement at 810711 OL 
STERLING, P. Affiliation Unknown. 81/07/08. Ip. 09018:269. 

8107140588 Requests to make limited appearance statement at 810711 OL 
hearing. . _ 

FLEISHMAN, K. Affiliation Unknown. 81/07/08. Ip. 09018:270. 

8107140592 Requests to make limited appearance statement at 810711 OL 
MCCOY, U. C. Affiliation Unknown. Bl/07/08. ip. 09024:024. 

8107140602 Requests to make limited appearance statement at 810711 
OL hearings, 

WENTSET, R. Affiliation Unknown. 81/07/08. ip. 09015:184. 

8107140603 Requests to make limited appearance statement at 810711 
DIXON, P. 8 Affiliation Unknown. 81/07/08. Ip. 09015:185. 

8107140606 Requests to make limited appearance statement at B10711 
OL hearing*. ___ 

WHITE, .C. Affiliation Unknown. 81/07/08. ip. 09015:220. 

8107140610 Raquest* to make limited appearance statement at 810711 
HU.QIR8*M? Affiliation Unknown. Bl/07/08. Ip. 09015:228. 

8107140611 Request* to make limited appearance statement at 810711 
THOMAsIm"!! Affiliation Unknown. 81/07/08. Ip. 09023:309. 

8107140613 Requests to make limited appearance statement at 810711 
MANNTj^Aff illation Unknown. 81/07/08. Ip. 09023:312. 

8107140614 Requests to make limited appearance statement at 810711 
LEWIS? J?" 8 Affiliation Unknown. 81/07/08. Ip. 09023:313. 


8107140615 Requasts to make limited appearance statement at 810711 
LINDQUIST? J. M. Affiliation Unknown. 81/07/08. Ip. 09023:314. 
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8107140616 Requests to make limited appearance statement at B10711 
OL hearing. 

BENYA* J. Affiliation Unknown. B1/07/0B. Ip. 09023:313. 

8107140617 Requests to make limited appearance statement at 810711 
OL hearing. 

WORKMAN, A. Affiliation Unknown. 81/07/08. Ip. 09013:026. 


8107140618 Requests to make limited appearance statement at 810711 
OL hearing. 

WILLIAMS, K. Affiliation Unknown. 81/07/08. ip. 09013:027. 

8107140619 Requests to make limited appearance statement at 310711 
OL hearing. 

VALLAVIK, E. Affiliation Unknown. Bl/07/08. Ip. 09013:028. 


8107140620 Requests to make limited appearance statement at 810711 
OL hearing. 

EYERICK, E. Affiliation Unknown. 81/07/08. Ip. 09013:029. 


8107140621 Requests to make limited appearance statement at 810711 
OL hearing . 

BRAIL, M. Affiliation Unknown. 81/07/08. Ip. 09013:030. 

8107140622 Requests to make limited appearance statement at B10711 
OL hearing . 

KIDMORE, D. S. Affiliation Unknown. 81/07/08. Ip. 09015:031. 


8107140624 Requests to make limited appearance statement at 810711 
OL hearing. 

BRODERICK, N. L. Affiliation Unknown. 81/07/08. Ip. 09013:033. 


8107140629 Requests to make limited appearance statement at 810711 OL 
hearing. 

FREY, C. Affiliation Unknown. 81/07/08. Ip. 09024:017. 


8107140633 Requests to make limited appearance statement at 810711 OL 
hearing. 

BLACK, M. Affiliation Unknown. 81/07/08. Ip. 09013:023. 


8107140637 Requests to make limited appearance statement at 810711 OL 
hearing. 

PIPER, C. A. Affiliation Unknown. 81/07/08. Ip. 09013:242. 


8107140642 Requests to make limited appearance statement at 810711 OL 
hearing. 

NATEL, A. Affiliation Unknown. Bl/07/08. Ip. 09013:243. 

0107140646 Requests to make limited appearance statement at 810711 OL 
hearing. 

QUIRK, M. Affiliation Unknown. 81/07/08. Ip. 09013:272. 

8107140650 Requests to make limited appearance statement at 810711 OL 
hearing. 

PIPER, D. L. Affiliation Unknown. 81/07/08. Ip. 09013:273. 


8107140653 Requests to make limited appearance statement at 810711 OL 
hearing. 

BOYLE, D. Affiliation Unknown. 81/07/08. Ip. 09013:282. 


8107140635 Requests to make limited appearance statement at 810711 OL 
hearing. 

HENRY, K, Affiliation Unknown. 81/07/08. Ip. 09013:293. 


8107140637 Requests to make limited appearance statement at 810711 OL 
hearing. 

LEWIS, W. Affiliation Unknown. 81/07/0B. Ip. 09018:203. 


8107140661 Requests to make limited appearance statament at 810711 OL 
hearing. 

0ETZEL8, M. 8. Affiliation Unknown. 81/07/08. Ip. 09018:203. 


8107140666 Requests to make limited appearance statement at 810711 OL 
hearing. 

OELLEP 18, C . Affiliation Unknown. 81/07/08. Ip. 09018:216. 


8107140672 Requests to make limited appearance statement at B10711 OL 
hearing. 

0ETZEL8, L. P . Affiliation Unknown. 81/07/0B. ip. 09018:271. 


8107140673 Requests to make limited appearance statament at 810711 OL 
hearing. 

NOHMY, A. R, Affiliation Unknown. Bl/07/08. Ip. 09018:272. 


8107140677 Requests to make limited appearance statement at 810711 OL 
hearing. 

AHLE, S. Affiliation Unknown. 81/07/08. ip. 09008:182. 

8107140374 Requests to make limited appearance statement at 810711 
QL hearings. 

RASMUSSEN, C. A. Affiliation Unknown. 81/07/09. Ip. 09014:008. 


8107140376 Requests to make limited appearance statement at 810711 
OL hearings. 

80LQUUQUS, J. Affiliation Unknown. 81/07/09. Ip. 09014:004. 


8107140380 Requests to make limited appearance statement at 810711 
OL hearings. 

QGVIN, J. B. Affiliation Unknown. 81/07/09. ip. 09023:308. 


8107140383 Requests to make limited appearance statement at 810711 
OL hearings. 

QIFFIN, K. Affiliation Unknown. 81/07/09. Ip. 09023:303. 


8107140384 Requests to make limited appearance statement at 810711 
OL hearings. 

R I STOW, L. Affiliation Unknown. 81/07/09. lp. 09023:304. 


8107140386 Requests to make limited epptarence statement et B10711 
OL hearings. 

BLACKETER, B. Affiliation Unknown. 81/07/09. lp. 09023:303. 


8107140389 Requests to make limited appearance statement at 810711 
OL hearing e. 

LONOMIRE, P. Affiliation Unknown. 81/07/09. lp. 09023:302. 


8107140382 Requests to make limited appearance statement at 810711 
□L hearings. 

MCRELL, 0. Affiliation Unknown. 81/07/09. lp. 09023:351. 


8107140387 Requests to make limited appearance statement at 810711 
□L hearings. 

BRAWN, D. Affiliation Unknown. 81/07/09. lp. 09013:293. 


8107 160093 Requests to make limited appearance statement at 810711 
licansing hearings. 

MORAN, 8. Affiliation Unknown. 81/07/09. lp. 09041:332. 


8107130136 Requests to make limited appearance statement at 810711 
OL hearings. 

SCHMIDT, L. Affiliation Unknown. 81/07/10. lp. 08998:168. 


8107130286 Requests that NRC notify N Reynolds that 810622 petition 
for extension of deadline for compliance w/CLI-80-2i has 
been retitled. 8vc should be made of all subsequent papers on 
parties to proceed ing, including UCS. 

WEISS, E. R. Harmon fc Weiss. Bl/07/10. 3pp. 09023:136. 


8107140364 Requests to make limited appearance statement at 810711 
QL hearings. 

OOODBRAND, J. Affiliation Unknown. 81/07/13. lp. 09013:339. 


8107 160098 Requests to make limited appearance statement at 810711 
licansing hearings. 

BEOLEY, R. Affiliation Unknown. 81/07/14. lp. 09041:143. 


8107160100 Requests to make limited appearance statement at 810711 
licensing hearings. 

HERBERT, J. Affiliation Unknown. 81/07/14. lp. 09041:144. 


8107160103 Requests to make limited appearance statement at 810711 
licensing hearings. 

COUCH, M. Affiliation Unknown. Bl/07/14. lp. 09041:141. 


8107160105 Requests to make limited appearance statement at 810711 
licensing hearings. 

CROWLEY, M. Affiliation Unknown. 81/07/14. lp. 09041:142.. 


8107160107 Requests to make limited appearance statement at 810711 
licensing hearings. 

HATCH, K. 8. Affiliation Unknown. 81/07/14. ip. 09041:138. 


8107160163 Forwards draft outlines for testimony re OUARD contentions* 
prepared in names of K Nauman * J Sears. Not mil contentions 
are included in outline. Prof qualif ications from FEMA 
witnesses needed. W/o end. 

HOEFLINO, R. K. Hearing Branch 4. 81/07/13. 2pp. 09043:343. 



DOCKETED ITEMS 


221 


8107170139 Memorandum in support of 001 810701 motion to quash 
subpoenas to MB Joyner & DM Boore. Testimony would be unduly 
repetitious of other witnesses. 

PIGCJTT, D. R . Southern California Edison Co. PIGOTTiD. R. San Diego 
Gas *e Electric Co. PIQGTT, D. R. Orrick, Herrington & Sutcliffe. 
81/07/15. 5pp. 09057:261. 


8107240233 Forwards ASLB 810717 partial initial decision authorizing 
low power testing. 

HOEFLING; R . K. Hearing Branch 4. 81/07/22. Ip. 09140:281. 


— 8107240237 Partial initial decision authorizing low power testing. 
* Atomic Safety and Licensing Board Panel. 81/07/17. 68pp. 

09140: 282. 


8107240009 Order of presentation of NRC witnesses. Witnesses on 
Contention 1 will be made available at same time as 
witnesses on Contention 4. Certificate of Svc end. 

CHANDLER, L. J. Hearing Branch 1. 81/07/23. 4pp. 09137:176. 


8107270067 Requests to make limited appearance statement at 810711 OL 
hearing. 

CUMMINGS, F. i CUMMINGS, K. , CUMMINGS, A. Affiliation Unknown. 

81/07/23. Ip. 09158: 181. 


H. General correspondence 


8107060381 Forwards 810623 ltr which was sent to Governor Brown of CA, 
state representatives & President Reagan in opposition to 
licensing of facilities. 

RUDOLPH, P. E. Affiliation Unknown. 81/06/23. Ip. 08898:324. 


— 8107060387 Opposes licensing of facilities. 

RUDOLPH, P. E. Affiliation Unknown. 81/06/23. Ip. 08898:325. 


8107060424 Supports licensing of facilities. 

COZENS, R. C. Affiliation Unknown. 81/06/23. 3pp. 08920:024. 


8107070108 Responds to 810408 city council resolution supporting plant 
licensing. Cites diversion of NRC resources to TMI lessons 
learned identification. Actions will improve licensing 
schedule w/o compromising safety requirements. 

EISENHUT, D. G. Division of Licensing. 81/06/23. 7pp. 08963:304. 


8107070117 Responds to 810428 city council resolution supporting plant 
licensing. Cites diversion of NRC resources to TMI lessons 
learned identification. Actions will improve licensing 
schedule w/o end compromising safety requirements. 

EISENHUT, D. G. Division of Licensing. 81/06/23. 6pp. 08963:352. 


— 8106020381 Resolution 666 supporting plant licensing & development of 
alternate forms of energy. 

KOOBS, A. H. Affiliation Unknown. 81/04/28. 3pp. 08963:357. 


8107070186 Comments on proposed rule 10CFR2 re expediting facility 
licensing & issuing interim licenses prior to safety 
procedure comp letion. Opposes rule. 

EBERT, M. S. Affiliation Unknown. 81/04/27. Ip. 08960:343. 


8107070198 Comments on proposed rule 10CFR2 re expediting facility 
licensing & issuing interim licenses prior to safety 
procedure comp letion. Opposes rule. 

MACHADA, J. Affiliation Unknown. 81/05/04. Ip. 08960:344. 


8107070270 Forwards petition commenting on proposed rule 10CFR2 re 
interim licensing of nuclear reactors before safety 
procedure comp letion. Opposes rule. 

LIMBERG, R. D. San Cl emente, CA. 81/05/11. 3pp. 08963:341. 


8107100122 Supports licensing of facilities. 

FORD, D. C. Affiliation Unknown. 81/05/14. Ip. 08992:200. 


8107090203 Opposes licensing of facilities. 

L0NGBR00K, B. Affiliation Unknown. 81/05/23. Ip. 08984:029. 


8107020290 Supports licensing of facilities. 

LYONS, J. S. Affiliation Unknown. 81/06/08. Ip. 08936:324. 


8107070054 Responds to city council 810601 resolution supporting plant 
1 icensing. Licensing process is returning to predictability 
at considerably enhanced safety level. Hear ing on facility 
scheduled to begin on 810622. Resolution end. 

EISENHUT, D; G. Division of Licensing. 81/06/15. 6pp. 08960:236. 


8107200177 Responds to city council 810601 resolution supporting 
licensing of facilities. Since TMI-2 accident, significant 
NRC resources concentrated on identifying problems. Major 
improvements in licensing process underway. 

EISENHUT, D. G. Division of Licensing. 81/06/15. 8pp. 09079:248. 


8107060429 Supports licensing of facilities. 

ELLIS, J., SCHMITZ, J., CRAVEN, W. California, State of. 81/06/17. 
Ip. 08920:067. 


8107060271 Opposes licensing of facilities. 

FOWLER, J. Affiliation Unknown. 81/06/22. Ip. 08892:023. 


8107060432 Supports licensing of facilities. 

PENDLETON, C. Affiliation Unknown. 81/06/22. 3pp. 08920:071. 


8107060435 Supports licensing of facilities. 

BERGESQN, M 1 . California, State of. 81/06/22. Ip. 08899:223. 


8107060161 Responds to 810602 city council resolution supporting plant 
licensing. Cites diversion of NRC resources to TMI lessons 
learned identification. Actions will improve licensing 
schedules w/o compromising safety requirements. 

EISENHUT, D. G. Division of Licensing. 81/06/23. 7pp. 08957:341. 


8107060282 Supports licensing of facilities. 

LANGE, D. F. Affiliation Unknown. 81/06/23. Ip. 


8107070151 Responds to 810605 chamber of commerce resolution supporting 
plant licensing. Cites diversion of NRC resources to TMI 
lessons learned identification. Actions will improve 
licensing schedule w/o compromising safety requirements. 

EISENHUT, D. G. Division of Licensing. 81/06/23. 5pp. 08961:005. 


— 8107070156 Forwards 810528 resolution supporting plant licensing. 

WARNKE, J. E. Chamber of Commerce, Porterville, CA. 81/06/05. 2pp. 
08961:012. 


8107060419 Supports licensing of facilities. 

CARLSON, R. W. Affiliation Unknown. 81/06/24. 2pp. 0B920:019. 


8107060427 Supports licensing of facilities. 

MURPHY, R. L. Affiliation Unknown. 81/06/24. 2pp. 08920:037. 


8107080179 Expresses concern re licensing of facilities. 

SANDERS, M. Affiliation Unknown. 81/06/24. Ip. 08963:141. 


8107010340 Opposes licensing of facilities. 

RABSTEAU Affiliation Unknown. 81/06/25. Ip. -08888:307. 


8107060281 Package of two ltrs supporting licensing of facilities. 
BUCK,F.A. , HEDBORG, C. E. Affiliation Unknown. 81/06/25. 2pp. 
08892: 050. 


8107210098 Advises that 810622 ltr is being forwarded to NRC 
headquarters to be included in appropriate docket file. 

HANCHETT, J. G. Public Affairs Office. 81/06/25. 2pp. 09104:087. 


8107270032 Supports licensing of facilities. 

FRANCIS, J. S. Sen Diego-Imperial Counties Labor Council. 81/06/25. 
Ip. 09159:333. 


8107060266 Package of two ltrs supporting licensing of facilities. 
SPELLMAN, D. J. , AGNEW, H. M. Affiliation Unknown. 81/06/26. 3pp. 
08891 : 320. 


8107060275 Package of two ltrs opposing licensing of facilities. 
COOPER, R. Affiliation Unknown. 81/06/26. 3pp. 08892:031. 


8107060414 Supports licensing of facilities. 

CONTRERAS, G. R. Affiliation Unknown. Bl/06/26. 2pp. 08920:001. 


8107060420 Supports licensing of facilities. 

SCHNAUBELT , F. San Diego, CA. 81/06/26. Ip. 08920:021. 


8107060316 Submits resolution supporting licensing of facilities, 
development of alternative forms of energy Sc commitment to 
energy conservation. 

GRACE, C. L. Affiliation Unknown. 81/06/29, lp. 08892:229. 


8107080173 Opposes licensing of facility. 

MOUCKA, J. , MOUCKA, B. Affiliation Unknown. 81/06/29. lp. 
08965: 348. 


08892: 052. 
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8107000181 Package of two 
MESERVE, E. A. , BROWN, J. S. 
08963: 149. 


ltrs supporting licensing of facilities. 
Affiliation Unknown. Sl/06/29. 2pp. 


8107070319 Supports operation of facilities. 

ESPINOZA, L. , VANEKLASEN, D. . DAVIS, D. |L. Affiliation Unknown. 
81/07/03. 22pp. 09029:001. 


8107090219 Supports licensing of facilities. 

MITCHELL, B. San Diego, CA. 81/06/29. Ip. 08983:280. 


8107100031 Forwards info re nuclear power plant 1 icensing. NRC has 
completed major part of license review 8< is taking every 
reasonable action to expedite licensing process. 

EISENHUT, D. G. Division of Licensing. 81/06/29. 2pp. 09001:219. 


8107100241 Responds to chamber of commerce 810618 resolution supporting 
plant licensing. Licensing process is returning to 
predictability at considerably enhanced safety level. Hearing 
on facility commenced on 810622. 

EISENHUT, D. G. Division of Licensing. 81/06/29. 3pp. 09001:054. 


8107100242 Responds to board of supervisors 810609 resolution 
supporting plant licensing. Licensing process is returning to 
predictability at considerably enhanced safety level. Hear ing 
on facility commenced on 810622. 

EISENHUT, D. G. Division of Licensing. Bl/06/29. 5pp. 09001:058. 


8107100246 Responds to Chamber of Commerce & Industrial League Inc 
810521 resolution supporting plant licensing. Licensing 
process is returning to predictability at considerably 
enhanced safety level. Hearing commenced on 810622. 

E XSENHUT, D . G, Division of Licensing. 81/06/29. 4pp. 09001:085. 


8107100251 Responds to chamber of commerce B10612 resolution supporting 
plant licensing. Licensing process is returning to 
predic tab i 1 ity at considerably enhanced safety level. Hearing 
on facility commenced on 810622. 

.EISENHUT, D. G. Division of Licensing. 81/06/29. 4pp. 09001:090. 


8107100292 Responds to city council 810602 resolution supporting plant 
1 icensing. Licensing process is returning to predictability 
at considerably enhanced safety level. Hearing on facility 
commenced on 810622. 

EISENHUT, D. G. Division of Licensing. 81/06/29. 4pp. 09001:131. 


8107140106 Ack receipt of 810427 resolution supporting licensing of 
facilities ?< development of alternate energy forms. 

EISENHUT, D. G. Division of Licensing. 81/06/29. 4pp. 09031:344. 


8107140123 Ack receipt of 810529 resolution supporting licensing of 
f ac il ities . ACRS review of units completed 810312, FES 
issued Apr 1981 & hearing commenced on 810622. 

EISENHUT, D. G. Division of Licensing. 81/06/29. 5pp. 09031:158. 


8107140758 Opposes facility licensing. 

SHANKAR, J. Affiliation Unknown. 81/07/03. Ip. 09017:162. 


8107140742 Supports facility licensing. 

BOGDAN, V. G. Affiliation Unknown. 81/07/04. Ip. 09018:329. 


8107090206 Package of two ltrs supporting licensing of facilities. 
MCMURRAY, W. T. , EATON, N. W. Affiliation Unknown. 81/07/06. 2pp. 
08984:016. 


8107090470 Provides info re nuclear plant licensing process fit status of 
facility licensing, in response to chamber of commerce 810615 
resolution. Resolution supporting facility licensing end. 

EISENHUT. D. G. Division of Licensing. 81/07/06. 6pp. 08983:153. 


8107090483 Provides info re nuclear plant licensing process Sc status of 
facility licensing, in response to chamber of commerce 
810507 res olut ion. Resolution supporting facility licensing 
end. 

EISENHUT, D. G. Division of Licensing. 81/07/06. 6pp. 08983:223. 


8107090487 Provides info re nuclear plant licensing process fit status 
of facility licensing, in response to chamber of commerce 
810615 resolution. Resolution supporting facility licensing 
enc 1. 

EISENHUT, D. G. Division of Licensing. 81/07/06. 6pp. 08983:218. 


8107090517 Provides info re chamber of commerce nuclear plant licensing 
process fit status of facility licensing, in response to 
810615 resolution. Resolution supporting facility licensing 
enc 1. 

EISENHUT, D. G. Division of Licensing. 81/07/06. 5pp. 08983:207. 


8107090518 Provides info re nuclear plant licensing process St status of 
facility licensing, in response to chamber of commerce 810611 
resolution. Resolution supporting facility licensing end. 

EISENHUT, D. G. Division of Licensing. 81/07/06. 4pp. 08983:213. 


8107150440 Responds to city council 810616 Resolution 2906 supporting 
licensing of facility. Discusses plant licensing. 

EISENHUT, D. G. Division of Licensing. 81/07/06. 3pp. 09049:124. 


8107160201 Responds to city council B10616 Resolution 856 supporting 
licensing of fac 11 ity. Discusses plant licensing. 

EISENHUT, D. G. Division of Licensing. 81/07/06. 3pp. 09062:080. 


8107140138 Ack receipt of 810609 resolution supporting licensing of 
fac il ities . ACRS review of plants completed 810312 & FES 
issued in Apr 1981. Hearing commenced 810622. 

EISENHUT, D. G. Division of Licensing. 81/06/29. 4pp. 09031:093. 


8107140794 Informs that hearing on facility commenced 810622, in 
response to B10529 resolution supporting facility licensing. 
EISENHUT, D. G. Division of Licensing. 81/06/29. 3pp. 09032:107. 


81071 50393 Responds to city council 810608 Resolution 3972 supporting 
plant licensing. Licensing process is returning to 
predictability at considerably enhanced safety level. Hear ing 
on facility commenced on 810622. 

EISENHUT, D. G. Division of Licensing. 81/06/29. 2pp. 09033:014. 


8107150397 Responds to 810121 Resolution 81-01 supporting plant 
licensing. Licensing process is returning to predictability 
at considerably enhanced safety level. Hearing on facility 
commenced on 810622. 

EISENHUT, D. G. Division of Licensing. 81/06/29. 4pp. 09033:022. 


8107090208 Package of two ltrs opposing licensing of facilities. 
MEISS, B. , HARMAN, J. Affiliation Unknown. 81/07/07. 3pp. 
08983: 327. 


8107090212 Package of five ltrs supporting licensing of facilities. 
VOGT, H. , HUNT, I. C. . FORD, J. Affiliation Unknown. 81/07/07. 6pp. 
08983: 284. 


8107130085 Package of two ltrs opposing licensing of facilities. 
ROLFE, D. , VAUGHAN, R. Affiliation Unknown. 81/07/08. 5pp. 
0B999: 164. 


8107140692 Package of two comments re facility licensing. 
FRANCIS, J. S. AFL— CIO. BOOKBTAVER, L. Affiliation Unknown. 
81/07/09. 2pp. 09017:131. 


8107160120 Supports licensing of facilities. 

HERRIDOE, E. , HERRIDGE, A. Affiliation Unknown. 81/07/09. Ip. 
09041 : 106. 


8107060270 Package of three ltrs opposing licensing of facilities. 
MOSS, R. L. , MARTIN, M. , STAGNITTO, L. Affiliation Unknown. 81/06/30. 
5pp. 08891:323. 


8107060329 Package of two ltrs supporting licensing of facilities. 
ROOT, M. , GLAD1EUX, B. I. Affiliation Unknown. 81/06/30. 2pp. 
08894:332. 


8107090217 Supports licensing of facilities. 

INGERSOLL, A. C. California, Univ. of, Los Angeles. 81/07/01. 3pp. 
08983:281. 


8107080169 Package of two ltrs opposing licensing of facilities. 
MURPHY, M. A., # Affiliation Unknown. 81/07/02. 2pp. 08963:336. 


8107130115 Forwards resolution supporting plant licensing. 

SMITH, E. Tulare County Farm Bureau. 81/07/10. 2pp. 09023:276. 


8107220060 Forwards 810707 resolution in support of facility licensing. 
MIZE, J. 8. Los Angeles, CA. 81/07/13. 2pp. 09114:198. 


8107160109 Supports licensing of facilities. 

HAYE8* S. S. Affiliation Unknown. 81/07/14. Ip. 09041:127. 


B10716012S Package of two ltrs opposing licensing of facilities. 
GRUBER, H. , LEVIN. 8. Affiliation Unknown. 81/07/14. 2pp. 
09041 : 139, 
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810729001B Responds to Irwindale, CA City Council 810328 resolution 
supporting plant licensing. NRC has completed major part of 
facility review. 

EISENHUT, D. 0. Division of Licensing. 81/07/14. 2pp. 09189:231. 


8107300093 Responds to 810618 resolution supporting licensing of 
facilities. Licensing process is returning to predictability 
of enhanced level of safety. 

EISENHUT, D. 0. Division of Licensing. 81/07/14. 2pp. 09214:340. 


— 8106290364 Supports licensing nuclear power p lants* development of 
alternative forms of energy & continued commitment to 
conservation of energy sources. 

MAANEN, C . V. Arcadia. City of. CA. 81/06/19. 2pp. 09214:343. 


8107240063 Supports licensing of fac i 1 it ies. Board of Directors 
Resolution 7860 end. 

DORFF. K. E. Affiliation Unknown. 81/07/13. 2pp. 09137:166. 


8107220063 Supports licensing of facilities. 

KUHNE, T. Affiliation Unknown. 81/07/16. Ip. 09114:191. 


8107240109 Opposes licensing of facilities. 

POVELITE.R., HYATT, T. . MARKER, R. Affiliation Unknown. 81/07/17. 
4pp. 09138: 123. 


8107280441 Forwards board of directors B10714 resolution supporting 
early plant certification. Urges expeditious licensing. 

BURKE, 0. L. Affiliation Unknown. 81/07/17. 2pp. 09173:176. 


8107300011 Opposes licensing of facilities. 

WEINBERG, M. Affiliation Unknown. 81/07/17. Ip. 09191:019. 


8107280302 Submits resolution supporting facility licensing. 

LONG, E. B. Western Heights Water Co. 81/07/10. Ip. 09173:182. 


8107280478 Supports licensing of facilities, to prevent dependence on 
foreign oil. 

SAIKl, G. Affiliation Unknown. 81/07/20. Ip. 09174:338. 


8107270028 Opposes licensing of facilities. 

THOMPSON, E. , CHANTLAND, J. , STEINER, K. Affiliation Unknown. 
81/07/21. 2pp. 09139:281. 


8107300013 Supports licensing of facilities. 

KEIM, P. F. Affiliation Unknown. 81/07/21. Ip. 09191:006. 


8107280331 Urges immediate plant licensing as partial solution to State 
of CA long-term energy needs. Cites economic & social 
"considerations, & instability of middle east. 

JOHNSON, D. East San Bernardino County Water District. 81/07/22. 
lp. 09176:042. 


8107290034 Forwards Kings County Chapter of Citizens for Adequate 
Energy statement in support of licensing of facilities. 

BUTTRE88, P . Southern California Edison Co. 81/07/24. 3pp. 
09183: 040. 


I. Financial information 


B107230187 Forwards Annual Financial Repts 1980. 

BASKIN, K. P. Southern California Edison Co. 81/07/13. Ip. 
09129: 293. 


—8107230191 Annual Financial Rapt 1980. 

ALLEN, H. P. , OOULD, W. R. Southern California Edison Co. 81/02/19. 
40pp. 09129:294. 


—8107230194 Annual Financial Rapt 1980. 

* San Diego Gas * Electric Co. 81/07/13. 33pp. 09129:338. 


K. Utility Final Safety Analysis Report ( F8AR ) * amends 


8107170283 Forwards Amend 23 to FSAR. Affidavit attesting to completion 
of amend distribution will be provided within 10 days of 
amend docketing. Aperture cards are available in PDR. 

DIETCH, R. Southern California Edison Co. 81/07/13. lp. 09031:033. 


—8107170283 Amend 23 to FSAR. 

* Southern California Edison Co. 81/07/31. 300pp. 09103:004. 


8107210387 Forwards affidavit verifying that direct distribution of 
Amend 25 to FSAR & Amend 7 to Fire Hazards Analysis 
completed, per revised end svc list. 

MOODY, W.C. Southern California Edison Co. 81/07/15. 3pp. 

09104: 033. 


0. Advisory Committee on Reactor Safeguards reports & correspondence 


8107080532 Concurs w/conc lusions expressed in Dec 1980 geology it 
seismology safety evaluation. Site visit & presentation on 
S 10130 it 31 respectively, did not change concurrence w/ 
conclusions. 

PHILBRICK, S. B. NRC - No Detailed Affiliation Given. 81/01/31. lp. 
08979: 170. 


8107130368 Summary of ACRS 231st meeting on 810312-14 in Washington, DC 
re CL review, draft NUREG-0772, “Technical Bases for 
Estimating Fission Product Behavior During LWR Accidents," 

NUREQ-0771 it 0666 it Reg Guide 1.97 Revision 2. 

MARK, J. C. ACRS - Advisory Committee on Reactor Safeguards. 

81/03/24. 3pp. 09032:271. 


Q. Inspection reports, IE Bulletins & correspondence 


8107010364 Forwards IE Insp Rept 30-361/81-09 on 810313-0414 6 notice 
of violation. 

CREWS, J. L. Reactor Operations Projects Branch. 81/06/16. 2pp. 
08903:331. 


— 8 107010368 Notice of violation from insp on 810313-0414. 

PATE.R. J. Reactor Projects Section 2. 81/06/16. lp. 0B90S: 333. 


— 8107010373 IE Insp Rept 50-361/81-09 on 810313-0414, Noncompliance 
noted: fa i lure to follow applicable shutdown cooling 
procedure. 

PATE.R. J. , MILLER, L. , YOUNG, T. Reactor Projects Section 2. 
81/06/16. 6pp. 08903:334. 


8107140473 Forwards IE Insp Rept 30-361/81-11 on 810417-0515. No 
noncompliance noted. 

CREWS, J. L. Reactor Operations Projects Branch. 81/06/25. 2pp. 
09022: 286. 


— 8107140482 IE Insp Rept 30-361/81-1 1. No noncompliance noted. Major 
areas inspected: preoperational test program & procedures, 
test results it independent insp effort. 

PATE.R. J. , CANTER, H. L. , YOUNG, T. Reactor Projects Section 2. 
81/06/23. 3pp. 09022:288. 


8107130229 Ack receipt of 810313 ltr informing NRC of steps taken to 
correct violation noted in IE Insp Rept 30-361/81-03. 

FAULKENBERRY, B. Reactor Construction Projects Branch. 81/07/01. 
lp. 09028:221. 


— 8107130232 Responds to NRC 810427 ltr re violations noted in IE Insp 
Rept 30-361/01-03. Corrective actions: cable pulling general 
foreman & craft personnel trained on requirement for cable 
handling. 

PAPAY, L. T. Southarn California Edison Co. 81/05/13. 5pp. 

09028: 222. 


8107130139 Forwards IE Circular 81-10, "Steam Voiding in RCS During 
Decay Heat Removal Cooldown. I. 11 

# Region S, San Francisco, Office of the Director (81/03/01). 
81/07/02. lp. 09027:287. 


8107130240 Advises that IE Info Notice 81-19, "Lost Parts in Primary 
Coolant By*, " was sant to listed licensees on 810706. 

* Region 5* Ban Francisco, Offica of the Director (81/03/01). 
81/07/06. lp. 09028:214. 


8107210212 Responds to IE Bulletin 81-03 re flow blockage through 
components due to fouling by clams &/or mussels. Potential 
■for intrusion of organisms due to high velocities in intake 
structures no different than under normal conditions. 

BASKIN, K. P. Southern California Edison Co. 81/07/07. 4pp. 
09102: 058. 


8107210341 Responds to IE Bulletin 81-02, "Failure of Gate Type Valves 
to Close Against Differential Pressure. M Only two subj 
valves used. AE approved corrective action (replacement of 
motor actuator it yoke) proposed in 810128 deficiency rept. 

BASKIN, K. P. Southern California Edison Co. 81/07/07. 2pp. 
09102:271. 


8107270117 Forwards IE Insp Rept 30-361/81-13 on 810608-11. No 
noncompliance noted. 

CREWS, J. L. Reactor Operations Projects Branch. 81/07/08. 2pp. 
09139: 300. 
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—8107270120 IE Insp Rept 50-361/81-13 on 810608-11. No noncompliance 
noted. Major areas inspected: preoperational test program* 
emergency procedures* operating procedures* maint procedures & 
power ascension test procedures. 

YOUNG, T. Reactor Projects Section 2. 81/07/07. 4pp. 09159:302. 


8107140607 Advises of issuance of end IE Circular 81-09* "Containment 
Effluent Water That Bypasses Radioactivity Monitor" to 
listed 1 ic ensees. NRC 810710 transmittal ltr end. 

* Region 5* San Francisco* Office of the Director <81/03/01). 
81/07/10. Ip. 09015:221. 


8107170081 Advises that IE Info Notice 81-20* "Test Failures of 
Electrical Penetration Assemblies* " was sent to listed 
licensees on 810713. 

* Region 5* San Francisco* Office of the Director <81/03/01). 
81/07/13. Ip. 09053:211. 


T. Hearing transcripts on non-antitrust matters 


8107100004 Transcript of 810618 OL hearing in San Diego CA. Pp 497-673. 
* Atomic Safety and Licensing Board Panel. 81/06/18. 176pp. 

08987: 343. 


8107140243 Transcript of JL Smith it PL Ehlig 810622 direct testimony 
on Contention 3 re seismic design basis. 

SMITH, J. L. , EHLIG, P. L. Southern California Edison Co. 81/06/22. 
35pp. 09021:278. 


8107140276 Transcript of applicants PL Ehlig* EG Heath, SW Smith* LH 
Wight, IM I driss* GA Frazier it RL McNeill 810622 direct 
testimony on Contention 4 re QZD. Charts end. 

EHLIG, P. L. , HEATH* E. G. , SMITH* S. W. Southern California Edison Co. 
81/06/22. 350pp. 09008:201. 


8107270063 Advises that IE Info Notice 81-21, "Potential Loss of Direct 
Access to Ultimate Heat Sink* " was forwarded to listed utils 
on 810721. 

* Region 5* San Francisco, Office of the Director <81/03/01). 
81/07/21. Ip. 09158:182. 


R. Periodic operating reports it related correspondence 


8107270064 Forwards "1980 Annual Rept*Vol 3, Marine Environ Analysis & 
Interpretation. " 

BESKIN, K. P. Southern California Edison Co. 81/07/22. Ip. 
09158:237. 


— 8107270066 "1980 Annual Rept*Vol 3* Marine Environ Analysis it 
Interpretation. " 

RUNDSTROM, D. A. Southern California Edison Co. KANTER* R. G. Marine 
. Biological Consultants* Inc.,. 81-RD-9 V03. 81/06/30. 387pp. 

09158:238. 


S. Reportable occurrences* LERs it related correspondence 


8107140315 Transcript of 810622 OL hearing in San Diego* CA. Pp 674-941, 
* Atomic Safety and Licensing Board Panel. 81/06/22. 267pp. 

09022: 327. 


8107140439 Transcript of applicant 810622 direct testimony on 
Contention 2 in San Diego* CA. DG Moore it RJ Shlemon testimony 
end. 

* Atomic Safety and Licensing Board Panel. 81/06/22. 170pp. 

09014: 251. 


8107140446 Transcript of applicant 810622 direct testimony on 
Contention 1 in San Diego* CA. SW Smith* GA Frazier* S Biehler, 

IM Idriss it RL McNeill testimonies end. 

* Atomic Safety and Licensing Board Panel. 81/06/22. 65pp. 

09013: 232. 


8107140308 Transcript of 810623 OL hearing in San Diego* CA. Pp 942- 
1, 148. 

* Atomic Safety and Licensing Board Panel. 81/06/23. 306pp. 

09022: 001. 


8107010402 Interim deficiency rept re ITT-Grinnell use of brass or 
nonhardened steel washers in lieu of hardened steel washers 
in mechanical shock suppressor assembly* initially reported 
in 810601 telcon. Evaluation underway. 

NUNN* D. E. Southern California Edison Co. 81/06/01. Ip. 08905:289. 


8107200125 Deficiency rept re separation of blade from CEDM cooling 
fan due to fatigue crack in area of casting flaw at 
stressed surface* initial ly reported on 810526. Cond ition not 
reportable per 10CFR50. 55. 

NUNN* D. E. Southern California Edison Co. 81/06/16. ip. 09069:111. 


8107280238 Deficiency rept re improper assembly of coaxial connectors 
in electrical containment penetrations. Evaluation underway. 

NUNN* D. E. Southern California Edison Co. 81/06/23. Ip. 09178:147. 


8107200075 Final deficiency rept re use of nonconforming washers on 
ITT-Grinnell shock suppressors, initially reported 810601. All 
affected washers in ASME code & safety related suppressors 
will be replaced w/hardentd steel washers. 

PAPAY, L. T. Southern California Edison Co. 81/06/29. 3pp. 

09069: 089. 


8107140501 Supplemental deficiency rept revising 810518 final rept re 
noncompliance w/ASME Code NCA-3867. 4a on chemical analysis 
verification of bolt matl. ASME Code Case N-310 will be 
invoked instead of Code Case N-242. 

PAPAY* L. T. Southern California Edison Co. 81/07/01. Ip. 

09022: 299. 


8107140281 Transcript of 810624 OL hearing in San Diego* CA. Pp 1,149- 
1*373. 

* Atomic Safety and Licensing Board Panel. 81/06/24. 224pp. 

09020: 197. 


8107140241 Transcript of 810625 OL hearing in San Diego* CA. Pp 1,374- 
1*583. 

* Atomic Safety and Licensing Board Panel. 81/06/25. 209pp. 

09021 : 066. 


8107140288 Transcript of 810626 OL hearing in San Diego* CA. Pp 1*584- 
1*804. 

* Atomic Safety and Licensing Board Panel. 81/06/26. 220pp, 

09019: 335. 


8107140251 Transcript of 810627 OL hearing in San Diego* CA. Pp 1*805- 
2 * 100 . 

* Atomic Safety and Licensing Board Panel. 81/06/27. 295pp. 

09009:087. 


8107140048 Transcript of 810629 DL hearing in San Diego* CA. Pp 2*101- 
2* 327. HG Greene bibliography Sc MP Kennedy prof 
qualifications it bibliography end. 

* Atomic Safety and Licensing Board Panel. 81/06/29. 234pp. 

09011:150. 


8107140040 Transcript of 810630 OL hearing in San Diego* CA. Pp 2,328- 
2* 576. 

* Atomic Safety and Licensing Board Panel. 81/06/30. 251pp. 

09012:028. 


8107200086 Corrects 810518 final deficiency rept re chemical analysis 
verification for matl used for ASME code bolts w/nominal 
diameter exceeding i inch. Code Case N-310 will be used 
instead of Code Case N-242. 

PAPAY* L. T. Southern California Edison Co. Bl/07/01. Ip. 

09069: 073. 


8107140258 Transcript of 810701 OL hearing in San Diego* CA. Pp 2,577- 
2* 793. 

* Atomic Safety and Licensing Board Panel. 81/07/01. 216pp. 

09010: 220. 


8107210328 Forwards Info Bulletin 81-04* summarizing details of severe 
damage to steam generator feedring. Damage occurred during 
feedline water hammer test conducted on 810330. Other C-E 
plants not affected. No operational difficulties observed. 

SCHERER* A. E. C-E Power Systems. 81/07/17. 2pp. 09102:137. 


8107280590 Suppl to 810619 final deficiency rept re use of incorrect 
size terminal lugs for Thermon heat trace sys resistance 
temp detector. Condition reportable per Part 21. 

Bechtel Power Corp. (subs, of Bechtel Corp. ). 
81/07/17. Ip. 09176:089. 


8107140299 Transcript of 810701 OL hearing in San Diego* CA. (Evening 
session). Pp 2* 794-2, 885. 

* Atomic Safety and Licensing Board Panel. 81/07/0i. 9ipp. 
09018: 336, 


8107140264 Transcript of 810702 OL hearing in San Diego* CA. Pp 2*886- 
3* 085. 

* Atomic Safety and Licensing Board Panel. 81/07/02. 199pp, 

09010: 018. 


8107160052 Transcript of 810708 OL hearing in San Diego* CA. Pp 3*086- 
3*341. 

# Atomic Safety end Licensing Board Panel. 81/07/08. 255pp. 

09044: 012. 
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8107160050 Transcript of 810709 OL hearing in San Diego, CA. Pp 3,342- 

*’ Atomic Safety and Licensing Board Panel. 81/07/09. 144pp. 

09044: 267. 


8107160047 Transcript of 810710 OL hearing in San Diego, CA. Pp 3,487- 
3, 663. 

# Atomic Safety and Licensing Board Panel. 81/07/10. 176pp. 

09041: 145. 


8107220057 Transcript of 810711 OL hearing in San Clemente,CA. 

Pp 3, 664-3, 903. 

# Atomic Safety and Licensing Board Panel. 81/07/11. 239pp. 

09111: OOl. 


8107220051 Transcript of 810713 OL hearing in San Diego, CA. Pp 3,904- 
4, 150. 

# Atomic Safety and Licensing Board Panel. 81/07/13. 246pp. 

09112: 121. 


8107220052 Transcript of 810714 OL hearing in San Diego, CA. 

Pp 4,151-4,388. 

# Atomic Safety and Licensing Board Panel. 81/07/14. 237pp. 

09111:243. 


8107220056 Transcript of 810715 OL hearing in San Diego, CA. 

Pp 4,389-4,611. 

* Atomic Safety and Licensing Board Panel. 81/07/15. 222pp. 

09114: 233. 


8107220042 Transcript of 810716 OL hearing in Ban Diego, CA. Pp 4,612- 
4* 8199. 

# Atomic Safety and Licensing Board Panel. 81/07/16. 247pp. 

09115:239. 


8107220040 Transcript of 810717 OL hearing in San Diego, CA. Pp 4.860- 
4,968.0 Toto testimony end. 

* Atomic Safety and Licensing Board Panel. 81/07/17. 102pp. 

09114:001. 


V. Operator Examinations 


8107130280 Forwards info in response to Till Action Plan Item X. A. 1. 3 re 
implementation schedule for licensed operators it shift 
technical advi sors. Three oversize drawings enc 1. Aperture 
cards will be in PDR. 

BASKIN, K. P. Southern California Edison Co. 81/07/01. 58pp. 

08999: 007. 


DOCKET 50-362 SAN ONOFRE NUCLEAR STATION, UNIT 3 


A. Application/construction stage documents it correspondence 


8107140270 Board notification: end util 810603 ltr forwards rept 
addressing geology of area offshore of facilities, per B10622 
seismic hearings. 

EI8ENHUT, D. 0. Division of Licensing. 81/06/18. 4pp. 09030:192. 


8107310053 Generic Ltr 81-23A to all licensees & CP holders, advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation, per Generic Ltr 81-23, are unnecessary. 

EX8ENHUT, D. G. Division of Licensing. 81/07/06., 6pp. 09222:213. 


8107090207 Forwards "Evaluation of Heavy Load Handling Operations," 
in response to NRC 801222 request re compliance 
w/NUREG-06 12. 

BASKIN, K. P. Southern California Edison Co. Bl/07/07. Ip. 

0B983: 330. 


—8107090209 "Evaluation of Heavy Load Handling Operations. " 
e TERA Corp. B-Bl-163. 81/06/10. 47pp. 08983:331. 


8107230235 Addl response to FOXA request for documents listed in App A 
to 810603 ltr re facility. Forwards 1973 rept on neutron 
activation products being emitted from facility. Addl 
documents are available in PDR. 

FELTDN, J. 11. Division of Rules and Records. 81/07/07. Ip. 

09134: 343. 


8107310603 Approves 810329 Sc 0608 requests for withholding 
CEN-165(8)-P Sc CEN~160-<S)— P from public disclosure (ref 
10CFR2.790). 

TEDESCO, R. L. Assistant Director for Licensing. 81/07/07. 2pp. 
09223: 048. 


8107210251 Advises that util will provide addl funds to EPRI safety «< 
relief valve test program to address failure of Dresser 
31709 NA valves to meet screening criteria for compliance 
w/NUREG-0737, Item II. D. 1. 

BASKIN, K. P. Southern California Edison Co. 81/07/10. Ip. 

09101: 298. 


8107290034 Forwards Cultural Sys Research, Inc 810615 ltr re scope of 
svcs for data recovery program of cultural resources 
determined to be Natl Register eligible within proposed 
facility 230 kV transmission line rights-of-way. 

BASKIN, K. P. Southern California Edison Co. 81/07/22. 8pp. 

09184: 265. 


8107290202 Forwards revised App A Tech Specs. Tech Specs will be 
incorporated into Amend 26 to FSAR. 

BASKIN, K. P. Southern California Edison Co. 81/07/24. Ip. 
09186: 300. 


—8107290204 Revised App A Tech Specs for facility. 

* Southern California Edison Co. 81/07/07. 400pp. 09186:301. 


8107290175 Forwards performance evaluation of SALP Cycle 2 for 
Jul 1980- June 19B1. 

MIRAGLIA, F. J. Licensing Branch 3. 81/07/27. 5pp. 09190:351. 


8107300185 Forwards seismic scram conceptual design & implementation 
schedule. Seismic scram sys consistent w/recommendati ons 
made in ACRS 810317 rept. 

BASKIN, K. P. Southern California Edison Co. 81/07/28. 5pp. 

09196: 054. 


D. NRC Draft/Final Environmental Statements, suppls it correspondence 


8107310114 Forwards errata to NUREG-0490, f ac i 1 i t y FES. 

MIRAGLIA, F. J. Licensing Branch 3. 81/06/05. Ip. 09222:238. 


— 8107310118 FINAL ENVIRONMENTAL STATEMENT RELATED TO THE OPERATION OF 
SAN ONOFRE NUCLEAR GENERATING STATION, UNITS 2 AND 3. 

Docket Nos. 50-361 and 50-362. (Southern California Edison 
Company and San Diego Gas & Electric Company) 

* Office of Nuclear Reactor Regulation, Director. NUREG-0490 EFR. 
81/06/05. 13pp. Available at NTIS. *8.00. 09222:240. 


E. NRC Safety Evaluation Report (SER), suppls & correspondence 


8107140002 Forwards info re SER open items, status of items it submittal 
dates for necessary info. List of status & schedule for 
submittal of confirmatory items discussed in SER Section 1.8 
& suppls requested. Equipment evaluation rept end. 

TEDESCO, R. L. Assistant Director for Licensing. 81/07/07. 42pp. 

09030:301. 


F. Security, medical, emergency it fire protection plans 


8107090549 Board notification forwarding NRC 810513 ltr addressing NRC 
criteria for consideration of earthquakes in emergency 
p lann ing. I nf o relates to legal issue which Board has stated 
should be resolved before hearing. 

EISENHUT, D. G. Division of Licensing. 81/06/11. Ip. 08996:024. 


— 8107090552 Advises that effects of earthquakes should be part of 
emergency plan. Ability to transport necessary personnel to 
plant to cope w/degraded modes of plant oparation should be 
considered. 

TEDESCO. R. L. Assistant Director for Licensing. Si/05/13. 7pp. 
08996:025. 


8107100320 Forwards Page 2-11 to NUREG, changing implementing schedule 
for submission it evaluation of upgraded emergency plans per 
Generic Ltr 81-23. 

EISENHUT, D. G. Division of Licensing. 81/06/13. 4pp. 08996:358. 


8106230407 Summarizes capability to mitigate station blackout event it 
implement emergency procedures/training programs. Revised 
emergency operating instructions re loss of offsite 
electrical power provided. Review to be completed by 810901. 

BASKIN, K. P. Southern California Edison Co. 01/06/17. 3pp. 

08828: 037. 


8107010296 Releases public version of revised emergency plan for 
facility. 

FELTON, J. M. Division of Rules and Records. 81/06/19. Ip. 
07806: 001. 
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8107010297 Forwards public version of revised emergency plan* in 
response to NRC 801107 Itr. Revi sions reflect util evaluation 
of earthquake effects* in response to NRC 801217 & 810518 
requests. 

BASKIN, K. P. Southern California Edison Co. 81/06/01. 2pp. 
07806: 00 1 . 


•8107010298 Public version of revised emergency plan. 

* Southern California Edison Co. 81/04/30. 300pp. 07806:001. 


8107060228 Requests that comments re facility basic capability to 
respond to emergency, be considered as preliminary rebuttal, 
in response to FEMA 810603 Itr to NRC. 

CLARK, R. B. Orange County* CA. 81/06/19. 4pp. 08890:169. 


8107290002 Generic Ltr 81-27: requests that all emergency plans & 
implementing procedures be submitted ui/pages marked to 
reflect privacy & proprietary matl. Info to be deleted from 
previous documents should be requested by 810731, 

EISENHUT* D. G. Division of Licensing. 81/07/09. 5pp. 09189:059. 


8107090113 Requests to make limited appearance statement at 810615 
seismic hearing. 

KYLE* M. Affiliation Unknown. 81/05/27. Ip. 08981:046. 

8107090116 Requests to make limited appearance statement at 810615 
seismic hearing. 

8HELT2* S. M. Affiliation Unknown. 81/05/27. Ip. 08981:049. 

8107090069 Requests to make limited appearance statement at 810615 
licensing proceedings. 

HYMAN, M Affiliation Unknown. 81/05/28. Ip. 08981:163. 

8107140373 Requests to make limited appearance statement at 810711 
OL hearing s. 

KONKOL* B. Affiliation Unknown. 81/06/10. ip. 09013:360. 

8107140665 Requests to make limited appearance statement at 810711 
OL haaring. 

READY, N. Affiliation Unknown. 81/06/10. Ip. 09018:219. 


8107170317 Forwards Amend 7 to fire hazards analysis. Affidavit 
attesting to completion of amend distribution will be 
provided within iO days of amend docketing. 

DIETCH, R. Southern California Edison Co. Bl/07/13. Ip. 09051:033. 


— 8107170286 Amend 7 to fire hazards analysis. 

* Southern California Edison Co. 81/07/31. 24pp. 09106:094. 


8107140671 Requests to make limited appearance statement at 810711 
OL hearing. 

LEWIS, E. G. Affiliation Unknown. 81/06/10. Ip. 09018:217. 


8107140703 Requests to make limited appearance statement at 810711 
OL hearing. 

IN0ALL8, P. Affiliation Unknown. 81/06/10. Ip. 09017:224. 


8107300140 Responds to 810618 request to identify deficiencies in state 
& local emergency p Ians. Another complete joint exercise will 
not be necessary. 

JASKE, R. T. Federal Emergency Management Agency. 81/07/14. ip. 
09195:027. " 


8107210387 Forwards affidavit verifying that direct distribution of 
Amend 25 to FSAR Sc Amend 7 to Fire Hazards Analysis 
completed* per revised end svc list. 

MOODY, W.C. Southern California Edison Co. 81/07/15. 3pp. 
09104:053. 


8107310222 Forwards emergency planning info for placement in LPDR. W/o 
8107010298. 

SOUDER.J. L. Division of Rules and Records. 81/07/21. Ip. 

09222: 310. 


G. Adjudicatory correspondence 


8107020276 Supplemental response to Friends of the Earth motion to 
compel answers to fifth set of interrogatories. Replies to 
Interrogatory 24 re Crlstianitos zone of deformation. W/proof 
of svc. Related correspondence. 

MENDEZ* U, A. Southern California Edison Co. MENDEZ* J. A. San Diago 
Gas & Electric Co. MENDEZ* J. A. Orrick, Herrington & Sutcliffe. 
81/05/01. 7pp. 08921:166. 


8107020457 Amend to DR Pigott.SB Casey it UA Mendez notices of 
appearance, providing change of address. Certificate of Svc 
end. 

MENDEZ. J. A. Southern California Edison Co. MENDEZ, J. A. 8an Diego 
Gas & Electric Co. MENDEZ* J. A. Orrick* Herrington it Sutcliffe, 
81/05/01. 5pp. 08934:233. 


8107020507 Revised contentions submitted by intervener Friends of the 
Earth, et al,per 810429 prehearing conference. 

WHARTON, R. j. Southern California Edison Co. WHARTON* R. J. Wharton* 
R. J. 81/05/05. 6pp. 08935: 025. 


8107090119 Requests to make limited appearance statement at 810615 
seismic hearing. 

MANNING* M. Affiliation Unknown. 81/05/19. Ip, 08981:051, 


8107090117 Requests to make limited appearance statement at 810615 
seismic hearing. 

PAU8EWANG* J. Affiliation Unknown. 81/05/21. ip. 08981:050. 


8107090071 Requests to make limited appearance statement at 810615 
licensing hearings. 

POWELL* H, C. Affiliation Unknown. 81/05/27. Ip. 08981:164. 


8107090073 Requests to make limited appearance statement at 810615 
seismic hearings. 

DAVIS* L. Affiliation Unknown. 81/05/27. ip. 08981:165, 


8107090076 Requests to make limited appearance statement at 810615 
seismic hearings. 

ROUTES, F.L. Affiliation Unknown. 81/05/27, lp. 08981:166. 


8107140706 Requests to make limited appearance statement at 810711 
OL hearing . 

PELANiM. Affiliation Unknown. 81/06/10. lp. 09017:225. 


8107140712 Requests to make limited appearance statement at 810711 
OL hearing. 

HYATT* T. Affiliation Unknown. 81/06/10. lp. 09017:219. 

8107010377 Requests to make limited appearance statement at 810615 
seismic hearing. 

CRAhN* R. Affiliation Unknown. 81/06/19. lp. 08911:352. 


8107010372 Memorandum objecting to GUARD it Friends of the Earth 810619 
memoranda in opposition to 810609 motion for consolidation 
of inttrvanors. Consolidation shows no prejudice against 
intervtnors. Certificate of Svc end. 

PIOOTT.D. R. Southern Californie Edison Co. PIOOTT,D.R. San Diego 
Gas Si Electric Co. PIOOTT, D. R. Orrick. Herrington St Sutcliffe. 
81/06/22. 7pp. 08911:345. 


8107010398 Responss in opposition to any exercise of A8LB sua sponte 
... d.wtnority which would go beyond governing Commission 
regulations St require specific consideration of earthquake 
consequences. Certificate of Svc end. 

PIOOTT.D, R. Southern California Edison Co. PIGOTT*D.R. San Diego 
Oas St Electric Co. PIOQTT, D. R. Orrick, Herrington St Sutcliffe. 
81/06/22. 20pp. 08914:313. 


8107010411 Memorandum of law on appropriate means for determining size 
of plume exposure St ingestion pathway emergency planning 
zonas for Units 2 St 3. No site-specific studies required. 

Certificate of Svc end. 

PlGOTT.D. R. Southern California Edison Co. PIOOTT.D.R. San Diago 
Oas St Electric Co. PIQOTT.D.R. Orrick* Herrington It Sutcliffe. 
81/06/22. 22pp. 06914:336. 


8107060376 Requests to make limited appearance statement at 810711 
licensing hearings in San Clemente* CA. 

WILSON* G. P. Affiliation Unknown. 81/06/22. lp. 08898:323. 


8107060391 Requests to make limited appearance statement at 810711 
licensing hearings in San Clements* CA. 

BERMAN, 0. A. Affiliation Unknown. 81/06/22. ip. 08898:356. 


8107060394 Requests to make limited appearance statement at 810622 
licensing hearings in San Diego* CA. 

LEWIS* D.L. Affiliation Unknown. 81/06/22. ip. 08898:357. 


8107060305 Requests to maks limited appearanct statement at 810711 
licensing hearing. 

CHAFFEE, E. W. Affiliation Unknown. 81/06/23. lp. 08892:169. 


8107020463 Comments re issue of size of emergency planning zones* per 
ASLB 810508 memorandum St order. Exhibits* portions of 
transcript Si Certificats of 8vc end. 

MCCLUNO* C. E. GUARD. MCCLUNG*C.E. Flemming* Anderson* MeClung * 
Finch. 81/06/24. 17pp. 08934:270. 
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8107140591 Requests to make limited appearance statement at 810711 
OL hearings. 

BUELL. L. R. Affiliation Unknown. 81/06/24. ip. 09015:229. 


8107010365 Requests to make limited appearance statement at 810615 
seismic hearing. 

* Affiliation Unknown. 81/06/23. Ip. 08911:339. 


8107010371 Requests to make limited appearance statement at 810622 
seismic hearing. 

SMITH. L. W. Affiliation Unknown. 81/06/25. Ip. 08911:344. 


8107010382 Requests to make limited appearance statement at 810615 
seismic hearing. 

NICQLLS, P. Affiliation Unknown. 81/06/25. Ip. 08911:358. 


8107010386 Requests to make limited appearance statement at 810622 
seismic hearing. 

ROBERTS, R. K. Affiliation Unknown. 81/06/25. ip. 08911:339. 


8107020487 Certifies svc of applicant trial memorandum re seismology it 
geology on 810625 to listed persons. Related correspondence. 

ANDERSON, K. San Francisco, City of, CA. 81/06/25. 4pp. 08935:038. 


8107060303 Requests to make limited appearance statement at 810711 
licensing hearing. 

YOUNG, E. Affiliation Unknown. 81/06/25. Ip. 08892:163. 


8107060308 Requests to make limited appearance statement at B10711 
licensing hearing. 

BRYANT, S. M. Affiliation Unknown. 81/06/26. Ip. 08892:174. 


8107060384 Requests to make limited appearance statement at B10711 
licensing hearings in San Clemente. CA. 

MANTHEL. P. F. Affiliation Unknown. 81/06/26. Ip. 08898:330. 


8107080211 Memorandum supporting commencement of emergency planning 
hearings shortly after conclusion of seismic hearings. No 
advantage & potentially great prejudice is presented by 
further dividing emergency planning hearings. M/exhiblts. 

PIOOTT. D., R. Southern California Edison Co. PIOOTT.D.R. San Diego 
Oas it Electric Co. PIOOTT.D.R. Orrick. Herrington it Sutcliffe. 
81/06/29. 20pp. 08962:022. 


— 8107080213 Affidavit in support of commencement of hearings on 
emergency planning contentions shortly after conclusion 
of seismic hearings. Proof of svc encl. 

DIETCH, R. Southern California Edison Co. 81/06/29. 14pp. 

08962: 053. 


B1 07060362 Requests to make limited appearance statement at 810622 
licensing hearings in San Diego, CA. 

JORDAN, J. F. Affiliation Unknown. 81/06/30. Ip. 08898:298. 


8107060367 Requests to make limited appearance statement at 810711 
licensing hearings in San Clemente, CA. 

BLOQMBAUM, D. Affiliation Unknown. 81/06/30. Ip. 08898:303. 


8107090146 Comments re application for It issuance of low power license. 
Applicants should either await more favorable finding by 
FEMA on state of preparedness or meet burdens imposed by 
10CFR30. 47. Certificate of Svc encl. 

GALLAQHER, P. M. GUARD. GALLAGHER, P. M. Gallagher, P. M. 81/06/30. 
8pp. 08981:061. 


8107130128 Requests to make limited appearance statement at 810711 
OL hearings. 

PATTEN, M. Affiliation Unknown. 81/06/30. Ip, 08999:226. 


8107130133 Requests to make limited appearance statement at 810711 
OL hearings. 

PATTEN, D. Affiliation Unknown. 81/06/30. Ip. 08999:223. 


8107130133 Requests to make limited appearance statement at 810711 
OL hearings. 

PUMPHREY* K. A. Affiliation Unknown. 81/06/30. Ip. 08999:224. 


8107130138 Requests to make limited appearance statement at 810711 
OL hearings. 

L 'ESPERANCE, M, Affiliation Unknown. 81/06/30. Ip. 08999:223. 


8107130142 Requests to make limited appearance statement at 810711 
OL hearings. 

RUBIN, J. Affiliation Unknown. 81/06/30. Ip. 08999:206. 


8107130148 Requests to make limited appearance statement at 810711 
OL hearings. 

WHITE, R. Affiliation Unknown. 81/06/30. ip. 08999:204. 


8107130193 Requests to make limited appearance statement at 810711 OL 
hearings. 

JOHhGON, C. Affiliation Unknown. 81/06/30. Ip. 08999:243. 


8107130200 Requests to make limited appearance statement at 810711 
OL hearings. 

HARRISON, T. Affiliation Unknown. 81/06/30. Ip. 08999:265. 


8107130202 Requests to make limited appearance statement at 810711 
OL hearings. 

KLAMER, J. Affiliation Unknown. 81/06/30. Ip. 08999:266. 


8107130206 Requests to make limited appearance statement at 810711 OL 
hearing. 

ROVXN, R. Affiliation Unknown. 81/06/30. Ip. 0B999: 282. 


8107140345 Requests to make limited appearance statement at 810711 
OL hearings. 

HEST, K. Affiliation Unknown. 81/06/30. Ip. 09012:026. 


8107140339 Requests to make limited appearance statement at 810711 
OL hearings. 

GIVENS, A. Affiliation Unknown. 81/06/30. Ip. 09013:358. 


8107140379 Requests to make limited appearance statement at 810711 
OL hearings. 

MADIGAN, J. M. Affiliation Unknown. 81/06/30. Ip. 09013:361. 


8107140392 Requests to make limited appearance statement at 810711 
OL hearings. 

KEGEL, K. Affiliation Unknown. 81/06/30. Ip. 09023:301. 


8107140404 Requests to make limited appearance statement at 810711 
OL hearings. 

SNAKEY.S. Affiliation Unknown. 81/06/30. Ip. 09013:314. 


8107140412 Requests to make limited appearance statement at 810711 
OL hearings. 

CARRION, W. A. Affiliation Unknown. 81/06/30. Ip. 09013:324. 


8107140429 Requests to make limited appearance statement at 810711 
OL hearings. 

PRINGLE, B. Affiliation Unknown. 81/06/30. Ip.. 09013:339. 


8107140433 Requests to make limited appearance statement at 810711 
OL hearing s. 

KELLY, D. Affiliation Unknown. 81/06/30. Ip. 09013:346. 


8107140438 Requests to make limited appearance statement at 810711 
OL hearings. 

LINDQUIST, L. Affiliation Unknown. 81/06/30. Ip. 09022:278. 


8107140465 Requests to make limited appearance statement at 810711 
OL hearings. 

HUME, M. Affiliation Unknown. 81/06/30. Ip. 09022:296. 


8107140472 Requests to make limited appearance statement at 810711 
OL hearings. 

CLACK, M. E. Affiliation Unknown. 81/06/30. Ip. 09022:293. 


8107140478 Requests to make limited appearance statement at 810711 
OL hearings. 

MARCUS, L. Affiliation Unknown. 81/06/30. Ip. 09022:323. 


8107140485 Requests to make limited appearance statement at 810711 
OL hearings. 

HODGSON, K. Affiliation Unknown. 81/06/30. Ip. 09013:039. 


8107140492 Requests to make limited appearance statement at 810711 
OL hearings. 

L1BERTELLI , M. Affiliation Unknown. 81/06/30. Ip. 09022:310. 


8107140316 Requests to make limited appearance statement at 810711 
OL hearings. 

VIOLETTE, M. Affiliation Unknown. Bl/06/30. Ip. 09013:030. 


8107140332 Requests to make limited appearance statement at 810711 
OL hearings. 

KONKOL, J. Affiliation Unknown. 81/06/30. Ip. 09013:100. 
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81071^0547 Requests to make limited appearance statement at 810711 
OL hearings. 

AGUILAR. L. Affiliation Unknown. 81/06/30. Ip. 09015:104. 

8107i4056l Requests to make limited appearance statement at 810711 
OL hearings. 

KENT, L. L. Affiliation Unknown. 81/06/30. Ip. 09023:362. 

8107140594 Requests to make limited appearance statement at 810711 
□L hearings. 

MUZZY, R. Affiliation Unknown. 81/06/30. Ip. 09024:027. 


8107140597 Requests to make limited appearance statement at 810711 
OL hearings. 

* Affiliation Unknown. 81/06/30. Ip. 09015:176. 


8107140600 Requests to make limited appearance statement at 810711 
OL hearings. 

VILCHES.L. C. Affiliation Unknown. 81/06/30. ip. 09015:182. 


8107 1 40608 Requests to make limited appearance statement at 810711 
OL hearings. 

MCALEXANDER, V. Affiliation Unknown. 81706/30. Ip. 09015:226. 


8107140609 Requests to make limited appearance statement at 810711 
OL hearing. 

JOHNSON, J. Affiliation Unknown. 81/06/30. ip. 09015:227. 


8107140625 Requests to make limited appearance statement at 810711 
OL hearing. 

WATERSTON. B. Affiliation Unknown. 81/06/30. Ip. 09015:036. 


8107140626 Requests to make limited appearance statement at 810711 
OL hearing. 

REIFER.J. Affiliation Unknown. 81/06/30. Ip. 09015:038. 


8107140630 Requests to make limited appearance statement at 810711 
OL hearing. 

ELLIOT, S. Affiliation Unknown. 81/06/30. Ip. 09024:018. 


8107140632 Requests to make limited appearance statement at 810711 
OL hearing. 

CLARY— JONES, K. Affiliation Unknown. 81/06/30. Ip. 09015:084. 


8107140638 Requests to make limited appearance statement at 810711 
OL hearing. 

KARR, C. Affiliation Unknown. 81/06/30. Ip. 09015:241. 


8107140641 Requests to make limited appearance statement at 810711 
OL hearing. 

HAMILTON, A. K. Affiliation Unknown. 81/06/30. Ip. 09008:200. 


8107140645 Requests to make limited appearance statement at 810711 
OL hearing. 

KLAMER, J, M. Affiliation Unknown. Bl/06/30. Ip. 09015:270. 


8107140652 Requests to make limited appearance statement at 810711 
OL hearing. 

WENTSEL, P. J. Affiliation Unknown. 81/06/30. Ip. 09015:281. 


8107140656 Requests to make limited appearance statement at 810711 
OL hearing. 

HODQXN, A. C. Affiliation Unknown. 81/06/30. Ip. 09015:294. 


8107140658 Requests to make limited appearance statement at 810711 
OL hearing. 

PETRQFF, B. Affiliation Unknown. 81/06/30. Ip. 09018:204. 


8107140721 Requests to make limited appearance statement at 810711 
OL hearing. 

VILCHES.J, Affiliation Unknown. 81/06/30. Ip. 09017:193. 


8107140724 Requests to make limited appearance statement at 810711 
OL hearing. 

PIPER, T. Affiliation Unknown. 81/06/30. Ip. 09017:189. 


8107140728 Requests to make limited appearance statement at 810711 
QL hearing. 

WA8HATKA* E. Affiliation Unknown. 81/06/30. Ip. 09017:184. 


8107150039 Requests to make limited appearance statement at 810711 
OL hearings. 

8LUX8, M, Affiliation Unknown. 81/06/30. Ip. 09025:321. 


8107090064 Requests to make limited appearance statement at 810711 
licensing hearing. 

LEE, C. Affiliation Unknown. 81/07/01. Ip. 08981:161. 


8107090066 Requests to make limited appearance statement at 810711 
licensing hearing. 

MADE, R. M. Affiliation Unknown. 81/07/01. Ip. 08981:162. 


8107140353 Requests to make limited appearance statement at 810711 
OL hearings. 

DEVfRENNES.M. Affiliation Unknown. 6i/07/01. Ip. 09012:027. 


8107130123 Requests to make limited- appearance statement at 810711 
OL hearing. 

KOFFMAN, E. Affiliation Unknown. 81/07/02. Ip. 08999:231. 


8107140320 Requests to make limited appearance statement at 810711 
OL hearings. 

C0R9ER, 8. Affiliation Unknown. 81/07/02. Ip. 09022:210. 


8107140491 Requests to make limited appearance statement at 810711 
OL hearing. 

CORhELL, C. L. Affiliation Unknown. 81/07/03. Ip. 09022:317. 


8107140573 Requests to make limited appearance statement at 810711 
OL hearings. 

R INKER, R. G. Affiliation Unknown. 81/07/04. Ip. 09015:079. 


8107100189 Forwards proposed stipulation & order specifying GUARD 
Contentions 1 & 2 as issues in controversy for purpose of 
ASLB hear ing. Appl icants prefer it request adoption of 
stipulation agreeable to NRC due to greater specificity. 

CASEY, S. B. Orrick, Herrington it Sutcliffe. CASEY.S.B. Southern 
California Edison Co. CASEY.S.B. San Diego Gas & Electric Co. 
81/07/05. 7pp. 08992:011. 


8107100206 Response in opposition to Friends of the Earth, et al 810622 
proposed contention re emergency planning. Contention fails 
to meet stds for amend of contentions per 10CFR2. 714(a ) (3). 

Proposes end alternative contentions. 

CASEY.S.B. Southern California Edison Co. CASEY.S.B. San Diego Gas 
it Electric Co. CASEY.S.B. Orrick, Herrington & Sutcliffe. 

81/07/05. 15pp. 08992:090. 


— 8107100210 Proposed contention re emergency planning based on FEMA 
810603 interim findings it determinations. OL should be denied 
because offsite capability for implementation of response 
plans is inadequate. U/Certif icate of Svc‘. 

WHARTON, R. J. Friends of the Earth. 81/06/22. 9pp. 08992:105. 


8107150041 Requests . to make. limited appearance statement at 810711 
seismic hearings. 

HENRY, E. Affiliation Unknown. 81/07/06. Ip. 09025:319. 


8107090291 Answer that petitioners do not object to NRC 810629 motion 
for leave to defer response to 810622 petition until 810731. 
Certificate of Svc end. 

REYNOLDS, N. 8. Commonwealth Edison Co. 81/07/07. 3pp. 08984:117. 


8107160093 Requests to make limited appearance statement at 810711 
licensing hearings. 

STRONG, E. Affiliation Unknown. 81/07/07. Ip. 09041:331. 


8107130145 Requests to make limited appearance statement at 810711 
OL hearings. 

LESH.L. Affiliation Unknown. 81/07/08. Ip. 08999:205. 


8107130152 Requests to make limited appearance statement at 810711 
OL hearings. 

PEREZ, J. Affiliation Unknown. 81/07/08. Ip. 08998:172. 


8107130158 Requests to make limited appearance statement at 810711 
OL hearings. 

OOQDBRAND, S. Affiliation Unknown. 81/07/08. Ip. 08998:167. 


8107130162 Requests to make limited appearance statement at 810711 
OL hearings. 

MES9MAN, R. Affiliation Unknown. 81/07/08. Ip. 08998:166. 


8107130166 Requests to make limited appearance statement at 810711 
OL hearings. 

HENICOEN, D. Affiliation Unknown. 81/07/08. Ip. 08998:165. 


8107130168 Requests to make limited appearance statement at 810711 
OL hearings. 

FANIA, M. Affiliation Unknown. 81/07/08. Ip. 08998:162. 
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8107130171 Requests to make limited appearance statement at 810711 
QL hearings. 

CROWLEY# B. Affiliation Unknown. 81/07/08. Ip. 08998:153. 


8107130175 Requests to make limited appearance statement at 810711 
OL hearings. 

NICHOLS# D. Affiliation Unknown. 81/07/08. Ip. 08999:202. 


8107130180 Requests to make limited appearance statement at 810711 
OL hearings. 

CONjJ. M. Affiliation Unknown. 81/07/08. Ip. 08999:197. 


8107130184 Requests to make limited appearance statement at 810711 
OL hearings. 

SEPULVEDA# V. Affiliation Unknown. 81/07/08. Ip. 08999:196. 


8107130188 Requests to make limited appearance statement at 810711 
OL hearings. 

COUCH# D. A. Affiliation Unknown. 81/07/08. Ip. 08999:195. 


8107130191 Requests to make limited appearance statement at 810711 
OL hearings. 

KYLE# W. Affiliation Unknown. 81/07/08. Ip. 08999:244. 


8107130194 Requests to make limited appearance statement at 810711 
OL hearings. 

LOPEZ#©. Affiliation Unknown. 81/07/08. Ip. 08999:242. 


8107130196 Requests to make limited appearance statement at 810711 
OL hearings. 

DUNNE# D. Affiliation Unknown. 81/07/08. Ip. 08999:258. 


8107130198 Requests to make limited appearance statement at 810711 
OL hearings. 

SINGER,©. Affiliation Unknown. 81/07/08. Ip. 08999:263. 


81071X199 Requests to make limited appearance statement at 810711 
OL hearings. 

HARRISON# J. Affiliation Unknown. 81/07/08. Ip. 08999:264. 


81071X342 Requests to make limited appearance statement at 810711 
QL hearings. 

MURRAY# S. Affiliation Unknown. 81/07/08. Ip. 08998:152. 


8107140333 Requests to make limited appearance statement at 810711 
□L hearings. 

PIPER, B. Affiliation Unknown. 81/07/08. Ip. 09012:025. 


8107140395 Requests to make limited appearance statement at B10711 
OL hearings. 

SNAREY# S. Affiliation Unknown. 81/07/08. ip. 09013:201. 


8107140421 Requests to make limited appearance statement at 810711 
OL hearings. 

BONHALL# S. Affiliation Unknown. 81/07/08. Ip. 09013:331. 


8107140443 Requests to make limited appearance statement at 810711 
OL hearings. 

BLOOM# R. Affiliation Unknown. 81/07/08. Ip. 09013:231. 


8107140451 Requests to make limited appearance statement at 810711 
OL hearings. 

NADEL# J. Affiliation Unknown. 81/07/08, lp. 09014:002. 


8107140454 Requests to make limited appearance statement at 810711 
OL hearing. 

HANSEN# M. Affiliation Unknown. 81/07/08. lp. 09022:280. 


8107140457 Requests to make limited appearance statement at 810711 
OL hearing. 

ECHENIQUE# M. Affiliation Unknown. 81/07/08. lp. 09022:279. 


8107140461 Requests to make limited appearance statement at 810711 
OL hearing. 

CHAN08KX# J. Affiliation Unknown. 81/07/08. lp. 09022:298. 


8107140464 Requests to make limited appearance statement at 810711 
OL hearing. 

WATERBURY# B. D. Affiliation Unknown. 81/07/08. lp. 09022:297. 


8107140468 Requests to make limited appearance statement at 810711 
OL hearing. 

KELLY# h.P. Affiliation Unknown. 81/07/08. lp. 09022:295. 


8107140470 Requests to make limited appearance statement at 810711 
OL hearing. 

RUYrtEN# J. Affiliation Unknown. 81/07/08. lp. 09022:294. 


8107140474 Requests to make limited appearance statement at 810711 
OL hearing. 

PENNY, B. Y. Affiliation Unknown. 81/07/08. lp. 09022:285. 


8107140477 Requests to make limited appearance statement at 810711 
OL hearing. 

V ALLENS, R. Affiliation Unknown. 81/07/08. lp. 09022:326. 


8107140481 Requests to make limited appearance statement at 810711 
OL hearing. 

FERRIS, M. Affiliation Unknown. 81/07/08. lp. 09022:324. 


8107140484 Requests to make limited appearance statement at 810711 
OL hearing. 

HYATT# C. Affiliation Unknown. 81/07/08. lp. 09022:323. 


8107140489 Requests to make limited appearance statement at 810711 
□L hearing. 

FERRARO, D. C. Affiliation Unknown. 81/07/08. lp. 09022:316. 


8107140505 Requests to make limited appearance statement at 810711 
OL hearings. 

PETROFF. D. Affiliation Unknown. 81/07/08. lp. 09023:321. 


8107140526 Requests to make limited appearance statement at 810711 
OL hearing s. 

JONES, A. M. Affiliation Unknown. 81/07/08. lp. 09024:009. 


8107140539 Requests to make limited appearance statement at 810711 
OL hearings. 

SPIER, C. Affiliation Unknown. 81/07/08. lp. 09015:101. 


8107140555 Requests to make limited appearance statement at 810711 
OL hearings. 

NUCKOLLS# P . Affiliation Unknown. 81/07/08. lp. 09015:120. 


8107140565 Requests to make limited appearance statement at 810711 
OL hearings. 

CUELLAR, J. M. Affiliation Unknown. 81/07/08. IP. 09015:024. 


8107140579 Requests to make limited appearance statement at 810711 OL 
hearing. 

JONES, M. Affiliation Unknown. 81/07/08. Ip. 09023:348. 


8107140583 Requests to make, limited appearance statement at 810711 OL. 
hearing. 

BJORKLUND, E. Affiliation Unknown. 81/07/08. lp. 09023:343. 


8107140586 Requests to make limited appearance statement at 810711 OL 
hearing. 

STERLING, P. Affiliation Unknown. 81/07/08. ip. 09018:269. 


8107140588 Requests to make limited appearance statement at 810711 OL 
hearing. 

FLEISHMAN# K. Affiliation Unknown. 81/07/08. ip. 09018:270. 


8107140592 Requests to make limited appearance statement at 810711 OL 
hearing. 

MCCOY, W. 0. Affiliation Unknown. 81/07/08. ip. 09024:024, 


8107140602 Requests to make limited appearance statement at 810711 
OL hearings. 

WENTSET# R. Affiliation Unknown. 81/07/08. lp. 09015:184. 


8107140603 Requasts to make limited appearance statement at 810711 
OL hearing. 

DIXON, P. Affiliation Unknown. 81/07/08. lp. 09015:185. 


8107140606 Requests to make limited appearance statement at 810711 
OL hearings. 

WHITE# C. Affiliation Unknown. Bi/07/08. lp. 09015:220. 


8107140610 Requests to make limited appearance statement at 810711 
OL hearing. 

HILOIRS, M. Affiliation Unknown. 81/07/08. lp. 09015:228. 


8107140611 Requests to make limited appearance statement at B10711 
OL hearing. 

THOMASiM. S. Affiliation Unknown. 81/07/08. lp. 09023:309. 
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8107140613 Requests to make limited appearance statement at 810711 
OL hearing. 

MANN, J. Affiliation Unknown. 81/07/08. Ip. 09023:312. 


8107140614 Requests to make limited appearance statement at 810711 
OL hearing. 

LEWIS, J. Affiliation Unknown. 81/07/08. Ip. 09023:313. 


8107140615 Requests to make limited appearance statement at 810711 
OL hearing. 

LINDQUIST, J. M. Affiliation Unknown. 81/07/08. Ip. 09023:314. 


8107140616 Requests to make limited appearance statement at 810711 
OL hearing. 

BENYA, J. Affiliation Unknown. 81/07/08. Ip. 09023:315. 


8107140617 Requests to make limited appearance statement at 810711 
OL hearing. 

WORKMAN, A. Affiliation Unknown. 81/07/08. Ip. 09015:026. 


8107140618 Requests to make limited appearance statement at 810711 
OL hearing. 

WILLIAMS, K. Affiliation Unknown. 81/07/08. Ip. 09015:027. 


8107140619 Requests to make limited appearance statement at 810711 
OL hearing. 

VALLAVIK, E. Affiliation Unknown. 81/07/08. Ip. 09015:028. 


8107140620 Requests to make limited appearance statement at B10711 
OL hearing. 

EYERICK, E. Affiliation Unknown. S1/07/0B. Ip. 09015:029. 


81 hMHnI 2 ReqU ' St ‘ t0 mi " ,e limlUt a M<awc« statsm.nt at 810711 OL 
9ET2EL8.L. P. Affiliation Unknown. 81/07/08. Ip. 09018:271. 

“J™*” *PP..r.n C . statement at B10711 OL 

NOHMY, A. R. Affiliation Unknown. 81/07 /qq ip. 09018:272. 

R * qu#sts t0 mah,f limited appsarance statement at 810711 OL 

nwrinj, 

AHLE.8. Affiliation Unknown. 81/07/06. lp. 09008:182. 

81071,0374 Request* to meke limit., , tat ement at 810711 

OL. nearing s. 

RASMUSSEN, C. A. Affiliation Unknown. 81/07/09. ip. 09014:008. 

81 071403 7 6 Requests to make limited «pp* aranc# statement at 810711 
□L hearings. 

SOLOVUQVS, J. Affiliation Unknown. 81/07/09. Ip. 09014:004. 

8107140380 R .quest* to make Halt., .tat.ment at 810711 

□L hearing s, 

GOV IN, J. B. Affiliation Unknown. 8I/07/09. Ip. 09023:308. 

8107140383 Requests to make limited app, aranc# statement at 810711 
OL hearings. 

GIFFIN, K. Affiliation Unknown. 81 / 07 / 09 . lp. 09023:305. 

8107140384 Requests to make limited app aaTanc# *tatement at 810711 
OL hearings. 

RI87QW, L. Affiliation Unknown. 81 / 07 / 09 . lp. 09023:304. 
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8107140621 Requests to make limited appearance statement at 810711 
OL hearing. 

BRAIL, M. Affiliation Unknown. 81/07/08. Ip. 09015:030.. 


8107140622 Requests to make limited appearance statement at 810711 
OL hearing. 

KIDMORE, D. S. Affiliation Unknown. 81/07/08. lp. 09015:031. 


8107140624 Requests to make limited appearance statement at 810711 
OL hearing. 

BRODERICK, N. L. Affiliation Unknown. 81/07/08. lp. 09015:035. 

8107140629 Requests to make limited appearance statement at 810711 OL 
hearing. 

FREY. C. Affiliation Unknown. 81/07/0B. lp. 09024:017. 

8107140633 Requests to make limited appearance statement at 810711 OL 
hearing. 

BLACK, M. Affiliation Unknown. 81/07/08. lp. 09015:023. 

8107140637 Requests to make limited appearance statement at 810711 OL 
hearing. 

PIPER, C. A. Affiliation Unknown. 81/07/08. lp. 09015:242. 


8107140386 Requests to make limited app, aranc# .tatement at 810711 
OL hearing s. 

BLACKETER, B. Affiliation Unknown. 81/07/09. lp. 09023:303. 

8107140389 Requests to make limited app aarance »tatement at 810711 
OL hearings. 

LONQMIRE, P. Affiliation Unknown. 81/07/09. lp. 09023:302. 

8107140582 Requests to make limited app aaranca statement at 810711 
OL hearings. 

MCRELL.O. Affiliation Unknown. 81/07/09. lp. 09023:351. 

Siori^ose? Requests to make limited app taranc . statement at 810711 
OL hearings. 

BRAUN, D. Affiliation Unknown. 81/07/09. lp. 09015:295. 

8107160095 Requests to make , limited appearance statement at 810711 

licensing hearing*. - 

MORAN, 8. Affiliation Unknown. 81/07/09. lp. 09041:332. 

8107130156 Requests to make limited appearance statement at 810711 
OL hearings. 

SCHMIDT, L. Affiliation Unknown. 81/07/10. lp. 08998:168. 


8107140646 Requests to make limited appearance statement at 810711 OL 
hearing. 

QUIRK, M. Affiliation Unknown. 81/07/08. lp. 09015:272. 


8107140650 Requests to make limited appearance statement at 810711 OL 
hearing. 

PIPER, D. L. Affiliation Unknown. 81/07/08. lp. 09015:273. 


8107140653 Requests to make limited appearance statement at 810711 OL 
hearing. 

BOYLE, D. Affiliation Unknown. 81/07/08. lp. 09015:282. 


8107140655 Requests to make limited appearance statement at 810711 OL 
ft #41*1 tig* 

HENRY, K. Affiliation Unknown. 81/07/08. lp. 09015:293. 


8107140657 Requests to make limited appearance statement at 810711 OL 
nearing. 

LEWIS, W. Affiliation Unknown. 81/07/08. lp. 09018:203. 


8107140661 Requests to make limited 
hearing. 

QETZELS, h. 8. Affiliation Unknown. 


appaaranca statement at 810711 
81/07/08. lp. 09018:205. 


OL 


^hearing 6 to m * k# appearance statement at 010711 OL 

QELUEPI3, C. Affiliation Unknown. 81/07/08. lp. 09018:216. 


8107150286 Requests that NRC notify N Reynolds that 810622 petition 
for extension of deadline for compliance w/CLI-80-21 has 
been retitled. Svc should be made of all subsequent papers on 
parties to proceeding, including UCS. 

WEI9B, E, R. Harmon 8c Weiss. 81/07/10. 3pp 09025:156. 


8107140364 Requests to make limited appearance statement at 810711 
OL hearings. 

OOODBRAND, J. Affiliation Unknown. 81/07/13. lp. 09013:359. 

8107160098 Requests to make limited appearance statement at 810711 
licensing hearings. 

BEGLEY, R. Affiliation Unknown. 81/07/14. lp. 09041:143, 

8107160100 Requests to make limited appearance statement at 810711 
licensing hearings. 

HERBERT, J. Affiliation Unknown. 81/07/14. lp. 09041:144. 


8107160103 Requests to make limited appearance statement at 810711 
licensing hearings. 

COUCH, M. Affiliation Unknown. Bl/07/14. lp. 09041:141. 


8107160105 Requests to make limited appearanco statement at 810711 
licensing hearing*. 

CROWLEY, M. Affiliation Unknown. 81/07/14. lp. 09041:142. 


8107160107 Requests to make limited appearance statement at 810711 
licensing hearings. 

HATCH, K. 8, Affiliation Unknown. 81/07/14. lp- 09041:138. 
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8107160163 Forwards draft outlines for testimony re GUARD contentions* 
prepared in names of K Neuman & J Sears. Not all contentions 
are included in outline. Prof qualifications from FEMA 
witnesses needed. W/o encl. 

HOEFLING# R. K. Hearing Branch 4. 81/07/19. 2pp. 09049:343. 


8107170139 Memorandum in support of DOI 810701 motion to quash 
subpoenas to WB Joyner & DM Boore. Testimony would be unduly 
repetitious of other witnesses. 

PIGOTT, D. R. Southern California Edison Co. PIOOTT.D. R. San Diego 
Oas & Electric'Co. PIGOTT, D.R. Orrick# Herrington & Sutcliffe. 
81/07/19. 9pp. 09097:261. 


8107240233 Forwards ASLB 810717 partial initial decision authorizing 
low power testing. 

HOEFLXNQ, R. K. Hearing Branch 4. 81/07/22. Ip. 09140:281. 


— *8107240237 Partial initial decision authorizing low power testing. 
# Atomic Safety and Licensing Board Panel. 81/07/17. 68pp. 

09140: 282. 


8107240009 Order of presentation of NRC witnesses. Witnesses on 
Contention 1 will be made available at same time as 
witnesses on Contention 4. Certificate of Svc encl. 

CHANDLER. L. J. Hearing Branch 1. 81/07/23. 4pp. 09137:176. 


8107270067 Requests to make limited appearance statement at 810711 OL 
hearing. 

CUMMINGS. F. , CUMMINGS. K, . CUMMINGS. A. Affiliation Unknown. 

81/07/23. Ip. 09198: 181. 


H. General correspondence 


8107070186 Comments on proposed rule 10CFR2 re expediting facility 
licensing & issuing interim licenses prior to safety 
procedure completion. Opposes rule. 

EBERT, M. S. Affiliation Unknown. 81/04/27. Ip. 08960:343. 


8107070198 Comments on proposed rule 10CFR2 re expediting facility 
licensing & issuing interim licenses prior to safety 
procedure completion. Opposes rule. 

MACHADA, J. Affiliation Unknown. 81/09/04. Ip. 08960:344. 


8107070270 Forwards petition commenting on proposed rule 10CFR2 re 
interim licensing of nuclear reactors before safety 
procedure completion. Opposes rule. 

LIMBERG, R. D. San Clemente, CA. 81/09/11. 3pp. 0B963:341. 


8107100122 Supports licensing of facilities. 

FORD, D. C. Affiliation Unknown. 81/09/14. Ip. 08992:200. 


8107090203 Opposes licensing of facilities. 

LONGBROOK. B. Affiliation Unknown. 81/09/23. Ip. 08984:029. 


8107020290 Supports licensing of facilities. 

LYONB, J. 8. Affiliation Unknown. 81/06/08. Ip. 08936:324. 


8107070094 Responds to city council 810601 resolution supporting plant 
licensing. Licensing process is returning to predictability 
at considerably enhanced safety level. Hearing on facility 
scheduled to begin on 810622. Resolution encl. 

EX8ENHUT, D. G. Division of Licensing. 81/06/19. 6pp. 08960:236. 


8107200177 Responds to city council 810601 resolution supporting 
licensing of facilities. 8ince TMI-2 accident, significant 
NRC resources concentrated on identifying problems. Major 
improvements in licensing process underway. 

EX8ENHUT, D. 0. Division of Licensing. 81/06/19. 8pp. 09079:248. 


8107060429 Supports licensing of facilities. 

ELLIS, J., SCHMITZ, J., CRAVEN, W. California, State of. 81/06/17. 
Ip. 08920:067. 


8107060271 Opposes licensing of facilities. 

FOULER, J. Affiliation Unknown. 81/06/22. Ip. 08892:023. 


8107060432 Supports licensing of facilities. 

PENDLETON, C. Affiliation Unknown. 81/06/22. 3pp. 08920:071. 


8107060161 Responds to 810602 city council resolution supporting plant 
licensing. Cites diversion of NRC resources to TMI lessons 
learned identification. Actions will improve licensing 
schedules w/o compromising safety requirements. 

EI8ENHUT, D. 0. Division of Licensing. 81/06/23. 7pp. 08997:341. 


8107060282 Supports licensing of facilities. 

LANGE, D.F. Affiliation Unknown. 81/06/23. Ip. 


8107060381 Forwards 810623 ltr which was sent to Governor Brown of CA, 
state representatives & President Reagan in opposition to 
licensing of facilities. 

RUDOLPH, P. E. Affiliation Unknown. 81/06/23. Ip. 08898:324. 


*—■* 8 1 07060387 Opposes licensing of facilities. 

RlOQLPH# P. E. Affiliation Unknown. 81/06/23. Ip. 08898:325. 


8107060424 Supports licensing of facilities. 

COZENS, R. C. Affiliation Unknown. 81/06/23. 3pp. 0B920: 024. 


8107070108 Responds to 810408 city council resolution supporting plant 
licensing. Cites diversion of NRC resources to TMI lessons 
learned id entif ication. Actions will improve licensing 
schedule w/o compromising safety requirements. 

EISENHUT, D. G. Division of Licensing. 81/06/23. 7pp. 08963:304. 


8107070117 Responds to 810428 city council resolution supporting plant 
licensing. Cites diversion of NRC resources to TMI lessons 
learned id entif ication. Actions will improve licensing 
schedule w/o encl compromising safety requirements. 

EISENHUT, D. G. Division of Licensing. 81/06/23. 6pp. 08963:352. 


8107070151 Responds to 810609 chamber of commerce resolution supporting 
plant licensing. Cites diversion of NRC resources to TMI 
lessons learned identification. Actions will improve 
licensing schedule w/o compromising safety requirements. 

EISENHUT, D. 0. Division of Licensing. 81/06/23. 5pp. 08961:005. 


—8107070196 Forwards 810528 resolution supporting plant licensing. 

UfRNKE, J.E. Chamber of Commerce, Porterville# CA. 81/06/05. 2pp. 
08961:012. 


8107060419 Supports licensing of facilities. 

CARLSON# R. W. Affiliation Unknown. 81/06/24. 2pp. 08920:019. 


8107060427 Supports licensing of facilities. 

MURPHY, R. L. Affiliation Unknown. 81/06/24. 2pp. 08920:037. 


8107000179 Expresses concern re licensing of facilities. 

8ANDER8, M. Affiliation Unknown. 81/06/24. Ip. 08963:141. 


8107010340 Opposes licensing of facilities. 

RABSTEAU Affiliation Unknown. Sl/06/25. Ip. 08888:307. 


8107060281 Package of two ltrs supporting licensing of facilities. 
BUCK, F. A. # HEDBORG, C. E. Affiliation Unknown. 81/06/25. 2pp. 
08892: 050. 


8107210098 Advises that 810622 ltr is being forwarded to NRC 
headquarters to be included in appropriate docket file. 

HANCHETT, J. G. Public Affairs Office. 81/06/25. 2pp. 09104:087. 


8107270032 Supports licensing of facilities. 

FRANCIS, J. S. San Diego-Imperial Countias Labor Council. 81/06/25. 
Ip. 09159:333. 


8107060266 Package of two ltrs supporting licensing of facilities. 
8PELLMAN, D. J. , AGNEW, H. M. Affiliation Unknown. 81/06/26. 3pp. 
08891: 320. 


8107060275 Packaga of two ltrs opposing licansing of facilities. 
COOPER, R. Affilietlon Unknown. 81/06/26. 3pp. 08892:031. 


8107060414 Supports licensing of facilities. 

CONTRERAS, 0. R. Affiliation Unknown. 81/06/26. 2pp. 08920:001. 


8107060420 Supports licensing of facilities. 

8CHNAUBELT , F. San Diego. CA. 81/06/26. Ip. 08920:021. 


8107060316 Submits resolution supporting licensing of facilities, 
development of alternative forms of energy 6 commitment to 
energy conservation. 

GRACE, C. L. Affiliation Unknown. 81/06/29. Ip. 08692:229. 


8107080181 Packaga of two ltrs supporting licansing of facilities. 
MESERVE, E. A. , BROWN, J. S. Affiliation Unknown. 81/06/29. 2pp. 
08963: 149. 


8107090219 Supports licensing of facilities. 

MITCHELL. B. San Diego, CA. 81/06/29. Ip. 08983:280. 


08892: 052. 
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8107100031 Forwards info re nuclear power plant licensing. NRC has 
completed major part of license review & is taking every 
reasonable action to expedite licensing process. 

EISENHUT, D. G. Division of Licensing. 81/06/29. 2pp. 09001:219. 

8107100241 Responds to chamber of commerce 810618 resolution supporting 
plant licensing. Licensing process is returning to 
predictability at considerably enhanced safety level. Hearing 
on facility commenced on 810622. 

EISENHUT, D, G. Division of Licensing. 81/06/29. 3pp. 09001:054. 

8107100242 Responds to board of supervisors 810609 resolution 
supporting plant licensing. Licensing process is returning to 
predictability at considerably enhanced safety level. Hearing 
on facility commenced on 810622. 

EISENHUT* D. 0. Division of Licensing. 81/06/29. 5pp. 09001:058. 


8107100246 Responds to Chamber of Commerce it Industrial League Inc 
810521 resolution supporting plant 1 icensing. Licensing 
process is returning to predictability at considerably 
enhanced safety level. Hearing commenced on 810622. 

EISENHUT, D. 0. Division of Licensing. 81/06/29. 4pp. 09001:085. 


8107100251 Responds to chamber of commerce 810612 resolution supporting 
plant licensing. Licensing process is returning to 
predictability at considerably enhanced safety level. Hearing 
on facility commenced on 810622. 

EISENHUT. D. G. Division of Licensing. 81/06/29. 4pp. 09001:090. 


8107100292 Responds to city council 810602 resolution supporting plant 
1 icensing. Licensing process is returning to predictability 
at considerably enhanced safety level. Hearing on facility 
commenced on Q10622. 

EISENHUT, D. G. Division of Licensing. 81/06/29. 4pp. 09001:131. 


8107140106 Ack receipt of 810427 resolution supporting licensing of 
facilities it development of alternate energy forms. 

EISENHUT, D. G. Division of Licensing. Bl/06/29. 4pp. 09031:344. 


8107140123 Ack receipt of 810529 resolution supporting licensing of 
facilities. ACRS review of units completed 810312, FES 
issued Apr 1981 & hearing commenced on 810622. 

EISENHUT, D. G. Division of Licensing. 81/06/29. 5pp. 09031:158. 


8107140138 Ack receipt of 810609 resolution supporting licensing of 
facilities. ACRS review of plants completed 810312 & FES 
issued in Apr 1981. Hearing commenced 810622. 

EISENHUT. D. G. Division of Licensing. 81/06/29. 4pp. 09031:093. 


8107140794 Informs that hearing on facility commenced 810622, in 
response to 810529 resolution supporting facility licensing. 
EISENHUT, D. G. Division of Licensing. Bl/06/29. 3pp. 09032:107. 


8107150393 Responds to city council 810608 Resolution 3972 supporting 
plant licensing. Licensing process is returning to 
predictability at considerably enhanced safety level. Hearing 
on facility commenced on 810622. 

EISENHUT. D. G. Division of Licensing. 81/06/29. 2pp. 09033:014. 


8107150397 Responds to 810121 Resolution 81-01 supporting plant 
1 icensing. Licensing process is returning to predictability 
at considerably enhanced safety level. Hearing on facility 
commenced on 810622. 

EISENHUT, D. G. Division of Licensing. 81/06/29. 4pp. 09033:022. 


8107060270 Package of three ltrs opposing licensing of facilities. 
MOSS, R. L. , MARTIN, M. , STAGNITTO, L. Affiliation Unknown. 81/06/30. 
5pp. 08891:323. 


8107060329 Package of two ltrs supporting licensing of facilities. 
ROOT,M. Affiliation Unknown. 81/06/30. 2pp. 08894:332. 


8107090217 Supports licensing of facilities. 

INGERSOLL, A. C. California, Univ. of, Los Angeles. 81/07/01. 3pp. 
08983:281. 


Vrs opposing licensing of facilities. 
t Unknown. 81/07/02. 2pp. 08965:336. 


facilities. 

■t« « , Affiliation Unknown. 


33. Ip. 09017: 162. 


8107090206 Package of two ltrs supporting licensing of facilities. 
MCMURRAY, W. T. , EATON, N. W. Affiliation Unknown. 81/07/06. 2pp. 
08984:016. 


8107090470 Provides info re nuclear plant licensing process it status of 
facility licensing, in response to chamber of commerce 810615 
resolution. Resolution supporting facility licensing end. 

EISENHUT, D. G. Division of Licensing. 81/07/06. 6pp. 08985:153. 


8107090483 Provides info re nuclear plant licensing process it status of 
facility licensing, in response to chamber of commerce 
810507 resolution. Resolution supporting facility licensing 
end. 

EISENHUT, D. G. Division of Licensing. 81/07/06. 6pp. 08985:225. 


B107090487 Provides info re nuclear plant licensing process & status 
of facility licensing, in response to chamber of commerce 
810615 resolution. Resolution supporting facility licensing 
end. 

EISENHUT, D. G. Division of Licensing. 81/07/06. 6pp. 08985:218. 


8107090517 Provides info re chamber of commerce nuclear plant licensing 
process it status of facility licensing, in response to 
810615 resolution. Resolution supporting facility licensing 
encl. 

EISENHUT, D. G. Division of Licensing. 81/07/06. 5pp. 08985:207. 


8107090518 Provides info re nuclear plant licensing process it status of 
facility licensing, in response to chamber of commerce 810611 
resolution. Resolution supporting facility licensing end. 

EISENHUT, D. G. Division of Licensing. 81/07/06. 4pp. 08985:213. 


8107150440 Responds to city council 810616 Resolution 2906 supporting 
licensing of facility. Discusses plant licensing. 

EISENHUT, D. G. Division of Licensing. 81/07/06. 3pp. 09049:124. 


8107160201 Responds to city council 810616 Resolution 856 supporting 
licensing of fac ility. Discusses plant licensing. 

EISENHUT, D. G. Division of Licensing. 81/07/06. 3pp. 09062:080. 


8107090208 Package of two ltrs opposing licensing of facilities. 
MEI8B, B. , HARMAN, J. Affiliation Unknown. 81/07/07. 3pp. 
08983: 327. 


8107090212 Package of five ltrs supporting licensing of facilities. 
VOGT, H. , HUNT, I. C. . FORD, J. Affiliation Unknown. 81/07/07. 6pp. 
08983: 284. 


8107130085 Package of two ltrs opposing licensing of facilities. 
ROLFE, D. , VAUGHAN, R. Affiliation Unknown. 81/07/08. 5pp. 
08999: 164. 


B107140692 Package of two comments re facility licensing. 
FRANCIS, J. S. AFL-CIO. BOQKSTAVER. L. Affiliation Unknown. 
81/07/09. 2pp. 09017:131. 


8107160120 Supports licensing of facilities. 

HERRIDGE,E., HERRIDGE, A. Affiliation Unknown. 81/07/09. Ip. 
09041: 106. 


8107150115 Forwards resolution supporting plant licensing. 

SMITH, E. Tulare County Farm Bureau. 81/07/10. 2pp. 09025:276. 


8107220060 Forwards 810707 resolution in support of facility licensing. 
MIZE, J. S. Los Angeles, CA. 81/07/13. 2pp. 09114:198. 


8107160109 Supports licensing of facilities. 

HAYES, 8. S. Affiliation Unknown. 81/07/14. Ip. 09041:127. 


8107160125 Package of two ltrs opposing licensing of facilities. 
GRUBER, H. , LEVIN, S. Affiliation Unknown. 81/07/14. 2pp. 
09041: 139. 


8107290018 Responds to Irwindale, CA City Council 810528 resolution 
supporting plant licensing. NRC has completed major part of 
facility review. 

EISENHUT, D. G. Division of Licensing. 81/07/14. 2pp. 09189:251. 


8107300095 Responds to 810618 resolution supporting licensing of 
facilities. Licensing process is returning to predictability 
of enhanced level of safety. 

EISENHUT, D. G. Division of Licensing. 81/07/14. 2pp. 09214:340. 


— 8106290364 Supports licensing nuclear power plants, development of 
alternative forms of energy St continued commitment to 
conservation of energy sources. 

MAANEN, C. V. Arcadia, City of, CA. 81/06/19. 2pp. 09214:343. 


39018: 329. 
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8107240063 Supports licensing of facilities. Board of Directors 
Resolution 7860 end. 

DQRFF* K. E. Affiliation Unknown. 81/07/13. 2pp. 09137:166. 


8107220063 Supports licensing of facilities. 

KUHNS, T. Affiliation Unknown. 81/07/16. Ip. 09114:191. 


8107240109 Opposes licensing of facilities. 

POVELITE, R. , HYATT, T. , MARKER, R. Affiliation Unknown. 81/07/17. 
4pp. 09138: 123. 


8107280441 Forwards board of directors 810714 resolution supporting 
early plant certification. Urges expeditious licensing. 

BURKE, O.L. Affiliation Unknown. 81/07/17. 2pp. 09173:176. 


8107300011 Opposes licensing of facilities. 

ME1NBERQ, M. Affiliation Unknown. 81/07/17. Ip. 09191:019. 


8107280302 Submits resolution supporting facility licensing. 

LONG, E. B. Western Heights Water Co. 81/07/18. lp. 09173:182. 


8107280478 Supports licensing of facilities, to prevent dependence on 
foreign oil. 

8A2KI, 0. Affiliation Unknown. 81/07/20. Ip. 09174:338. 


8107270028 Opposes licensing of facilities. 

THOMPSON, E. , CHANTLAND, J. , STEINER, K. Affiliation Unknown. 
81/07/21. 2pp. 09139:281. 


8107300013 Supports licensing of facilities. 

KEIMP.F. Affiliation Unknown. 81/07/21. Ip. 09191:006. 


8107280331 Urges immediate plant licensing as partial solution to State 
of CA long-term energy needs. Cites economic & social 
considerations, & instability of middle east. 

JOHNSON, D. East San Bernardino County Water District. 81/07/22. 

Ip. 09176:042. 


8107290034 Forwards Kings County Chapter of Citizens for Adequate 
Energy statement in support of licensing of facilities. 

BUT1RESS, P . Southern California Edison Co. 81/07/24. 3pp. 
09183: 040. 


I. Financial information 


8107230187 Forwards Annual Financial Repts 1980. 

BASKIN, K. P. Southern California Edison Co. 81/07/13. Ip. 
09129: 293. 


— 8107230191 Annual Financial Rept 1980. 

ALLEN, H. P. , OOULD, W. R. Southern California Edison Co. 81/02/19. 
40pp. 09129:294. 


—8107230194 Annual Financial Rept 1980. 

* San Diego Oas * Electric Co. 81/07/15. 33pp. 09129:338. 


K. Utility Final 3afety Analysis Report (FSAR) Si amends 


8107170283 Forwards Amend 23 to FSAR. Affidavit attesting to completion 
of amend distribution will be provided within 10 days of 
amend dock eting. Aperture cards are available In PDR. 

DIETCH, R. Southern California Edison Co. 81/07/13. Ip. 09031:033. 


—8107170283 Amend 23 to FSAR, 

* Southern California Edison Co. 81/07/31. 300pp. 09103:004. 


8107210387 Forwards affidavit verifying that direct distribution of 
Amend 23 to FSAR St Amend 7 to Fire Hazards Analysis 
completed, per revised end svc list. 

MOODY, W.C. Southern California Edison Co. 81/07/13. 3pp. 

09104: 033. 


0. Advisory Committee on Reactor Safeguards reports Si correspondence 


8107080332 Concurs w/conclusions expressed in Dec 1980 geology Si 
seismology safety evaluation. Site visit Si presentation on 
810130 Sc 31 respectively, did not change concurrence w/ 
conclusions. 

PHXLBRICKi 8. 8. NRC - No Detailed Affiliation Given. 81/01/31. Ip. 
08979: 170. 


8107150368 Summary of ACRS 251st meeting on 810312-14 in Washington, DC 
re OL review, draft NURE0-0772, "Technical Bases for 
Estimating Fission Product Behavior During LWR Accidents, " 

NURE0-0771 & 0666 St Reg Guide 1.97 Revision 2. 

MARK, J. C. ACRS - Advisory Committee on Reactor Safeguards. 

81/03/24 . 3pp. 09032:271. 


Q. Inspection reports, IE Bulletins Si correspondence 


8107130139 Forwards IE Circular 81-10, "Steam Voiding in RCS During 
Decay Heat Removal Cooldown. " 

* Region 3, San Francisco, Office of the Director (81/03/01). 
81/07/02. Ip. 09027:287. 


8107130240 Advises that IE Info Notice 81-19, "Lost Parts in Primary 
Coolant Sys," was sent to listed licensees on 810706. 

* Region 3, San Francisco, Office of the Director <81/03/01). 
81/07/06. Ip. 09028:214. 


8107210212 Responds to IE Bulletin 81-03 re flow blockage through 
components due to fouling by clams Si/or mussels. Potential 
for intrusion of organisms due to high velocities in intake 
structures no different than under normal conditions. 

BASKIN, K, P. Southern California Edison Co. 81/07/07. 4pp. 
09102: 058. 


B1072 10341 Responds to IE Bulletin 81-02, "Failure of Gate Type Valves 
to Close Against Differential Pressure. " Only two subj 
valves used.AE approved corrective action (replacement of 
motor actuator & yoke) proposed in 810128 deficiency rept. 

BASKIN, K. P. Southern California Edison Co. 81/07/07. 2pp. 
09102:271. 


8107140607 Advises of issuance of end IE Circular 81-09, "Containment 
Effluent Water That Bypasses Radioactivity Monitor" to 
listed 1 ic ensees. NRC 810710 transmittal ltr end. 

* Region 3, San Francisco, Office of the Director (81/03/01). 
81/07/10. Ip. 09013:221. 


8107170081 Advises that IE Info Notice 81-20, "Test Failures of 
Electrical Penetration Assemblies," was sent to listed 
licensees on 810713. 

* Region 3, San Francisco, Office of the Director (81/03/01). 
81/07/13. lp. 09033:211. 


8107270063 Advises that IE Info Notice 81-21, "Potential Loss of Direct 
Access to Ultimate Heat Sink, 11 was forwarded to listed utils 
on 810721. 

* Region 3, Ban Francisco, Offica of the Director (81/03/01). 
81/07/21. lp. 09138:182. 


R. Periodic operating reports & related correspondence 


8107270064 Forwards "1980 Annual Rept,Vol 3, Marine Environ Analysis & 
Interpretation. " 

BESKIN. K. P. Southern California Edison Co. 81/07/22. ip. 
09138:237. 


—8107270066 "1980 Annual Rapt, Vol 3, Marine Environ Analysis & 
Interpratation. " 

RLNDSTROM, D. A. Southern California Edison Co. KANTER.R.G. Marine 
Biological Consultants, Inc.,. 81-RD-9 V03. 81/06/30. 387pp. 

09138: 238. 


8. Reportable occurrences, LERs Si related correspondence 


8107010402 Interim deficiency rept re ITT-Crinnell use of brass or 
nonhardenad steel washers in lieu of hardened steel washers 
in mechanical shock suppressor assembly, initially reported 
in 810601 telcon. Evaluation underway. 

NUNN, D. E. Southern California Edison Co. Bl/06/01. ip. 08903:289. 


8107200125 Deficiency rept re separation of blade from CEDM cooling 
fan due to fatigue crack in area of casting flaw at 
stressed surface, initially reported on 810326. Condition not 
reportable per 10CFR30. 33. 

NUNN, D. E. Southern California Edison Co. 81/06/16. lp. 09069:111. 


8107280238 Deficiency rept re improper assembly of coaxial connectors 
in electrical containment penetrations. Evaluation underway. 

NUNN, D. E. Southern California Edison Co. 81/06/23. lp. 09178:147. 


8107200073 Final deficiency rept re use of nonconforming washers on 
ITTHSrinnell shock suppressors, initially reported 810601. All 
affected washers in ASME code & safety related suppressors 
will be replaced w/hardened steel washers. 

PAP AY, L. T. Southern California Edison Co. 81/06/29. 3pp. 
09069:089. 
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8107140501 Supplemental deficiency rept revising B10518 final rept re 
noncompliance w/ASME Code NCA-3867. 4a on chemical analysis 
verification of bolt ma 1 1. ASME Code Case N-310 will be 
invoked instead of Code Case N-242. 

PAP AY# L. T. Southern California Edison Co. 81/07/01. Ip. 

09022: 299. 


8107200086 Corrects 810518 final deficiency rept re chemical analysis 
verification for matl used for ASHE code bolts w/nominal 
diameter exceeding 1 inch. Code Case N-310 will be used 
instead of Code Case N-242. 

PAPAY# L. T. Southern California Edison Co. 81/07/01. Ip. 

09069:073. 


8107280590 Suppl to 810619 final deficiency rept re use of incorrect 
size terminal lugs for Thermon heat trace sys resistance 
temp detec tor. Condition reportable per Part 21. 

PATTERSON# R. L. Bechtel Power Corp. (subs, of Bechtel Corp. ). 
81/07/17. lp. 09176:089. 


8107140258 Transcript of 810701 OL hearing in San Diego# CA. Pp 2.577- 
2# 793. 

* Atomic Safety and Licensing Board Panel. 81/07/01. 216pp. 

09010:220. 


8107140299 Transcript of 810701 OL hearing in San Diego. CA. (Evening 
session). Pp 2# 794-2# 885. 

* Atomic Safety and Licensing Board Panel. 81/07/01. 91pp. 

09018: 336. 


8107140264 Transcript of 810702 OL hearing in San Diego. CA. Pp 2,886- 
3.085. 

* Atomic Safety and Licensing Board Panel. 81/07/02. 199pp. 

09010: 018. 


8107160052 Transcript of 810708 OL hearing in San Diego. CA. Pp 3,086- 
3.341. 

* Atomic Safety and Licensing Board Panel. 81/07/08. 255pp. 

09044: 012. 


T. Hearing transcripts on non-anti trust matters 


8107100004 Transcript of 810618 OL hearing' in San Diego CA. Pp 497-673. 
* Atomic Safety and Licensing Board Panel. 81/06/18. 176pp. 

08987: 343. 


8107140243 Transcript of JL Smith & PL Ehlig 810622 direct testimony 
on Contention 3 re seismic design basis. 

SMITH. J.L. . EHLIG. P. L. Southern California Edison Co. 81/06/22. 
35pp. 09021:278. 


8107140276 Transcript of applicants PL Ehlig, EG Heath, SW Smith. LH 
Wight, IM I dries. GA Frazier & RL McNeill 810622 direct 
testimony on Contention 4 re OZD. Charts end. 

EHLIG, P. L. • HEATH, E. G. , SMITH, S. W. Southern California Edison Co. 
81/06/22. 350pp. 09008:201. 


8107140315 Transcript of 810622 OL hearing in San Diego, CA. Pp 674-941. 
* Atomic Safety and Licensing Board Panel. 81/06/22. 267pp. 

09022:327. 


8107140439 Transcript of applicant 810622 direct testimony on 
Contention 2 in San Diego, CA. DG Moore 8c RJ Shlemon testimony 
end. 

* Atomic Safety and Licensing Board Panel. 81/06/22. 170pp. 

09014: 251. 


8107140446 Transcript of applicant 810622 direct testimony on 
Contention 1 in San Diego, CA. SW Smith, GA Frazier, S Biehler, 

XM Idriss & RL McNeill testimonies end. 

* Atomic Safety and Licensing Board Panel. 81/06/22. 65pp. 

09013: 232. 


8107140308 Transcript of 810623 OL hearing in San Diego, CA. Pp 942- 
1. 148. 

« Atomic Safety and Licensing Board Panel. 81/06/23. 306pp. 

09022:001. 


8107140281 Transcript of 810624 OL hearing in San Diego, CA. Pp 1,149- 
1,373. 

* Atomic Safety and Licensing Board Panel. 81/06/24. 224pp. 

09020: 197. 


8107160050 Transcript of 810709 OL hearing in San Diego, CA. Pp 3,342- 
3, 486. 

* Atomic Safety and Licensing Board Panel. 81/07/09. 144pp. 

09044: 267. 


8107160047 Transcript of 810710 OL hearing in San Diego, CA. Pp 3,487- 
3. 663. 

* Atomic Safety and Licensing Board Panel. 81/07/10. 176pp. 

09041: 145. 


8107220057 Transcript of 810711 OL hearing in San Clemente, CA. 

Pp a 664-3, 903. 

* Atomic Safety and Licensing Board Panel. 81/07/11. 239pp. 

09111:001. 


8107220051 Transcript of 810713 OL hearing in San Diego, CA. Pp 3,904- 
4, 150. 

* Atomic Safety and Licensing Board Panel. 81/07/13. 246pp. 

09112:121. 


8107220052 Transcript of 810714 OL hearing in San Diego, CA. 

Pp 4,151-4,388. 

* Atomic Safety and Licensing Board Panel. 81/07/14. 237pp. 

09111:243. 


8107220056 Transcript of 810715 OL hearing in San Diego, CA. 

Pp 4,389-4,611. 

* Atomic Safety and Licensing Board Panel. 81/07/15. 222pp. 

09114:233. 


8107220042 Transcript of 810716 OL hearing in San Diego, CA. Pp 4,612- 
4* 899. 

* Atomic Safety and Licensing Board Panel. 81/07/16. 247pp. 

09115:239. 


8107220040 Transcript of B10717 OL hearing in San Diego, CA. Pp 4,860- 
4, 968. G Toto testimony and. 

* Atomic Safety and Licensing Board Panel. 81/07/17. 102pp. 

09114:001. 


V. Operator Examinations 


8107140241 Transcript of 810625 OL hearing in San Diego, CA. Pp 1,374- 
1,583. 

* Atomic Safety and Licensing Board Panel. 81/06/25. 209pp. 

09021:066. 


8107140288 Transcript of 810626 OL haaring in San Diego, CA. Pp 1,584- 
1,804. 

* Atomic Safety and Licensing Board Panal. 81/06/26. 220pp. 

09019: 335. 


8107140251 Transcript of 810627 OL hearing in San Diego, CA. Pp 1,805- 

2 , 100 . 

* Atomic Safety and Licensing Board Panel. 81/06/27. 295pp. 

09009: 087. 


8107140048 Transcript of 810629 OL hearing in San Diago, CA. Pp 2,101- 
2, 327. HG Greene bibliography 6 HP Kennedy prof 
qualifications St bibliography end. 

# Atomic Safety and Licensing Board Panel. 81/06/29. 234pp. 

09011:150. 


8107140040 Transcript of 810630 OL hearing in San Diego, CA. Pp 2,328- 
2, 576. 

* Atomic Safety and Licensing Board Panel. 81/06/30. 251pp. 

09012:028. 


8107130280 Forwards info in response to TMI Action Plan Item X. A. 1.3 re 
implementation schedule for licensed operators St shift 
technical advisors. Three oversize drawings end. Aperture 
cards will be in PDR. 

BASKIN, K. P. Southern California Edison Co. 81/07/01. 58pp. 

08999: 007. 


DOCKET 50-363 FORKED RIVER NUCLEAR STATION, UNIT 1 


A. Application/construction stag# documents It correspondence 


8107310055 Generic Ltr 81-23A to all licensees «c CP holders, advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation, per Oeneric Ltr 81-23, ere unnecessary. 

EXSENHUT, D. 0. Division of Licensing. 81/07/06. 6pp. 09222:215. 


F. Security, medical, emergency tc fire protection plans 


8107100320 Forwards Page 2-11 to NUREO, changing implementing schedule 
for submission tc evaluation of upgraded emergency plane per 
Generic Ltr 81-25. 

EXSENHUT, D. G. Division of Licensing. 81/06/13. 4pp. 08996:358. 
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8107290002 Qoneric Ltr 81-27: request* that all emergency plana & 
implementing procedures b* submitted u/pages marked to 
reflect privacy Sc proprietary matl. Info to be deleted from 
previoua documents should be requested by 810731. 

EXSENHUT, D. 0. Division of Licensing. 81/07/09. 9pp. 09189:099. 


G. Inspection reports» IE Bulletins Sc correspondence 


B10727D217 Advises that IE Info Notice 81-09. "Degraded DC Sys at 
Palisades. 11 was sent to listed licensees. 

* Region 1. Philadelphia. Office of the Director (81/03/01). 
81/03/13. 4pp. 09167: 273. 


8107270270 Advises that IE Info Notice 81-08. “Repetitive Failures of 
Limitorque Operator 9MB-4 Motor-to-Shaf t Key. “ was sent to 
listed licensees. 

* Region 1. Philadelphia. Office of the Director (81/03/01). 
81/03/20. 4pp. 09178: 169. 


8107270243 Advises that XE Info Notice 81-10. “Inadvertent Containment 
8pray Due to Personnel Error." was sent to listed licensees. 

* Region 1. Philadelphia. Office of the Director (81/03/01). 
81/03/29. 4pp. 09167: 296. 


8107270192 Advises that IE Info Notice 81-09. “Degradation of Residual 
Heat Removal (RHR) Sys." was sent to listed licensees. 

* Region 1. Philadelphia. Office of the Director (81/03/01). 
81/03/26. 4pp. 09167:267. 


81072X297 Advises that IE Bulletin 81-02. "Failure of Gate Type 
Valves to Close Against Differential Pressure. ” was 
sent to listed licensees. 

* Region 1. Philadelphia. Office of the Director (81/03/01). 
81/04/09. 4pp. 09146:349. 


8107270296 Advises that IE Circular 81-06. "Potential Deficiency 
Affecting Certain Foxboro 10 to 90 Milliampere 
Transmitters." was sent to listed licensees. 

* Region 1. Philadelphia. Office of the Director (81/03/01). 
81/04/14. 4pp. 09167:280. 


81071X092 Forwards IE Circular 81-10. "Steam Voiding in RCS During 
Decay Heat Removal Cooldown. " No written response required. 
ORIER.B. H. Region 1. Philadelphia. Office of the Director 
(81/03/01). 81/07/02. 3pp. 09027:291. 


8107160319 Forwards IE Info Notice 81-19, “Lost Parts in Primary 
Coolant 8ys. " No written response required. 

ORIER.B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/16. 9pp. 09041:092. 


8107290170 Forwards IE Info Notice 81-21, “Potential Loss of Direct 
Access to Ultimate Heat Sink. " No written response required. 

ORIER. B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/21. 9pp. 09186:279. 


8107290201 Forwards IE Circular 81-12, "Inadequate Periodic-Test 
Procedure of PWR Protection 8ys. " No written response 
required. 

ORIER.B. H. Region 1. Philadelphia, Office of the Director 
(81/03/01). 81/07/22. 9pp. 09188:131. 


81072X298 Forwards IE Circular 81-09, "Containment Effluent Water That 
Bypasses Radioactivity Monitor. " No written response 
required. 

ORXBR. B. H. Region 1. Philadelphia, Office of the Director 
(81/03/01). 81/07/23. 9pp. 09133:080. 


81072X293 Forwards XE Info Notice , 81-20. “Test Failures of Electrical 
Penetration Assemblies. " No written response required. 

ORIER, B. H. Region 1, Philadelphia. Office of the Director 
(81/03/01). 81/07/23. 9pp. 09133:142. 


DOCKET 90-364 JOSEPH M. FARLEY NUCLEAR PLANT, UNIT 2 
F. Security, medical, emergency tc fire protection plans 


81Q7010478 Releases public version of info re emergency plans for 
facilities. 

FELTON, J. M. Division of Rules and Records. 81/06/22. Ip. 
07806:001. 


—8107010479 Public version of determination that emergency plans tc 
preparedness for facility are adequate to protect public 
Health tc safety in event of radiological emergency, sub j to 
NRC approval of alerting 6 notification sys, per NUREO-0694. 
MCCONNELL, J. W. Federal Emergency Management Agency. 81/03/11. 
Ip. 07806:001. 


81070X902 Releases public version of revision to "Farley Nuclear Site 
Emergency Planning Zone Evacuation Time Estimate Study. " 

FELTON, J. M. Division of Rules and Records. 81/06/22. Ip. 

07806: 001. 


— 8107020910 Forwards public version of revision to "Farley Nuclear Site 
Emergency Planning Zone Evacuation Time Estimate Study," 
addressing NUREG-0694 criteria in NRC 801209 ltr. 

CLAYTON, F. L. Alabama Power Co. 81/03/30. Ip. 07806:001. 


— 8107020912 Public version of revision to "Farley Nuclear Site Emergency 
Planning Zone Evacuation Time Estimate Study. " 

* HMM Associates, Inc. 81-247F. 81/03/18. 70pp. 07806:001. 


8107290002 Generic Ltr 81-27: requests that all emergency plans 6 
implementing procedures be submitted w/pages marked to 
reflect privacy 6 proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EXSENHUT, D. 0. Division of Licensing. 81/07/09. 9pp. 09189:099. 


8107290229 Forwards emergency planning info for placement in LPDR. W/o 
8106290410. 

SOUDER, J. L. Division of Rules and Records. 81/07/16. Ip. 

09206: 227. 


G. Adjudicatory correspondence 


8107140960 Discusses util 810708 motion re 10-day extension for filing 
application for stay of effectiveness of ALAB-646. Uti 1 
intends to file application for stay w/Commission. 

CHURCHILL, B. U. Shaw, Pittman, Potts & Trowbridge. CHURCHILL. B. W. 

Alabama Power Co. 81/07/10. 2pp. 09018:201. 


H. General correspondence 


8107140649 Requests that lilted changes be made to distribution lists 
for NRC correspondence due to personnel changes. 

CLAYTON, F. L. Alabama Power Co. 81/07/08. Ip. 09019:274. 


M. Antitrust correspondence 


8107060296 Decision ALAB-646, affording AEC ownership access to units 6 
entitling municipals access to applicant transmission sys. 

BISHOP, C. J. Atomic Safety and Licensing Appeal Panel. 81/06/30. 
169pp. 08891:111. 


81071X209 Erratum to Page A-l of epp to ALAB-646, correcting wording in 
Line 7 of Condition 2 to read licensee instead of AEC. 

BISHOP, C. J. Atomic Safety and Licensing Appeal Panel. 81/07/07. 

Ip. 08993:149. 


81071X182 Informs of intervenor. AL Electric Cooperative Inc, intent to 
file, within prescribed time par iod. answer opposing util 
810708 motion for extension of time limit re request for 
stay of ALAB-646 flee ision. Certificate of Svc end. 

NACQUXNEA8, D. B. Volpe, Boskey 6 Lyons. MACOUINEAB. D. B. Alabama 
Power Co. 81/07/08. 2pp. 08992:037. 


81071X062 Motion for extension of tiipe until 810919 for filing 
petition for Commission review of ASLAB 810630 antitrust 
decision. Due to absence of pest rulings, applicant must 
speculate on specific Issues to review. W/Certif icete of Svc. 

BALCH.S. E. , BUETTNER, R. A. , JORDAN, A. L. Alabama Power Co. 81/07/09. 
6pp. 09029: 304. 


81071X069 Answer in opposition to applicant motion for extension of 
time limit for filing application for stay of ASLAB 810630 
decision (ALAB-646) fc for review of antitrust decision. 

Certificate of Svc end. 

WHITLER, J. D. Justice, Dept. of. 81/07/13. 7pp. 09029:293. 


81071X090 Answer in opposition to AL Power Cooperative, Inc 810708 
motion for extension of time limit for filing application 
for stay of ASLAB 810630 decision. Util has given no credible 
excuse for avoiding requirements. Certificate of Svc end. 
B0SKEY,B. , MACGUXNEAS, D. B. Associated Electric Cooperative, Inc. 
B0SKEY,B. Volpe, Boskey Sc Lyons. 81/07/13. 10pp. 09027:241. 


81071X219 Answer in apposition to AL Power Co motion for extension 
of time limit for filing petition for Commission review of 
ASLAB 810630 decision. Certificate of Svc end. 

BOSKEY, B. , MACGUXNEAS, D. B. Associated Electric Cooperative, Inc. 
BOSKEY, B. Volpe, Boskey tc Lyons. 81/07/14. 8pp. 09026:043. 
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8107280275 Application for order staying pendente lit# effectiveness 
of antitrust conditions. ALAB-646 is fundamentally flawed Sc 
should be reversed. 

BALCH, S. E. , BENBOW, T. H. Alabama Power Co. BALCH, S. E. Balch. 
Bingham, Baker, Hawthorne, Williams Sc Ward si/07/22 IOdd 
09173: 119. ° 


-8107280284 Affidavit re requirements imposed by ALAB-646 per util 
request for increased retail rates. 

HARRIS, E.B. Alabama Power Co. 81/07/22. 9 pp 09173:129. 


■8107280291 Request for oral argument before Commission re ALAB-646. 
Certificate of Svc end. 

BENBOW, T.H. Alabama Power Co. BENBOW, T. H. Winthrop, Stimson, 
Putnam & Roberts. 81/07/22. 3pp. 09173* 138. 


8107300103 Petition for review of ALAB-646. Commission should remand 
proceeding for reopening of remedial stage. Relief is 
necessary to afford util due process rights & permit 
consideration of license conditions. Certificate of Svc end. 

EVANS, M. F. , HJELMFELDT, D. C. Municipal Electric Utility Association, 
Alabama. EVANS, M. F. Debevoise, Plimpton, Luons & Gate. 81/07/27. 
200pp. 09191:322. 


8107170222 Informs that util has reviewed proposed draft environ 
protection plan. Concurs ui/plan & procedure proposed by NRC 
for implementing changes. Requests that environ protection 
plan be issued on 820101. 

CLAYTON, F. L. Alabama Power Co. 81/07/13. 2pp. 09051:022. 


8107220133 Forwards new check for application re temporary change to 
OL. Check dtd 810510 stopped per 810310 recommendation. 

CLAYTON, F. L. Alabama Power Co. 81/07/13. 2pp. 09119:078. 


8107290005 Notification of 810728,29 Sc 30 meetings w/B8<W, Westinghouse Sc 
C-E owners groups in Bethesda, MD to discuss thermal shock to 
reactor pressure vessel issue. 

VISSINO, 0. Operating Reactors Branch 4. 81/07/20. 5pp. 09189:127. 


Q. Inspection reports, IE Bulletins & correspondence 


8107150277 Forwards IE Circular 81-06, "Potential Deficiency Affecting 
Certain Foxboro 10 to 50 Milliampere Transmitters. " No 
written response required. 

0 'REILLY, J. P. Region 2, Atlanta, Office of the Director <81/03/01). 
81/04/14. Ip. 09033:333. 


P. Operating license stage documents & correspondence 


8107060061 Confirms 810528 telcon request to stop paymment on 810510 
check Sc issue new check. No check recorded i n payment of 
810310 application for temporary OL change. Requests advice 
if util records differ. 

MILLER, W. 0. License Fee Management Branch 81/05/29 lp 
08958: 203. 


8107060113 Reiterates 810407 request for fees re 810202 application for 
exemption from certain App J requirements. Requests fee 
remittance within 13 days. 

MILLER, W. 0. License Fee Management Branch 81/06/24 lp 
08957:311. 


8107070313 Advises that mod to svc water sy s re addition of piping & 
valves to allow direct recirculation of sy c water to svc 
water wet pit, implemented it tested. New valves are physically 
locked in desired accident configuration. 

CLAYTON, F. L. Alabama Power Co. 81/06/29, 3 pp 08940:031. 


8107070336 Submits addl design info described in Section 22. 5 of SER 
Suppl 5. Addl info re final sys design not available due to 
reactor vessel water level sys still under development it 
testing. 

CLAYTON, F. L. Alabama Power Co. 81/06/29. 3 pp 08940:021. 


8107070269 Advises that util will supply mod design info for facilities 
within 3 months of NRC notification that automatic reactor 
coolant pump mods are required, in response to NUREG-0737, 

I tern 1 1. K. 3. 3. 

CLAYTON, F. L. Alabama Power Co. 81/06/30. 2pp 08941:093. 


8107070281 Forwards proposed mods to auxiliary feedwatar control it 
protaction design, in response to requirements of NUREQ-0737 
Section IX. E. 12 Sc License Condition 2. C. <2i) < t >. Concurrence 
requested by 810801. 

CLAYTON, F. L. Alabama Power Co. Bl/07/01. 16pp. 08938:221. 


8107080322 Forwards IE Insp Rept 30-364/81-16 on 810507-09. No 
noncompliance noted. 

LEWIS, R. C. Division of Resident S< Reactor Project Inspection. 
81/07/10. 2pp. 08972:063. 


— 8107080332 IE Insp Rept 30-364/81-16 on 810507-09. No noncompliance 
noted. Major areas inspacted: witnessing low power testing. 

WHITNER, H. L. , BURNETT, P. T. Engineering Inspection Branch. 
81/06/09. 3pp. 08972: 067. 


8107270011 Forwards IE Circular 81-09. “Containmant Effiuant Watar 
That Bypasses Radioactivity Monitor." Licensee action is 
required. 

O'REILLY. J. P. Region 2, Atlanta. Office of the Director <81/03/01). 
81/07/10. lp. 09136:286. , 


8107240284 Forwards IE Info Notice 81-20, "Test Failures of Electrical 
Penatration Assemblies." No licensee action or response is 
required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director <B1/03/01>. 
81/07/13. 4pp. 09148:196. 


8. Reportable occurrences. LERs Sc related correspondence 


8107310337 RO: on 81031B, during plant fire marshall insp, f ira barrier 
penetration in cable spreading room was declared inoperable, 
due to improper seal ing. Penetration sealed, inspected Sc 
returned to svc on 810613. 

CLAYTON, F. L. Alabama Power Co. 81/06/24. lp. 09219: 197. 


8107310361 Forwards LERs B1-022/03L-0, 81-023/03L-0 Sc 81-023/03L-0. 
CLAYTON, F. L. Alabama Powar Co. 81/07/07. lp. 09220:149. 


— 8107310363 LER S1-022/03L-0: on 810603, recomb inar oxygen outlet analyxer 
A found not responding to changes in oxygen concentration. 

Probably caused by serviceman failura to placa analyxer in 
measure mode following performance of alignment procedures. 

HAIRSTON, W. 0. Alabama Power Co. 81/07/07. lp. 09220:130. 


8107080236 Forwards commitments Sc corrective action* taken to ensure 
compliance of applicable equipment by 820630 oer License 
Condition 2. C. <18><b>. P 

CLAYTDN, F. L. Alabama Power Co. 81/07/01. 240pp. 08971:063. 


8107100146 Advises of refund due re 810227 application for amend re 
low power test on boron mixing, withdrawn on 810601. No 
formal review of application had commenced prior to 
withdrawal. 

MILLER. W. 0. License Fee Management Branch, 81/07/06 lp. 
09001:329. 


— 8107310365 LER 81-023/03L-0: on 810604. boric acid storaga sys declared 
inoperable due to low concentration in boric acid tank 2A Sc 
low vol of solution in tank 2B. Caused by prior use of sys 
for boration Sc personnal error. 

HAIRSTON, W. 0. Alabama Power Co. 81/07/07. 2pp. 09220:151. 


— 8107310370 LER 81-023/03L-0: on 810604, steam jet air ejactor noble gas 
activity monitor RE-13 failed low. Causad by faulty 
connaction at detactor. Condition correctad Sc monitor 
returned to svc on 810615. 

HAIRSTON, W. 0. Alabama Powar Co. 81/07/07. lp. 09220: 133. 


8107130337 Informs that no further action i, n#C essary on NURE0-0737, 
Item II. K. 2, 19. Concerns are not applicable to NSSS w/ 
inverted U-tube steam generators. In future, administrative 
change to OL will delete completed conditions 

VARGA, S. A. Operating Reactors Branch 1. 81 / 07 / 06 . 3pp. 09033:068. 


8107210211 LER 81-026/03L-0: on 810620, recomb iner oxygen- inlet analyxer 
2B declared inoperable due to faulty meter reading. Caused by 
faulty analyxer cell. Cell replaced Si calibr. Analyzer 
returned to svc. 

HAIRSTON, W. 0. Alabama Power Co. 81/07/13. lp. 09102:062. 


®T n>!T ? c to all licensees Sc CP holders, advising 
that direct submittals of plant-spacif ic i ntt foT Ntidtar 
Power Operations evaluation r opts to Ofc of Nuclear Reactor 
Ragulation, par Oenaric Ltr 81-23, are unnecsssaru 
E1SENHUT, D. 0. Division of Licensing. ai/07/06 6pp. 09222:213. 


B1072 10366 LER B1-024/03L-0: on B10611, discovered that component cooling 
water valve inservice test was not performed in required 
time interval. Caused by test schedule not indicating that 
test was only partially performed. Test performed. 

HAIRSTON, W. G. Alabama Power Co. 81/07/13. lp. 09102:260. 
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V. Operator Examinations 


8107200366 Discusses NRC requirement re performance of special low 
power testing program for operator training prior to 
escalation above 5% rated thermal power. Supporting info 
enc 1. 

RAHE*E. P. Westinghouse Electric Corp. 81/07/08. 7pp. 09070:238. 


DOCKET 50-366 EDWIN I. HATCH NUCLEAR PLANT , UNIT 2 


F, Security* medical* emergency it fire protection plans 


8107200483 Forwards questionnaire re Unresolved Safety Issue A-44 
concerning station blackout. Requests response it review of 
end LER documentation within 90 days to allow NRC to meet 
schedule requirements for resolution of issue. 

STOLZ* J. Operating Reactors Branch 4. 81/07/09. 25pp. 09079:283. 


8107290002 Generic Ltr 81-27: requests that all emergency plans & 
implementing procedures be submitted w/pages marked to 
reflect privacy it proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT* D. G. Division of Licensing. 81/07/09. 5pp. 09189:059. 


G. Adjudicatory correspondence 


8107200193 Forwards monthly operating rept for June 1981. 
MANRY. M. Georgia Power Co. 81/07/10. Ip. 09075:352. 


H. General correspondence 


8107150185 Advises that name will be removed from NRC mailing list 
unless justification to remain is received within 30 days. 
Deletion is cost reduction measure. 

FAIRTILE* M. B. Operating Reactors Branch 4. 81/07/08. Ip. 

09048:251. 


8107150272 Advises that name will be removed from NRC mailing list 
unless justification to remain is received within 30 days. 
Deletion is cost reduction measure. 

FAIRTILE* M. B. Operating Reactors Branch 4. 81/07/08. Ip. 

09033: 353. 


8107150317 Advises that name will be removed from NRC mailing list 
unless justification to remain is received within 30 days. 
Deletion is cost reduction measure. 

FAIRTILE* M. B. Operating Reactors Branch 4. 81/07/08. Ip. 

09048: 006. 


8107160004 Advises that name will be removed from NRC mailing list 
unless justification to remain is received within 30 days. 
Deletion is cost reduction measure. 

FAIRTILE, M. B. Operating Reactors Branch 4. 81/07/08. Ip. 

09061:263. 


8107210285 Ack receipt of 810708 ltr re retention of 0 Batum on 
distribution list for all correspondence re facilities. 

Requests that name remain on list. 

BATUM, 0. Southern Co. Services. Inc. 81/07/16. Ip, 09104:147. 


P. Operating license stage documents & correspondence 


8107090118 Requests summary documentation of final shielding design 
review per NUREG-0737* results of review it description of 
mods to implement results. NRC review of Category B plant 
shielding mods is part of TMI Task Action Plan Item II. B. 2. 

STOLZ* J. F. Operating Reactors Branch 4. 81/06/10. 2pp. 08979:336. 


8107310298 Forwards safety evaluation re licensee responses to 780829 St 
800110 Generic Ltr 81-24* Mult i-Plant Issue B-56* re control 
rod failure to fully insert. Maint problem can be corrected 
by control rod drive overhaul during outage. 

EISENHUT, D. G. Division of Licensing. 81/06/15. Ip. 09222:357. 


8107070306 Responds to Generic Ltr 81-04 re implementation of 
NUREG-031 3* Revision 1* "Technical Rept on liatl Selection S< 
Processing Guidelines for BWR Coolant Pressure Boundary 
Piping," per NRC 810226 request. 

BECKHAM, J. T. Georgia Power Co. 81/06/29. 4pp. 08940:071. 


8107070357 Forwards 6-month response to NRC 801222 request for info re 
control of heavy loads* Section 2.1* "General Requirements 
for Overhead Handling Sys. " 

BECKHAM, J. T. Georgia Power Co. 81/06/29. 14pp. 08941:315, 


8107100240 Forwards MI-LR-81-02* "Mark I Plant Containment Mod Status 
Summary. 11 Info provided for all Mark I plants except Hope 
Creek & Oyster Creek. Hope Creek not yet operating. Oyster 
Creek will be providing info separately. 

STARK* S. J. General Electric Co. Bl/06/29. Ip. 08995:166. 


— 8107100285 "Mark I Plant Containment Mod Status Summary. " 

* General Electric Operating Plant Owners Group. MI-LR-81-02. 
81/06/29. 116pp. 08995:167. 


8107070287 Submits addl info per NUREG-0737 items re compliance w/ 
post-TMI facility mods* analyses & test programs. Inc ludes RCS 
vents* safety relief valve testing, dedicated hydrogen control 
penetrations & containment pressure setpoint. 

BECKHAM, J. T. Georgia Power Co. 81/07/01. 2pp. 08939:035. 


8107070381 Informs that saf ety /rel i ef valve operability test program 
results satisfy acceptance criteria* in response to 
NUREG-0737, Item II. D. 1. 

BECKHAM, J. T. Georgia Power Co. 81/07/01. 2pp. 08942:267. 


8107310055 Generic Ltr 81-23A to all licensees & CP holders. advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation, per Generic Ltr 81-23* are unnecessary. 

EISENHUT, D. G. Division of Licensing. 81/07/06. 6pp. 09222:215. 


8107290213 Requests info re control rod drive hydraulic sys mods within 
45 days of receipt of ltr in order to evaluate 
implementation of NUREG-0619 guidance concerning Unresolved 
Safety Issue A-10. 

NOVAK* T. M. Assistant Director for Operating Reactors. 81/07/15. 

4pp. 09206:207. 


Q. Inspection reports* IE Bulletins & correspondence 


8107150277 Forwards IE Circular 81-06* "Potential Deficiency Affecting 
Certain Foxboro 10 to 50 Milliampere Transmitters." No 
written response required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director (81/03/01). 
81/04/14. Ip. 09033:333. 


8107080280 Forwards IE Insp Repts 50-321/81-15 & 50-366/81-15 on 
810421-0520. No noncompliance noted. 

LEWIS, R. C. Division of Resident it Reactor Project Inspection. 
81/06/05. 2pp. 08973:314, 


— 8107080284 IE Insp Repts 50-321/81-15 & 50-366/81-15 on 810421-0520. No 
noncompliance noted. Major areas inspected : Tech Spec 
compliance, operator performance* QA practices, site security 
procedures & radiation control activities. 

ROGERS, R.F.* KELLOGG* P. J. Division of Resident «< Reactor Project 
Inspection. 81/06/05. 5pp. 08973:316. 


8107240413 Responds further to IE Bulletin 80-21, "Valve Yokes Supplied 
by Malcolm Foundry Co. " No subj components in use or 
purchased for use at facility. 

BECKHAM, J. T. Georgia Power Co. 81/06/16. Ip. 09138:291. 


8107240180 Advises that block wall structural computer program & 
addl analyses have been performed for masonry walls, per 
IE Bulletin 80-11, "Masonry Wall Design. " Minor mod 
required on one addl wall. 

BECKHAM, J. T. Georgia Power Co. 81/06/18. 2pp. 09139:189. 


8107240461 Ack receipt of 810608 it 19 ltrs informing NRC of steps taken 
to correct deviation it violations noted in IE Insp Repts 
50-321/81-09 it 50-366/81-09. 

LEWIS, R. C. Division of Resident & Reactor Project Inspection. 
81/07/07. Ip. 09142: 145. 


— 8107240473 Responds to NRC 810514 ltr re deviation & violations noted 
in IE Insp Repts 50-321/81-09 it 50-366/81-09. Corrective 
actions: procedures established requiring monthly operability 
testing of scram discharge vol vent it drain valves. 

BECKHAM, J. T. Georgia Power Co. 81/06/19. 2pp. 09142:146. 


8107240336 Ack receipt of 810605 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-321/81-11 8* 
50-366/81-11. 

KELLOGG, P. J. Reactor Project Branch 2. 81/07/10. Ip. 09141:208. 


— 8107240341 Responds to NRC 810512 ltr re violations noted in IE Insp 
Repts 50-321/81-11 it 50-366/81-11. Corrective actions: 

Procedure HNP-801 being revised. 

BECKHAM* J. T. Georgia Power Co. 81/06/05. 2pp. 09141:209. 
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8107240564 Ack receipt of 810605 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-321/80-48 * 
50-366780-48. « ft1 

KELLOGQ*P. J. Reactor Project Branch 2. 81/07/10. Ip. 09137. wi. 


-8107240574 Submits addl response to NRC 810212 ltr re violations noted 
in IE Insp Repts 50-321/80-48 & 50-366/80-48. Corrective 
actions: plant procedure rewritten to differentiate between 
changes affecting safety Sc changes not affecting *■£**¥• __ 

BECKHAM# J. T. Oeorgia Power Co. 81/06/05. 2pp. 09137:002. 


8107270011 Forwards IE Circular 81-09* "Containment Effluent Water 
That Bypasses Radioactivity Monitor. " Licensee action is 
required. . 

O'REILLY* J. P. Region 2* Atlanta, Office of the Director <81/03/01), 
81/07/10. Ip. 09156:286. 


8107240284 Forwards IE Info Notice 81-20. "Test Failures of Electrical 
Penetration Assemblies. " No licensee action or response is 
required. 

0 'REILLY* J. P. Region 2* Atlanta* Office of the Director (81/03/01). 
81/07/13. 4pp. 09148: 196. 


R. Periodic operating reports Sc related correspondence 


8107200189 Forwards monthly operating rept for June 1981, 
MANRY, M. Oeorgia Power Co. 81/07/10. Ip. 09075:358. 


—8107200191 Monthly operating rept for June 1981. 

ATWOOD# D. 0. Georgia Power Co. 81/07/10. 5pp. 09075:359. 


S. Reportable occurrences* LERs Sc related correspondence 


*8107210236 LER 8 1 -062/03L.—0 : on 810624, core max fraction of limiting 
power density ues not calculated Sc average power range 
monitor g*ins not adjusted per tech- Specs. Caused by 
evaluation program blocked for calibr. Personnel counseled. 

* Georgia Power Co. 81/07/09. 2pp. 09101:355. 


8107210400 Forwards LER 81-059/03L-0. 

MANRY, M. Georgia Power Co. 81/07/09. Ip. 09104:035. 


■8107210405 LER S1-059/03L-0: on 810622* defective transmitter 2T48-N0101A 
discovered in post-accident torus water level indicator 
2T48-R622A during tasting. Caused by low fluid level in ref 
leg sensing lint. Line backfilled. 

* Georgia Power Co. 81/07/09. 2pp. 09104:036. 


8107280246 Forwards LER 81-06B/03L-0. 

MANRY, M. Georgia Power Co, 81/07/15. Ip. 09173:155. 


—8107280249 LER 81-068/03L-0: on 810701* while performing remote shutdown 
panel channel check functional test* remote shutdown panel 
RPV pressure indicator found out of tolerance. Caused by 
calibr drift. Instrument recelibr. 

NIX, R. T. Georgia Power Co. 81/07/15. 2pp. 09173:156. 


8107280538 Forward! LER 81-058/03L-0. 

MANRY* M. Oeorgia Power Co. 81/07/15. ip. 09176:201. 


—8107280546 LER B1-03B/03L-0: on 810622* during steady-state operation at 
2*194 MW, reactor bldg to torus vacuum breaker isolation 
valve 2T48-F310 failed open. Cause attributed to torus 
differential pressure switch setpoint drift. Switch reealibr. 

NIX, R. T. Georgia Power Co. 81/07/15. 2pp. 09176:202. 


8107020395 Forwards LER 81-052/03L-0. 

MANRY, M. Georgia Power Co. 81/06/25. Ip. 08919:355. 


— 8107020400 LER B1-052/03L-0: on 810611* engineer observed core max 
fraction of limiting power density to be greater than FRTP. 
Caused by time delays for adjusting rods.running TIP scans St 
processing time from computer. Rod pattern adjusted. 

CQQGIN* C. L. Georgia Power Co. 81/06/25. 2pp. 08919:356. 


8107310349 Forwards LER 81-051/03L-0. 

MANRY* M. Georgia Power Co. 81/06/30. Ip. 09219:180. 


— 8107310358 LER 81-051 /03L-0: on 810610* reactor bldg to torus vacuum 
breaker isolation valve 2T48-F310 failed open. Caused by 
sticking switch reset. Switch cleaned, lubricated Sc tested. 

NIX, R. T. Georgia Power Co. 81/06/30. 2pp. 09219:181. 


8107280212 Forwards LER B1-063/03L-0. 

MANRY, M. Gaorgia Power Co. 81/07/17. Ip. 09169:019. 


— 8107280216 LER B1-063/03L-0: on 810625, following meint on clogged motor 
cooling water line.RHR svc water pump 2E11-C001A failed to 
meet acceptance criteria for operability. Caused by debris 
obstructing flow. Preventative maint performed. 

C0GG1N, C.L. Georgia Power Co. 81/07/17. 2pp. 09169:020. 


8107280237 Forwards LER 81-066/03L-Q. 

MANRY* M. Georgia Power Co. 81/07/17. Ip. 09178:144. 


— 8107280240 LER B1-066/03L-0: on 810626* while operating at 92% power* B 
diesel tripped during surveillance test HNP— 2— 01* diesel 
generator manual start. Standby svc water sys would not 
deliver rated flow. Caused by debris blocking flow to pump. 

COGGIN, C . L. Georgia Power Co. 81/07/17. 2pp. 09178:145. 


8107310476 Forwards LER B1-054/03L-0. 

MANRY, M. Georgia Power Co. 81/06/30. Ip. 09220:354. 


8107280299 Forwards LER 81-060/03L-0. 

MANRY, M. Georgia Power Co. 81/07/17. Ip. 09177:341. 
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-8107310484 LER 81-054/03L-0: on 810613* drywell & torus hydrogen-oxygen 
analyzer recorder, 2P33-P001B. found to be inoperative. Caused 
by analyzer drift. Analyzer reealibr. 

COGGIN, C.L. Georgia Power Co. 81/06/30. 2pp. 09220:355. 


■8107280307 LER B1-060/03L-0: on 810622, inboard reactor water cleanup 
primary containment isolation valve found open in presence 
of isolation signal. Caused by attempt to electrically close 
valve after backsetting to repair packing laak. 

# Georgia Power Co. 81/07/17. 2pp. 09177:342. 


B107310125 Forwards LER 81-057/01T-0. 

MANRY. M. Georgia Power Co. 81/07/02. Ip. 09218:211. 


8107200417 Forwards LER 81-064/03L-0. 

MANRY, M. Gaorgia Power Co. 81/07/17. Ip. 09175:234. 


-8107310129 LER S1-057/01T-0: on 810623* valve 2P41-P315B found closed. 
Caused by inadvertent operation due to possible bumping of 
control switch. Valve opened It protective cover installed. 

BAXLEY* 8. X. Georgia Power Co. 81/07/02. 3pp. 09218:212. 


8107310278 Forwards LER 81-053/03L-0. 
MANRY* M. Georgia Power Co. 81/07/02. 


Ip. 09219:159. 


-8107310283 LER 81-053/03L-0: on 810611* turbine fiTSt state pressure 
permissive switches found out of tolerance while performing 
Barksdale pressure switch calibr. Probably caused by setpoint 

drift. Switches reealibr. 

NIX, R, T. Georgia Power Co. 81/07/02. 2pp. 09219:160. 


—8107280424 LER B1-064/03L-0: on 810626, while performing diesel generator 
manual start surveillance procedure on 2P43-5001A generator* 
speed adjust switch found inoperable. Caused by synchronizing 
motor. Motor disassembled* cleaned *» returned to svc. 

COGGIN* C.L. Georgia Power Co. 81/07/17. 2pp. 09175:235. 


8107310175 Forwards LER B1-069/03L-0. 

MANRY, M. Georgia Power Co. 81/07/21. ip. 09218:238. 


—8107310179 LER 81-069/03L-0: on 810630* average power range monitor 
surveillance not performed within required time limt-t. 

Caused by personnel error. Surveillance performed. 

BAXLEY, 8.X. Oeorgia Power Co. 81/07/21. 2pp. 09218:239. 


8107140536 PNO-I 1-81-049: on 810708* Inti Brotherhood of Electric Workers 
commenced strike against util. Watch turnover from union 
members to supervisory staff completed in orderly manner. 

Region providing continuous inspector coverage. 

BROWNLEE* V L * KELLOGG* P. J. Region 2. Atlanta* Office of the 
Director (01/03/01). 81/07/09. Ip. 09015:072. 


8107210234 Forwards LER 81-062/03L-0. 
MANRY* M. Georgia Power Co. 81/07/09. 


ip. 09101:354. 


8107310388 Forward* LER B1-065/03L-0. 

MANRY, M. Georgia Power Co. 81/07/21. Ip. 09221:017. 


—8107310400 LER 81-065/03L-0: on 810626 * hydrogen-oxygen analyzer found 
inoperable. Caused by partially clogged gas flow regulators. 

Gas flow regulators claaned It read justed. Analyzer reealibr. 

* Georgia Power Co. 81/07/21. 2pp. 09221:018. 


8107310405 Forwards LER 81-061 /03L-0. 

MANRY, M. Georgia Powar Co. 81/07/21. Ip. 09220:089. 
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— 8107310424 LER 81-061 /03L-0: on 810624, hi-lo flow alarm received for 
reactor bldg vent radiation monitor sys. Caused by tripping 
of sample pumps A Sc B due to overload protection tripping. 

Vanes in pump A replaced. Pump B overload reset. 

RGQERS, W. H. Georgia Power Co. 81/07/21. 2pp. 09220:090. 


8107310441 Forwards LER 81-067/03L-0. 

MANRY, M. Georgia Power Co. 81/07/21. Ip. 09221:036. 


— 8107310456 LER 81-067/03L-0: on 810626, site notified that procedures 
used for checking positions of PSW valves serving safety- 
related equipment were inadequate. Caused by erroneous 
determination that HNP2-3182 confirms valve position. 

* Georgia Power Co. 81/07/21. 2pp. 09221:037. 


DOCKET 50-367 BAILLY GENERATING STATION 


A. Application/construction stage documents Sc correspondence 


8107080222 Submits info superseding response to NRC Question 13 & last 
sentence of last paragraph to Question 14, submitted 801218. 

Total membership in listed unions exceeds 17, 000. Const 
workers' shifts will be staggered. 

8H0RB, E. M. Northern Indiana Public Service Co. 81/07/03. 2pp. 
08965: 192. 


8107310055 Generic Ltr 81-23A to all licensees Sc CP holders, advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation, per Generic Ltr 81-23, are unnecessary. 

EISENHUT, D. G. Division of Licensing. 81/07/06. 6pp. 09222:215. 


8107100084 Responds to 810226 Generic Ltr 81-03 re implementation of 
NUREG-0313, Revision 1 concerning BUR coolant pressure 
boundary piping. Since const activity has halted, response 
will be submitted by 830701. 

SHORB , E. li. Northern Indiana Public Service Co. 81/07/07. Ip. 
08990: 135. 


8107130071 Responds to Generic Ltr 81-01, "Qualification of Insp Exam & 
Testing it Audit Personnel. " Util commits to comply 
w/regulatory positions contained in Reg Guides 1. SB !< 1. 146. 

SHORB, E. M. Northern Indiana Public Service Co. 81/07/10. 2pp. 

09027: 312. 


F. Security, medical, emergency & fire protection plans 


8107100320 Forwards Page 2-11 to NUREG, chang ing implementing schedule 
for submission & evaluation of upgraded emergency plans per 
Generic Ltr 81-25. 

EISENHUT, D. G. Division of Licensing. 81/06/13. 4pp. 08996: 33B. 


8107290002 Generic Ltr 81-27: requests that all emergency plans & 
implementing procedures be submitted w/pages marked to 
reflect privacy Sc proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT, D. G. Division of Licensing. 81/07/09. 3pp. 091B9:059. 


8107200362 Advises that licensees must submit three copies of emergency 
plans, proc edures Sc revisions to NRC regional ofc. All copies 
should be sent to Region 3 incident response ctr. 

KEPPLER, J. G. Region 3, Chicago, Office of the Director (81/03/01). 
81/07/10. 2pp, 09070:213. 


G. Adjudicatory correspondence 


8107020450 Response opposing Porter County Chapter Interveners' 810406 
motion to file brief. Motion should be denied per util 
position in 810406 rep ly. Certificate of Svc end. 

EICHHORN, W. H. Northern Indiana Public Service Co. EICHHQRN, W. H. 
Eichhorn, Eichhorn 8< Link. 81/04/29. 3pp. 08934:302. 


8107020511 Response to Northern IN Public Svc Co (NIPSCO) first set of 
interrogatories re CP extension. Good cause shown that NIPSCO 
St contractors contributed to failure to complete const by 
790901. W/Certif icate of Svc. Related correspondence. 

FAHhER, T. C. , RAPKIN, A. , MURRAY, M. Illinois, State of. 81/05/01. 
10pp. 08934: 353. 


8107020292 Requests prompt delivery of documents per Porter County 
Chapter Interveners second & third requests to produce 
directed to util. 

VOLLEN, R. J. Businessmen for the Public Interest. VOLLEN, R. J. 
Porter County Chapter Intervenors. VOLLEN, R. J. Vollen, R. U. & 
Hhicher, J. M. 81/03/03. 2pp. 08926:356. 


8107020311 Grants request for addl time until 810515 to file responses 
to util interrogatories filed 810410. Related correspondence. 

EICI+IORNi W. H. Eichhorn, Eichhorn Sc Link. EICHHORN. W. H. Northern 
Indiana Public Service Co. 81/05/05. 2pp. 08954:227. 


8107010351 Forwards GA Roupe affidavit which will accompany GE answer 
in opposition to Porter County Chapter Intervenor motion to 
compel production of documents. Protec tive order also end. 

W/Certif ic ate of Svc. Related correspondence. 

FIRESTONE, E. A. General Electric Co. 81/06/22. Ip. 08910:343. 


•8107010355 Affidavit re review of draft agreement per contract between 
applicant Sc GE for nuclear fuel Sc related facility sves Sc of 
draft agreement per contract for initial core of fuel it 
related sves. 

ROJPE, G. A. General Electric Co. 81/06/22. 7pp. 08910:344. 


•8107010358 Protective order describing procedures for disclosure of 
highly confidential info. Certificate of Svc end. 

MARSHALL, P. H. U. S. District Court, Nothern District of Illinois, 
Eastern Div. 78/09/06. 8pp. 08910:331. 


8107010327 Response opposing applicant 810608 motion for protective 
order it request for order compelling util to answer 
Interrogatories 6(d) 8c 9. Applicant motion is w/o merit. 

W/Certif ic ate of Svc. Related correspondence. 

WHICHER, J. M. Porter County Chapter Intervenors. WHICHER, J. M. 
Vollen, R. J. & Whicher, J. M. 81/06/23. 9pp. 08888:291. 


8107010380 Response to Porter County Chapter Intervenor (PCCI) fourth 
request for production of documents. PCCI failed to place 
reasonable limits on requests 8< failed to meet stds for 
d iscovery. W/Certif icate of Svc. Related correspondence. 

EIChHQRN, W. H. Northern Indiana Public Service Co. EICHHORN, W. H. 
Eichhorn, Eichhorn 8< Link. 81/06/23. 10pp. 08914:298. 


8107020387 First application for issuance of subpoenas for RF 
Brissette.S Dobrijevic & authors of 790827 rept re const 
dewatering at fac ility. Certificate of Svc end. Related 
c orrespond ence. 

RAPKIN, A. Illinois, State of. 81/06/23. 4pp. 08934:007. 


8107020279 Ack receipt of WH Eichhorn 810623 response to Porter County 
Chapter Intervenors' 810615 request for documents filed w/ 

NRC per Generic Ltr 81-23. Requests documents when it if 
available. Related correspondence. 

VOLLEN, R. J. Businessmen for the Public Interest. VOLLEN, R. J. 

Porter County Chapter Intervenors. VOLLEN, R. J. Vollen, R. J. it 
Whicher, J. M. 81/06/24. Ip. 08935: 339. 


8107020310 Informs that ASLB order granting CP extension should read 
0700 rather than 0608 for extension date. 

VOLLENiR, J. Businessmen for the Public Interest. 81/06/24. 2pp. 
08934: 225. 


QI07010429 Responds to 810319 second request for production of 
d ocuments. Uncirculated notes will not be produced because 
notes are not in NRC possession. 

HODCDON, A. P. Office of the Executive Legal Director. 81/06/23. 
2pp. 08919:288. 


— 8107010431 Forwards util 810304 ltr indicating that Thatcher pile 
placement procedures manual (pile QA/QC manual) will be 
revised & submitted prior to installation of piles. 

LYNCH, M. D. NRC - No Detailed Affiliation Given. 81/03/03. ip. 
08919:314. 


— 8107010436 Advises that request for proposal action was initiated 
for monitor in anticipation of termination of COE contract. 
Denton memo re insp it monitoring of piles at facility it 
800211 trip rept end. 

THOMPSON, 0. Hydrologic Sc Geotechnical Engineering Branch. 
81/01/28. 14pp. 08919:316. 


8107020269 Requests that util 810619 answer opposing Porter County 
Chapter Intervenors' motion for extension to file answers 
to interrogatories be noted as request for reconsideration 
of granting of ex tension. W/Certif icate of Svc. 

SHEA, K. H. Lowenstein, Newman, Reis, Axelrad Sc Toll. SHEA, K. H. 
Northern Indiana Public Service Co. 81/06/25. 4pp. 08920:333. 


8107020444 Submits guidelines for ASLB to follow for just determination 
re issuance of subpoenas requested by intervenor Porter 
County Chapter Intervenors. Related correspondence. 

EICHHORN, W. H. Eichhorn, Eichhorn Sc Link. EICHHORN. W. H, Northern 
Indiana Public Service Co. 81/06/23. 3pp. 08934:331. 


—8107020447 Motion for protective order providing that depositions of H 
Ricca St JF Purcell not be taken subsequent to 810731. 

Certificate of Svc end. 

EICHHORN, W. H. Northern Indiana Public Service Co. EICHHORN, W. H. 
Eichhorn, Eichhorn Sc Link. 81/06/25. 4pp. 08934:334. 
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S10702Q483 Request for order compelling deposition of MD Lynch in 
Chicago, IL on 810805. In cases of inconvenience* depositions 
may take place in other than deponent state of residence. 

Certificate of Svc end. Related correspondence. 

VOLLEN, R. J. Porter County Chapter Intervenors. VOLLEN, R. J. Vollen, 
R. J. 8c Whicher, J. M. 81/06/26. 10pp. 08934:215. 


8107080198 Ack receipt of 810625 ltr responding to intervenor 810529 
second request for production of documents. Objections to 
request & clarification requested. Related correspondence. 

VOLLEN, R.J. Porter County Chapter Intervenors. VOLLEN. R. J. 
Businessmen for the Public Interest. VOLLEN. R. J. Vollen. R, J. 8c 
Whicher. J. M. 81/06/29. 2pp. 08962:017. 


8107080202 Notice that depositions of AH Peterson. FG Hiple 8e 
CR Kulauiinski will be taken re util 790207.0831 8c 801126 
correspondence 8 e reasons why util did not complete const 
by 790901. Related correspondence. 

WHICHER. J. M. Porter County Chapter Intervenors. WHICHER. J. M. 
Vollen. R. J. 8. Whicher, J. M. 81/06/29. 2pp. 08962:156. 


8107080238 Answer opposing util 810625 request for reconsideration of 
ASLB order granting Porter County Chapter Intervenors 
extension until 810708 to file answers to util second set 
of interrogator ies. No reasons shown for granting motion. 

WHICHER, J. M. Porter County Chapter Intervenors. WHICHER, J. M. 
Vollen, R. J. 8c Whicher, J. M. 81/07/02. Ip. 08966:034. 


8107100203 Response in opposition to licensee 810618 8c 25 motions for 
protective orders re depositions of JW Dunn.H Ricca 8< JF 
Purcell. Li censee has shown no good cause for protective 
orders. Certificate of Svc end. 

WHICHER, J. M. Porter County Chapter Intervenors. WHICHER, J. M. 
Vollen, R.J, 8c Whicher. J. M. 81/07/06. 4pp. 08994:333. 


8107090134 Clarifies 810625 ltr responding to 810519 second request for 
production of documents. Documents responsive to Paragraphs 
1,2 8c 3 are available in PDR. Documents responsive to 
Paragraphs 4-9 will be produced later. 

HOGDON, A. P. Office of the Executive Legal Director. 81/07/07. 2pp. 
08981:059. 


8107150047 Response in opposition to GE motion for protective order. 
Motion does not establish valid claim of proprietary or 
confidential nature of documents. Certificate of Svc end. 

WHICHER, J. M. Porter County Chapter Intervenors. WHICHER, J. M. 
Vollen, R. J. 8c Whicher, J. M. 81/07/07. 6pp. 09027:231. 


8107170009 Motion for 6-day extension until 810713 to respond to util 
second motion to compel answers to second set of 
interrogatories. Response time limited due to attorney 
i llness. Certificate of Svc end. 

RAPKIN, A., MURRAY, M. J. Illinois, State of. 81/07/07. 3pp. 

09057: 258. 


8107100157 Response in opposition to Porter County Chapter Intervenors 
810618 motion for leave to file reply brief . Permission 
should only be granted if moving party would be unfairly 
d isadvantaged by absence of rep ly. W/Cert i f icate of Svc. 

LEWIS, S. H. Hearing Branch 4. 81/07/08. 5pp. 08992:237. 


8107160119 Suppl to 810321 notice of intention to seek stay. Porter 
County Chapter Intervenors will seek order preventing 
facility const upon receipt of util notice of intention to 
commence const. 

VOLLEN.R, J. Porter County Chapter Intervenors. VOLLEN, R. J. Vollen, 
R. J. 8c Whicher, J. M. 81/07/08. 3pp. 09041:107. 


8107160123 Judgment that order re review of NRC order denying requests 
for hearing on proposed changes in foundation design is 
vacated 8e must be included in piling depth question. Portions 
of 810612 transcript end. 

FISHER, G. A. U. S. District Court, District of Columbia. 81/07/01. 
14pp. 09041: 110. 


8107170035 Response to State of IL first set of interrogatories 
directed to uti 1. Cert if icate of Svc end. 

BOHN, R. J. Northern Indiana Public Service Co. 81/07/08. 29pp. 

09057: 147. 


Motion for protective order providing that depositions of 
AH Petersen,FG Hiple 8c CR Kulawinski may not be taken on 
dates subsequent to 810731. Suggested dates are beyond time 
period requested for limit of discovery. 

EICHHORN, W.H. Northern Indiana Public Service Co. EICHHORN, W. H. 
Eichhorn, Eichhorn 8e Link. 81/07/08. 2pp. 09053:185. 


8107170161 Requests that ASLB withhold State of IL 810623 requested 
ttiESS"® 8 until fl* nera3L relevance of testimony demonstrated. 

EICHHORN, W. H. Eichhorn, Eichhorn 8t Link. 81/07/08. 2pp. 09053:209. 


8107170176 Ack receipt of AH Petersen* FG Hiple 8c CR Kulawinski 810629 
notice of deposi tions. Util pending motion suggests 
depositions not be scheduled after 810731. Ear 1 ier date 
requested. 

EICHHORN. W. H. Eichhorn, Eichhorn 8c Link. 81/07/08. Ip. 09053:295. 


8107130170 Forwards DC Circuit Court 810601 decision reversing 
Commission 1979 order (CLI-79-11) denying petitions that 
util proposal to use shorter pilings be treated as CP amend 
request. 

LEWIS, S. H. Hearing Branch 4. 81/07/09. 2pp. 08998:154. 


— 8107130177 Order vacating CLI-79-li 8c directing NRC to include 
piling depth question in pending CP amend hearing. 

Ambiguities created by licensee departure from original 
plans must be examined. 

FISHER, G. A. U. S. District Court, District of Columbia. 81/06/01. 
6pp. 08998: 156. 


8107150085 Order stating that all new discovery be initiated by 810731 
depositions be scheduled by 810828 8c responses to discovery 
be updated by 810831 . Contested discovery to be rescheduled. 

Portion of util motion re prefiled testimony is denied. 

GROSSMAN, H. Atomic Safety and Licensing Board Panel. 81/07/10. 

2pp. 09027:268. 


8107150204 Order denying Porter County Chapter Intervenor 810519 
applications seeking orders requiring deposition of JG 
Keppler 8< NRC answers to first set of interrogatories. 

GROSSMAN, H. Atomic Safety and Licensing Board Panel. 81/07/10. 
2pp. 09027:336. 


8107160262 Motion for extension until 810803 to file answers or 
objections to util 810622 third set of interrogator ies. 

Extension will not prejudice any party. Certificate of Svc 
end. 

VOLLEN, R. J. Porter County Chapter Intervenors. VOLLEN, R. J. Vollen 
R. J. 8c Whicher. J. M. 81/07/10. 3pp. 09041:103. 


8107160406 Motion to compel definitive response to second request to 
NRC for production of documents. Documents are directly 
relevant to amount of delay caused by review. Certificate of 
Svc end. 

WHICHER, J. M. Porter County Chapter Intervenors. WHICHER, J. M. 
Vollen, R. J. & Whicher, J. M. 81/07/10. 6pp. 09041:065. 


8107170142 Response in opposition to State of IL motion for extension 
of time to respond to second set of interrogatories. 

Proferred justif ication of illness 8c r espo.ns ib i 1 i t ies in 
other cases is insuff ic ient. Certificate of Svc end. 

SHEA, K. H. Northern Indiana Public Service Co. SHEA, K. H. 

Lowenstein, Newman, Reis, Axelrad 8c Toll. 81/07/10. 3pp. 09039:203. 


8107170007 Motion for extension until 810727 to respond to util third 
set of int errogatories. Interrogatories are of technical 
nature & require consultation w/others. Certificate of Svc 
end. Related correspondence. 

RAPKIN, A., MURRAY, M. J. Illinois, State of. 81/07/13. 4pp. 

09057: 176. 


8107230012 Response opposing util second motion to compel answers to 
second set of in terrogatories. Certificate of Svc end. 

FAHNER, T. C . Illinois, State of. 81/07/15. 9pp. 09132:242. 


8107170196 Response to Porter County Chapter Intervenors' motion to 
compel MD Lynch 810805 deposition in Chicago, IL. Lynch will 
be available on 810819-20 in lieu of 810805 deposition date 
in motion. Certificate of Svc end. 

LEWIS, S. H. Hearing Branch 4. 81/07/16. 4pp. 09054:090. 


8107210313 Forwards evaluation of request for extension of CP, negative 
declaration supporting extension of expiration date & EIA 
prepared by Div of Licensing. 

LEWIS, S. H. Hearing Branch 4. 81/07/17. 3pp. 09104:199. 


— 8107210315 "NRC Staff Evaluation of Bailly CP Extension Request. M 
LYNCH, M. D. * SCHWENCER,A. Licensing Branch 2. 81/07/17. 16pp. 

09104:202. 


—8107210317 EIA supporting util requested extension of CP. 
* Division of Licensing. 81/07/17. 10pp. 09104:218. 


8107220190 Motion for clarification of ASLB 810713 order closing 
discovery. Some language is ambiguous. Certificate of Svc 
end. 

RAPKIN, A. Illinois, State of. 81/07/17. 3pp. 09117:134. 


8107220215 Notice of TC Fahner 810728 deposition in Chicago, IL. 
Certificate of Svc end. 

MURRAY, M. J. Illinois, State of. 81/07/17. 3pp. 09118:026. 



DOCKETED ITEMS 


8107270235 Statement adopting in entirety Porter County Chapter 
Intervenors 810609 application for order requiring 
□ Thompson attendance & testimony at deposition. 

MURRAY, M.J. Illinois, State of. 81/07/20. Ip. 09160:122. 


— 8107270236 Notice of O Thompson 810804 deposition in Chicago, XL. 
MURRAY, M.J. Illinois, State of. 81/07/20. 2pp. 09160:123. 


— 8107270237 Notice of MD Lynch 810819 deposition in Chicago, IL. 
Certificate of Svc end. 

MURRAY, M.J. Illinois, State of. 81/07/20. 3pp. 09160:125. 


8107270083 Motion to compel answers to 810423 second sets of 
interrogatories directed to Porter County Chapter 
Intervenors, Concerned Citizens Against Bailly Nuclear Site & 
others. Certificate of Svc end. 

SHEA, K. H. Northern Indiana Public Service Co. SHEA, K. H. 

Ei chhorn, Eichhorn & Link. 81/07/21. 12pp. 09157:015. 


8107270084 Forwards Bohn Deposition Exhibit 2. W/o end. 

EICHHORN, W. H. Eichhorn, Eichhorn & Link. 81/07/21. ip. 09157:028. 


8107270233 Amended notice of JW Dunn 810827 deposition. Also changes 
court reporter cited in 810618 S< 29 notices of depositions. 
Certificate of Svc end. 

WHICHER, J. M. Izaak Walton League of America, Porter County Chapter. 

WHICHER, J. M. Vollen, R. J. fcWhicher, J. M. 81/07/21. 3pp. 

09160: 102. 


B 107270234 Forwards proposed agreement per ASLB 810522 memorandum Sc 
order granting protective order to GE, f or review & reply. 

Relevant documents available for insp. 

EICHHORN, W. H. Eichhorn, Eichhorn & Link. 81/07/21. 2pp. 09160:105. 


8107240068 Advises that 810716 response to Porter County Chapter 
Intervenors motion to compel has been modified to reflect 
change in date of MD Lynch deposition to 810818-19. 

LEWIS, 8. H. Hearing Branch 4. 81/07/22. Ip. 09137:108. 


8107280337 Motion for clarification or reconsideration of 810710 
orders. Svc of subpoenas Sc notices of deposition it taking of 
depositions cannot reasonably be accomplished by ordered 
810828 date. Certificate of Svc end. 

VOLLEN, R.J. Izaak Walton League of America, Porter County Chapter. 
VOLLEN, R.J. Vollen, R. J. SeWhicher, J. M. 81/07/22. 6pp. 

09173: 075. 


8107280025 Response opposing Porter County Chapter Intervenors ' 810710 
motion for extension of time to file answers or objections 
to third set of interrogatories. Motion is attempt to delay 
completion of discovery. W/Certif icate of Svc. 

SHEA, K. H. Northern Indiana Public Service Co. SHEA, K. H. 

Louenstein, Newman, Reis, Axelrad Sc Toll. Bl/07/23. 4pp. 09172:292. 


8107280002 Answers to Porter County Chapter Intervenors ' first set of 
interrogatories. Affidavit it Certificate of Svc end. 

LYNCH, M. D. Licensing Branch 2. 81/07/24. 10pp. 09173:018. 


8107280007 Forwards documents responsive to Porter County Chapter 
Intervenors' 810609 third request to produce directed to 
NRC.U/o end. 

LEWIS, 8. H. Hearing Branch 4. 81/07/24. Ip. 09173:016. 


8107280220 Completes response to Porter County Chapter Intervenors' 
810519 second request to NRC for production of documents. 

W/o ends. 

LEWIS, S. H. Hearing Branch 4. 81/07/24. 2pp. 09172:220, 


8107300151 Answer to State of IL 810717 motion for clarification of 
order it Porter County Chapter Intervenors' 810722 motion for 
clarification or reconsideration of order. ASLB 810710 order 
is not ambiguous. No clarification needed. 

EICHHORN, W. H. Northern Indiana Public Service Co. EICHHORN, W. H. 
Eichhorn, Eichhorn it Link. 81/07/24. 3pp. 09195:085. 


—8107300152 Renewed motion for protective order providing that 
Petersen, Hiple & Kulawinski depositions may not be taken on 
dates specified. No justification offered. ASLB established 
final date for depositions. Certi f icate of Svc end. 

EICHHORN, W.H. Northern Indiana Public Service Co. EICHHORN, W. H. 
Eichhorn, Eichhorn it Link. 81/07/24. 4pp. 09195:088. 


H. General correspondence 


8107090190 Package of 11 ltrs opposing facility licensing. 

HOLDRIDOE, H. B. , COHEN, S. , LENTL, M. Affiliation Unknown. 81/05/14. 
11pp. 08981:149. 


8107150001 Package of two ltrs opposing licensing of facilities. 
RUSSELL, W. , RUSSELL, B. Affiliation Unknown. 81/07/10. ip. 
09027: 311. 


8107240069 Opposes licensing of facilities. 

LOPPING, E. J. Affiliation Unknown. 81/07/21. Ip. 09138:131. 


G. Inspection reports, IE Bulletins & correspondence 


8107240306 Advises that IE Info Notice 81-19, "Lost Parts in Primary 
Coolant Sys," was forwarded to listed utils. 

* Region 3, Chicago, Office of the Director <81/03/01). 81/07/06. 

Ip. 09148:203. 


8107140527 Advises that neither corbicula nor mytilus specie is 
present in local environ, in response to IE Bulletin 81-03. 
8H0RB, E. M. Northern Indiana Public Service Co. 81/07/07. Ip. 
09024: 008. 


8107200402 Notifies that IE Info Notice 81-19, "Lost Parts in Primary 
Coolant Sys," was sent to listed utils on 810706. 

CARROLL, D. E. Word Processing St Document Control Section. 81/07/07. 
2pp. 09073:323. 


8107150107 Advises that IE Circular 81-09, "Containment Effluent Water 
That Bypasses Radioactivity Monitor," was sent to listed 
licensees on 810710. 

CARROLL, D. E. Word Processing S< Document Control Section. 81/07/10. 
2pp. 09026:026. 


8107170236 Advises that IE Info Notice 81-20, "Test Failures of 
Electrical Penetration Assemblies," was sent to listed utils 
on 810713. 

CARROLL, D. E. Word Processing it Document Control Section. 81/07/13. 
2pp. 09051:028. 


8107170245 Advises that IE Info Notice 81-20, "Test Failures of 
Electrical Penetration Assemblies," was forwarded to 
listed licensees. 

* Region 3, Chicago, Office of the Director (81/03/01). Bl/07/15. 

Ip. 09051:001. 


8107170251 Advises that IE Circular 81-09, "Containment Effluent Water 
That Bypasses Radioactivity Monitor," was forwarded to 
listed licensees. 

* Region 3, Chicago, Office of the Director (81/03/01). 81/07/15. 

Ip. 09058:209. 


8103300402 IE Info Notice 81-21. "Potential Loss of Direct Access to 
Ultimate Heat Sink. " 

* Director's Office, Office of Inspection and Enforcement. 
Bl/07/21. 5pp. 09162:348. 


8107270246 Advises that IE Info Notice 81-21, "Potential Loss of Direct 
Access to Ultimate Heat Sink, " was sent to listed licensees 
on 810721. 

CARROLL, D. E. Word Processing it Document Control Section. 81/07/21. 
2pp. 09160:112. 


8107270218 Advises that IE Circular 81-12, "Inadequate Periodic Test 
Procedure of PWR Protection Sys," was sent to listed 
licensees on 810722. 

CARROLL, D. E. Word Processing & Document Control Section. 81/07/22. 
2pp. 09160: 131. 


8107270253 Advises that IE Circular 81-12, "Inadequate Periodic Test 
Procedure of PWR Protection Sys," was sent to listed 
1 icensees. 

a- Region 3, Chicago, Office of the Director (81/03/01). 81/07/24. 

Ip. 09160:107. 


8107280196 Notifies that IE Circular 81-11, "Inadequate Decay Heat 
Removal During Reactor Shutdown," was sant to licensees on 
810724. 

CARROLL, D. E. Word Processing Sc Document Control 8ectlon. 81/07/24. 
2pp. 09169:010. 


6107280626 Advises that IE Circular 81-11, "Inadequate Decay Heat 
Removal During Reactor Shutdown," has been forwarded to 
listed licensees. 

* Region 3, Chicago, Office of the Director (81/03/01). 81/07/24. 

Ip. 09181:001. 


R. Periodic operating reports Sc related correspondence 


8107170228 "Annual Rapt, Bailly Nucleer-1 Site Encompassing Apr 1980-Mar 
1981. " 

* Texas Instruments, Inc. 81/05/31. 400pp. 09055: 161. 
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8107070243 Forwards well charts for 810617-24 & Bailly wells w/o 
recorders, pond levels, pneumatic pressure transducers, water 
meter readings & USGS wells for 810624. 

BOHN. R. J. Northern Indiana Public Service Co. 81/07/01. 33pp. 

08938: 036. 


8107280508 Responds to Generic Ltr 81-04 re emergency procedures & 
training for station blackout events. Suf f ic sent time is 
available to restore power following station blackout. 

Capability to mitigate effects of postulated event is good. 

TRIMBLE. D. C. Arkansas Power it Light Co. 81/07/20. Bpp. 09173:184, 


8107140604 Forwards well charts for 810624-0701 & Bailly wells w/o 
recorders, pond leve Is. pneumatic pressure transducers, water 
meter readings 8c USGS wells for 810701. 

BOHN. R. J. Northern Indiana Public Service Co. 81/07/08. 

09015: 186. 


recorders, pond leve Is. pneumatic pressure transducers, water 
meter readings fc USGS wells for 810708. Pen off paper for 
Well 14. 

BOHN. R. J. Northern Indiana Public Service Co. 81/07/15. 
09077: 030. 


recorders, pond levels. pneumatic pressure transducers, water 
meter readings & USGS wells for 810715. 

BOHN. R. J. Northern Indiana Public Service Co. 81/07/23. 
09139:351. 


8107310229 Forwards emergency planning info for placement in LPDR. W/o 
8107010311. 

SOUDER, U.L. Division of Rules and Records. 81/07/21. Ip. 


32pp. 

09222: 312. 





8107310233 Forwards emergency planning info for 

placement 

in 

LPDR. W/o 

w/o 

32pp. 

8107010315. 

SOUDER, J. L. Division of Rules and Records. 
09222: 313. 

81/07/21. 

lp. 



8107310236 Forwards emergency planning info for 

placement 

in 

LPDR. W/o 


8106250153. 

SOUDER, J. L. Division of Rules and Records. 

81/07/21. 

lp. 


w/o 

09222: 356. 



32pp. 

8107310238 Forwards emergency planning info for 

placement 

in 

LPDR. W/o 

8107010301. 





Ip. 


DOCKET 30-368 ARKANSAS NUCLEAR ONE. UNIT 2 


F. Security, medical, emergency it fire protection plans 


8107010309 Releases public version of ltr of agreement between util & 
Univ of AK for incorporation into emergency plan for 
facility. 

FELTON. J, M. Division of Rules and Records. Bl/06/22. Ip. 
07806:001. 


G. Adjudicatory correspondence 


8107090291 Answer that petitioners do not object to NRC 810629 motion 
for leave to defer response to 810622 petition until 810731. 
Certificate of Svc end. 

REYNOLDS. N. S. Commonwealth Edison Co. REYNOLDS. N. S. Arkansas Power 
tt Light Co. REYNOLDS, N. S. Baltimore Gas & Electric Co. 81/07/07. 
3pp. 08984:117. 


— 8107010311 Forwards public version of ltr of agreement between util & 
Univ of AK Medical Sciences Hosp for incorporation into 
emergency plan. 

TRIMBLE. D. C. Arkansas Power & Light Co. 81/04/01. 6pp. 

07B06: 001. 


8107150286 Requests that NRC notify N Reynolds that 810622 petition 
for extension of deadline for compliance ^w/CLI-80-21 has 
been retitled. Svc should be made of all subsequent papers on 
parties to pr oc eed ing, includ ing UCS. 

WEISS, E. R. Harmon & Weiss. 81/07/10. 3pp. 09023:136. 


8107010312 Releases public version of revision to emergency plan 
procedures. 

FELTON, J. M. Division of Rules and Records. 81/06/23. Ip. 
07806:001. 


— 8107010315 Forwards public version of Revision 1 to emergency plan 
procedures re duties of emergency evacuation team, fire team 
8c radiation team. 

* Arkansas Power 8c Light Co. 81/03/11. Ip. 07806:001. 


— 8107010317 Public version of Revision 1 to emergency plan procedures re 
duties of emergency evacuation team, fire team 8c radiation 
team. 

HANLON, J.P. Arkansas Power 8c Light Co. 81/03/06. 7pp. 

07806: 001. 


8107010300 Releases public version of facility emergency planning info. 
FELTON, J. M. Division of Rules and Records. 81/06/24. Ip. 

07806:001. 


— 8107010301 Public version of notification that revised emergency plan 8c 
specified implementing procedures will become effective on 
810327. 

O'HANLON. J. P. Arkansas Power 8c Light Co. 81/03/24. 2pp. 

07806: 001. 


— 8107010302 Forwards public version of Revision 1 to Emergency Plan 
Implementing Procedure 1903.30, "Emergency Response 
Organization. " 

* Arkansas Power 8c Light Co. 81/03/24. Ip. 07806:001. 


— 8107010303 Public version of Revision 1 to Emergency Plan Implementing 
Procedure 1903.50. "Emergency Response Organization." 

O'HANLON, J. P. Arkansas Power 8c Light Co. 81/03/20. 3pp. 


8107290002 Generic Ltr 81-27: requests that all emergency plans 8c 
implementing procedures be submitted w/pages marked to 
reflect privacy 8c proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT, D. G. Division of Licensing. 81/07/09. 3pp. 09189:039. 


8107280029 Ack receipt of 810518 ltr transmitting addl info re security 
plan. Changes were denied because security plan effectiveness 
could be decreased. 

CLARK, R. A. Operating Reactors Branch 3. 81/07/13. 2pp. 09179:201. 


8107220201 Forwards order confirming licensee commitments to post-TMI 
related requirements of NUREG-0737, based on 801219,31, 
810119,0227,0311,13,31 8c 0430 ltrs. Explicit statements of 
requirements set forth in attachment to order. 

CLARK, R. A. Operating ReactOTs Branch 3. 81/07/10. 3pp. 09123:339. 


— 8107220206 Order confirming licensee commitments re post-TMI related 
requirements of NUREG-0737. Requests that applicant satisfy 
specific requirements of NUREG, described in attachment, 
within 30 days. 

EISENHUT, D. G. Division of Licensing. 81/07/10. 10pp. 09123:342. 


H. General correspondence 


8107140266 Informs of interest in continuing to receive info re 
facility, in response to 810701 ltr. Requests that name remain 
on mailing list. 

B0R9UM, P. E. Babcock & Wilcox Co. 81/07/08. Ip. 09147:122. 


8107210356 Requests removal of name from plant mailing list 8c 
substitution of SL Smith, AR Nuclear Planning 8t Response 
Program. 

HILL, J. G. Arkansas, State of. 81/07/15. Ip. 09102:226. 


P. Operating license stage documents 8c correspondence 


8107070100 Denies util 810401 request to postpone implementation of 
revised snubber STS until inclusion of snubber inservice 
testing std <0M-4> into ASME Code. Draft std unacceptable 8c 
delays inevitable. Requests QL amend application submittal. 

CLARK, R. A. Operating Reactors Branch 3. 81/06/17. 2pp. 08963:289. 


6107010012 Forwards proposed change to Tech Specs re DNBR penalty 
factors, supplementing 810303 Cycle 2 reload submittal. 

CAVANAUGH, W. Arkansas Power 8c Light Co. 81/06/19. 2pp. 08907:209. 


—8107010362 Proposed change to Tech Spec Pages 3/4 2-7 re DNBR penalty 
factors. Basis for change end. 

* Arkansas Power 8c Light Co. 81/06/19. 2pp. 08907:211. 

8107070046 Responds to 810430 request for re-evaluation of NRC 810220 
Class 3 fee position re 801128 application on definition of 
operable. Application approved as Amend 57 to OL. Class 2 fee 
deemed appropriate. Refund being processed. 

MILLER, W, 0. License Fee Management Branch. 81/06/26. Ip. 

08960: 173. 
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8107140169 Forwards Amends 98 & 29 to Licenses DPR-51 & NPF-6, 
respective ly* safety evaluation & notice of issuance & 
availabi 1 i ty. Amend modifies Apps A Sc B Tech Specs to change 
organization «t personnel titles within util. 

CLARK, R. A. Operating Reactors Branch 3. STOLZ* J. F. Operating 
Reactors Branch 4. 81/06/26. 3pp. 09031:163. 


— 8107140178 Amends 98 & 29 to Licenses DPR-91 & NPF-6* respectively, 
revising Tech Specs to change organization & personnel 
titles within util. 

STDLZ* J. F. Operating Reactors Branch 4. 81/06/26. 22pp. 

09031: 166. 


— 8107140184 Safety evaluation supporting Amends 58 S< 29 to Licenses 
DPR-51 St NPF-6. respectively. 

* Office of Nuclear Reactor Regulation* Director. 81/06/26. 2pp. 
09031: 187. 


— 8107140187 Notice of issuance St availability of Amends 98 Sc 29 to 
Licenses DPR-51 St NPF-6* respectively . 

STOLZ* J. F. Operating Reactors Branch 4. 81/06/26. 2pp. 

09030: 189. 


8107160448 Requests that util make application for Tech Spec changes to 
require time response testing of all safety sys resistance 
temp detectors within one month of operation for newly 
installed resistance temp detectors. 

CLARK* R. A. Operating Reactors Branch 3. 81/06/30. 90pp. 

09090: 169. 


8107070121 Forwards response to long-term recommendations on emergency 
feedwater sys contained in NRC 801124 ltr.Sys designed per 
applicable regulations for single failure criteria St is 
capable of delivering sufficient feedwater. 

TRIMBLE. D. C. Arkansas Power Sc Light Co. 81/07/01. 4pp. 08941:063. 


8107130190 Provides correction re 810330 responses to questions on low 
temp overpressurization mods. 

TRIMBLE* D. C. Arkansas Power Sc Light Co. 81/07/02. Ip. 08999:171. 


8107130298 Informs that further repts Sc evaluations re EPRI PWR safety 
Sc relief valve test program will be submitted per 801219 
schedule* as modified on 810701. 

TRIMBLE. D. C. Arkansas Power Sc Light Co. 81/07/02. Ip. 08999:349. 


8107140019 Advises that Mylie Test Rept 26304 S< Revision A re environ 
qualification of pressure transmitters no longer considered 
proprietary. Rept may be released to aid utils in complying 
w/applicable regulations. 

TRIMBLE, D. C. Arkansas Power S< Light Co. Bl/07/02. Ip. 09021:064. 


8107310099 Generic Ltr 81-23A to all licensees Sc CP ho lders, advi sing 
that direct submittals of plant-specific Inst for Nuclear 
Power Operatione evaluation repts to Ofc of Nuclear Reactor 
Regulation* per Generic Ltr 81-23* are unnecessary. 

EISENHUT* D. 0. Division of Licensing. 81/07/06. 6pp. 09222:219. 


6107210493 Confirms that two individuals under contract to NRC from 
LASL will arrive at util on 810721 to perform engineering 
analysis to identify vital equipment. Enel withheld (ref 
10CFR2. 790). 

CLARK. R. A. Operating Reactors Branch 3. 81/07/09. 2pp. 09108:339. 


8107230190 Advises that review of TMI Action Plan Item II. K. 2. 19 
"Sequential Auxiliary Feedwater Flow Analysis*" complete. No 
further action required. Item not applicable to Meetinghouse 
or C-E designed N8S8 w/lnverted U-tube steam generators. 

CLARK, R. A. Operating Reactors Branch 3. 81/07/09. 2pp. 09136:360. 


8107280319 Forwards response to NUREO-0737. Item XX. 8.1* re RCS vents. 
Configuration of BfcW NSSS hot leg St pretsurizer vents are 
adequate to provide venting from RCS. Eight oversize drawings 
encl. Aperture cards are available in PDR. 

TRIMBLE* D. C. Arkansas Power fc Light Co. 81/07/09. 3pp. 09176:147. 


8107220201 Forwards order confirming licensee commitments to post-TMI 
related requirements of NUREG-0737, based on 801219*31. 
810119*0227*0311*13*31 it 0430 ltrs. Explicit statements of 
requirements set forth in attachment to order. 

CLARK* R. A, Operating Reactors Branch 3. 81/07/10. 3pp. 09125:339. 


— 8107220206 Order confirming licensee commitments re post-TMI related 
requirements of NUREO-0737. Requests that applicant satisfy 
specific requirements of NUREO* described in attachment* 
within 30 days, 

EISENHUT* D. 0. Division of Licensing. 81/07/10. 10pp. 09129:342. 


8107170248 Forwards proprietary & nonproprietary* "Responses to First 
Round Questions on Statistical Combination of Uncertainties 
Program...." Proprietary rept withheld (ref 10CFR2. 790). 

Affidavit encl. 

TRIMBLE* D. C. Arkansas Power it Light Co. Bl/07/15. 5pp. 09058:130. 


8107290078 Nonproprietary version of "Response to First Round Questions 
on Statistical Combination of Uncertainties Program: 

CENTOP-D Code Structure & Modeling Methods (CEN-139< A)-NP). " 

* Combustion Engineering* Inc. 81/03/31. 7Bpp. 09189:001. 


8107300228 Notifies that containment isolation setpoints meet NUREG- 
0660 it NUREG-0737 requirements w/addl limited guidelines 
provided by resolved TMI Action Plan Item II. E. 4. 2. Safety 
evaluation encl. 

STOLZ* J. F. Operating Reactors Branch 4. 81/07/19. 2pp. 09207: 35B. 


8107300231 Safety evaluation approving min containment isolation 
setpoint s* NUREO-0737 Item II. E. 4. 2(5). 

* Operating Reactors Branch 4. 81/07/15. Ip. 09207:360. 


■8107300234 "Technical Evaluation of Response to Position 5 of Item 
II. E. 4. 2 of NUREG-0737* Containment Isolation Setpoint for AK 
Nuclear One Nuclear Power Plant." 

WADE, W. 0. EG&tO* Inc. SRO-237. 81/05/31. 2pp. 09207:361. 


8107280067 Responds to NRC 810617 request for amend of Licenses DPR-51 
Sc NPF-6 to incorporate applicable portions of model Tech 
Specs on snubbers into App A of facility Tech Specs. Modified 
specs will be submitted by 810915. 

TRIMBLE, D. C. Arkansas Power & Light Co. 81/07/17. 2pp. 09169:239. 


8107290005 Notification of 810728*29 8c 30 meetings w/B8cW. Westinghouse 8c 
C-E owners groups in Bethesda.MD to discuss thermal shock to 
reactor pressure vessel issue. 

V ISSINQ* G. Operating Reactors Branch 4. 81/07/20. 5pp. 09189:127. 


8107300133 Forwards proprietary 8c nonproprietary versions of Amend 2-P 
to CEN-157 < A)-P, "Responses to Questions on Documents 
Supporting ANO— 2* Cycle 2* License Submittal. " Proprietary 
versions withheld (ref 10CFR2. 790). Affidavit encl. 

TRIMBLE, D. C. Arkansas Power 8c Light Co. 81/07/20. 6pp. 09195:193. 


■8107300136 Nonproprietary version of "Response to Questions on 
Documents Supporting ANO-2, Cycle 2* License Submittal," 

Amend 2-NP. 

* Combustion Engineering, Inc. CEN— 157(A) (NP ) A02. 81/07/31. 

13pp. 09195: 199. 


■8107300146 Nonproprietary version of "CPC/CEAC Sys Phase II Software 
Verification Test Rept. " 

* Combustion Engineering, Inc. CEN-162<A)-NP. 81/06/16. 27pp. 

09195: 228. 


Q. Inspection reports* IE Bulletins 8c correspondence 


8107270398 Informs that IE Info Notice 81-10* "Inadvertent Containment 
Spray Due to Personnel Error," was sent to listed licensees. 

MADSEN, G. L. Reactor Projects Branch. 81/03/26. Ip. 09167:305. 


8107130335 Forwards IE Insp Repts 30-313/81-17 8c 50-368/81-15 on 
810422-0521 & notice of violation. 

MADSEN, Q. L. Reactor Projects Branch. 81/06/09. 2pp. 08997:098. 


— 8107130336 Notice of violation from insp on 810422-0321. 

MADSEN, G. L. Reactor Projects Branch. 81/06/05. Ip. 08997:100. 


— 8107130338 IE Inps Repts 90-313/81-17 it 50-368/81-15 on 810422-0521. 
Noncompliance not*d:no food crop samples collected or 
analyzed during 1980. 

JOHNSON, W. D. * CALLAN* L, J. * HUNNICUTT* D. M. Project Section 2. 
81/06/05. 14pp. 08997:101. 


8107160338 Forwards safety evaluation Sc technical evaluation rept of 
licensee response to IE Bulletin 80-06 re engineered safety 
features control design deficiency. Response acceptable. 

NOVAK* T. M. Assistant Director for Operating Reactors. 81/06/15. 
4pp. 09050:324. 


8107290212 Ack receipt of 810619 ltr re request for interpretation of 
10CFR10. 203(f). Request referred to IE Div of Safeguards & 
Radiological Insp. 

BTOLZ* J. F. Operating Reactors Branch 4. CLARK* R. A. Operating 
Reactors Branch 3. 81/07/13. 2pp. 09206:205. 
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S. Reportable occurrences* LERs & related correspondence 


8106010419 Part 21 rept re failure of GA Co instrument cable to meet 
IEEE temp requirements* initially reported on 810512. 

Defective matl was supplied by Rockbestos Corp. Each user 
should evaluate installation. User list end. 

R ICKARD, C. L. General Atomic Co. (subs, of Gulf Oil Co. >. 81/05/15. 

4pp. 08663:008. 


8107280520 Forwards revised LER B1-01B/03X-1. 

TRIMBLE* D. C, Arkansas Power & Light Co. 81/06/26. Ip. 09177:034. 


—8107280526 Revised LER 81-01B/03X-1 : on 810506, during Mode 6 operation, 
emergency diesel generator 2 received lockout during load 
rejection test. Caused by antimonitoring relay holding coil 
adjustment found out of tolerance. Ad justments made. 

SHIVELY* C.N. Arkansas Power it Light Co. 81/06/26. Ip. 

09177: 035, 


8107280601 Forwards revised LER 81-017/01T-1. 

TRIMBLE, D. C. Arkansas Power S< Light Co. 81/07/02. Ip. 09177:267. 


—8107280610 Revised LER 81-017/01T-1 : on 810424, response time 18-month 
surveillance data for RCS resistance temp detectors 
indicated that 29 of 32 response time detectors did not meet 
6-s requ irement. Caused by dry couplant. 

COGBURN, T. H. Arkansas Power & Light Co. 81/07/02. 4pp. 

09177:268. 


8107280178 Forwards LER 81-022/03L-0. 

TRIMBLE* D. C. Arkansas Power Sc Light Co. 81/07/09. Ip. 09172:270. 


— 8107280182 LER B1-022/03L-0: on 810610* control room ventilation 
radiation monitor trip setpoint found to be more than two 
times background rad iati on, Caused by erroneous high alarm 
setpoint value listed on front of drawer. Setpoint changed. 

MORTON* K. Arkansas Power 8c Light Co. 81/07/09. Ip, 09172:271. 


V. Operator Examinations 


8107020010 Summary of 810501 meeting w/util re licensed operator 
training it certification. Attendance list 8< viewgraphs end. 

BOQER, B. A. Operator Licensing Branch. 81/06/18. 19pp. OB920: 294. 


8107090319 Discusses 810618 meeting w/AR Power it Light Co re 
operator training it certification. Sub j has been included 
w/systematic assessment of licensee performance evaluations. 
NOVAK, T. M. Assistant Director for Operating Reactors. 81/06/30. 
2pp. 08986: 212. 


DOCKET 50-369 WILLIAM B. MCGUIRE NUCLEAR STATION, UNIT 1 


A. Application/construction stage documents i< correspondence 


8107210411 Forwards info re environ qualification of Class IE 
equipment & description of planned testing on electrical 
penetration connectors. Addl info will be submitted by 
810815. 

PARKER, W. 0. Duke Power Co. 81/07/15. 34pp. 09103:357. 


F. Security, medical, emergency & fire protection plans 


8107080453 Submits description of emergency staffing provisions for 
facility per license condition. Info provided adequately 
satisfies intent of NUREG-0654 Revision 1. 

PARKER, W. 0. Duke Power Co. 81/07/01. 2pp. 08973:159. 


8107290002 Generic Ltr 81-27: requests that all emergency plans & 
implementing procedures be submitted w/pages marked to 
reflect privacy it proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT, D. G. Division of Licensing. 81/07/09. 5pp. 09189:059. 


8107210394 Confirms discussion w/V Stello at 810708 meeting w/NRC re 
util plans for complying w/guidance for emergency response 
facilities per NUREG-0696. 

PARKER, W. 0. Duke Power Co, 81/07/15. Ip. 09104:034. 


G. Adjudicatory correspondence 


8i ?L 0 £° 2S7 M * mor * lldu < n * order denying motion for stay pendent# lit# of 
ASLB initial it supplemental initial decisions in licensing 
proceeding re hydrogen generation it control. Intervenor oral 
will be scheduled following completion of briefing. 

TOMPKINS, B. A. Atomic Safety and Licensing Appeal Panel. 81/07/01. 


8107090291 Answer that petitioners do not object to NRC 810629 motion 
for leave to defer response to 810622 petition until 810731. 
Certificate of Svc encl. 

REYNOLDS, N. S. Commonwealth Edison Co! 81/07/07. 3pp. 08984:117. 


8107100193 Brief, in form of pleading, re appeal of initial Sc 
supplemental .initial decisions. Neither decision reflects 
impartial reading of record. ASLB control hampers intervenor 
contribution. W/af f irma t ion of svc S< transcript portions. 

BLUM, S. » RILEY, J. L. Carolina Environmental Study Group. BLUMS, S. 
Blum, S. 81/07/08. 62pp. 08994:348. 


8107150286 Requests that NRC notify N Reynolds that 810622 petition 
for extension of deadline for compliance w/CLI-80-21 has 
been retitled. Svc should be made of all subsequent papers on 
parties to proceeding, including UCS. 

WEISS, E. R. Harmon Sc Weiss. 81/07/10. 3pp. 09025:156. 


8107270214 Memorandum proposing 810910 oral argument in Bethesda, MD, 
pursuant to ALAB-647. 

BISHOP, C. J. Atomic Safety and Licensing Board Panel. 81/07/22. 
2pp. 09160:141. 


H. General correspondence 


8107070025 FOIA request for transcripts of 810520 S< 28 closed 
Commission meetings re facility. 

HORAN, J. The Charlotte Observer, NC. 81/06/03. ip. 08960:243. 


8107070022 Responds to FOIA request for transcripts of 810520 S< 28 
closed Commission meetings re fac i 1 ity. Request withdrawn on 
810622. 

FELTON, J. M. Division of Rules and Records. 81/06/26. Ip. 

08960: 242. 


8107060416 Opposes licensing of facilities. 

* Affiliation Unknown. 81/06/29. 2pp. 08920:006. 


M. Antitrust correspondence 


8107310115 Responds to request for info at 810609 briefing re practical 
significance of antitrust license condition requiring min 
reserve of 157.. Party w/less than 15% would not have 
automatic right to sharing of reserves. 

D1RCKS, W. J. Office of the Executive Director for Operations. 

81/07/17. 2pp. 09222:262. 


P. Operating license stage documents & correspondence 


8107060147 Confirms that two LASL personnel, under contract to NRC, will 
arrive at facility on 810606 to conduct vital equipment 
engineering analysis. Assistance of person knowledgeable of 
site layout it const requested for period 810608-12. 

ADENBAM, E. G. Licensing Branch 4. 81/05/18. Ip. 08957:332. 


8107200473 Board Notification 81-09: forwards NUREG/CR-1762, “Analysis 
of Hydrogen Mitigation for Degraded Core Accident in 
Sequoyah Nuclear Power Plant. " 

TEDESCO, R. L. Assistant Director for Licensing. 81/05/22. 2pp. 
09093: 278. 


8107100350 Staff requirements memo re 810609 briefing on facility OL. 
CHILK, 8. J. Office of the Secretary of the Commission. 81/06/15. 
3pp. 09222:264. 


8107070200 Submits interim review of Westinghouse owners group 
submittal for TMI Action Plan Item I. C. 1 re guidance for 
evaluation i< development of procedures for transients & 
accidents. NRC 810528 ltr to owners group encl. 

ADENBAM, E.G. Licensing Branch 4. 81/06/18. 2pp. 08960:345. 


8107060169 Discusses reasons for delay in establishing initial 
criticality. NRC must issue full power licenses as early as 
possible so licensees will not face schedule uncertainties, 
diversion of manpower & increased capital cost. 

THIEB, A. C. Duke Power Co. 81/06/24. 2pp. 08889:172. 


8107150450 Staff requirements memo re 810624 Commission meeting on 
facility OL proceeding. 

CHILK, 8. J. Office of the Secretary of the Commission. 81/06/26. 
Ip. 09049:160. 


8107200006 Staff requirements memo re 810629 continuation of discussion 
& possible vote on OL for McGuire plant. Commission approved 
order authorizing Director of Nuclear Reactor Regulation to 
issue full power QL for facility. 

CHILK, 8. J. Office of tha Secretary of the Commission. 81/06/30. 

Ip. 09079:072. 
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8107080302 Informs that facility safety & relief valves are being 
tested in EPRI program. Test evaluations it other specific 
data will be submitted on schedule per 801215 ltr as 
modified by 810701 ltr. 

PARKER, W. 0. Duke Power Co. 81/07/01. Ip. 08973:344. 


8107200070 Notification of 810706 meeting w/util in Bethesda,MD to 
discuss environ test results on Obrien electrical 
penetration assembly. 

BIRKELiR. Licensing Branch 4. 81/07/02. 3pp. 09079:131. 


8107310055 Generic Ltr 81-23A to all licensees it CP holders* advi sing 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation* per Generic Ltr 81-23* are unnecessary. 

EISENHUT, D. G. Division of Licensing. 81/07/06. 6pp. 09222:215. 


8107150374 Summary of 810706 meeting w/util. DG O'Brien* Inc it Life Cycle 
Engineering re results of various environ qualification 
tests of electrical penetration connectors mfg by DG 
O'Brien. 

ADENBAM* E. G. Operating Reactors Branch 4. 81/07/07. 5pp. 

09032:279. 


— 8107150378 Confirms that qualification of DG O'Brien connectors is 
adequate for plant operation. Util will submit description of 
planned testing by 810715. 

PARKER, W. 0. * WYLIE, K. J. Duke Power Co. 81/07/06. 3pp. 

09032: 286. 


8107140336 Forwards Amend 2 to License NPF-9 it notice of issuance it 
availability. Amend authorizes operation at 3,411 MW 
thermal (100% power) per 810629 order. 

EISENHUT, D. G. Division of Licensing. 81/07/08. 5pp. 09030:086. 


8107240365 Forwards IE Insp Rept 50-369/81-18 on 810601-15. No 
noncompliance noted. 

LEWIS, R. C. Division of Resident & Reactor Project Inspection. 
81/06/26. 2pp. 09141:011. 


— 8107240369 IE Insp Rept 50-369/81-18 on 810601-05. No noncompliance 
noted. Major areas inspec ted : radwaste mgt & radiation 
protection including effluents control & external exposure 
control. 

TROUP, G. L. , HOSEY, C. M. Facilities Radiation Protection Section. 
81/06/23. 6pp. 09141:013. 


8107240517 Ack receipt of 810617 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-369/81-13. 

KELLOGG, P. J. Reactor Project Branch 2. 81/06/30. Ip. 09142:236. 


— 8107240525 Responds to NRC 810526 ltr re violations noted in IE Insp 
Rept 50-369/81-13. Corrective actions: flow proportional 
sampler installed, procedure revised & personnel instructed. 

PARKER, W. 0. Duke Power Co. 01/06/17. 3pp. 09142:237. 


■8107240529 Forwards IE Insp Rept 50-369/81-13 on 810315-0421 it notice 
of violation. 

LEWIS, R. C. Division of Resident 8< Reactor Project Inspection. 
81/05/26. 2pp. 09142:240. 


— 8107240544 Notice of violation from insp on 810315-0421. 

* Region 2. Atlanta, Office of the Director (81/03/01). 81/05/26. 

Ip. 09142:242. 


—8107240549 IE Insp Rept 50-369/81-13 on 810315-0421. Noncomp 1 ianc e 
noted: unsamp led release to environ. 

DONAT, T. J. , GRAHAM, H. J. , BRYANT, J. C. Division of Resident it 
Reactor Project Inspection. 81/05/26. 10pp. 09142:243. 


— 8107140341 Amend 2 to License NPF-9 authorizing operation at 3,411 
MW thermal (1007. power) per 810629 order. 

EISENHUT, D. G. Division of Licensing. 81/07/08. 9pp. 09030:091. 


— 8107140344 Notice of issuance 8t availability of Amend 2 to License 
NPF-9. 

AEENSAM, E. Licensing Branch 4. 81/07/01. 7pp. 09030:100. 


8107210348 Forwards response to 810214 Generic Ltr 81-14 re seismic 
qualification of auxiliary feedwater sys.Encl demonstrates 
that all appropriate seismic criteria were used in sys 
design. 

PARKER, W. 0. Duke Power Co. 81/07/15. 13pp. 09102:304. 


8107290005 Notification of 810720.29 it 30 meetings w/B&W, Westinghouse it 
C-E owners groups in Bethesda.MD to discuss thermal shock to 
reactor pressure vessel issue. 

VISSING, G. Operating Reactors Branch 4. 81/07/20. 5pp. 09189:127. 


8107290111 Forwards requests for addl info re hydrogen control. Response 
should be coordinated w/TVA & American Electric Power Co to 
avoid duplication of effort. 

TEDESCO, R, L. Assistant Director for Licensing. 81/07/21. lOpp. 
09189:301. 


8107270334 MCGUIRE NUCLEAR STATION UNIT 1 AUXILIARY FEEDWATER SYSTEM 
RELIABILITY STUDY EVALUATION. 

BRADLEY, 0. H. Sandia Laboratories. NUREG/CR-2096. 81/07/31. 59pp. 

Available at NTIS. *3.75. 09168:250. 


Q. Inspection reports, IE Bulletins it correspondence 


8107150277 Forwards IE Circular 81-06, "Potential Deficiency Affecting 
Certain Foxboro 10 to 50 Milliampere Transmitters. " No 
written response required. 

O'REILLY, J. P. Region 2, Atlanta. Office of the Director (81/03/01). 
81/04/14. Ip. 09033:333. 


8107080391 Ack receipt of 810512 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-369/81-07 it 
50-370/81-02. 

LEWIS, R. C. Division of Resident & Reactor Project Inspection. 
81/06/24. Ip. 08974:033. 


—8107080401 Responds to NRC 810306 ltr re violations noted in IE Insp 
Repts 50-369/81-07 it 50-370/81-02. Corrective actions: 
const procedure implemented defining guidelines/limitation* 
to be used when placing temporary scaffolding on piping. 

PARKER, W. 0. Duke Power Co. 81/05/12. 2pp. 08974:034. 


— 8 1 07080409 Advises that final response to Infraction 370/81-02-01 
will be provided by 810513. 

PARKER, W. 0. Duke Power Co. 81/04/30. Ip. 08974:036. 


8107210064 Board notification: "Sandia Connector Test Results of 
O'Brien Electrical Penetration Assembly." 

EISENHUT, D. G. Division of Licensing. 81/07/08. 6pp. 09106:311. 


— 8107210197 Forwards preliminary IE insp rept re completed environ test 
performed by Sandia Natl Lab concerning electrical 
penetration assemb ly . Test results are inconclusive re 
connector assembly suitability for svc. 

SNIEZEK, J. H. Division of Resident it Regional Reactor Inspection. 
81/07/02. 29pp. 09106:317. 


— 8107210202 Summary of 810706 meeting w/1 icensee, DG O'Brien, Inc it Life 
Cycle Engineering to discuss various environ qualification 
tests performed on electrical penetration connectors mfg by 
DG 0 'Bri en. Attendee list end. 

ADENSAM, E. G. Licensing Branch 4. 81/07/07. 5pp. 09106:346. 


8107270011 Forwards IE Circular 81-09, "Containment Effluent Water 
That Bypasses Radioactivity Monitor. " Licensee action is 
required. 

O'REILLY, J. P. Region 2, Atlanta. Office of the Director (81/03/01). 
81/07/10. Ip. 09156:286. 


8107240284 Forwards IE Info Notice 81-20, "Test Failures of Electrical 
Penetration Assemblies. " No licensee action or response is 
required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director (81/03/01). 
81/07/13. 4pp. 09148: 196. 


R. Periodic operating reports & related correspondence 


8107170224 Forwards NPDES discharge monitoring rept for May 1981. 
HALLER, W. A, Duke Power Co. 81/07/14. 6pp. 09054:043. 


S. Reportable occurrences, LER* & related correspondence 


8107310147 Forwards LER 81-031 /03L-0. 

PARKER, W. 0. Duke Power Co. 81/04/08. Ip. 09218:197. 


— 8107310151 LER 81-031 /03L-0: on 810313, noble gas activity monitor EMF-33 
for condenser evacuation sys not functioning. Caused by 
excessive moisture In sample lines. Grab samples taken as 
required. Mod to equipment in progress. 

OUELLETTE, R. W. Duke Power Co. 81/04/12. Ip. 09218:198. 


8107310346 RO: on 810409, after period of routine operation, discovered 
diesel generator could enter intake of ventilation sys for 
technical support sys. Design changes initiated to relocate 
intake it install monitors. 

SAMPLE, M. Duke Power Co. 81/04/09. Ip. 09220:073. 
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8107310165 Significant deficiency rept re previous deficiency rept 
deemed not acceptable by IMRC per IE Insp Repts 50-369/81-07 
& 50-370/81-02. Insp results for Unit 2 re-evaluated. 

Reinsp of Unit 1 not warranted. 

PARKER* W. 0. Duke Power Co. 81/04/23. Ip. 09210:313. 


8107200248 Forwards LER 81-040/03L-0. Detai led event analysis end. 
PARKER. 14. 0. Duke Power Co. 81/05/05. 3pp. 09075:010. 


— 8107200252 LER 81-040/03L-0: on 810405. while in Mode 4, initial fuel 
loading, pressure guages A & D indicated pressure w/no actual 
pressure in steam lines. Caused by faulty transmitters. 
Transmitters rep laced, tested & calibr. 

OUELLETTE. R. W. Duke Power Co. 81/05/05. Ip. 09075:013. 


8107200468 Forwards LER 81-036/01T-1. Detai led event analysis end. 
PARKER. W. 0. Duke Power Co. Bi/05/05. 3pp. 09073:261. 


— 8107200475 LER 81-036/01T-1: on 810414. during Mode 3 failure of one 
seal of lower (k upper personnel air lock occurred, Caused by 
pressure exceeding 55 psi & door not properly aligned. Seal 
inflation reduced & new seals installed. 

OUELLETTE. R. W. Duke Power Co. 81/04/.2B. Ip, 09073:264. 


8107200339 Forwards LEr 81 -043/03L-0. Detai led event analysis end. 
PARKER, W.O. Duke Power Co. 81/05/06. 3pp. 09076:347. 


— 8107200342 LER B1-043/03L-0: on 810410, pressure gauge for steam 
generator A steam line pressure channel 2 did not respond 
w/other gauges. Caused by failure of pressure transmitter 
root valve to open due to weak plunger spring. 

OUELLETTE, R. W. Duke Power Co. 81/05/10. Ip. 09076:350. 


8107200440 Forwards LER 81-042/O3L-0. Detai led event analysis end. 
PARKER, W. 0, Duke Power Co. 81/05/06. 3pp. 09073:097. 


—8107200444 LER B1-042/03L-0: on 810406, during Mode 5 initial fuel 
loading, seismic monitoring Instrument starter unit was not 
operating proper ly. Caused . by broken wire & sensitivity 
potentiometer out of calibr. Wire repaired. 

OUELLETTE, R. W. Duke Power Co. 81/05/06. Ip. 09073:100. 


8107200441 Forwards LER Bl-041 /03L-0. Detailed event analysis end. 
PARKER, W. O, Duke Power Co. 81/05/06. 2pp. 09073:174. 


— 8107200446 LER 81-041 /03L-0: on 810400, open penetration found in health 
physics change room floor. Caused by trunk obstruction & 
subsequent personnel error, Fire watch established & work 
order written to repair firestop. 

OUELLETTE, R. W. Duke Power Co. 81/05/08. Ip. 09073:176. 


8107200448 Forwards LER 81-045/03L-0. 

PARKER, W. 0. Duke Power Co. 81/05/06. Ip. 09073:289. 


— 8107200455 LER 81-045/03L-0: on 810409, various portions of fire 
detection sys inoperable for periods over 1-hr from 810409- 
0501. Caused by area const. Fire watches & patrols established 
as required. 

OUELLETTE, R. W. Duke Power Co. 81/05/09. Ip. 09073:290. 


8107200289 Forwards LER 8 1 -047/ 03L-0. Detailed event analysis end. 
PARKER, W. 0. Duke Power Co. 81/05/07. 2pp. 09076:344. 


— 8107200295 LER 81-047/81-03L-0: on 810408, while in Mode 4, containment 
particulate radiation activity monitor EMF-38 was declared 
inoperable due to false high radiation alarm. Caused by low 
level setting of alarm setpoints. Setpoints adjusted. 

OUELLETTE, R. W. Duke Power Co. 81/05/08. Ip. 09076:346. 


8107200302 Forwards LER 8 1 -048/ 03L-0. Detailed event analysis end. 
PARKER, W. 0. Duke Power Co. 81/05/07. 3pp. 09076:018. 


—8107200308 LER 81-048/03L-0: on 810410, while in Mode 3, wide range level 
instrument for Steam Generator S remote shutdown monitoring 
instrumentation was pagged high Si declared inoperable. Caused 
by valved out transmitter. 

OUELLETTE, R. W. Duke Power Co. 81/05/10. Ip. 09076:021. 


©107200390 Forwards LER 81-046/01T-0. Detailed event analysis end. 
PARKER, W. 0. Duke Power Co. 81/05/07. 3pp. 09070:321. 


—8107200394 LER 81-046/01T-0: on 810423, insp/leak detection mea 
assumed for postulated breaks in Loop B 10-inch accumulator 
injection line in lieu of structural restraints to prevent 
unacceptable interactions. Design will be revised. 

OUELLETTE, R. W. Duke Power Co. 81/05/07. Ip. 09070:324. 


8107200399 Forwards LER 81-049/03L-0. Detailed event analysis end. 
PARKER, W. 0. Duke Power Co. 81/05/07. 3pp. 09071:351. 


— 8107200431 LER 81-049/03L-0: on 810410, dur ing Mode 3 initial fuel 
load ing. waste processing panel lost ac power, causing 
containment floor & equipment sump level indicators in 
control room to fail. 

OUELLETTE, R. W. Duke Power Co. 81/05/10. Ip. 09071:354. 

8107200482 Forwards LER 81-044/03L-0. Detailed event analysis end. 
PARKER, W. 0. Duke Power Co. 81/05/07. 2pp. 09073:265. 


—8107200489 LER 81-044/03L-0: on 810410, while in Mode 3, Train A of 
control area ventilation sys was declared inoperable due to 
failure of A chiller. Caused by low setting on chilled water 
thermostat. Chi Her restarted & temp controller adjusted. 
OUELLETTE, R. W. Duke Power Co. 81/05/10. Ip. 09073:267. 


8107200480 Forwards LER 81-050/03L-0. 

PARKER, W. 0. Duke Power Co. 81/05/11. 2pp. 09073:271. 


—8107200484 LER 81-050/03L-0: on 810411, during Mode 3 initial fuel 
loading, containment pressure exceeded Tech Specs. Caused by 
insufficient amount of time to perform sampl ing, analysis & 
reporting. Controlled release was initiated. 

OUELLETTE, R, W. Duke Power Co. 81/05/11. Ip. 09073:273. 


8107200391 Forwards LER 81-031/03L-0. Detai led event analysis end. 
PARKER, W. 0. Duke Power Co. 81/03/12. 2pp. 09070:291. 


—8107200392 LER 81-051/03L-0: on 810412, while in Mode 3, initial fuel 
load ing, train A of solid state protection sys declared 
inoperable due to indications on status panel. Caused by two 
defective circuit boards. Boards replaced. 

OUELLETTE, R. W. Duke Power Co. 81/05/12. Ip. 09070:293. 


8107200398 Forwards LER 01-O52/O3L-O. Detai led event analysis end. 
PARKER, W. 0. Duke Power Co. 81/05/12. 3pp. 09070:343. 


—8107200403 LER 81-052/03L-0: on 810412, while in Mode 3, upper head 
injection diaphragm between water-filled & nitrogen bearing 
accumulators was ruptured. Caused by procedural deficiency. 
Procedure modified. Diaphragm will be replaced. 

OUELLETTE, R. W. Duke Power Co. 81/03/12. ip. 09070:348. 


8107200375 Forwards LER 81 -O53/03L-0. Detai led event analysis end. 
PARKER, W.O. Duke Power Co. Bl/05/13. 3pp. 09070:307. 


—8107200378 LER 81-033/03L-0: on 810413. during Mod# 3 initial fuel 
load ing, 11 quid from ventilation unit condensation drain tank 
was released into condenser discharge w/o prior analysis. 
Caused by deficient procedure. Procedure has been rewritten. 
OUELLETTE, R. W, Duke Power Co. 81/03/13. Ip. 09070:310. 


8107200407 Forwards LER B1-034/03L-0. 

PARKER, W.O. Duke Power Co. 81/03/13. Ip. 09072:010. 


—8107200410 LER B1-054/03L-0: on 810413, while in Mode 3, solenoid valves 
providing isolation of nitrogen accumulators leaked. Caused 
by valve seat scarring due to dirt & debris. All solenoid 
valves will be replaced & pipes will be cleaned. 

OUELLETTE, R. W. Duke Power Co. 81/05/13. Ip. 09072:011. 


8106010419 Part 21 rept re failure of GA Co instrument cable to meet 
IEEE temp requirements, initially reported on 810512. 

Defective matl was supplied by Rockbestos Corp. Each user 
should evaluate installation. User list end. 

RICKARD, C. L. General Atomic Co. (subs, of Gulf Oil Co.). 81/05/15. 

4pp, 08663:008. 


8107200381 Forwards LER B1-Q37/03L-0. Detai led event analysis end. 
PARKER, W.O. Duke Power Co. 81/05/15. 2pp. 09070:335. 


—8107200385 LER 81-037/03L-0: on 810417, during Mode 3, upper head 
injection surge tank low pressure alarm recieved in control 
room. Sys determined inoperable. Caused by various safety 
injection valves found leaking. Tank filled. Valves repaired. 
OUELLETTE, R. W. Duke Power Co. 81/05/17. Ip. 09070:337. 


8107200427 Forwards LER 81 -056/03L-0. Detai led event analysis end. 
PARKER. W.O. Duke Power Co. Bi/05/15. 2pp. 09073:233. 


—8107200434 LER 81-036/03L-0: on B10417, while in Mode 3, inner door of 
lower personnel air lock would not dose completely. Cause 
undetermined. Door cycled Si found to be functioning properly. 
OUELLETTE, R. W. Duke Power Co. 81/05/17. Ip. 09073:237. 
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8107200288 Forwards LER 81 -060/03L-0. Detai led event analysis end. 
PARKER* W. 0. Duke Power Co. 81/05/19. 3pp. 09074:256. 


— 8107200291 LER 81-060/03L-0: on 810420* while in Mode 3, initial fuel 
loading* channel 1 cold leg injection accumulator ID tank 
level indicator fluctuated & failed high. Caused by faulty 
transmitter. New transmitter installed & calibr. 

OUELLETTE* R. W. Duke Power Co. 81/05/20. Ip. 09074:259. 


8107310342 Forwards LER 81-067/03L-0. Detai led event analysis end. 
PARKER* W. 0. Duke Power Co. 81/05/22. 2pp. 09219:175. 


— 8107310345 LER S1-067/03L-0: on 810425* while in Mode 3 initial fuel 
loading* boron concentration in upper head injection 
accumulator sys was 2* 153 parts per meter. Caused by 
insufficient purging before sampling. Pressure reduced. 

OUELLETTE* R. W. Duke Power Co. 81/05/25. Ip. 09219:177. 


8107310350 Forwards LER 81-068/03L-0. Detailed event analysis end. 
PARKER* W. O. Duke Power Co. 81/05/22. 2pp.. 09219:164. 


— 8107310352 LER 81-068/03L-0: on 810425* while in Mode 3 initial fuel 
loading* unit vent noble gas activity monitor EMF-36 declared 
inoperable due to sample flow loss. Caused by broken V-belt 
on sample blower. Orab samples taken. Belt replaced. 

OUELLETTE* R. W. Duke Power Co. 81/05/25. Ip. 09219:166. 


8107310355 Forwards LER 81-069/03L-0. Detai led event analysis end. 
PARKER. W. 0. Duke Power Co. 81/05/26. 2pp. 09219:194. 


— 8107310359 LER 81-069/03L-0: on 810426. while in Mode 3 initial fuel 
loading* cold leg accumulator D low level alarm received in 
control room. Caused by leaking safety injection test header. 
Level restored. Leaking valve will be replaced & tested. 

OUELLETTE* R. W. Duke Power Co. 81/05/26. Ip. 09219:196. 


8107310454 Forwards LER 81-070/03L-0. Detai led event analysis end. 
PARKER. W. 0. Duke Power Co. 81/05/26. 2pp. 09221:024. 


—8107310460 LER 81-070/03L-0: on 810426, while in Mode 3* initial fuel 
loading cold leg injection accumulator C high level alarm 
received in control room. Caused by leaking discharge check 
valves. Leaking valve repaired. 

OUELLETTE* R. W. Duke Power Co. 81/05/26. Ip. 09221:026. 


8107310467 Forwards LER 81-071/03L-0. Detai led event analysis end. 
PARKER* W. 0. Duke Power Co. 81/05/26. 3pp. 09221:020. 


—8107310475 LER 81-071 /03L-0: on 810426* while in Mode 4, initial fuel 
loading* only boration flow path extended from refueling 
water storage tank to RCS through centrifugal charging pump 
IB. Caused by fully open valve. Valve repositioned. 

OUELLETTE, R. W. Duke Power Co. 81/05/26. ip. 09221:023. 


8107310404 Forwards LER 81 -072/03L-0. Detai led event analysis end. 
PARKER, M. 0. Duke Power Co. 81/05/27. 2pp. 09220:003. 


—8107310410 LER 81-072/03L-0: on 810427. RHR sys discovered isolated from 
RCS during mod of train A solid state protection sys to 
include reactor on turbine trip. Caused by de-energiied relay 
in logic , closing isolation valve. 

OUELLETTE, R. W. Duke Power Co. 81/05/27. Ip. 09220:085. 


8107310360 Forwards LER 81-074/03L-0. Detai led event analysis end. 
PARKER* W. 0. Duke Power Co. 81/05/28. 2pp. 09219:198. 


—8107310362 LER 81-074/03L-0: on 810429* inadvertent safety injection 
initiated on train A when solid state protection sys logic 
cabinets were returned to svc w/o blocking injection signals 
during initial fuel load. Caused by mods to cabinets. 

OUELLETTE, R. W. Duke Power Co. 81/05/29. Ip. 09219:200. 


8107310413 Forwards LER 81-076/03L-0. Detai led event analysis end. 
PARKER* W. 0. Duke Power Co. 81/05/29. 2pp. 09220:102. 


—8107310420 LER 81-076/03L-0: on 810502* alarm annunciated for noble gas 
activity monitor* EMF-33* indicating loss of sample flow 
during initial fuel loading. Caused by bolts insufficiently 
tightened to secure seals during monitor maint. 

OUELLETTE* R. W. Duke Power Co. 81/06/01. Ip. 09220:104. 


8107310368 Forwards LER 81-077/01T-0. Detailed event analysis end. 
OUELLETTE, R. W. Duke Power Co. 81/06/03. 3pp. 09220:328. 


—8107310372 LER S1-077/01T-0: on 810521, ASME code rejectable indications ' 
found in vendor seal plate to door frame welds during 
nondestructive exam of personnel lock shim plate welds. 

Caused by use of seal rather than structural welds. 

OUELLETTE* R. W. Duke Power Co. 81/06/03. Ip. 09220:331. 


8107310375 Forwards LER 81-0B2/03L-0. 

PARKER* W. 0. Duke Power Co. 81/06/03. Ip. 09220:066. 


—8107310380 LER 81-082/03L-0: on 810504-22* fire detection sys found 
inoperab le. Caused by const in area. Fire watches & patrols 
established. 

OUELLETTE* R. W. Duke Power Co. 81/06/03. Ip. 09220:067. 


8107310453 Forwards LER B1-083/01T-0. Detai 1 ed event analysis end. 
PARKER, W. 0. Duke Power Co. 81/06/05. 3pp. 09221:008. 


—8107310464 LER S1-083/01T-0: on 810522* while in Mode 5 initial fuel 
loading radiation monitor EMF-49 was inoperable during 
liquid waste release. Release was terminated & inadvertantly 
restarted. Caused by misinterpretation of directions. 

OUELLETTE* R. W. Duke Power Co. 81/06/05. Ip. 09221:011. 


8107200456 Forwards LER 81-084/01T-0. Detai led event analysis end. 
PARKER, W. 0. Duke Power Co. 81/06/09. 2pp. 09073:168. 


— 8107200463 LER 81-084/01T-0: on 810526. during Mode 5 initial fuel 
loading & check valve testing, soft seats on containment 
isolation valves were damaged. Caused by reverse 
pressuri nation. Damaged seat disc assembly will be replaced. 
OUELLETTE* R. W. Duke Power Co. 81/06/09. Ip. 09073:170. 


8107200462 Forwards LER B1-086/01T-0. Deta i led event analysis end. 
PARKER, W. 0. Duke Power Co. 81/06/11. 2pp. 09073:161. 


— 8107200466 LER 81-086/01T-0: on 810529, d ur ing Mode 4 initial fuel 
loading* both trains of control room ventilation sys were 
inoperab le. Caused by procedural error. HEPA filters retested 
& declared operab le. Shift supervisors have been cautioned. 
OUELLETTE* R. W. Duke Power Co. 81/06/12. Ip. 09073:163. 


8107310471 Forwards LER S1-085/03L-0. De ta i 1 ed event analysis end. 
PARKER, W. 0. Duke Power Co. 81/06/11. 3pp. 09221:032. 


— 8107310481 LER 81-085/03L-0: on 810513*while in Mode 5 initial fuel 
loading* concentration of oxygen & hydrogen in waste gas 
shutdown tank exceeded Tech Spec 1 imi ts. Caused by personnel 
error. Concentrations brought to acceptable limits. 

OUELLETTE* R. W. Duke Power Co. 81/06/12. Ip.' 09221:035. 


8107200242 Forwards LER 81-0B7/03L-0. Detai led event analysis end. 
PARKER* U. 0. Duke Power Co. 81/06/17. 2pp. 09075:007. 


— 8107200245 LER 81-087/03L-0: on 810518* during initial fuel loading* flow 
indicator of gross radioactivity monitor <EMF-31) on waste 
water treatment line was found not functioning. Caused by 
dogged flow switch & strainer. Monitor cleaned. 

OUELLETTE* R. W. Duke Power Co. 81/06/17. Ip. 09075:009. 


8107200296 Forwards LER 81-089/03L-0. Detai led event analysis end. 
PARKER, W. 0. Duke Power Co. 81/06/18. 2pp. 09076:022. 


— 8107200300 LER 81-089/03L-0: on 810522, while in Mode 5* noble gas 
activity monitor EMF-33* on condenser steam air ejector sys 
would not function in auto mode. Caused by water being 
aspirated from loop into vacuum pump. Pump restarted. 

OUELLETTE* R. W. Duke Power Co. 81/06/21. Ip. 09076:024. 


8107200367 Forwards LER 81-088/03L-0. 

PARKER. W. 0. Duke Power Co. 81/06/18. Ip. 09070:314. 


— 8107200372 LER 81-088/03L-0: on 810521. during calibr of catalytic 
hydrogen recombiner* while in Mode 5 initial fuel loading* 
gaseous waste was released to environ. Caused when exhaust 
isolation valve on hydrogen inlet analy 2 er was left open. 
OUELLETTE* R. W. Duke Power Co. 81/06/20. 3p. 09070:315. 


8107080246 Part 21 rept re failure of Presray inflatable seal located 
on personnel air lock. Cause under investigation. 

HOLLANDER* T. C. Presray Corp. (Subs, of Pawling Rubber Corp. ). 
81/06/29. Ip. 08968:047. 


8107310240 Forwards LER 81-094/03L-0. 

PARKER, W, 0. Duke Power Co. 81/07/02. Ip. 09218:341. 
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8107310247 LER 81-094/03L-0: on 810603* flow rate measurement 
instrumentation on waste monitor tank B declared inoperable 
during attempted liquid waste release. Caused by root valves 
to tank flow transmitter left closed after equipment mod. 
NARDOCI, P.B. Duke Power Co. 81/07/02. Ip. 09218:342. 


8107310371 Forwards LER 81-095/03L-0. 

PARKER* W. □. Duke Power Co. 81/07/02. Ip. 09220:061. 


— 8107310377 LER 81-095/03L-0: on 810606, flow rate measurement 
instrumentation on waste monitor tank A declared inoperable 
during attempted liquid water release. Caused by supply air 
isolation valve to transmitter left closed following maint. 
NARDOCI, P. B. Duke Power Co. Bl/07/02. Ip. 09220:062. 


8107210296 Advises that R0-369/81-99, re 810610 excessive alarm/trip 
setpoints for radioactive liquid effluent monitoring 
instrumentation channels, wi 1 1 be submitted by 810B10. 

PARKER, W. 0. Duke Power Co. 81/07/10. Ip. 09104:148. 


8107210316 Forwards LER 81-098/03L-0. Detai led event analysis end. 
PARKER, W. 0. Duke Power Co. 81/07/10. 3pp. 09104:195. 


8107210319 LER 81-09S/03L-0: on 810521, routine surveillance revealed 
that periodic channel check of condenser discharge header 
isolation valve low flow interlock was omitted from 
preventive maint computer data base. Cause unknown. 

NARDOCI, P. B. Duke Power Co. 81/07/10. Ip. 09104: 198. 


8107210270 PNO-1 1-81-051: on 810711, RCS leak occurred, scalding one 
individual & causing evacuation of lower level of 
containment. Caused by technician valving in instrument 
manifold w/vent valve on manifold open. 

BRYANT, J. C. , KELLOGG, P. J. Region 2, Atlanta, Office of the Director 
(81/03/01). 81/07/13. Ip. 09102:010. 


8107280274 Forwards LER 81-100/03L-0. Detai led event analysis end. 
PARKER, W. O. Duke Power Co. 81/07/16. 3pp. 09173:141. • 


8107280281 LER B1-100/03L-0: on 810616, in Mode 5, curve on lower wind 
direction monitoring instrument recorder strip chart 
discovered unrealistic. Caused by failure of wind sensor 
shaft bearing. Sensor replaced. 

NARDOCI* P. B. Duke Power Co. 81/07/16. Ip. 09173:144. 


8107280380 Forwards LER 81-101 /03L-0. Detailed event analysis end. 
PARKER, W. 0. Duke Power Co. 81/07/16. 3pp. 09175:067. 


8107280389 LER 81-101/03L-0: on 810617,10 batch releases of used powdex 
resin were transferred to chemical treatment ponds w/o 
making estimates of Sr-89 St Sr-90 per previous monthly 
analysis. Caused by health physics group error. Mod requested. 

NARDOCI, P. B. Duke Power Co. 81/07/16. Ip. 09175:070. 


8107310157 Forwards LER 81-102/03L-0. Detailed event analysis end. 
PARKER, W. O. Duke Power Co. 81/07/21. 3pp. 09218:268. 


—8107310161 LER 81-102/03L-0: on 810621, peak shock annunciation 20.2 Hx 
red light was actuated. Caused by wire from contact switch in 
triaxial response-spectrum recorder pinched between contact 
block it mounting frame, resulting in short. Wire cleared. 

NARDOCI, P. B. Duke Power Co. 81/07/21. Ip. 09218:271. 


T. Hearing transcripts on non-anti trust matters 


8107140034 Transcript of NRC 810624 public meeting re application for 
OL, in Wash ington, DC. Pp 1-49. 

* Commissioners. 81/06/24. 51pp. 09030:004. 


8107140039 Provides questions to be addressed at Commission 810624 
open meeting r# whether ASLB B10526 decision should become 
effective. 

B1CKWIT, L. Office of the General Counsel. 81/06/23. Ip. 

09030: 056. 


■8107140044 Provides questions to be addressed at Commission 810624 
open meeting re whether ASLB 810526 decision should become 
effective. 

BICKWIT, L. Office of the General Counsel. 81/06/23. Ip. 

09030: 057. 


■8107140047 Provides questions to be addressed at Commission 810624 
open meeting re whether ASLB 810526 decision should become 
effective. Related info end. 

L ‘ 0fflce of the General Counsel. 81/06/23. 17pp. 

09030:058. 


V. Operator Examinations 


8107200366 Discusses NRC requirement re performance of special low 
power testing program for operator training prior to 
escalation above 5% rated thermal power. Supporting info 
end. 

RAHE, E. P. Meetinghouse Electric Corp. 81/07/08. 7pp. 09070:238. 


8107210383 Responds to 810519 request for response to NRC position on 
natural circulation training for licensed operators on 
second unit of two unit station. Simulator will be tested 
under natural circulation conditions as benchmark. 

PARKER, W. 0. Duke Power Co. 81/07/16. Ip. 09102:324. 


DOCKET 50-370 WILLIAM B. MCGUIRE NUCLEAR STATION, UNIT 2 


A. Application/construction stage documents & correspondence 


8107060147 Confirms that two LA8L personnel, under contract to NRC, will 
arrive at facility on 810608 to conduct vital equipment 
engineering analysis. Assistance of person knowledgeable of 
site layout it const requested for period 810608-12. 

ADENSAM, E. C. Licensing Branch 4. 81/05/18. Ip. 08957:332. 


8107200473 Board Notification 81-09: forwards NUREG/CR-1762. "Analysis 
of Hydrogen Mitigation for Degraded Core Accident in 
Sequoyah Nuclear Power Plant. " 

TEDESCO, R. L. Assistant Director for Licensing. 81/05/22. 2pp. 
09093: 278. 


8107070200 Submits interim review of Westinghouse owners group 
submittal for TMI Action Plan Item I. C. 1 re guidance for 
evaluation it development of procedures for transients it 
accidents. NRC 810528 ltr to owners group end. 

ADENBAM, E. G. Licensing Branch 4. 81/06/18. 2pp. 08960:345. 


8107150450 Staff requirements memo re 810624 Commission meeting on 
facility OL proceeding. , 

CHILK, S. J. Office of the Secretary of the Commission. 81/06/26. 
Ip. 09049: 160. 


8107080302 Informs that facility safety it relief valves are being 
tested in EPRI program. Test evaluations it other specific 
date will be submitted on schedule per 801215 ltr as 
modified by 810701 ltr. 

PARKER, W. 0. Duke Power Co. 81/07/01. Ip. 08973:344. 


8107200070 Notification of 810706 meeting w/util in Bethesda, MD to 
discuss environ test results on O'Brien electrical 
penetration assembly. 

BIRKEL, R. Licensing Branch 4. 81/07/02. 3pp. 09079:131. 


6107310055 Generic Ltr 81— 23A to all licensees it CP holders, advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation, per Generic Ltr 81-23, are unnecessary. 

EISENHUT, D. G. Division of Licensing. 81/07/06. 6pp. 09222:215. 


8107150374 Summary of 810706 meeting w/util, DG O'Brien, Inc Sc Life Cycle 
Engineering t» results of various environ qualification 
tests of electrical penetration connectors mfg by DG 
O'Brien. 

ADENSAM, E.G. Operating Reactors Branch 4. 81/07/07. 5pp. 

09032: 279. 


—8107150378 Confirms that qual if ication of DG O'Brien connectors is 
adequate for plant operation. Util will submit description of 
planned testing by 810715. 

PARKER, W. 0. , WYLIE, K. J. Duke Power Co. 81/07/06. 3pp. 

09032: 286. 


8107210348 Forwards response to 810214 Generic Ltr 81-14 re seismic 
qualification of auxiliary feedwater sys. End demonstrates 
that all appropriate seismic criteria were used in sys 
design. 

PARKER, W. O. Duke Power Co. 81/07/15. 13pp. 09102:304. 


8107210411 Forwards info re environ qualif icati on of Class IE 
equipment Sc description pf planned testing on electrical 
penetration connectors. Addl info will be submitted by 
810815. 

PARKER, W. 0. Duke Power Co. 81/07/15. 34pp. 09103:357. 


8107290111 Forwards requests for addl info re hydrogen control. Response 
should be coordinated w/TVA it American Electric Power Co to 
avoid duplication of effort. 

TEDESCO, R. L. Assistant Director for Licensing. 81/07/21. 10pp. 

09189:301. 


i 
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F. Security# medical, emergency & fire protection plans 


8107100320 Forwards Page 2-11 to NUREQ, changing implementing schedule 
for submission it evaluation of upgraded emergency plans per 
Generic Ltr 81-29. 

EISENHUT, D. G. Division of Licensing. 81/06/13. 4pp. 08996:398. 


8107080433 Submits description of emergency staffing provisions for 
facility per license condition. Info provided adequately 
satisfies intent of NURE0-0634 Revision 1. 

PARKER. W. 0. Duke Power Co. Bl/07/01. 2pp. 08973:199. 


8107290002 Generic Ltr 81-27: requests that all emergency plans it 
implementing procedures be submitted w/pages marked to 
reflect privacy Sc proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EI8ENHUT. D. G. Division of Licensing. 81/07/09. 9pp. 09189:099. 


B107210394 Confirms discussion w/V Stello at 810708 meeting w/NRC re 
util plans for complying w/guidance for emergency response 
facilities per NUREG-0696. 

PARKER. W. 0. Duke Power Co. 81/07/19. ip. 09104:034. 


0. Adjudicatory correspondence 


8107060297 Memorandum Sc order denying motion for stay pendente lite of 
ABLB initial Sc supplemental initial decisions in licensing 
proceeding re hydrogen generation Sc control. Intervenor oral 
argument will be scheduled following completion of briefing. 

TOMPKINS. B. A. Atomic Safety and Licensing Appeal Panel. 81/07/01. 
12pp. 08891:296. 


8107090291 Answer that petitioners do not object to NRC 810629 motion 
for leave to defer response to 810622 petition until 810731. 
Certificate of Svc end. 

REYNOLDS. N. S. Commonwealth Edison Co. 81/07/07. 3pp. 08984:117. 


8107100193 Brief, in form of pleading, re appeal of initial Sc 
supplemental initial decisions. Neither decision reflects 
impartial reading of record. ASLB control hampers intervenor 
contribution. W/af f irmation of svc Sc transcript portions. 

BLUM. 8.. RILEY. J. L. Carolina Environmental Study Group. BLUMS. 8. 
Blum. 8. 81/07/08. 62pp. 08994:348. 


8107190286 Requests that NRC notify N Reynolds that 810622 petition 
for extension of deadline for compliance w/CLX-80-21 has 
been retit led. Svc should be made of all subsequent papers on 
parties to proceeding. including UC8. 

WEISS. E. R. Harmon Sc Weiss. 81/07/10. 3pp. 09029:196. 


8107270214 Memorandum proposing 810910 oral argument in Bethesda. MD. 
"pursuant to ALAB-647. 

BISHOP. C.J. Atomic Safety and Licensing Board Panel. Bl/07/22. 
2pp. 09160: 141. 


H. Oeneral correspondence 


8107070029 FOIA request for transcripts of 810920 Sc 28 closed 
Commission meetings re facility. 

HORAN. J. The Charlotte Observer. NC. 81/06/03. Ip. 0B960: 243. 


8107070022 Responds to FOIA request for transcripts of 810920 Sc 28 
closed Commission meetings re facility. Request withdrawn on 
810622. 

FELTON. J, M. Division of Rules and Records. 81/06/26. Ip. 
08960:242. 


G. Inspection reports. IE Bulletins Sc correspondence 


8107190277 Forwards IE Circular 81-06. "Potential Deficiency Affecting 
Certain Foxboro 10 to 30 Milliampere Transmitters. " No 
written response required. 

O'REILLY. J. P. Region 2. Atlanta. Office of the Director <81/03/01). 
81/04/14. Ip. 09033:333. 


8107240163 Ack receipt of IE Insp Rept 30-370/81-07. No proprietary 
info. 

PARKER. W. 0. Duke Power Co. 81/06/18. Ip. 09137:039. 


B107080391 Ack receipt of 810312 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-369/81-07 8< 
90-370/81-02. 

LEWIS. R. C. Division of Resident Sc Reactor Project Inspection. 
81/06/24. Ip. 08974:033. 


— 8107080401 Responds to NRC 810306 ltr re violations noted in IE Insp 
Repts 30-369/81-07 S< 30-370/81-02. Corrective actions: 
const procedure implemented defining guidelines/limitations 
to be used when placing temporary scaffolding on piping. 

PARKER, W. □. Duke Power Co. 81/09/12. 2pp. 08974:034. 


—8107080409 Advises that final response to Infraction 370/81-02-01 
will be provided by 810913. 

PARKER, W. 0. Duke Power Co. 81/04/30. Ip. 08974:036. 


8107210064 Board notification: "Sandia Connector Test Results of 
O'Brien Electrical Penetration Assembly." 

EI8ENHUT. D. 0. Division of Licensing. 81/07/08. 6pp. 09106:311. 


—8107210197 Forwards preliminary IE insp rept re completed environ test 
performed by Sandia Natl Lab concerning electrical 
penetration assembly. Test results are inconclusive re 
connector assembly suitability for svc. 

8N1EZEK, J. H. Division of Resident Sc Regional Reactor Inspection. 
81/07/02. 29pp. 09106:317. 


— 8107210202 Summary of 810706 meeting w/licensee, DG O'Brien, Inc it Life 
Cycle Engineering to discuss various environ qualification 
tests performed on electrical penetration connectors mfg by 
DG O'Bri en. Attendee list end. 

ADENSAM, E. 0. Licensing Branch 4. 81/07/07. 9pp. 09106:346. 


8107270011 Forwards IE Circular 81-09, "Containment Effluent Water 
That Bypasses Radioactivity Monitor. 11 Licensee action is 
required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director (81/03/01). 
81/07/10. Ip. 09136:286. 


— 8107270026 Forwards IE Circular 81-09. "Containment Effluent Water That 
Bypasses Radioactivity Monitor. " Review it corrective action 
expected before plant 1 icensing. List of recently issued IE 
circulars end. 

0 'REILLY, J. P. Region 2, Atlanta, Office of the Director 
<81/03/01). 81/07/10. 4pp. 09136:287. 


8107240284 Forwards IE Info Notice 81-20, "Test Failures of Electrical 
Penetration Assemblies. " No licensee action or response is 
required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director (81/03/01). 
81/07/13. 4pp. 09148: 196. 


R. Periodic operating reports it related correspondence 


8107170224 Forwards NPDES discharge monitoring rept for May 1981. 
HALLER, W. A. Duke Power Co. 81/07/14. 6pp. 09034:043. 


8. Reportable occurrences, LERs St related correspondence 


0107310169 Significant deficiency rept re previous deficiency rept 
deemed not acceptable by NRC per IE Insp Repts 90-369/81-07 
St 90-370/B1-02. Insp results for Unit 2 re-evaluated. 

Reinsp of Unit 1 not warranted. 

PARKER, W. 0. Duke Power Co. 81/04/23. Ip. 09218:313. 


8107310270 Significant deficiency rept, re nonconf ormance of containment 
purge sys ductwork inside containment w/thickness criteria 
per F8AR originally reported on 810408. Design documents 
updated to Incorporate requirement. 

PARKER, W. 0. Duke Power Co. 81/03/08. 2pp. 09218:289. 


8106010419 Part 21 rept re failure of GA Co instrument cable to meet 
IEEE temp requirements, initial ly reported on 810912. 

Defective matl was supplied by Rockbestos Corp.Eaeh user 
should evaluate Installation. User list end. 

RICKARD, C. L. Oeneral Atomic Co. <subs. of Gulf Oil Co.). 81/09/13. 

4pp. 08663:008. 


8107310237 Significant deficiency rept re radiographic film for reactor 
vessel control rod drive mechanism housing welds which 
exceeded film density requirements originally reported on 
810603. Welds will require addl volumetric exam. 

PARKER, W. 0. Duke Power Co. 81/07/02. 2pp. 09218:274. 


T. Hearing transcripts on non-anti trust matters 


8107140034 Transcript of NRC 8i0624 public meeting re application for 
OL, in Wash ington, DC. Pp 1-49. 

* Commissioners. 81/06/24. 91pp. 09030:004. 


—8107140039 Provides questions to be addressed at Commission 810624 
open meeting re whether ASLB 810926 decision should become 
effective. 

BICKWIT, L. Office of the General Counsel. 81/06/23. Ip. 

09030: 036. 
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— 8107140044 Provides questions to be addressed at Commission 810624 
open meeting re whether ASLB 810326 decision should become 
effective. 

BICKWIT, L. Office of the General Counsel. 81/06/23. Ip. 
09030:057. 


8107310173 Forwards NUREG-0519 Suppl l.SER re faci 11 tie s. W/o ml. 
HIND* J. A. Operational Support Section. 81/07/21. Ip. 09222.327. 


F. Security* medical, emergency * fire protection plans 


—8107140047 Provides questions to be addressed at Commission 810624 
open meeting re whether ASLB 810326 decision should become 
effective. Related info end. 

BICKWIT. L. Office of the General Counsel. 81/06/23. 17pp. 

09030: 038. 


8107100320 Forwards Page 2-11 to NUREG. chang ing implementing schedule 
for submission St evaluation of upgraded emergency plans per 
Generic Ltr 81-25. ___ 

EISENHUT, D. G. Division of Licensing. 81/06/13. 4pp. 08996.358. 


V. Operator Examinations 


8107210383 Responds to 810319 request for response to NRC position on 
natural circulation training for licensed operators on 
second unit of two unit station. Simulator will be tested 
under natural circulation conditions as benchmark. 

PARKER. W. 0. Duke Power Co. 81/07/16. Ip. 09102:324. 


8107170230 Requests info on logistic support available at licensed 
activity sites prior to implementation of nationwide 
emergency notification sys. Coordination of actions to 
upgrade sys w/telecommunication planning personnel proposed. 
KEPPLER* J. G. Region 3* Chicago* Office of the Director (81/03/01). 
81/06/19. 7pp. 09038:213. 


8107100023 Releases public version of info booklets for revised 
emergency plan. 

FELTON. J. M. Division of Rules and Records. 81/06/26. lp. 


DOCKET 30-373 LASALLE COUNTY STATION, UNIT 1 
A. Application/construction stage documents Sc correspondence 


— 8107100028 Forwards public version of info booklets for revised 
emergency plan. 

CfttNEY. V, L. Commonwealth Edison Co. 81/03/31. lp. 


8107130410 Forwards supplemental matls provided in 810619 telcon re 
response to questions on standby gas treatment sys & 
impedance test results. 

DELGEORGE, L. 0. Commonwealth Edison Co. 81/06/07. 18pp. 08997:042. 


8107090333 Responds to 810420 request on behalf of BUR Licensing 
Review Group to freeze open item lists Sc complete licensing 
review. NRC may identify addl safety issues reflected by 
operational experience. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 
81/06/15. 2pp. 08986:255. 


8107090024 Notification of 810715 meeting w/util in Bethesda.MD to 
discuss radiological Sc App I Tech Specs. 

BOURN! A* A. Licensing Branch 2. 81/06/25. 3pp. 08979:246. 


— 8107100036 Public version of ltr summarizing major changes in util 
Apr 1981 revision of emergency plan. Offsite emergency 
response organization has been restructured. Major changes 
in director positions are listed. 

GOLDEN. J. C. Commonwealth Edison Co. 81/03/27. 2pp. 


— 8107100041 Public version of info booklets for revised emergency plan. 
* Commonwealth Edison Co. 81/03/31. 26pp. 


8107130092 Releases public version of revision to procedures for 
facility emergency plan. 

FELTON, J. M. Division of Rules and Records. 81/06/26. lp. 
07806:001. 


8107070423 Forwards revised Pages 1-7,1-33.1-37 Sc 1-40 to CE-i-A, QA 
Program, Revision 17. W/o Pages 1-7, 1-37 Sc 1-40. 

TRAITI, T. R. Commonwealth Edison Co. 81/06/26. lp. 08950:038. 


8107070398 Forwards Revision 9 to design assessment rept. Revision 
updates Chapter 6 re suppression pool water temp response. 
Chapters 4, 5 Sc 7 revised per NUREG-0487, Suppl 2. 

ABEL, J. S. Commonwealth Edison Co. 81/06/29. lp. 0B942: 269. 


— 8107070403 Revision 9 to design assessment rept. 

* Commonwealth Edison Co. 81/06/30. 217pp. 08942:270. 


8107090303 Notification of B1070Q Sc 09 meetings w/Licensing Review 
Group 1 in Bethesda.MD to discuss fuel swelling Sc rupture 
model Sc BUR core thermocouples. 

RIB.L. N. Licensing Branch 2. 81/07/02. 8pp. 08983: 194. 


8107310053 Generic Ltr 81-23A to all licensees Sc CP holders, advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Qfc of Nuclear Reactor 
Regulation, per Generic Ltr 81-23, are unnecessary. 

EISENHUT, D, G. Division of Licensing. 81/07/06. 6pp. 09222:213. 


—8107130096 Forwards public version of Revision 1 to Procedures 
LZP-1220-1, "Emergency Telephone Number. " LZP-1530-3, 
“Decontamination Facilities Monthly Surveillance" Sc 
LZP-1700-3, "Station Phone List. " 

HOLYOAK, R. H. Commonwealth Edison Co. 81/06/08. 


07806 : 001 . 


— 8107130102 Public version of Revision 1 to Emergency Plan Procedures 
LZP-1220-1, "Emergency Telephone Number," LZP-1350-3, 
"Decontamination Facilities Monthly Surveillance Sc 


LZP-1700-3, "Station Phone List. " 

* Commonwealth Edison Co. 81/03/18. 


13pp. 07806:001. 


8107290002 Generic Ltr 81-27: requests that all emergency plans •» 
implementing procedures be submitted w/pages marked to 
reflect privacy Sc proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT, D. G. Division of Licensing. 81/07/09. 5pp. 09189.039. 


8107200362 Advises that licensees must submit three copies of emergency 
plans, procedures Sc revisions to NRC regional ofc.All copies 
should be sent to Region 3 incident response ctr. 

KEPPLER, J. G. Region 3* Chicago* Office of the Director (81/03/01). 
81/07/10. 2pp. 09070:213. 


8107140377 Forwards Revision 18 to CE-l-A* GA program. Revision clarifies 
procurement of safety-related matls* parts* equipment* 
components Sc items. 

SWARTZ* E. D. Commonwealth Edison Co. 81/07/12. lp. 09023:332. 


— 8107140390 Revision IS to QA program for facility. 

* Commonwealth Edison Co. CE-l-A R18. 81/07/12. 3pp. 

09023: 353. 


8107200424 Forwards Revision 10 to modified amended security plan. 
Revision withheld (ref 10CFR2. 790). ™ 

DELGEORGE. L. 0. Commonwealth Edison Co. 81/07/10. lp. 09073.233. 


107240324 Ack receipt of 810709 ltr re performance of Grundy County 
local emergency response organization in Oct Sc Nov 1980 
exercises at facilities. NRC will work w/FEMA to ensure 
more timely critique. 

KEPPLER* J. G. Region 3* Chicago* Office of the Director (81/03/01). 




8107230338 Discusses NRC acceptance review of Revision 17 to CE-l-A* 
QA program for nuclear generating stations. Revision 
incorporates organizational changes. Rept acceptable. 

HAASB. W. P. Quality Assurance Branch. 81/07/14. 2pp. 09143:172. 


8107240330 Responds to NRC 810602 notice of deficiency* re Orimdy county 
local emergency response organization. Sept 1981 exercise has 
b«n pl.nn.d to d.mon.trot. i.prov.d 


E. NRC Safety Evaluation Report (SER)* supple S< correspondence 


8107090108 Forwards NUREG-05 19* Suppl l.SER for facilities. W/o encl. 
SCHWENCER, A. Licensing Branch 2. 81/06/23, 2pp. 08985:360. 


} 7310014 Informs that verification of prompt emergency notification 
lys required prior to issuance of power operation 1 *£ense. 

TEDEBCO, R. L. Assistant Director for Licensing. 81/07/20. 2pp. 




8107060050 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF LASALLE 
COUNTY STATION. UNITS 1 AND 2. Docket Nos. 30-373 and 374. 

(Commonwealth Edison Company) 

* Office of Nuclear Reactor Regulation* Director. NUREG-0319 SOI. 
81/06/30. 80pp. 08956: 182. 
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0. Adjudicatory correspondence 


8107090291 Answer that petitioners do not object to NRC 810629 motion 
for leave to defer response to 810622 petition until 810731. 
Certificate of Svc end. 

REYNOLDS* N. 8. Commonwealth Edison Co. REYNOLDS* N. S. Yankee Atomic 
Electric Co. REYNOLDS* N. 8. Debevoise it Liberman. 81/07/07. 3pp. 
08984: 117. 


81071 S0286 Requests that NRC notify N Reynolds that 810622 petition 
for extension of deadline for compliance w/CLI-80-21 has 
been retitled.Svc should be made of all subsequent papers on 
parties to proceeding* including UCS. 

WEISS. E. R. Harmon & Weiss. 81/07/10. 3pp. 09025:156. 


H. General correspondence 


8107200469 Informs that LO DelOeorge named Director of Nuclear 
Licensing & replaces J8 Abel as principal correspondent for 
NRC communications on all facilities. 

TRAMM, T. R. Commonwealth Edison Co. 81/07/13. Ip. 09068:001. 


K. Utility Final Safety Analysis Report ( FSAR ) & amends 


8107200322 Forwards affidavit stating that FSAR Amend 56 distribution 
complied w/NRC 770526 ltr. 

DELGEORQE, L. O. Commonwealth Edison Co. 81/07/13. 2pp. 09076:010. 


0. Advisory Committee on Reactor Safeguards reports & correspondence 


8107150160 Provides summary of ACRS 252nd meeting on 810409-11 in 
Washington* DC re util request for OL* NUREQ-0740* “NRC Long 
Range Research Plan*FY83-87 it Reg Guide 1.97*1.68.3 it 1. 142. 
MARK* J. C. ACRS - Advisory Committee on Reactor Safeguards. 
81/04/20. 6pp. 09048:244. 


P. Operating license stage documents it correspondence 


8107140437 Submits response to Generic Ltr 81-04 re implementation of 
NURE0-0313* Revision 1 re pressure boundary piping. Increased 
insp <c leakage detection requirements are not warranted. 

Inservice insp program adequately ensures safe operation. 

DELGEORGE* L. 0. Commonwealth Edison Co. 81/07/07. 3pp. 09013:222. 


Q. Inspection reports* IE Bulletins it correspondence 


8107150300 Forwards IE Insp Rapt 50-373/81-15 on 810309-0417. No 
noncompliance noted. 

HEI8HHAN.R. F. Division of Resident fc Project Inspection. 81/06/17. 
2 pp. 09025:118. 


—8107150302 IE Insp Rapt 50-373/81-15 on 810309-0417. No noncompliance 
noted. Major areas inspected: licensee action on previous 
insp findings* IE bulletins Sc circulars* operating procedures 
Sc SER items. 

WALKER* R. D. * 8HEPLEY* 8. E. , LANKSBURY. R. D. Reactor Projects Section 
2C. 81/06/16. 17pp. 09025: 120. 


8107200487 Forwards IE Insp Rapt 50-373/81-23 on 810608-10. No 
noneompliance noted, 

MOREL IUB* C. E. Division of Engineering Sc Technical Inspection. 
81/06/25. 2pp. 09073:274. 


—8107200490 IE Insp Rapt 50-373/81-23 on 810608-10. No noncompliance 
noted. Major areas inspected: radwaste mgt Sc radiation 
protection program* including personnel qualifications Sc 
training. 

LCWENDALE* P. C. * ©REGER* L. R. Facilities Radiation Protection 
Bectlon. 81/06/22. 6pp. 09073:276. 


8107240306 Advises that IE Info Notice 81-19* "Lost Parts in Primary 
Coolant 8ys*" was forwarded to listed utils. 

s Region 3* Chicago* Office of the Director <81/03/01). 81/07/06. 

Ip. 09148:203. 


8107200402 Notifies that IE Info Notice 81-19* "Lost Parts in Primary 
Coolant Sys# " was sent to listed utils on 810706. 

CARROLL* D. E. Word Processing Sc Document Control Section. 81/07/07. 
2pp. 09073: 323. 


8107210133 Forwards IE Insp Repts 50-373/81-22 Sc 50-374/81-12 on 
810406-10, 13-17*0427-0501 Sc 26-29 Sc notice of violation. 
N0RELXU8* C. E, Division of Engineering Sc Technical Inspection. 
81/07/08. 2pp. 09101: 152. 


—8107210135 Notice of violation from insp on 810406-10,13-17*0427-0501 Sc 
26-29. 

NORELIUS* C. E. Division of Engineering Sc Technical Inspection. 
81/07/07. 4pp. 09101:154. 


—8107210139 IE Insp Repts 50-373/81-22 Sc 50-374/81-12 on 810406-10* 
13-17*0427-0501 Sc 26-29. Noncomp 1 iance noted: fai lure to 
certify personnel* to control nonconforming mat 1* to follow 
record storage requirements 8c to document deficiency. 

SCHULZ* R . D. * CONNAUGHTON* K. * BAKER. K. R. Management Programs 
Section. 81/07/02. 32pp. 09101:158. 


8107200371 Forwards response to IE Bulletin 81-03* "Flow Blockage of 
Cooling Water to Safety Sys Components by Corbicula Sp 
(Asiatic Clam) Sc Mytilus Sp (Mussel). " 

SWARTZ* E. D. Commonwealth Edison Co. 81/07/09. 6pp. 09070:229. 


8107150107 Advises that IE Circular 81-09* "Containment Effluent Water 
That Bypasses Radioactivity Monitor* " was sent to listed 
licensees on 810710. 

CARROLL* D. E. Word Processing S< Document Control Section. 81/07/10. 
2pp. 09026: 026. 


8107170236 Advises that IE Info Notice 81-20* "Test Failures of 
Electrical Penetration Assemblies* “ was sant to listed utils 
on 810713. 

CARROLL* D. E. Word Processing Sc Document Control Section. 81/07/13. 
2pp. 09051:028. 


8107170245 Advises that IE Info Notice 81-20, "Test Failures of 
Electrical Penetration Assemblies*" was forwarded to 
listed licensees. 

* Region 3* Chicago, Office of the Director (81/03/01). 81/07/15. 

Ip. 09051:001. 


8107170251 Advises that IE Circular 81-09. "Containment Effluent Water 
That Bypasses Radioactivity Monitor* " was forwarded to 
listed licensees. 

* Region 3* Chicago* Office of the Director (81/03/01). 81/07/15. 

Ip. 09058:209. 


8103300402 IE Info Notice 81-21, "Potential Loss of Direct Access to 
Ultimate Heet Sink. " 

* Director's Office, Office of Inspection and Enforcement. 
81/07/21. 5pp. 09162:348. 


8107270246 Advises that IE Info Notice 81-21, "Potential Loss of Direct 
Access to Ultimate Heat Sink*" was sent to listed licensees 
on 810721. 

CARROLL* D. E. Word Processing it Document Control Section. 81/07/21. 
2pp. 09160:112. 


8107270218 Advises that IE Circular 81-12* "Inadequate Periodic Test 
Procedure of PWR Protection Sys* " was sent to listed 
licensees on 810722. 

CARROLL* D. E. Word Processing it Document Control Section. 81/07/22. 
2pp. 09160: 131. 


8107270253 Advises that IE Circular 81-12. "Inadequate Periodic Test 
Procedure of PWR Protection Sys* " was sent to listed 
1 icensees. 

# Region 3* Chicago* Office of the Director (81/03/01). Bi/07/24. 

Ip. 09160:107. 


8107280196 Notifies that IE Circular 81-11* "Inadequate Decay Heat 
Removal During Reactor Shutdown," was sent to licensees on 
810724, 

CARROLL* D. E. Word Processing 6 Document Control Section. 81/07/24. 
2pp. 09169:010. 


8107280626 Advises that IE Circular 81-11* "Inadequate Decay Heat 
Removal During Reactor Shutdown* " has been forwarded to 
listed licensees. 

* Region 3* Chicago* Office of the Director (81/03/01). 81/07/24. 

Ip. 09181:001. 


8. Reportable occurrences, LERs it related correspondence 


8106010419 Part 21 rapt re failure of GA Co instrument cable to meet 
IEEE temp requirements, initially reported on 810512, 

Defective matl was supplied by Rockbestos Cor p. Each user 
should evaluate instal lation. User list end. 

RICKARD* C. L. General Atomic Co. (subs, of Gulf Oil Co.). 81/05/15. 

4pp. 08663:008. 


810724Q073 Intarim deficiency rapt re motor terminal block voltage 
rating Limitorque valva controls. Installation of bolted* 
lug to lug taped termination will be completed 811102, 

Progress rapt will ba submitted by 810915, 

DELGEORQE* L. 0. Commonwealth Edison Co. 81/07/15, 2pp. 09137:192. 
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8107240142 Deficiency rept re design deficiency in hydrogen recombiner 
sysi initia 1 ly reported 810616. Discharge lines will be 
rerouted & connected to penetrations M-104 & M-106. Design 
documents have been revised & issued for const. 

SWARTZ* E. D. Commonwealth Edison Co. 81/07/16. 2pp. 09138:148. 


DOCKET 50-374 LASALLE COUNTY STATION* UNIT 2 


A. Application/construction stage documents & correspondence 


8107130410 Forwards supplemental matls provided in 810619 telcon re 
response to questions on standby gas treatment sys & 
impedance test results. 

DELOEOROE* L. 0. Commonwealth Edison Co. 81/06/07. lBpp. 08997:042. 


8107090333 Responds to 810420 request on behalf of BUR Licensing 
Review Group to freeze open item lists 6 complete licensing 
review. NRC may identify addl safety issues reflected by 
operational experience. 

DENTON* H. R . Office of Nuclear Reactor Regulation* Director. 
81/06/15. 2pp. 08986:255. 

8107090024 Notification of 810715 meeting w/util in Bethesda»MD to 
discuss radiological & App 1 Tech Specs. 

BOURNIA, A. Licensing Branch 2. 81/06/25. 3pp. 08979:246. 


8107070423 Forwards revised Pages 1-7*1-33*1-37 & 1-40 to CE-l-A* QA 
Program* Revision 17. W/o Pages 1-7*1-37 & 1-40. 

TRAM1* T. R. Commonwealth Edison Co. Bl/06/26. Ip. 08930:038. 


8107070398 Forwards Revision 9 to design assessment rept. Revision 
updates Chapter 6 re suppression pool water temp response. 
Chapters 4*5 & 7 revised per NURE0-0487* Supp 1 2. 

ABEL* J. S. Commonwealth Edison Co. 81/06/29. Ip. 08942:269. 


— 8107070403 Revision 9 to design assessment rept. 

* Commonwealth Edison Co. 81/06/30. 217pp. 08942:270. 


8107090503 Notification of 810708 & 09 meetings w/Licenting Review 
Group 1 in Bethesda*MD to discuss fuel swelling fc rupture 
model 6 BUR core thermocouples. 

RIB*L. N. Licensing Branch 2. 81/07/02. 8pp. 0B985: 194. 


8107310055 Generic Ltr 81-23A to all licensees it CP holders* advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation* per Generic Ltr 81-23* are unnecessary. 

EISENHUT* D. G. Division of Lictnsing. 81/07/06. 6pp. 09222:215. 


8107140577 Forwards Revision 18 to CE-l-A* QA program. Revision clarifies 
procurement of safety-related matls* parts* equipment* 
components 8c items. 

SWARTZ, E. D. Commonwealth Edison Co. 81/07/12. Ip. 09023:352. 


— 8107140590 Revision 18 to QA program for facility. 

* Commonwealth Edison Co. CE-l-A R18. 81/07/12, 5pp. 

09023: 353. 


8107230358 Discusses NRC acceptance review of Revision 17 to CE-l-A, 
QA program for nuclear generating stations. Revision 
incorporates organizational changas. Rapt acceptable. 

HAASB* W, P . Quality Assurance Branch. 81/07/14. 2pp. 09145:172. 


£. NRC Safety Evaluation Raport (SER), suppls 6 correspondence 


8107090108 Forwards NUREQ-0519, Suppl 1, SER for facilities. W/o end. 
SCHWENCER* A. Licensing Branch 2. 81/06/25. 2pp. 08985:360. 


8107060050 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF LASALLE 
COUNTY STATION* UNIT8 1 AND 2. Docket Nos. 50-373 and 374. 

<Commonwaalth Edison Company) 

* Office of Nuclaar Reactor Regulation* Director. NUREQ-0519 SOI. 
81/06/30. 80pp. 08956: 1B2. 


8107310173 Forwards NUREG-0519 Suppl 1. SER ra facilities. W/o end. 
HIND, J. A. Operational Support Saction. 81/07/21. ip. 09222:327. 


F. Security, medical, emergency t< fire protection plans 


8107100320 Forwards Page 2-li to NUREO* changing implemanting schedule 
for submission & evaluation of upgraded emergency plant per 
Ganeric Ltr 81-25. 

EISENHUT, D.G. Division of Licensing. 81/06/13. 4pp. 08996:358. 


8107170250 Requests info on logistic support eveileble et licensed 
activity sites prior to implementation of nationwide 
emergency notification sys. Coordination of actions to 
upgrade sys w/telecommunieation planning personnel proposed. 
KEPPLER, J. G. Region 3. Chicago, Office of the Director (81/03/01). 
81/06/19. 7pp. 09058:213. 

8107100023 Releases public version of info booklets for revised 
emergency plan. 

FELTON* J. M. Division of Rulas and Records. 81/06/26. ip. 

— 8107100028 Forwards public version of info booklets for revised 
emergency plan. 

CHANEY* V. L. Commonwealth Edison Co. 81/03/31. Ip. 


— 8107100036 Public version of ltr summarizing major changes in util 
Apr 19B1 revision of tmergency plan. Offsite emergency 
response organization has been restructured. Major changes 
in director positions are listed. 

GOLDEN, J.C. Commonwealth Edison Co. 81/03/27. 2pp. 


— 8107100041 Public version of info booklets for revised emergency plan. 
* Commonwealth Edison Co. 81/03/31. 26pp. 


8107130092 Raleases public varsion of revision to procedures for 
facility emergency plan. 

FELTON, J. M. Division of Rules and Records. 81/06/26. Ip. 
07806:001. 


— 8107130096 Forwards public version of Revision 1 to Procedures 
LZP— 1220— 1 , "Emergency Telephone Number* " LZP-1550-3* 
"Decontamination Facilities Monthly Surveillance" 6 
LZP-1700— 3, "Station Phone List. " 

HQLYOAK, R.H. Commonwealth Edison Co. 81/06/08. ip. 07806:001. 


— 8107130102 Public version of Revision 1 to Emergency Plan Procedures 
LZP-1220— 1 * "Emergency Telephone Number. " LZP-i550-3* 
"Decontamination Facilitias Monthly Surveillance 6 
LZP-1700-3* "Station Phone List. " 

* Commonwealth Edison Co. 81/05/18. 15pp. 07806:001. 


8107290002 Genaric Ltr Bi-27: raquests that all amergency plans & 
implementing procedures be submitted w/pages marked to 
reflect privacy & proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT* D. G. Division of Licensing. 81/07/09. 5pp. 09189:059. 


8107200362 Advises that licensees must submit three copies of emergency 
plans* procedures it revisions to NRC regional ofc. All copies 
should be sent to Region 3 incident response ctr. 

KEPPLER, J. Q. Region 3. Chicago* Office of the Director (81/03/01), 
81/07/10. 2pp. 09070:215. 


8107200424 Forwards Revision 10 to modified amended security plan. 
Revision withheld (ref 10CFR2.790). 

DELOEOROE* L. 0. Commonwealth Edison Co. 81/07/10. Ip. 09073:255. 


8107240324 Ack receipt of 810709 ltr re performance of Grundy County 
local tmergency response organization in Oct it Nov 1980 
exercises at facilities. NRC will work w/FEMA to ensure 
more timely critique. 

KEPPLER, U. G. Region 3, Chicago, Office of the Director (81/03/01). 
81/07/20. Ip. 09141:109. 


— 8107240330 Responds to NRC 810602 notice of deficiency re Grundy County 
local emergency response organization. Sept 1981 exercise has 
been planned to demonstrate improved response capability. 

REED, C. Commonwealth Edison Co. 81/07/09. 3pp. 09141:110. 


8107310014 Informs that verification of prompt emergency notification 
sys required prior to issuancs of power operation license. 

TEDEBCQ, R. L. Assistant Director for Licensing. 81/07/20. 2pp. 
09221:055. 


G. Adjudicatory correspondence 


8107090291 Answer that petitioners do not object to NRC 810629 motion 
for laave to defer response to 810622 petition until 810731. 
Certificate of Svc end. 

REYNOLDS* N. S. Commonwealth Edison Co. 81/07/07. 3pp. 08984:117. 


8107150286 Requests that NRC notify N Reynolds that 810622 petition 
for extension of deadline for compliance w/CLI-80-21 has 
bean retitled. Svc should be made of all subsequent papers on 
partiesxto proceeding* including UC8. 

WE 1 88* E. R. Harmon * Weiss. 81/07/10. 3pp. 09025:156. 
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H. General correspondence 


8107200469 Informs that LO DelGeorge named Director of Nuclear 
Licensing & replaces JS Abel as principal correspondent for 
NRC communications on all facilities. 

TRAMM* T. R. Commonwealth Edison Co. 81/07/13. Ip. 09068:001. 


K. Utility Final Safety Analysis Report (FSAR) & amends 


8103300402 IE Info Notice 81-21* "Potential Loss of Direct Access to 
Ultimate Heat Sink. " 

* Director's Office* Office of Inspection and Enforcement. 
81/07/21. 5pp. 09162:348. 


8107270246 Advises that IE Info Notice 81-21, "Potential Loss of Direct 
Access to Ultimate Heat Sink*" was sent to listed licensees 
on 810721. 

CARROLL* D. E. Word Processing & Document Control Section. 81/07/21. 
2pp. 09160:112. 


8107200322 Forwards affidavit stating that FSAR Amend 56 distribution 
complied w/NRC 770526 ltr. 

DELGEORGE* L. 0. Commonwealth Edison Co. 81/07/13. 2pp. 09076:010. 


0. Advisory Committee on Reactor Safeguards reports & correspondence 


8107150160 Provides summary of ACRS 252nd meeting on 810409-11 in 
Washington* DC re util request for OL* NUREG-0740, "NRC Long 
Range Research Plan*FY83-87 8c Reg Guide 1.97*1.68.3 8c 1.142. 
MARK, U. C. ACRS - Advisory Committee on Reactor Safeguards. 
81/04/20. 6pp. 09048:244. 


P. Operating license stage documents 8c correspondence 


8107140437 Submits response to Generic Ltr 81-04 re implementation of 
NUREG-0313* Revision 1 re pressure boundary piping. Increased 
insp 8c leakage detection requirements are not warranted. 

Inservice insp program adequately ensures safe operation. 

DELGEORGE* L. 0. Commonwealth Edison Co. 81/07/07. 3pp. 09013:222. 


G. Inspection reports. IE Bulletins & correspondence 


8107240306 Advises that IE Info Notice 81-19, "Lost Parts in Primary 
Coolant Sys* " was forwarded to listed utils. 

* Region 3* Chicago* Office of the Director (81/03/01). 81/07/06. 

Ip. 09148:203. 


8107200402 Notifies that IE Info Notice 81-19* "Lost Parts in Primary 
Coolant Sys," was sent to listed utils on 810706. 

CARROLL. D. E. Word Processing 8c Document Control Section. 81/07/07. 
2pp. 09073:323. 


8107210133 Forwards IE Insp Repts 50-373/81-22 S< 50-374/81-12 on 
810406-10*13-17*0427-0501 8c 26-29 & notice of violation. 
N0REL1US, C. E. Division of Engineering Sc Technical Inspection. 
81/07/08. 2pp. 09101:152. 


— 8107210135 Notice of violation from insp on 810406-10.13-17,0427-0501 Sc 
26-29. 

NOR EL I US* C. E. Division of Engineering Sc Technical Inspection. 
81/07/07. 4pp. 09101:154. 


—8107210139 IE Insp Repts 50-373/81-22 Sc 50-374/81-12 on 810406-10, 
13-17,0427-0501 8c 26-29. Noncomp 1 iance noted : fai lure to 
certify personnel* to control nonconforming matl* to follow 
record storage requirements 8c to document deficiency. 

SCHULZ, R.D. * CONNAUGHTON, K. , BAKER. K. R. Management Programs 
Section. 81/07/02. 32pp. 09101:158. 


8107200371 Forwards response to IE Bulletin 81-03, "Flow Blockage of 
Cooling Water to Safety Sys Components by Corbicula 8p 
(Asiatic Clam) 8c Mytilus Sp (Mussel)." 

SWARTZ, E. D. Commonwealth Edison Co. 81/07/09. 6pp. 09070:229. 


8107150107 Advises that IE Circular 81-09, "Containment Effluent Water 
That Bypasses Radioactivity Monitor* " was sent to listed 
licensees on B10710. 

CARROLL, D. E. Word Processing 8c Document Control Section. 81/07/10. 
2pp. 09026:026. 


8107170236 Advises that IE Info Notice 81-20, "Test Failures of 
Electrical Penetration Assemblies," was sent to listed utils 
on 810713. 

CARROLL, D. E. Word Processing 8c Document Control Section. 81/07/13, 
2pp. 09051:028. 


8107170245 Advises that IE Info Notice 81-20, "Test Failures of 
Electrical Penetration Assemblies," was forwarded to 
listed licensees. 

* Region 3, Chicago, Office of the Director (81/03/01). 81/07/15. 

ip. 09051:001. 


8107170251 Advises that IE Circular 81-09, "Containment Effluent Water 
That Bypasses Radioactivity Monitor * " was forwarded to 
listad licenseas. 

* Region 3, Chicago, Office of the Director <81/03/01). 01/07/15. 

ip. 09058:209. 


8107270218 Advises that IE Circular 81—12* "Inadequate Periodic Test 
Procedure of PWR Protection Sys*" was sent to listed 
licensees on 810722. 

CARROLL. D. E. Word Processing 8t Document Control Section. 81/07/22. 
2pp. 09160:131. 


8107270253 Advises that IE Circular 81—12* “Inadequate Periodic Test 
Procedure of PWR Protection Sys," was sent to listed 

licensees. 

* Region 3, Chicago. Office of the Director (81/03/01). 81/07/24. 

Ip. 09160: 107. 


8107280196 Notifies that IE Circular 81-11* "Inadequate Decay Heat 
Removal During Reactor Shutdown* " was sent to licensees on 
810724. 

CARROLL* D. E. Word Processing 8c Document Control Section. 81/07/24. 
2pp. 09169:010. 


8107280626 Advises that IE Circular Bl-11* "Inadequate Decay Heat 
Removal During Reactor Shutdown* " has been forwarded to 
listed licensees. 

* Region 3, Chicago, Office of the Director (81/03/01). Bl/07/24. 

Ip. 09181:001. 


8. Reportable occurrences, LERs 8c related correspondence 


8106010419 Part 21 rept re failure of GA Co instrument cable to meet 
IEEE temp requirements, initially reported on 810512. 

Defective matl was supplied by Rockbestos Corp. Each user 
should evaluate instal lation. User list end. 

RICKARD.C, L. General Atomic Co. (subs, of Gulf Oil Co.). 81/05/15. 

4pp. 08663:008. 


8107240073 Interim deficiency rept re motor terminal block voltage 
rating Limitorque valve controls. Installation of bolted* 
lug to lug taped termination will be completed 811102. 

Progress rept will be submitted by 810915. 

DELGEORGE* L. 0. Commonwealth Edison Co. 81/07/15. 2pp. 09137:192. 


8107240142 Deficiency rept re design deficiancy in hydrogen recombiner 
sys, initially reported 810616. Discharge lines will be 
rerouted 8c connected to penetrations M-104 & M-106. Design 
documents have been revised 8c issued for const. 

SWARTZ* E. D. Commonwealth Edison Co. 81/07/16. 2pp. 09138:148. 


DOCKET 50-376 NORTH COAST NUCLEAR PLANT 


0. Adjudicatory correspondence 


8107020273 Response opposing G Fernos 8< Citizens for Conservation of 
Natural Resources* Inc 810613 motion to file sworn 
statements. Intervenors failed to justify reopening of 
racord. 

SHEA* K. H. Puerto Rico Electric Power Authority. SHEA* K. H. 
Lowenstein, Newman* Reis* Axeirad 8c Toll. 81/06/29. 7pp. 08920:357. 


8107020384 Notice of appearance re faci lity. Certificate of Svc end. 
SHEA* K. H. Puerto Rico Electric Power Authority. SHEA. K. H. 
Lowenstein* Newman, Reis, Axeirad Sc Toll. 81/06/29. 3pp. 03954:233. 


8107020107 Informs that NRC will not be filing response to 810616 info 
motion filed by intervenors 0 Fernos 8c Citizens for 
Conservation of Natl Resources, Inc unless otherwise 
directed by Board. 

MCOURREN, H. J. Hearing Branch 1. 81/06/30. 2pp. 08934:001. 


—8107020111 Forwards microfiche collection of NRC Issuances per 810626 
telcon. 

PALMER, M. A, Division of Rules and Records. 81/06/26. 2pp. 

08934: 003. 


8107080426 Memorandum 8< order ALAB-648 denying intervenors' 810613 
motion to suppl record w/eight af f idavits. Equity precludes 
reopening of record to aid intervenors in attacking ASLB 
decision on fresh grounds. 

BISHOP* C. J. Atomic Safety and Licensing Appeal Panel. 81/07/02. 
10pp. 08973: 179. 
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8107290190 Petition for reconsideration it request for extension of time 
to file brief. Belated mailing of microfiche collection & NRC 
issuances adversely affects intervener opportunity to 
conduct necessary research. 

FERNOS, G. Citizens for the Conservation of Natural Resources* Inc. 
81/07/21. 3pp. 09172:302. 

8107300007 Memorandum & order denying 0 Fernos request for 
reconsideration of ALAB-648. Extends time for filing 
intervener s ' brief until 810817. 

TOMPKINS* B , A. Atomic Safety and Licensing Appeal Panel. 81/07/24. 
4pp. 09191:281. 


DOCKET 50-381 AEROSPACE SYSTEMS TEST REACTOR 


P. Operating license stage documents it correspondence 


8107100216 Informs that review design info* drawings it procedures 
required by NUREG-0737, Item IX. F. 1 will be available by 
810901. 

LEASBURQ* R . H. Virginia Electric it Power Co. 81/07/06. 2pp. 
08992: 168. 


DOCKET 50-382 WATERFORD GENERATING STATION* UNIT 3 


A. Application/construction stage documents & correspondence 


8107080408 Forwards Core Performance Branch Thermal Hydraulics Section 
second round request for addl info re FSAR. 

TEDESCO, R. L. Assistant Director for Licensing. 01/06/17. 3pp. 
08979: 109. 


810709001S Notification of 810702 meeting w/util it Ebasco Svcs in 
Bethesda.MD to discuss safe shutdown analysis. 

BLACK. S. Licensing Branch 3. 81/06/26. 3pp. 08979:240. 


8107090308 Forwards request for addl info to complete FSAR review. 
Outstanding areas include DNBR limit. licensee qualif ications 
it administrative svcs. eng ineered safety feature actuation 
sys & fire protection. 

TEDESCO. R. L. Division of Licensing. 81/06/29. 3pp. 08986:192. 


8107310055 Generic Ltr 81-23A to all licensees it CP holders, advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation, per Generic Ltr 81-23. are unnecessary. 

EISENHUT, D. G. Division of Licensing. 81/07/06. 6pp. 09222:215. 


8107100001 Clarifies open items re radwaste handling discussed in 
810625 telcon. Describes location of solid radwaste sys 
control panel, onsite radwaste storage capacity it location of 
waste compactor. 

MAURIN. L. V. Louisiana Power it Light Co. 81/07/08. 3pp. 08987:004. 


8107100003 Forwards schedule for responding to addl info requests re 
FSAR contained in NRC 810629 ltr. 

MAURIN. L. V. Louisiana Power it Light Co. 81/07/08. 3pp. 08987:337. 


8107140403 Forwards mill test repts it heat treatment data obtained from 
Dravo Corp for transmittal to NRC. in response to request for 
info supporting util comments on questions re Qeneral Design 
Criteria 51. 

GUNTHER, L. A. Ebasco Services. Inc. (subs, of Enserch Corp. ). 

81/07/08. 20pp. 09013:202. 


8107140595 Forwards proposed revised response to FSAR Question 
at ion of capability to initiate 
etely from control room. Power lockout 
jection tank valves maintained. 

Power & Light Co. 81/07/08. 5pp. 09015:170. 


i 20 to application for OL. containing Amend 20 
i Power U Light Co. 81/07/14. Ip. 09075:044. 


i application for OL. containing Amend 20 to FSAR. 
ina Powar Sc Light Co. 81/07/14. 2pp. 


Jeneric Ltr 81-01 re qualification of audit Sc 
nitment to adopt methods contained in 
Lon 1 Sc 1. 146 contained in 8ER Table 

» Power 8. Light Co. 81/07/21. Ip. 09219: 154. 


D. NRC Draft/Final Environmental Statements, suppls Sc correspondence 


8107060338 Offers no comment* on DES. 

HANCOCK. V. J. Housing Sc Urban Development. Dept, of . 81/06/26. Ip. 

08894: 340. 


8107060453 Provides comments re health aspects of DES NUREG-0769. 

App I to 10CFR50 $< operating plan provide adequate assurance 
that radiation exposures meat current, radiation protection 
stds. 

VILLFORTH* J. C. HEW. Dept, of . Food Sc Drug Administration. 81/06/29. 

2pp. 08902: 109. 

8107070214 Comment* on DES for facility. Proposed project action 
classified as ER-2 (environ reservations. insuff ic ient info). 

FES Sc supporting documents should be strengthened in noted 

areas. 

PHILLIPS. F. E. Environmental Protection Agency. 81/06/30. 6pp. 
08940: 252. 


8107090316 Informs that DES will be forwarded to responsible HUD 
regional environ officer for review Sc appropriate comment. 

EISs should be sent directly to ofc w/review responsibility. 

List of regional environ officers end. 

BROWN, R. H. Housing S< Urban Development, Dept. of. 81/06/30. 2pp. 
08972: 057. 


8107140351 Concurs w/DES re protection from disturbance of Cultural 
Areas 3, 4 Sc 5 until eligibility is determined. Off ers to 
comment on project effect on areas deemed eligible for 
listing in Natl Register of Historic Places. 

DEBLIEUX. R. B. Louisiana, State of. Bl/07/01. Ip. 09013:104. 


8107140777 Submits comments on DES for facility, in reponse to NRC 
810508 request. Effect of increased weter temps on reactor 
coolant ch emicals, impact of plant on pH Sc alkalinity S< 
changes in chemical equilibria should be addressed. 

SANDS, T. A. Army, Dept. of. 81/07/02. 2pp. 09017:155. 


8107140335 Offers no comments on DES. 

MCDONALD, J. N. Transportation, Dept, of . 81/07/10. Ip. 09022:262. 


8107270004 Forwards comments received on DES. Responses to thermal 
hydraulic modeling S< ecological sections should be submitted 
by 810722. W/o ends. 

BLACK, S. Licensing Branch 3. 81/07/14. Ip. 09161: 35B. 


8107280682 Forwards comment* re facility DE8. W/o end. 

MIRAQLIA, F. J. Licensing Branch 3. 81/07/14. Ip. 09188:183. 


8107280075 Forwards selected comments of federal it state agencies on 
DES, in response to NRC 810714 ltr. 

MAURIN. L. V. Louisiana Power 8c Light Co. 81/07/24. 6pp. 09172:296. 


E. NRC Safety Evaluation Report (SER), suppls 8c correspondence 


8107070203 Forwards status rapt stating promised date, actual submittal 
date 8c adequacy of submittals re 810604 outline for closeout 
of open issues in SER. SER will be issued by B10706. 

EISENHUT, D. G. Division of Licensing. 81/06/19. 3pp. 08960:351. 


8107090114 Submits status of branch inputs to facility SER. Status sheet 
re schedules for dosing open items 8c lists of util info 
commitments 8c submittal status encl.Mgt of training 8c 
orgenixatlon S< site-related matters ere major concerns. 

MIRAQLIA, F. J. Licensing Branch 3. 81/06/19. 12pp. 08985:324. 


8107210432 Forwards info re license condition concern in SER Section 
1.9 (Item 8) regarding description of post-accident sampling 
capebi lity . Suggests meeting w/NRC during wk of 810720. 

MAURIN, L. V. Louisiana Power 8c Light Co. 81/07/17. 7pp. 09i03:350. 


8107270044 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF 
WATERFORD STEAM ELECTRIC STATION, UNIT 3. Docket No. 50-382. 
(Louisiana Power 8c Light Company) 

* Office of Nuclear Reactor Regulation, Director. NUREG-07B7. 
81/07/31. 500pp. Available at NTXS. tll.OO. 09164:001. 


F. Security, medical# emergency 8c fire protection plans 


8107100320 Forwards Page 2-11 to NUREG. changing implementing schedule 
for submission 8c evaluation of upgraded emergency plans ptr 
Generic Ltr 81-25. 

EISENHUT, D. G. Division of Licensing. 81/06/13. 4pp. 08996:358. 


of 810728-29 meeting w/util in Taft, LA for 
rocedures walk-through. 

Branch 3. 81/07/27. 3pp. 09221:076. 
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8107140784 Forward* comment* it request for addl info re emergency plan 
it FSAR Section 13. 3, including Amend 17. Emergency plan should 
be revised to address comments. Response requested within 30 
days of receipt of ltr. 

TEDEBCO, R. L. Assistant Director for Licensing. Bi f /06/16. 6pp. 
0903S: 088. 


8107100051 Forwards fir# protection review group notification that App 
R to 10CFR50 will be used as fire protection licensing 
requirement. 

TEDEBCO, R. L. Assistant Director for Licensing. Bi/06/24. 4pp. 
09001:273. 


8107130261 Forwards Revision 6 to physical security plan. Plan withheld 
<r*f 10CFR2. 790). 

MAURI N, L. V. Louisiana Power it Light Co. 81/06/29. Ip. 09000:038, 


8107290002 Generic Ltr 81-27: request# that all emergency plans it 
implementing procedures be submitted w/pages marked to 
reflect privacy it proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT, D. 0. Division of Licensing. 81/07/09. 5pp. 09189:059. 


0. Adjudicatory correspondence 


8107020394 Second set of interrogatories directed to joint intervenors 
re Contentions 1*2 & 8/9. Certificate of Svc end. 

CHURCHILL. 0. W. Louisiana Power it Light Co. CHURCHILL. B. W. Shaw. 
Pittman. Potts «< Trowbridge. 81/06/10. 18pp. 0B934:015. 


8107170195 Advises that. per 810709 SER. joint intervenors may present 
new contentions re financial qualif ications. Discovery 
requests relevant to admitted contentions must be submitted 
within 30 days of SER issuance. 

GRAY. J. R. Hearing Branch 1. 81/07/15. 2pp. 09051:019. 


8107170237 Forwards 810709 SER. NURE0-0787. re facility operation. 
Discovery requests re new info in SER relevant to admitted 
contentions to be submitted within 30 days of issuance per 
790925 discovery schedule. W/o end. 

GRAY. J. R. Hearing Branch 1. 81/07/15. 2pp. 09054:028. 


H. General correspondence 


8107200131 Forwards comments on DES for facility. Actual deaths due to 
Rn-22 emissions will be greater than consequences listed in 
DES. 

LOCHBTET. W. A. Affiliation Unknown. 81/07/13. 2pp. 09069:107. 


K. Utility Final Safety Analysis Report (FSAR) fc amends 


8107200172 Forwards Amend 20 to application for OL. containing Amend 20 
to FSAR. 

ASWELL.D. L. Louisiana Power it Light Co. 81/07/14. Ip. 09075:044. 


— 8107200176 Amend 20 to application for OL. containing Amend 20 to FSAR. 
ASWELL. D . L. Louisiana Power it Light Co. 81/07/14. 2pp. 

09075:045. 


—8107200180 Amend 20 to F8AR. 

* Louisiana Power St Light Co. 81/07/31. 245pp. 09075:047. 


8107210439 Certificate of Svc of Amend 20 to FSAR on 810717. 

EDELMAN.L. Louisiana Power fc Light Co. 81/07/17. Ip. 09103:326. 


Q. Inspection reports. IE Bulletins & correspondence 


8107270398 Informs that IE Info Notice 81-10. “Inadvertent Containment 
Spray Due to Personnel Error. " was sant to listed licensees. 

MAD9EN.G. L. Reactor Projects Branch. 81/03/26. Ip. 09167:305. 


8107130358 Forwards IE Insp Rapt 50-382/81-13 on 810416-0515. No 
noncompliance noted. 

MADSEN. G. L. Reactor Projects Branch. 81/06/02. 2pp. 08998:064. 


—8107130361 IE Insp Rept 50-382/81-13 on 810416-0515. No noncompliance 
noted. He j or areas inspected: QA. training. plant operations 
review committee, preoptrational test program 8 1 plant tour. 

CGNSTABUE. G. L. . WESTERMAN, T. F. Project Section 1. 81/06/01. 3pp. 

08998: 066. 


S. Reportable occurrences. LERs & related correspondence 


8107020328 Part 21 rept re missile penetration analysis, initially 
reported on 810605. Penetration of subj housings by missiles 
cannot be determined as substantial safety hazard & 
classification best decided by utils. Utils notified. 

JORGENSEN. R. Buffalo Forge Co. 81/06/10. 2pp. 08952:028. 


8107090259 Interim deficiency rept. originally reported on 810316. re 
defective Fisher Controls valve actuators. Delayed delivery 
of replacement parts extends final rept date up to 810930. 

ASWELL.D. L. Arkansas Power & Light Co. 81/06/25. 3pp. 089B4: 058. 


8107280093 Interim rept of Significant Const Deficiency 30 re change- 
out of AST 1*1 A 193 SS bolts on motor control ctr bus bars. 

Final rept will be submitted by 811030. 

ASWELL.D. L. . MILHISER. R. J. . WILLS. J. L. Louisiana Power & Light Co. 
81/07/13. 4pp. 09172: 172. 


8107280462 Revised interim rept of Significant Const Deficiency 29 re 
inadequate clearance between process piping sys & box-type 
pipe supports/restraints. initially discovered on 810423. 

As-built gaps will be measured & analyzed & mods performed. 

ASWELL.D. L. . MILHISER. R. J. . WILLS, J. L. Louisiana Power it Light Co. 
81/07/14. 4pp. 09176: 162. 


8107280599 Supplemental final rept for Significant Const Deficiency 8 
re containment electrical penetration bolting failure. 

Tompk ins-B ec kwith, Inc performed weld repairs & rewelded 
pemnuts. Acceptability confirmed by Ebasco. 

ASWELL.D. L. , MILHISER. R. J. . WILLS. J. L. Louisiana Power & Light Co. 
01/07/14. 4pp. 09176:131. 


V. Operator Examinations 


8107070313 Forwards training program per TMI Action Plan Item II. B. 4 re 
mitigating accidents involving core damage. in response to 
810430 telcon request. 

MAURIN, L. V. Louisiana Power it Light Co. 81/06/30. 5pp. 08940:200. 


DOCKET 50-387 SUSQUEHANNA STEAM ELECTRIC STATION. UNIT 1 


A. Application/construction stage documents it correspondence 


8107090333 Responds to 810420 request on behalf of BWR Licensing 
Review Group to freeze open item lists & complete licensing 
review. NRC may identify addl safety issues reflected by 
operational experience. 

DENTON. H. R. Office of Nuclear Reactor Regulation, Director. 
81/06/15. 2pp. 0S9B6: 255. 


8107060250 Forwards Amend 36 to OL application. Amend contains Revision 
H to facility security plan. Amend withheld (ref 10CFR2. 790). 

CURTIS, N. W. Pennsylvania Power & Light Co. 81/06/29. 2pp. 
08910:274. 


8107170262 Forwards request for addl info re OL application, to permit 
completion of FSAR review. List of review items including TMI 
Action Plan Items II. K. 3. 25 Sc 1 1, K. 3. 27. identified in end. 

Requests notification re schedule for submittal. 

TEDE5C0, R. L. Assistant Director for Licensing. Bl/06/29. 3pp. 
09062:328. 


8107020267 Forwards proprietary Si nonproprietary versions of Amend 37 
to application for OL, consisting of Revision 24 to FSAR. 

Proprietary version withheld (ref 10CFR2. 790). 

CURTIS, N. W. Pennsylvania Power it Light Co. 81/06/30. Ip. 
08935:349. 


— 8107020270 Nonproprietary version of Amend 37 to application for OL. 
consisting of Revision 24 to FSAR. 

CURTIS, N. W. Pennsylvania Power it Light Co. 81/06/30. Ip. 

08935: 350. 


8107020353 Forwards response to NRC Generic Ltr 81-03 it NUREG-0313. 
"Technical Rept on Matl Selection & Processing Guidelines 
for BWR Coolant Pressure Boundary Piping. " 

CURTIS, N. W. Pennsylvania Power it Light Co. 81/06/30. 4pp. 
08928:333. 


8107060209 Forwards ganeric BWR safety relief velve test results to 
confirm adequacy of safety relief valves for plant for all 
test conditions per 800917 ltr. Final repts on valve 
qualification Sc piping/supports will be submitted. 

CURTIS, N. W. Pennsylvania Power fc Light Co. 81/07/01. 2pp. 
08890:321. 


— 8107060213 Results of steam saturated test conducted on 810324. 
* Wyle Laboratories. 81/03/24. Ip. 08890:323. 
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— 8107060214 Results of water. 15F subcooled test conducted on 810324. 
* Wyle Laboratories. 81/03/24. Ip. 08890:324. 


— 8107060217 Results of steam saturated test conducted on 810324. 
* Wyle Laboratories. 81/03/24. Ip. 0B890: 325. 


— 8107060221 Results of steam saturated test conducted on 810325. 
* Wyle Laboratories. 81/03/25. Ip. 08890:326. 


— 8107060222 Results of water. 50F subcooled test conducted on 810325. 
* Wyle Laboratories. 81/03/25. Ip. 08890:327. 


8107090503 Notification of 810708 it 09 meetings w/Licensing Review 
Group 1 in Bethesda.MD to discuss fuel swelling & rupture 
model St BWR core thermocouples. 

RIB. L. N. Licensing Branch 2. 81/07/02. 8pp. 08985:194. 


8107310055 Generic Ltr 81-23A to all licensees St CP holders, advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation. per Generic Ltr 81-23. are unnecessary. 

EISENHUT. D. G. Division of Licensing. 81/07/06. 6pp. 09222:215. 


8107150105 Forwards schedules for submittal of addl info & listing of 
item status re emergency plans & remote shutdown panel. per 
NRC 810629 request. 

CURTIS. N. W. Pennsylvania Power & Light Co. 81/07/09. 3pp. 

09027: 156. 


8107290120 Requests preparation of info to address ACRS concerns at 
810723 meeting re f ac i 1 i t ies. Ag enda detailing util 
presentation end. 

TEDESCO. R. L. Assistant Director for Licensing. 81/07/16. Ip. 
09189:357. 


B107200438 Forwards application for Amend 38 to 780731 OL application* 
containing Revision 25 to FSAR. 

CURTIS. N. W. Pennsylvania Power & Light Co. 81/07/17. Ip. 
09073:334. 


— 8107200442 Application for Amend 38 to 780731 OL application containing 
Revision 25 to FSAR. 

CURTIS. N. W. Pennsylvania Power 8c Light Co. 81/07/14. Ip. 

09073:33 5. 


D. NRC Draft /Final Environmental Statements, suppls & correspondence 


8107090321 Forwards NUREG-0564. FES for facility it notice of issuance 8c 
availability of FES. Notice only end. 

SCHWENCER. A. Licensing Branch 2. 81/06/26. Ip. 08986:216. 


— 8107090327 Notice of issuance 8c availability of NUREG-0564, FES for 
facility. 

SCHWENCER. A. Licensing Branch 2. 81/06/26. 3pp. 08986:217. 


8107100015 Forwards FES it FR notice of availability. Notice only end. 
SCHWENCER. A. Licensing Branch 3. 81/06/26. Ip. 09001:231. 


8107100123 Forwards FES & FR notice of issuance it availability. Notice 
only end. 

SCHWENCER, A. Licensing Branch 2. 81/06/26. Ip. 09001:224. 


8107060042 FINAL ENVIRONMENTAL STATEMENT RELATED TO THE OPERATION OF 
SUSOUEHANNA STEAM ELECTRIC STATION, UNITS 1 it 2. Docket Nos. 

50-387 and 50-388. (Penney lvania Power and Light Company, 

Allegheny Electric Cooperative, Inc ) 

* Office of Nuclear Reactor Regulation, Director. NUREG-0564. 
81/06/30. 450pp. Available at NTIS. *9.50. 08955:001. 


8107100234 Verifies official filing of EIS (NUREG-0564) for facilities. 
FR notice of availability scheduled to be published on 
810702. Pub lie review period will terminate on 810803. 

WILSON, K. L. Environmental Protection Agency. 81/07/01. Ip. 

08992: 170. 


E. NRC Safety Evaluation Report (SER), suppls it correspondence 


8107150428 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF 
SUSQUEHANNA STEAM ELECTRIC STATION, UNITS 1 it 2. Docket Nos. 

50-387 and 50-388. (Pennsylvania Power 8c Light Company, 

Allegheny Electric Cooperative, Inc) 

* Office of Nuclear Reactor Regulation, Director. NUREG-0776 SOI. 
81/06/30. 124pp. Available at NTIS. *5.50. 09049:325. 


8107100192 Notifies that installation of addl control room dc power sys 
indication it alarms imposed by SER Section 8.3.2 is not 
required in either IEEE 308-1974 std or Reg Guide 1.47. 

Present procedures comply w/intent of SER requirements. 

CURTIS, N. W. Pennsylvania Power it Light Co. 81/07/06. 2pp. 

08992: 338. 


8107210373 Forwards documentation that microstructure of SA-216 WCB 
MSI V BODM has been confirmed by metallography as normalized 
& tempered. Info completes action on SER Outstanding Issue 
32. 

CURTIS, N. W. Pennsylvania Power & Light Co. 81/07/16. 3pp. 

09102: 265. 


8107210377 Comments on SER, withdrawing 810623 comments. Format of 
original comments resulted in confusion & interpretation 
problems. Eight items require addl clarif ication, including 
actions specified in IE Bulletin 79-26, Revision 1. 

CURTIS, N. W. Pennsylvania Power & Light Co. 81/07/16. 2pp. 
09102: 302. 


8107240438 Informs NRC that util agrees to perform series of 
sensitivity studies to determine appropriate plant-specific 
valves for hydrodynamic mass constant <k),per SER 
Outstanding Issue 29. 

CURTIS, N. W. Pennsylvania Power 8 < Light Co. 81/07/20. Ip. 
09142:084. 


8107240447 Forwards low pressure turbine wheel 8c bucket weights 8c 
wheel location for turbines at facility. Completes action on 
SER Outstanding Issue 4. 

CURTIS, N. W. Pennsylvania Power 8c Light Co. 81/07/20. 2pp. 
09142: 085. 


8107280597 Advises of mods to common water level ref point re SER 
Outstanding Issue 99. Operator training on revised ref level 
will be comp leted. Mimics will not be installed beside level 
ind icators . 

CURTIS, N. W. Pennsylvania Power 8< Light Co. 81/07/21. Ip. 
09176: 130. 


8107290062 Describes efforts taken re SER open items on emergency 
p lanning. I terns addressed: emergency offsite facility 
operation, emergency action levels, notification of unusual 
event 8c dose assessment. 

CURTIS, N. W. Pennsylvania Power 8c Light Co. 81/07/21. 3pp. 
09183:029. 


8107280255 Forwards response to SER open item re equipment dynamic 
qualification program. Response includes documentation of 
resolution of one RHR pump/motor overstress in holdown bolts 
8c tap motor bearing. 

CURTIS, N. W. Pennsylvania Power 8c Light Co. 81/07/23. 44pp. 

09178:092. 


F. Security, medical, emergency 8c fire protection plans 


8107100320 Forwards Page 2-11 to NUREG. changing implementing schedule 
for submission $< evaluation of upgraded emergency plans per 
Generic Ltr 81-25. 

EISENHUT, D. G. Division of Licensing. 81/06/13. 4pp. 08996:358. 


8107090561 Requests early Jul 1981 meeting w/util to discuss 
rescheduling of full-scale emergency plan drill until 
820317. 

TEDESCO, R. L. Assistant Director for Licensing. 81/06/25. 3pp. 
08979:091. 


8107060250 Forwards Amend 36 to OL application. Amend contains Revision 
H to facility security plan. Amend withheld (ref 10CFR2. 790). 

CURTIS, N. W. Pennsylvania Power 8c Light Co. 81/06/29. 2pp. 
08910:274. 


8107150105 Forwards schedules for submittal of addl info 8c listing of 
item status re emergency plans 8c remote shutdown panel, per 
NRC 810629 request. 

CURTIS, N. W. Pennsylvania Power 8c Light Co. 81/07/09. 3pp. 

09027: 156. 


8107290002 Generic Ltr Bls-27: requests that all emergency plans it 
implementing procedures be submitted w/pages marked to 
reflect privacy 8c proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT, D. G. Division of Licensing. 81/07/09. 5pp. 09189:059. 


8107300190 Forwards emergency planning info for placement in LPDR. W/o 
8106260407 8c 8106260467. 

SOUDER,U. L. Division of Rules and Records. 81/07/16. Ip. 

09207: 290. 
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8107280408 Requests confirmation within 30 days that prompt 
notification sys will be installed to alert public within 
plume exposure EPZ, in event of emergency. Info to include 
listing of problems that may hinder implementation. 

TEDESCO, R. L. Assistant Director for Licensing. 81/07/20. 2pp. 
09180: 149. 


8107290062 Describes efforts taken re SER open items on emergency 
planning. Items addressed: emergency offsite facility 
operation! emergency action levelsi notification of unusual 
event & dose assessment. 

CURTIS, N. W. Pennsylvania Power & Light Co. 81/07/21. 3pp. 
09183:029. 


G. Adjudicatory correspondence 


8107060491 Motion for leave to file answer to intervenor Environ 
Coalition on Nuclear Power response to applicant motion to 
dismiss. 

SILBERG, J. E. Pennsylvania Power & Light Co. SILBERG, J. E. Allegheny 
Electric Cooperative! Inc. SILBERG, J. E. Shew! Pittman! Potts 8c 
Trowbridge. 81/05/04. Ip. 08902: 101. 


— 8107060458 Answer stating that little need exists to address intervenor 
810429 response to motion to d ismiss. Language 8c arguments 
are essentially identical to those rejected by A8LAB 
(ALAB-613). Certificate of Svc end. 

SILBERG, J. E. Pennsylvania Power Sc Light Co. SILBERQ, J. E. 

Allegheny Electric Cooperative! Inc. SILBERC! J. E. Shaw! Pittman> 
Potts S< Trowbridge. 81/05/04. 5pp. 08902:102. 


8107020495 Submittal of new contentions re emergency plans/ Class 9 
accidents & pipe breaks in GE reactors. Certificate of Svc 
end. 

SCHULTZ! G. R. Susquehanna Environmental Advocates. 81/05/06. 3pp. 
08935: 042. 


8107020461 Motion to deny applicant 810414 request to dismiss Environ 
Coalition on Nuclear Power from proceeding. Also requests 
ASLB to rule on listed pending motions. W/Certif icate of Svc. 
HALLIGAN/ T. J. Citizens Against Nuclear Dangers. 81/05/07. 4pp. 
08934: 250. 


8107010206 Motion for sanctions against Susquehanna Environ Advocates 
(SEA) for failure to comply w/ASLB order to meet discovery 
obligations. SEA should be prohibited from participating in 
proceeding. Certificate of Svc end. Related correspondence. 
TRAVIESO-DIAZ Pennsylvania Power 8c Light Co. TRAVIESO-DIAZ 
Allegheny Electric Cooperative! Inc. TRAVIESO-DI AZ Shaw! Pittman! 
Potts & Trowbridge. 01/06/24. 7pp. 08885:308. 


8107020437 Motion for summary disposition of Contention 5. No genuine 
issue of matl facts to be heard 8e applicants entitled to 
favorable decision as matter of law. 

TRAVIESO— D I AZ Pennsylvania Power 8c Light Co. TRAVIEBO-DIAZ Shaw> 
Pittman, Potts & Trowbridge. 81/06/25. 2pp. 08952:207. 


— 8107020441 Statement of matl fact as to which no genuine issue to be 
heard re Contention 5. 

TRAVIESO-DI AZ Pennsylvania Power 8c Light Co. TRAVIESD-DIAZ Shaw, 
Pittman, Potts 8c Trowbridge. 81/06/25. 10pp. 08952:209. 


— 8107020443 Affidavit of JC Dodds in support of summary disposition of 
Contention 5. Prof qualifications end. 

DODDS, J. C. Bechtel Corp. 81/06/16. 9pp. 08952:219. 


—8107020446 Affidavit of FL Bronson in support of summary disposition of 
Contention 5. Prof qualifications end. 

BRONSON, F, L. Radiation Management Corp. 81/06/15. 13pp. 

08952: 232. 


—8107020448 Affidavit of FL Bronson in support of summary disposition of 
Contention 5. Prof qualif ications & Certificate of Svc end. 

BRONSON, F. L. Radiation Management Corp. 81/06/15. 9pp. 

08952: 240. 


8107080203 Answer opposing Citizens Against Nuclear Danger 810618 
motion to dismiss PA Bureau of Radiation Protection 8< motion 
to amend intervenor status. Commonwealth status should bo 
amended to Commonwealth of PA. W/Certif icate of Svc. 

ADLER, R. W. Pennsylvania, State of. 81/06/26. 5pp. 08962:151. 


8107080338 Motion for summary disposition of Contention 19. No genuine 
issue of matl fact to be heard. 

SILBERG, J. E. Pannsylvania Power 8c Light Co. SILBERG, J. E. Allegheny 
Electric Cooperative, Inc. SILBERG, J. E. Shew, Pittman, Potts 8< 
Trowbridge. 81/07/01. 2pp. 08972:128. 


— 8107080345 Statement of matl facts as to which there is no genuine 
issue to be heard re Contention 19. Heat sink capacity is 
sufficient to accomodate decay heat from reactor for several 
hours. 

SILBERG, J. E. Pennsylvania Power 8c Light Co. SILBERG, J. E. 
Allegheny Electric Cooperative, Inc. SILBERG, J. E. Shaw, Pittman, 
Potts 8c Trowbridge. 81/07/01. 9pp. 08972:130. 


— 8107080357 Brief, in form of pleading, in support of motion for summary 
disposition of Contention 19. Sequence of events which 
occurred at TMI is unlikely to occur at facility due to 
differences in design 8c operation. 

SILBERG, J. E. Pennsylvania Power Sc Light Co. SILBERG, J. E. 

Allegheny Electric Cooperative, Inc. SILBERG, J. E. Shaw, Pittman, 
Potts 8c Trowbridge. 81/07/01. 3pp. 08972: 139. 


— 8107080361 Affidavit in support of summary disposition of Contention 
19. Certi f icate of Svc 8c prof qualifications end. 

MILLARD, J. W. General Electric Co. 81/07/01. 13pp. 08972:142. 


8107080393 Forwards FES re facility operation, NUREG-0564. W/o end. 
LAVERTY, J. H. Hearing Branch 2. 81/07/02. Ip. 08974:037. 


8107000271 Order extending time for Commission review of ASLAB 810515 
decision (ALAB-641) until S10720. 

CHILK, S. J. Office of the Secretary of the Commission. 81/07/06. 

Ip. 08973:273. 


B107150187 Advises that typographical correction should be made on 
Page 3 of applicant 810701 brief in support of motion for 
summary disposition of Contention 19. 

SILBERG, J. E. Shaw, Pittman, Potts & Trowbridge. SILBERG, J. E. 
Pennsylvania Power 8c Light Co. SILBERG, J. E. Associated Electric 
Cooperative, Inc. 81/07/06. 2pp. 09027:348. 


— Q 1071 50194 Corrected page to applicant 810701 brief in support of 
motion for summary disposition of Contention 19. Certificate 
of Svc end. 

SILBERG, J. E. Pennsylvania Power it Light Co. SILBERG, J. E. 
Associated Electric Cooperative, Inc. SILBERG, J. E. Shaw, Pittman, 
Potts 8c Trowbridge. 81/07/06. 3pp. 09027:350. 


B107100061 Memorandum Sc order denying Citizens Against Nuclear Dangers 
810316 motion to compel NRC to publish FES S< SER. Grants 
applicant request for sanctions against Susquehanna Environ 
Advocates for failing to comply w/ASLB order on discovery. 

GLEASON, J. P, Atomic Safety and Licensing Board Panel. 81/07/07. 
7pp. 09001:327. 


8107100213 Memorandum Sc order denying Citizens Against Nuclear Danger 
810602 motion to set aside ASLB 810520 rul ing s. Rul ing s do 
not eliminate intervenor from proceeding or effectively 
dispose of major segment of case. 

BISHOP, C. 0. Atomic Safety and Licensing Appeal Panel. 81/07/08. 
2pp. 08992:141. 


8107150068 Proposes that hearings commence on 811005 8c run from Monday 
through Fr iday. Cert if icate of Svc end. Related 
correspondence. 

SILBERG, J. E. Shaw, Pittman, Potts 8< Trowbridge. SILBERG, J. E. 
Pennsylvania Power & Light Co. SILBERG, J. E. Associated Electric 
Cooperative, Inc, 81/07/08. 4pp. 09025:280. 


8107130195 Motion for directed certification of Susquehanna Environ 
Advocates 8c Citizens Against Nuclear Dangers hearing 
requests. ASLB should issue ruling on requests w/o delay. 
Certificate of Svc end. 

SILBERG, J. E. Pennsylvania Power 8c Light Co. SILBERG, J. E. 
Associated Electric Cooperative, Inc. SILBERG, J. E. Shaw, Pittman, 
Potts 8t Trowbridge. 81/07/09. 13pp. 08999:245. 


8107170232 Forwards util motion for directed certification of request 
for hearing issue 8c expedited consideration of motion. 

Certificate of Svc end. W/o end motion. 

SILBERG, J. E. Shaw, Pittman, Potts S< Trowbridge. 81/07/10. 4pp, 
09054:024. 


8107170208 Order extending time for Commission to review ASLAB 610515 
decision (ALAB-641) until 810727. 

CHILK, S. J. Office of the Secretary of the Commission, 81/07/15. 

Ip. 09057:142. 


8107210475 Informs that copy of licensee Contentions 7b, 7c 8c 8 have 
been delivered to F Litton. 

STARK, R. M. Licensing Branch 2. 81/07/15. Ip. 09108:348. 


8107200280 Forwards Suppl 1 to SER, NUREG.-0776. W/o end. 

LAVERTY, J. H. Hearing Branch 2. 81/07/16. Ip. 09074:267. 
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8107210103 Submits proposed matters for consideration at prehearing 
conference. Matters should include status of contentions, 
summary disposition schedule & schedule & location of 
hearing. Certificate of Svc end. 

SILBERG, J. E. Shaw. Pittman. Potts it Trowbridge. SILBERG, J. E. 
Associated Electric Cooperative. Inc. SILBERG. J. E. Pennsylvania 
Power & Light Co. 81/07/16. 3pp. 09104:103. 


8107220265 Forwards answer to Citizens Against Nuclear Danger 810626 
motion to dismiss & motion to amend intervention status. 

Updated svc list end. 

ADLER. R. W. Pennsylvania. State of. 81/07/16. 5pp. 09119:058. 


8107230092 Motion for summary disposition of Contention 8. No genuine 
issue of mat 1 fact to be heard. 

SILBERG. J. E. Pennsylvania Power S< Light Co^ 

Associated Electric Cooperative. Inc. 

Potts & Trowbridge. 81/07/16. 2pp. 


SILBERG. J. E. 

SILBERG. J. E. Shaw. Pittman. 
09129: 180. 


— 8107020270 Nonproprietary version of Amend 37 to application for OL. 
consisting of Revision 24 to FSAR. 

CURTIS, N. W. Pennsylvania Power It Lijjht Co. 81/04/30. Ip. 

08935: 350. 


8107200438 Forwards application for Amend 38 to- 780731 OL application, 
containing Revision 25 to FSAR. 

CURTIS. N. W. Pennsylvania Power St Light Co. 81/07/17. Ip. 
09073:334. 


—8107200442 Application for Amend 38 to 780731 OL application containing 
Revision 25 to FSAR. 

CURTIS, N. W. Pennsylvania Power It Light Co. 81/07/14. Ip. 

09073: 335. 


— 8107200445 Revision 25 to FSAR. 

* Pennsylvania Power Sc Light Co. 81/07/31. 300pp. 09073:336. 


9107230111 Statement of matl facts as to which there is no genuine 
issue to be heard re Contention 8. 

SILBERG, J. E- Pennsylvania Power & Light Co. SILBERG, J. E. 
Associated Electric Cooperative. Inc. SILBERG, J. E. Shaw. Pittman, 
Potts & Trowbridge. 81/07/16. 4pp. 09131:200. 


8107230112 Affidavit in support of summary disposition of Contention 8. 

Prof qualifications 8c Certificate of Svc end. 

COPELAND, J- G. » COOKE, F. E. General Electric Co. 81/07/14. 12pp. 

09131:204. 


8107230221 Motion for summary disposition of Contention 7D pursuant to 
790306 special prehearing conference order. No genuine issue 
of matl fact to be heard re contention. 

TRAVIESO-DIAZ Pennsylvania Power 8< Light Co. TRAVIESO-DIAZ 
Allegheny Electric Cooperative, Inc. TRAVIESO-DIAZ Shaw. Pittman. 
Potts 8c Trowbridge. 81/07/17. 2pp. 09128:063. 


8107230226 Statement of matl facts supporting motion for summiry 
disposition of Contention 7D, to which there is no genuine 
issue to be heard. Further ATMS mod need not be implemented 
pending outcome of rulemaking proceeding. 

SILBERG, J. E. Pennsylvania Power Se Light Co. SILBERG, J. E. Allegheny 
Electric Cooperative, Inc, SILBERG, J. E. Shaw, Pittman, Potts 8c 
Trowbridge. 81/07/17. 5pp. 09129:254. 

0107230227 Affidavit supporting summary disposition of Contention 7D. 

Certificate of Svc end. 

FIOCK.W. L. General Electric Co. 81/07/14. 8pp. 09129:239. 


Q. Inspection reports, IE Bulletins it correspondence 


8107270217 Advises that IE Info Notice 81-05. "Degraded DC Sys at 
Palisades, " was sent to listed licensees. 

* Region 1, Philadelphia, Office of the Director (81/03/01). 
81/03/13. 4pp. 09167:273. 


8107270270 Advises that IE Info Notice 81-08, "Repetitive Failures of 
Limitorque Operator SMB-4 Motor-to-Shaf t Key, " was sent to 
listed licensees. 

* Region 1. Philadelphia, Office of the Director (81/03/01). 
81/03/20. 4pp. 09178:165. 


8107270243 Advises that IE Info Notice 81-10. "Inadvertent Containment 
Spray Due to Personnel Error, “ was sent to listed licensees. 

* Region 1, Philadelphia. Office of the Director (81/03/01). 
81/03/25. 4pp. 09167:296. 


8107270192 Advises that IE Info Notice 81-09, "Degradation of Residual 
Heat Removal ( RHR ) Sys," was sent to listed licensees. 

* Region 1, Philadelphia, Office of the Director (81/03/01). 
81/03/26. 4pp. 09167:267. 


8107230297 Advises that IE Bulletin 81-02, "Failure of Gate Type 
Valves to Close Against Differential Pressure," was 
sent to listed licensees. 

* Region 1, Philadelphia, Office of the Director (81/03/01). 
81/04/09. 4pp. 09146:349. 


8107220178 Response in opposition to applicant 810701 motion for 
summary disposition of Contention 19. Motion is incomplete it 
does not demonstrate absence of genuine issue of matl fact. 
Statement of matl facts end. 

LAVERTY. J. H. Hearing Branch 2. 31/07/20. 3pp. 09119:069. 


8107270256 Advises thet IE Circular 81-06. "Potential Deficiency 
Affecting Certain Foxboro 10 to 50 Milliampere 
Transmitters. " was sent to listed licensees. 

* Region 1, Philadelphia, Office of the Director (81/03/01). 
81/04/14. 4pp. 09167:280. 


8107220184 Affidavit re applicant 810701 motion for summary disposition 

of Contention 19. Util statement of matl fact does not 
address human fai lures. Certificate of Svc it prof 
qualifications end. 

STARK, R. M. Licensing Branch 2. 81/07/20. 6pp. 09119:072. 


8107270095 Order dismissing as moot 810709 motion for directed 
certification pursuant to ASLB 810S20 & 0707 orders. Sua 
sponte order issued on 810722, d irec ting chairman to 
designate licensing board to entertain hearing requests. 

BISHOP, C. J. Atomic Safety and Licensing Appeal Panel. 81/07/23. 
3pp. 09156:341. 


ons for directed certification of 
-ledited consideration of 


I— DIAZ 

aw, Pittman, 


rehearing 

81/07/27. 


8107060426 Forwards IE Insp Rapt 50-387/81-09 on 810429-0501. No 
noncompliance noted. 

MARTIN, T. T. Division of Engineering it Technical Inspection. 
81/06/17. 2pp. 08920:031. 


— 8107060431 IE Insp Rept 30-387/81-09 on 810429-0501. No noncompliance 
noted. Major areas inspected: programs for general employee 
training , on-the-job training St administration It evaluation 
of training. „ . . 

BETTENHAUSEN, L. , PETRONE, C. D. , CAPHTON, D. L. Test Program Section. 
81/05/22. 4pp. 08920:033. 


8107070168 Responds to IE Bulletin 81-03, "Flow Blockage of Cooling 
Water to Safety Sys Components by Corbicula Sp (Asiatic 
Clam) *< Mytilus Sp (Mussel)." Subj concerns not applicable 
to facility. Affidavit end. 

CURTIS, N. W. Pennsylvania Power It Light Co. 81/06/17. 2pp. 
08940: 321. 


8107070171 Completes response to IE Bulletin 80-21, "Valve Yokes 
Supplied by Malcolm Foundry Company, Inc. " All 156 valve 
yokes, two disk skirts It four disk skirt nuts will be 
replaced by Oct 1981. 

CURTIS, N. W. Pennsylvania Power It Light Co. 81/06/25. 2pp. 
08940: 319. 


8107240317 Completes 800930 It 810128 responses to IE Bulletin 80-16, 
"Potential Misapplication of Rosemount, Inc Models 1131 It 
1132 Pressure Transmitterss W/Either A or D Output Codes." 

Table re corrective action end. Manhours expended 3300. 
i of Amend 37 CURTISiN. W. Pennsylvania Power It Light Co. 81/07/10. 3pp. 

t. 09141:117. 


8107160313 Forwards IE Info Notice 81-19, “Lost Parts in Primary 
Coolant Sys. " No written response required. 

GRIER, B. H. ' Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/16. 3pp. 09041:092, 
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8107210379 Forwards revision to inservice insp program for pumps & 
valves. Diesel oil transfer pumps inadvertently omitted 
from original program submittal. 

CURTIS* N. W. Pennsylvania Power & Light Co. 81/07/16. 3pp. 
09102: 325. 


8107290170 Forwards IE Info Notice 81-21) “Potential Loss of Direct 
Access to Ultimate Heat Sink. 11 No written response required. 

GRIER# B. H. Region 1) Philadelphia) Office of the Director 
(81/03/01). 81/07/21. 5pp. 09186:279. 


8107290201 Forwards IE Circular 81-12# "Inadequate Periodic-Test 
Procedure of PWR Protection Sys. " No written response 
required. 

ORIER) B. H. Region 1# Philadelphia# Office of the Director 
(81/03/01). 81/07/22. 5pp. 09188:131. 


8107230258 Forwards IE Circular 81-09# "Containment Effluent Water That 
Bypasses Radioactivity Monitor. " No written response 
required. 

QRIERiB.H. Region 1# Philadelphia) Office of the Director 
(81/03/01). 81/07/23. 5pp. 09133:080. 


8107230293 Forwards IE Info Notice 81-20, "Test Failures of Electrical 
Penetration Assemblies. “ No written response required. 

ORIER# B. H. Region 1# Philadelphia# Office of the Director 
(81/03/01). 81/07/23. 3pp. 09133:142. 


8107290063 Final deficiency rept re dissimilar metal weld joints on 
small pipe. Replacement of 59 deficient welds is underway. 

Fifteen welds were completed as of 810629. Personnel 
reinstructed on requirements. 

CURTIS# N. W. Pennsylvania Power & Light Co. 81/07/16. 4pp. 
09169:022. 


8107280218 Interim deficiency rept re excessive voltage drops in power 
it control circuits, originally reported on 801120. Interposing 
relays# larger control transformers or parallel conductors 
will be installed. Next rept by Sept 1981. 

CURTIS# N. W. Pennsylvania Power & Light Co. 81/07/17. 5pp. 
09171:338. 


T. Hearing transcripts on non-antitrust matters 


8107310100 Transcript of 810722 hearing in Wi 1 kes-Barre# PA. 

Pp 646-831. 

* Atomic Safety and Licensing Board Panel. 81/07/22. 185pp. 

09217: 280. 


8107270050 Transcript of ACRS Subcommittee on Susquehanna Nuclear Power 
Station 810723 meeting in Wash ington# DC. Pp 1-360. Viewg rap hs 
end. 

* ACRS - Advisory Committee on Reactor Safeguards. 81/07/23. 

460pp. 09157:037. 


8107290166 Forwards IE Circular 81-11# "Inadequate Decay Heat Removal 
During Reactor Shutdown. “ No written response required. 

ORIER# B. H. Region 1# Philadelphia# Office of the Director 
(81/03/01). 81/07/24. 3pp. 09185:322. 


R. Periodic operating reports & related correspondence 


8107310329 Forwards "Radiological Environ Monitoring Rept 1980. " 
CURTIS# N. W. Pennsylvania Power & Light Co. 81/07/24. Ip. 
09219: 207. 


8107310097 Transcript of 810723 hearing in Wi 1 kes-Barre# PA. 

Pp 832-920. 

* Atomic Safety end Licensing Board Panel. 81/07/23. 98pp. 

09218: 107. 


V. Operator Examinations 


8107230117 Forwards responses to NRC questions re requal if lcat ion 
program# confirming 810716 telcon. 

CURTIS# N. W. Pennsylvania Power & Light Co. 81/07/17. 3pp. 
09131:166. 


— 8107310330 "Radiological Environ Monitoring Rept 1980. " 

* Radiation Management Corp. RMC-TR-81-02. 81/07/31. 130pp. 

09219: 208. 


8. Reportable occurrences# LERs & related correspondence 


8107020414 Part 21 rep t. or ig inal ly reported on 810410# re potential 
diode failure on amplifier board of Rosemount Model 1151 & 

1152 pressure transmitters. Caused by moisture trapped in 
diode. Vendors contacted. Final rept by Nov 1981. 

CURTIS# N. W. Pennsylvania Power & Light Co. 81/06/17. 3pp. 
08926:238. 


8107130364 Final deficiency rept confirming 810617 telcon w/NRC that 
deficiency re control room habitability is not reportable 
per 10CFR50. 55(e). Appropriate FSAR sections will be revised 
to incorporate single envelope concept. 

CURTI8#N. W. Pennsylvania Power it Light Co. 81/07/01. 2pp. 
08997:020. 


8107230218 Final deficiency rept# originally reported 810504# re failure 
of Automatic Switch Co solenoid valve ethylene propylene 
seals. Caused by oil entering air sys during venting of 
containment isolation valves. Investigation conducted. 

CURTIS# N. W. Pennsylvania Power & Light Co. 81/07/07. 3pp. 

09128: 057. 


8107240189 Final deficiency rept# originally reported on 810602# re 
oversized lugs in internal wiring on ITE circuit breakers. 

Caused by operator error resulting in improper lug size 
selection. Oversized lugs will be replaced w/proper size lug. 
CURTIS# N. W. Pennsylvania Power & Light Co. 81/07/14. 4pp. 
09139: 247. 


DOCKET 50-388 SUSQUEHANNA STEAM ELECTRIC STATION, UNIT 2 


A. Application/construction stage documents & correspondence 


8107060250 Forwards Amend 36 to OL app 1 ication. Amend contains Revision 
H to facility security plan. Amend withheld (ref 10CFR2. 790). 

CURTIS# N. W. Pennsylvania Power & Light Co. 81/06/29. 2pp. 

08910: 274. 


8107170262 Forwards request for addl info re OL appl ication# to permit 
completion of FSAR review. List of review items including TMI 
Action Plan Items II. K. 3. 25 & II. K. 3. 27# identified in end. 

Requests notification re schedule for submittal. 

TEDEBCO# R. L. Assistant Director for Licensing. 81/06/29. 3pp. 
09062: 328. 


8107020267 Forwards proprietary it nonproprietary versions of Amend 37 
to application for OL# consisting of Revision 24 to FSAR. 

Proprietary version withheld (ref 10CFR2. 790). 

CURTIS, N. W. Pennsylvania Power & Light Co. 81/06/30. Ip. 

08935: 349. 


— 8107020270 Nonproprietary version of Amend 37 to application for OL# 
consisting of Revision 24 to FSAR. 

CURTIS#N.W. Pennsylvania Power Sc Light Co. 81/06/30. Ip. 

08935: 350. 


8107020353 Forwards response to NRC Generic Ltr 81-03 & NUREQ-0313# 
"Technical Rept on Matl Selection & Processing Guidelines 
for BWR Coolant Pressure Boundary Piping. " 

CURTIS# N. W. Pennsylvania Power it Light Co. 81/06/30. 4pp. 
08928: 333. 


8107240475 Final deficiency rept re use of Agastat pneumatic timing 
relays# originally reported 800711. Setpoint drift problem 
found not reportable; premature timeout problem reportable. 

Relays will bs replaced or cleaned & adjusted. 

CURTXSiN. W. Pennsylvania Power & Light Co. 81/07/14. 4pp. 
09142:368. 


8107060209 Forwards generic BWR safety relief valve test results to 
confirm adequacy of safety relief valves for plant for all 
test conditions per 800917 ltr. Final repts on valve 
qualification & piping/supports will be submitted. 

CURTZ8# N. W. Pennsylvania Power it Light Co. 81/07/01. 2pp. 
08890:321. 


8107280239 Interim rept re potential deficiency involving pipe support 
welds# initially reported on 810608. Asses smant of safety 
impact Si corrective action will be provided by 810901. Also 
reported under Part 21. 

* s1, W * Pennsylvania Power Sc Light Co. 81/07/14. 2pp. 

09178: lam. 


--8 1070602 13 Results of steam saturated test conducted on 810324. 
* Wyle Laboratories. 81/03/24. Ip. 0BB90: 323. 


—8107060214 Results of water# 13F subcooled test conducted on 810324. 
* Wyle Laboratories. 81/03/24. Ip. 08890:324. 


—8107060217 Results of steem saturated test conducted on 810324. 
* Wyle Laboratories. 81/03/24. Ip. 08890:325. 



260 


DOCKETED ITEMS 


— 8107060221 Results of steam saturated test conducted on 810325. 
* Wyle Laboratories. 81/03/25. Ip. 08890:326. 


— 8107060222 Results of water* 50F subcooled test conducted on 810325. 
* Wyle Laboratories, ai/03/25. Ip. 08890:327. 


8107090503 Notification of 810708 8c 09 meetings w/Licensing Review 
Group 1 in Bethesda* MD to discuss fuel swelling & rupture 
model & BWR core thermocouples. 

RIB*L. N. Licensing Branch 2. 81/07/02. 8pp. 08985:194. 


8107310055 Generic Ltr 81-23A to all licensees £c CP holders* advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation* per Generic Ltr 81-23* are unnecessary. 

EISBMHUT* D. G. Division of Licensing. 81/07/06. 6pp. 09222:215. 


8107150105 Forwards schedules for submittal of addl info 8c listing of 
item status re emergency plans & remote shutdown panel* per 
NRC 810629 request. 

CURTIS* N. W. Pennsylvania Power St Light Co. 81/07/09. 3pp, 

09027: 156. 


8107290120 Requests preparation of info to address ACRS concerns at 
810723 meeting re fac i 1 i ties. Agenda detailing util 
presentation end. 

TEDESCO* R. L. Assistant Director for Licensing. 81/07/16. Ip. 
09189: 357. 


8107200438 Forwards application for Amend 38 to 780731 OL application* 
containing Revision 25 to FSAR. 

CURTIS* N. W. Pennsylvania Power & Light Co. 81/07/17. Ip. 

09073: 334. 


— 8107200442 Application for Amend 38 to 780731 OL application containing 
Revision 25 to FSAR. 

CURTIS* N. W. Pennsylvania Power Sc Light Co. 81/07/14. Ip. 

09073: 335. 


D. NRC Draft/Final Environmental Statements* suppls & correspondence 


8107090321 Forwards NUREG-0564. FES for facility & notice of issuance & 
availability of FES. Notice only end. 

SCHWENCER* A. Licensing Branch 2. 81/06/26. Ip. 08986:216. 


— 8107090327 Notice of issuance 8c availability of NUREG-0564* FES for 
facility. 

SCHWENCER* A. Licensing Branch 2. 01/06/26. 3pp. 08986:217. 


8107100015 Forwards FES 8c FR notice of availability. Notice only end. 
SCHWENCER* A. Licensing Branch 3. 81/06/26. Ip. 09001:231. 


8107100123 Forwards FES 8c FR notice of issuance 8c aval lability. Notice 
only end. 

SCHWENCER* A. Licensing Branch 2. 81/06/26. Ip. 09001:224. 


8107060042 FINAL ENVIRONMENTAL STATEMENT RELATED TD THE OPERATION OF 
SUSQUEHANNA STEAM ELECTRIC STATION* UNITS 1 8c 2. Docket Nos. 

50-3B7 and 50-388. (Pennsylvania Power and Light Company. 

Allegheny Electric Cooperative* Inc) 

* Office of Nuclear Reactor Regulation* Director. NUREG-0564. 
81/06/30. 450pp. Available at NTIS. *9.50. 08955:001. 


8107100234 Verifies official filing of EIS (NUREG-0564) for facilities. 
FR notice of availability scheduled to be published on 
810702. Public review period will terminate on S10B03. 

WILSON* K. L. Environmental Protection Agency. 81/07/01. Ip. 

08992: 170. 


E. NRC Safety Evaluation Report (SER)« suppls 8c correspondence 


8107150428 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF 
SUSQUEHANNA STEAM ELECTRIC STATION* UNITS 1 8c 2. Docket Nos. 

50-387 and 50-388. (Pennsylvania Power 8c Light Company, 

Allegheny Electric Cooperative* Inc) 

* Office of Nuclear Reactor Regulation* Director. NUREG-0776 SOI. 
81/06/30. 124pp. Available at NTIS. *5.50. 09049:325. 


S107100192 Notifies that installation of addl control room dc power sys 
indication 8c alarms imposed by SER Section 8.3.2 is not 
required in either IEEE 308-1974 std or Reg Guide 1.47. 

Present procedures comply w/intent of SER requirements. 

CURTIS* N. W. Pennsylvania Power 8c Light Co. 81/07/06. 2dd 
08992:338. 


8107210373 Forwards documentation that microstructure of SA-216 WCB 
MSIV BODM has been confirmed by metallography as normalized 
8c tempered . Inf o completes action on SER Outstanding Issue 
32. 

CURTIS* N. W . Pennsylvania Power 8c Light Co. 81/07/16. 3pp. 
09102:265. 


8107210377 Comments on SER, withdrawing 810623 comments. Format of 
original comments resulted in confusion 8c interpretation 
problems. E ight items require addl clarification* including 
actions specified in IE Bulletin 79-26* Revision 1. 

CURTIS, N. W. Pennsylvania Power 8c Light Co. 81/07/16. 2pp. 
09102:302. 


8107240438 Informs NRC that util agrees to perform series of 
sensitivity studies to determine appropriate plant-specific 
valves for hydrodynamic mass constant (k)*per SER 
Outstanding Issue 29. 

CURTIS, N. W. Pennsylvania Power 8< Light Co. 81/07/20. Ip. 
09142:084. 


8107240447 Forwards low pressure turbine wheel 8c bucket weights 8c 
wheel location for turbines at facility. Completes action on 
SER Outstanding Issue 4. 

CURTIS* N. W . Pennsylvania Power 8c Light Co. 81/07/20. 2pp. 
09142:085. 


8107280597 Advises of mods to common water level ref point re SER 
Outstanding Issue 99. Operator training on revised ref level 
will be comp leted. Mimic s will not be installed beside level 
indicators. 

CURTIS* N. W . Pennsylvania Power 8< Light Co. 81/07/21. Ip. 
09176: 130. 


8107290062 Describes efforts taken re SER open items on emergency 
planning. I terns addressed : emergency offsite facility 
operation* emergency action levels* noti fication of unusual 
event & dose assessment. 

CURTIS* N. W. Pennsylvania Power Sc Light Co. 81/07/21. 3pp. 
09183:029. 


8107280255 Forwards response to SER open item re equipment dynamic 
qualification program. Response includes documentation of 
resolution of one RHR pump/motor overstress in holdown bolts 
S< tap motor bearing. 

CURTIS* N. W. Pennsylvania Power & Light Co. 81/07/23. 44pp. 

09178: 092. 


F. Security* medical* emergency 8c fire protection plans 


8107100320 Forwards Page 2-11 to NUREG* c hang ing implementing schedule 
for submission 8c evaluation of upgraded emergency plans per 
Generic Ltr 81-25. 

EISBMHUT, D. G. Division of Licensing. 81/06/13. 4pp. 08996:358. 


8107080561 Requests early Jul 1981 meeting w/util to discuss 
rescheduling of full-scale emergency plan drill until 
820317. 

TEDEBCO* R. L. Assistant Director for Licensing. 81/06/25. 3pp. 
08979:091. 


8107060250 Forwards Amend 36 to OL application. Amend contains Revision 
H to facility security plan. Amend withheld (ref 10CFR2. 790). 

CURTIS, N. W. Pennsylvania Power 8c Light Co. 81/06/29. 2pp. 

08910: 274. 


8107150105 Forwards schedules for submittal of addl info 8c listing of 
item status re emergency plans 8c remote shutdown panel, per 
NRC 810629 request. 

CURTIS, N. W. Pennsylvania Power 8c Light Co. 81/07/09. 3pp. 

09027: 156. 


8107290002 Generic Ltr 81-27: requests that all emergency plans 8* 
implementing procedures be submitted w/pages marked to 
reflect privacy 8c proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT, D. G. Division of Licensing. 81/07/09. 5pp. 09189:059. 


8107300190 Forwards emergency planning info for placement in LPDR. W/o 
8106260407 8c B106260467. 

SOUDER* J. L. Division of Rules and Records. 81/07/16. Ip. 

09207: 290. 


8107280408 Requests confirmation within 30 days that prompt 
notification sys will be installed to alert public within 
plume exposure EPZ, in event of emergency. Info to include 
listing of problems that may hinder implementation. 

TEDEBCO* R. L. Assistant Director for Licensing. 81/07/20. 2pp. 
09180: 149. 
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S1O7290062 Describes efforts taken re SER open items on emergency 
p lanning. I terns addressed: emergency offsite facility 
operation, emergency action levels, notification of unusual 
event *« dose assessment. 

CURTIS. N. W. Pennsylvania Power & Light Co. 81/07/21. 3pp. 
09183: 029- 


©. Adjudicatory correspondence 


B1 07060451 Motion for leave to file answer to intervenor Environ 
Coalition on Nuclear Power response to applicant motion to 
d ismiss, 

SILBERO. d. E. Pennsylvania Power & Light Co. SILBERG, J.E. Allegheny 
Electric Cooperative. Inc. SILBERG, J. E. Shaw. Pittman. Potts St 
Trowbridge. 81/05/04. Ip. 08902:101. 


8107060458 Answer stating that little need exists to address intervenor 

810429 response to motion to dismiss. Language Sc arguments 
arc essentially identical to those rejected by ASLAB 
(ALAD-613). Certificate of Svc end. 

SILBERG. J. E. Pennsylvania Power St Light Co. SILBERG. J.E. 

Allegheny Electric Cooperative. Inc. SILBERG. J.E. Shaw. Pittman. 
Potts Sc Trowbridge. 81/05/04. 5pp. 08902: 102. 


8107020495 Submittal of new contentions re emergency plans. Class 9 
accidents & pipe breaks in GE reactors. Certificate of Svc 
cnc 1. 

SCHULTZ. 0. R. Susquehanna Environmental Advocates. 81/05/06. 3pp. 
08935: 042. 


8107020461 Motion to deny applicant 810414 request to dismiss Environ 
Coalition on Nuclear Power from proceed ing. A1 so requests 
ASLB to rule on listed pending motions. W/Cert if icate of Svc. 
HALLIGAN. T. J. Citizens Against Nuclear Dangers. 81/05/07. 4pp. 
00934: 250. 


8107010206 Motion for sanctions against Susquehanna Environ Advocates 
< SEA) for failure to comply w/ASLB order to meet discovery 
o b 1 igations. SEA should be prohibited from participating in 
proceeding. Certificate of Svc end. Related correspondence. 
TRAVIESO-DIAZ Pennsylvania Power S< Light Co. TRAVIESO-DIAZ 
Allegheny Electric Cooperative. Inc. TRAVIESO-DIAZ Shaw. Pittman. 
Potts Sc Trowbridge. 81/06/24. 7pp. 08885:308. 


8107020437 Motion for summary disposition of Contention 5. No genuine 
issue of matl facts to be heard & applicants entitled to 
■Favorable decision as matter of law. 

TRAVIESO-DIAZ Pennsylvania Power & Light Co. TRAVIESO-DIAZ Shaw. 
Pittman, Potts & Trowbridge. 81/06/25. 2pp. 08952:207. 


— 8 107020441 Statement of matl fact as to which no genuine issue to be 
heard re Contention 5. 

TRAVIESO-DIAZ Pennsylvania Power S< Light Co. TRAVIESO-DIAZ Shaw, 
Pittman, Potts St Trowbridge. 81/06/25. 10pp. 08952:209. 


8107020443 Affidavit of JC Dodds in support of summary disposition of 

Contention 5. Prof qualifications end. 

DODDS, J. C. Bechtel Corp. 81/06/16. 9pp. 08952:219. 


— 8 107020446 Affidavit of FL Bronson in support of summary disposition of 
Contention 5. Prof qualifications end. 

BRONSON, F. L. Radiation Management Corp. 81/06/15. 13pp. 

00952: 232. 


— 8107020448 Affidavit of FL Bronson in support of summary disposition of 
Contention 5. Pi^of qualifications & Certificate of Svc end. 

BRONSON. F, L. Radiation Management Corp. 81/06/15. 9pp. 

08952: 240. 


8107080203 Answer opposing Citizens Against Nuclear Danger 810618 
motion to dismiss PA Bureau of Radiation Protection & motion 
■fco amend intervenor status. Commonwealth status should be 
amended to Commonwealth of PA. W/Certif icate of Svc. 

ADLER, R. W. Pennsylvania, State of. 81/06/26. 5pp. 08962:151. 


8107080338 Motion for summary disposition of Contention 19. No genuine 
issue of matl fact to be heard. 

SILBERG, J.E. Pennsylvania Power It Light Co. SILBERG, J. E. Allegheny 
Electric Cooperative, Inc. SILBERG, J.E, Shaw, Pittman, Potts «t 
Trowbridge. 81/07/01. 2pp. 08972: 128. 


—8 107080345 Statement of matl facts as to which there is no genuine 
i«ue to be heard re Contention 19. Heat sink capacity is 
•ufficient to accomodate decay heat from reactor for several 
hours. 

SILBERG, J. E, Pennsylvania Power St Light Co. SILBERG, J.E. 
Allegheny Electric Cooperative, Inc. SILBERG, J. E. Shaw, Pittman, 
Potts St Trowbridge. 81/07/01. 9pp. 08972:130. 


— 8107080357 Brief, in form of pleading, in support of motion for summary 
disposition of Contention 19. Sequence of events which 
occurred at TMI is unlikely to occur at facility due to 
differences in design Sc operation. 

SILBERG, J. E. Pennsylvania Power & Light Co. SILBERG, J. E. 

Allegheny Electric Cooperative, Inc. SILBERG, J.E. Shaw, Pittman, 
Potts St Trowbridge. 81/07/01. 3pp. 08972: 139. 


— 8107080361 Affidavit in support of summary disposition of Contention 
19. Cert i f icate of Svc St prof qualifications end. 

MILLARD. J. W. General Electric Co. 81/07/01. 13pp. 08972:142. 


8107080393 Forwards FES re facility operati on, NUREG-0564. W/o end. 
LAVEPTY, J. H. Hearing Branch 2. 81/07/02. Ip. 08974:037. 


8107080271 Order extending time for Commission review of ASLAB 810515 
decision <ALAB-641> until 810720. 

CHILK, S. J. Office of the Secretary of the Commission. 81/07/06. 

Ip. 08973:273. 


8107150187 Advises that typographical correction should be made on 
Page 3 of applicant 810701 brief in support of motion for 
summary disposition of Contention 19. 

SILBERG, J.E. Shaw, Pittman, Potts & Trowbridge. SILBERG, J.E. 
Pennsylvania Power & Light Co. SILBERG, J.E. Associated Electric 
Cooperative, Inc. 81/07/06. 2pp. 09027:348. 


— 8107150194 Corrected page to applicant 810701 brief in support of 
motion for summary disposition of Contention 19. Certificate 
of Svc end. 

SILBERG, J. E. Pennsylvania Power & Light Co. SILBERG. J. E. 
Associated Electric Cooperative. Inc. SILBERG, J.E. Shaw. Pittman. 
Potts St Trowbridge. 81/07/06. 3pp. 09027:350. 


8107100213 Memorandum St order denying Citizens Against Nuclear Danger 
810602 motion to set aside ASLB 810520 rul ings. Rul ings do 
not eliminate intervenor from proceeding or effectively 
dispose of major segment of case. 

BISHOP, C. J. Atomic Safety and Licensing Appeal Panel. 81/07/08. 
2pp. 08992:141. 


8107150068 Proposes that hearings commence on 811005 & run from Monday 
through Fr i day . Cert if i cate of Svc end. Related 
correspondence. 

SILBERG, J.E. Shaw, Pittman, Potts St Trowbridge. SILBERG, J. E. 
Pennsylvania Power & Light Co. SILBERG, J. E. Associated Electric 
Cooperative, Inc. 81/07/08. 4pp. 09025:280. 


8107130195 Motion for directed certification of Susquehanna Environ 
Advocates St Citizens Against Nuclear Dangers hearing 
requests. ASLB should issue ruling on requests w/o delay. 
Certificate of Svc end. 

SILBERG, J.E. Pennsylvania Power Sc Light Co. SILBERG, J.E. 
Associated Electric Cooperative, Inc. SILBERG, J. E. Shaw, Pittman, 
Potts Sc Trowbridge. 81/07/09. 13pp. 08999:245. 


8107170232 Forwards util motion for directed certification of request 
for hearing issue & expedited consideration of motion. 

Certificate of Svc encl.U/o end motion. 

SILBERG, J.E. Shaw, Pittman, Potts & Trowbridge. 81/07/10. 4pp. 
09054:024. 


8107170208 Order extending time for Commission to review ASLAB 810515 
decision (ALAB-641) until B10727. 

CHILK, S. J. Office of the Secretary of the Commission. 81/07/15. 

Ip. 09057; 142. 


8107210475 Informs that copy of licensee Contentions 7b, 7c & 8 have 
been delivered to F Litton. 

STARK, R. M. Licensing Branch 2. 81/07/15. Ip. 09108: 34B. 


8107200280 Forwards Suppl 1 to SER, NUREG-0776. W/o end. 

LAVERTY, J. H, Hearing Branch 2. 81/07/16. Ip. 09074:267. 


8107210103 Submits proposed matters for consideration at prehearing 
conference. Matters should include status of contentions, 
summary disposition schedule Sc schedule Sc location of 
hearing. Certificate of Svc end. 

SILBERG, J.E. Shaw, Pittman, Potts Sc Trowbridge. SILBERG, J. E. 
Associated Electric Cooperative, Inc. SILBERG, J. E. Pennsylvania 
Power St Light Co. 81/07/16. 5pp. 09104:105. 


8107220265 Forwards answer to Citizens Against Nuclear Danger 810626 
motion to dismiss Sc motion to amend intervention status. 

Updated svc list end. 

ADLER, R. W. Pennsylvania, State of. 81/07/16. 5pp. 09119:058. 


262 


DOCKETED ITEMS 


8107230092 Motion for summary disposition of Contention 8. No genuine 
issue of matl fact to be heard. 

SILBERG, J. E. Pennsylvania Power & Light Co. SILBERG* J. E. 
Associated Electric Cooperative! Inc. SILBERG* J. E. Shaw. Pittman* 
Potts 8c Trowbridge. 81/07/16. 2pp. 09129: 180. 


8107230111 Statement of matl facts as to which there is no genuine 
issue to be heard re Contention 8. 

SILBERG* J. E. Pennsylvania Power Sc Light Co. SILBERG* J. E. 
Associated Electric Cooperative! Inc. SILBERG* J. E. Shaw. Pittman* 
Potts Sc Trowbridge. 81/07/16. 4pp. 09131:200. 


— 8107230112 Affidavit in support of summary disposition of Contention 8. 
Prof qualifications Sc Certificate of Svc end. 

COPELAND* J. G. * COOKE* F. E. General Electric Co. 81/07/14. 12pp. 

09131:204. 


81072X221 Motion for summary disposition of Contention 7D pursuant to 
790X6 special prehearing conference order. No genuine issue 
of matl fact to be heard re contention. 

TRAVIESO-DIAZ Pennsylvania Power & Light Co. TRAVIESO-DIAZ 
Allegheny Electric Cooperative. Inc. TRAVIESO-DIAZ Shaw* Pittman* 
Potts Sc Trowbridge. 81/07/17. 2pp. 09128:063. 


81072X226 Statement of matl facts supporting motion for summary 
disposition of Contention 7D* to which there is no genuine 
issue to be heard. Further ATWS mod need not be implemented 
pending outcome of rulemaking proceeding. 

SILBERG* J. E. Pennsylvania Power 8« Light Co. SILBERG* J. E. Allegheny 
Electric Cooperative* Inc. SILBERG, J. E. Shaw* Pittman* Potts & 
Trowbridge. 81/07/17. 5pp. 09129:294. 


— 8107230227 Affidavit supporting summary disposition of Contention 7D. 
Certificate of Svc end. 

FIOCK* W. L. General Electric Co. 81/07/14. 8pp. 09129:299. 


8107220178 Response in opposition to applicant 810701 motion for 
summary disposition of Contention 19. Motion is incomplete 8c 
does not demonstrate absence of genuine issue of matl fact. 
Statement of matl facts end. 

LAVERTY, J. H. Hearing Branch 2. 81/07/20. 3pp. 09119:069. 


— 8107220184 Affidavit re applicant 810701 motion for summary disposition 
of Contention 19. Util statement of matl fact does not 
address human failures. Certificate of Svc & prof 
qualifications end. 

STARK* R. M. Licensing Branch 2. 81/07/20. 6pp. 09119:072. 


8107270095 Order dismissing as moot 810709 motion for directed 
certification pursuant to ASLB 810920 Sc 0707 orders. Sua 
sponte order issued on 810722* d irec ting chairman to 
designate licensing board to entertain hearing requests. 

BISHOP* C. U. Atomic Safety and Licensing Appeal Panel. 81/07/23. 

3pp. 09156:341. 


81072X031 Withdrawal of 810709 motions for directed certification of 
request for hearing issue 8c for expedited consideration of 
motion. Mot ion is moot due to Commission 810722 order. 

Certificate of Svc end. 

TRAVIESO-DIAZ Pennsylvania Power it Light Co. TRAVIESO-DIAZ 
Associated Electric Cooperative* Inc. TRAVIESO-DIAZ Shaw* Pittman. 
Potts St Trowbridge. 81/07/23. 5pp. 09169:202. 


G. Inspection reports* IE Bulletins & correspondence 


8107270217 Advises that IE Info Notice 81-05, "Degraded DC Sys at 
Palisades* " was sent to listed licensees. 

* Region i* Philadelphia* Office of the Director (81/03/01). 
81/03/13. 4pp. 09167:273. 


8107270270 Advises that IE Info Notice 81-08. "Repetitive Failures of 
Limitorque Operator SMB-4 Motor-to-Shaf t Key* " was sent to 
listed licensees. 

* Region 1* Philadelphia* Office of the Director (Bl/03/01). 
81/03/20. 4pp. 09178:165. 


8107270243 Advises that IE Info Notice 81-10* "Inadvertent Containment 
Spray Due to Personnel Error* " was sent to listed licensees. 

* Region 1* Philadelphia* Office of the Director (81/03/01). 
81/03/25. 4pp. 09167:296. 


8107270192 Advises that IE Info Notice 81-09* "Degradation of Residual 
Heat Removal (RHR) Sys," was sent to listed licensees. 

* Region 1* Philadelphia* Office of the Director (81/03/01). 
81/03/26. 4pp. 09167:267. 


81072X297 Advises that IE Bulletin 81-02, "Failure of Gate Type 
Valves to Close Against Differential Pressure, " was 
sent to listed licensees. 

* Region 1* Philadelphia* Office of the Director (81/03/01). 
81/04/09. 4pp. 09146:349. 


8107270256 Advises that IE Circular 81-06* "Potential Deficiency 
Affecting Certain Foxboro 10 to 50 Milliampere 
Transmitters. " was sent to listed licensees. 

* Region 1, Philadelphia, Office of the Director (81/03/01). 
81/04/14. 4pp. 09167:280. 


8107070168 Responds to IE Bulletin 81-03* "Flow Blockage of Cooling 
Water to Safety Sys Components by Corbicul^ Sp (Asiatic 
Clam) 8< My t i 1 us Sp (Mussel)." Sub j concerns not applicable 
to facilit y. Affidavit end. 

CURTIS. N. W. Pennsylvania Power & Light Co. 81/06/17. 2pp. 
08940: 321. 


8107070171 Completes response to IE Bulletin 80-21* "Valve Yokes 
Supplied by Malcolm Foundry Company* Inc. " All 156 valve 
yokes* two disk skirts it four disk skirt nuts will be 
replaced by Oct 1981. 

CURTIS, N. W. Pennsylvania Power & Light Co. 81/06/25. 2pp. 
08940:319. 


8107240317 Completes 800930 it 810128 responses to IE Bulletin 80-16. 
"Potential Misapplication of Rosemount* Inc Models 1151 8c 
1152 Pressure Transmitters W/Either A or D Output Codes. " 

Table re corrective action end. Manhours expended 3500. 

CURTIS* N. W. Pennsylvania Power it Light Co. 81/07/10. 3pp. 

09141: 117. 


8107160315 Forwards IE Info Notice 81-19, "Lost Parts in Primary 
Coolant Sys." No written response required. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/16. 5pp. 09041:092. 


81073X035 Memorandum & order establishing schedule for prehearing 
conference continuation. Parties directed to continue 
considerations 8c consultations on remaining contentions. 

GLEASON, U. P. Atomic Safety and Licensing Board Panel. 81/07/27. 
4pp. 09191:152. 


K. Utility Final Safety Analysis Report (F8AR) it amends 


81070X267 Forwards proprietary 8c nonproprietary versions of Amend 37 
to application for OL* consisting of Revision 24 to FSAR, 

Proprietary version withheld (ref 10CFR2. 790). 

CURTIS* N. W, Pennsylvanie Power 8t Light Co. 81/06/30. Ip. 

08935: 349. 


— 8107020270 Nonproprietary version of Amend 37 to application for OL* 
consisting of Revision 24 to FSAR. 

CIUTXS* N. W. Pennsylvania Power 8c Light Co. 81/06/30. Ip. 

08935: 350. 


81072X438 Forwards application for Amend 38 to 780731 OL application* 
containing Revision 25 to FSAR. 

CURTIS, N. W. Pennsylvanie Power 8c Light Co. 81/07/17. Ip. 

09073: 334. 


—8107200445 Revision 25 to FSAR. 

* Pennsylvania Power 8c Light Co. 81/07/31. 


8107210379 Forwards revision to inservice insp program for pumps 8c 
valves. Die sel oil transfer pumps inadvertently omitted 
from original program submittal. 

CURTIS, N. W. Pennsylvania Power 8c Light Co. 81/07/16. 3pp. 
09102:325. 


8107290170 Forwards IE Info Notice Si-21, "Potential Loss of Direct 
Access to Ultimate Heat Sink. " No written response required. 
GRIER.B, H. Region 1* Philadelphia* Office of the Director 
(81/03/01). 81/07/21. 5pp. 09186:279. 


8107290201 Forwards IE Circular 81-12* "Inadequate Periodic-Test 
Procedure of PWR Protection Sys. " No written response 
required. 

GRIER.B. H. Region 1* Philadelphia* Office of the Director 
(81/03/01). 81/07/22. 5pp. 09188:131. 


81072X293 Forwards IE Info Notice 81-20* "Test Failures of Electrical 
Penetration Assemblies. " No written response required. 

GRIER, B. H. Region 1* Philadelphia* Office of the Director 
(81/03/01). 81/07/23. 5pp. 09133:142. 


8107290166 Forwards IE Circular 81-11* "Inadequate Decay Heat Removal 
During Reactor Shutdown. " No written response required. 

GRIER.B. H. Region 1* Philadelphia* Office of the Director 
(81/03/01). 81/07/24. 3pp. 09185:322. 


300pp. 09073:336. 
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R. Periodic operating reports & related correspondence 


8107310329 Forwards "Radiological Environ Monitoring Rept 1980. “ 
CURTIS* N. W. Pennsg lvania Power & Light Co. 81/07/24. Ip. 
09219: 207. 


— 8107310330 "Radiological Environ Monitoring Rept 1980. " 

* Radiation Management Corp. RMC-TR-81-02. 81/07/31. 130pp. 

09219:208. 


S. Reportable occurrences* LERs it related correspondence 


8107020414 Part 21 rept* originally reported on 810410* re potential 
diode failure on amplifier board of Rosemount Model 1151 & 

1152 pressure transmitters. Caused by moisture trapped in 
diode. Vendors contacted. Final rept by Nov 1981. 

CURTIS. N. W. Pennsylvania Power it Light Co. 81/06/17. 3pp. 
08926: 238. 


8107130364 Final deficiency rept confirming 810617 telcon w/NRC that 
deficiency re control room habitability is not reportable 
per 10CFR50. 55(e). Appropriate FSAR sections will be revised 
to incorporate single envelope concept. 

CURTIS. N. W. Pennsylvania Power * Light Co. 81/07/01. 2pp. 

08997: 020. 


8107230216 Final deficiency rept. originally reported 810504* re failure 
of Automatic Switch Co solenoid valve ethylene propylene 
seals. Caused by oil entering air sys during venting of 
containment isolation valves. Investigation conducted. 

CURT18. N. W. Pennsylvania Power * Light Co. 81/07/07. 3pp. 

09128: 057. 


8107240189 Final deficiency rept* originally reported on 810602* re 
oversized lugs in internal wiring on ITE circuit breakers. 
Caused by operator error resulting in improper lug size 
selection. Oversized lugs will be replaced w/proper size lug. 
CURTIS* N. W. Pennsylvania Power & Light Co. 81/07/14. 4pp. 
09139: 247. 


8107240475 Final deficiency rept re use of Agastat pneumatic timing 
relays. originally reported 80071 1. 8etpoint drift problem 
found not reportable) premature timeout problem reportable. 

Relays will be replaced or cleaned it adjusted. 

CURTIS* N. W. Pennsylvania Power 8* Light Co. 81/07/14. 4pp. 

09142: 268. 


8107280239 Interim rept re potential deficiency involving pipe support 
welds* initially reported on 810608. Assessment of safety 
impact it corrective action will be provided by 810901. Also 
reported under Part 21. 

CURTIS* N. W. Pennsylvania Power & Light Co. 01/07/14. 2pp. 

0917B: 148. 


8107280063 Final deficiency rept re dissimilar metal weld joints on 
small pipe. Replacement of 59 deficient welds is underway. 

Fifteen welds were completed as of 810629. Personnel 
reinstructed on requirements. 

CURT18*N. W. Pennsylvania Power it Light Co. 81/07/16. 4pp. 

0910?: 022. 


810728021B Interim deficiency rept re excessive voltage drops in power 
It control circuits* originally reported on 801120. Interposing 
relays* larger control transformers or parallel conductors 
will be installed. Next rept by 8ept 1981. 

CURT18*N. W. Pennsylvania Power & Light Co. 81/07/17. 5pp. 
09171:338. 


T. Hearing transcripts on non-antitrust matters 


8107310100 Transcript of 810722 hearing in Mil kes-Barre* PA. 

Pp 646-831. 

* Atomic Safety and Licensing Board Panel. 81/07/22. 185pp. 

09217:280. 


8107270050 Transcript of ACR8 Subcommittee on Susquehanna Nuclear Power 
Station 810723 meeting in Washington* DC. Pp 1-360. Viewgraphs 
end. 

* ACRS - Advisory Committee on Reactor Safeguards. 81/07/23. 

460pp. 09157:037. 


8107310097 Transcript of 810723 hearing in Wilkes-Barre* PA. 

Pp 832-920. 

* Atomic Safety and Licensing Board Panel. 81/07/23. 9Bpp. 
09218: 107. 


V. Operator Examinations 


8107230117 Forwards responses to NRC questions re requalification 
program* confirming 810716 telcon. 

CURTIS* N. W. Pennsylvania Power it Light Co. 81/07/17. 3pp. 
09131: 166. 


DOCKET 50-389 ST. LUCIE PLANT. UNIT 2 


A. Application/construction stage documents & correspondence 


8107090070 Forwards requests for addl info re FSAR review. Rad iation 
Protection Section 6 QA Branch info should be provided by 
810615 6 corrosion Engineering 8ection info by 810701. 

TEDESCO* R. L. Assistant Director for Licensing. 81/06/09. 11pp. 

08979: 319. 


8107090479 Forwards Matls Engineering Branch request for addl info 
re facility FSAR. Info required concerns design assembly 
it operating conditions of low pressure turbine discs. 

TEDESCO* R. L. Assistant Director for Licensing. 81/06/12. 4pp. 
08985: 162. 


8107090140 Forwards Reactor 8ys Branch request for addl info re FSAR. 
Response should be submitted by 810710. Requests plans if 
submittal schedule cannot be met. 

TEDEBCOtR. L. Assistant Director for Licensing. 81/06/24. 26pp. 

08985: 240. 


8107140885 Forwards request for addl info re facility FSAR. Response 
should be submitted by 810710. 

TEDESCO* R. L. Assistant Director for Licensing. Si/06/29. 8pp. 
09029: 041. 


8107080568 Summary of 810521 it 22 meeting w/util at site re applicant 
response to Auxiliary Sys Branch request for addl info. 

Attendee Sc action item lists end. 

NERSES* V. Licensing Branch 3. 81/06/30. 8pp. 08979:078. 


8107090412 Forwards Matls Engineering Branch request for addl info to 
complete FSAR review. Util must verify ownership of all 
mineral rights S< easement to facility property. 

TEDESCO* R. L. Assistant Director for Licensing. 81/06/30. 3pp. 
08984: 345. 


8107140954 Forwards Containment Sys Branch draft safety evaluation for 
containment heat removal sys. Requests addl info re 
containment emergency sump design & containment water level 
monitor. 

TEDEBCO* R. L. Assistant Director for Licensing. 81/06/30. 8pp. 
09029:055. 


8107310055 Centric Ltr 81-23A to all licensees it CP holders* advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation* per Generic Ltr 81-23* are unnecessary. 

EXSENHUT* D. 0. Division of Licensing. 81/07/06. 6pp. 09222:215. 


8107130141 Expresses confidence that current projected fuel load date 
of Oct 1982 will be met. Const completion schedule end. 

UHRIO* R, E. Florida Power «c Light Co. 81/07/07. 16pp. 08999:207. 


8107210008 Summary of 810515 meeting w/util< Essex Corp it Ebasco re 
human factors control room design. 

NER9E8* V. Licensing Branch 3. 81/07/07. 3pp. 09107:139. 


8107210011 Summary of 810515 meeting w/util tc Ebasco re liquid pathway 

relaase analysis. 

NER8E8* V. Licensing Branch 3. 81/07/07. 3pp. 09107:134. 


8107220317 Forwards request for addl info re F8AR* based on Structural 
Engineering Branch review of OL application. Requests that 
rasponse be submitted by 810710. 

TEDESCO, R. L. Assistant Director for Licensing. 81/07/07. 27pp. 

09125: 312. 


8107270150 Requests notification if Amend 4 to FSAR is not received by 
810714. 

NERSES, V. Licensing Branch 3. 81/07/10. Ip. 09163:360. 


8107300204 Summarizes 610619 meeting w/util in Bethesde*MD re need for 
aha lyses of asymmetric LOCA blowdown loads. Containment Sys 
Branch needs analyses in order to complete FSAR review fc 
meet 8ER input schedule by 810912. 

EXSENHUT, D. 0. Division of Licensing. 81/07/14. 3pp. 


09208: 205. 
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8107210074 Forwards financial info & testimony re operational costs* in 
response to Questions 320. 1-320. IS contained in NRC 810512 
request. Enel response will be incorporated into FSAR in 
future amend. 

UHRIG, R.E. Florida Power it Light Co. 81/07/13. 5300pp. 09080:001. 


8107210312 Forwards "Near-Term OL Human Engineering Rept on St Lucie 
Unit 2 Control Room* " & Essex Corp rept* "Preliminary Human 
Engineering Assessment of St Lucie Unit 2 Nuclear Power 
Plant Control Room. " 

UHRIG, R.E. Florida Power it Light Co. 81/07/15. Ip. 09104:228. 


— 8107210314 "Near-Term OL Human Engineering Rept on St Lucie 2 Control 
Room. " 

* Florida Power & Light Co. 81/07/06. 55pp. 09104:229. 


8107170233 Informs that on 810707* EW Dotson delivered magnetic tape 
containing meteorological data* consistent w/guidelines in 
App A to proposed Revision 1 to Reg Guide 1. 23. Exp lanations 
& changes listed. 

FISHER* R. 0. Florida Power 8t Light Co. 81/07/13. Ip. 09051:026. 


G. Adjudicatory correspondence 


8107020301 Response in opposition to Parsons & Whittemore petition to 
intervene in spent fuel pool mod hearing. Petition seeks to 
raise antitrust i ssues. A1 legations are w/o basis in factor 
or law. Cer t if icate of Svc & affidavit end. 

BOUKNIGHT* J. A. Florida Power Sc Light Co. BOUKNIGHT, J. A. 

Lowenstein * Newman* Reis* Axelrad Sc Toll. 81/05/06. 29pp. 08935:089. 


— 8107210318 "Preliminary Human Engineering Assessment of St Lucie Unit 2 
Nuclear Power Plant Control Room. " 

BAKER* C. * MOSIER* J. * VOSS. T. J. Essex Corp. 81/06/12. 75pp. 

09104:285. 


8107280168 Advises that responses to Questions 271. 1-271. 5 of 
Equipment Qualification Branch 810618 request for info re 
seismic & hydrodynamic loads will be submitted by 811130* 
preceding review team site visit in First Quarter 1982. 

UHRIG* R.E. Florida Power Sc Light Co. 81/07/21. Ip. 09172: 2B6. 


8107290148 Forwards Revision 4 to topical QA rept* in response to NRC 
810514 request. 

UHRIG, R.E. Florida Power Sc Light Co. 81/07/23. 2pp. 09185:103. 


—8107290152 Revision 4 to topical QA rept. 

HUDIBURG* J. J. Florida Power it Light Co. FPLTQAR 1-76A R04. 
81/03/31. 148pp. 09185:107. 


8107300317 Summary of 810707 meeting w/util re util responses to 
Instrument & Control Sys Branch formal questions Sc request • 
for addl i nfo. Attendance lists end. 

NERSES, V. Licensing Branch 3. 81/07/27. 8pp. 09209:104. 


8107310141 Advises that util agreed to provide justification for 
position that steam generator water hammer testing need not 
be performed on fac il ity. Preoperational test program will 
verify adequacy of design. 

UHRIG* R.E. Florida Power Sc Light Co. 81/07/27. Ip. 09218:261. 


8107310264 Forwards "Comparab i 1 i ty of St Lucie Site Sc Liquid Pathway 
Generic Study From Standpoint of Liquid Pathway* " in 
response to 810505 request. St Lucie site not unique in 
liquid pathway contribution to risk. 

UHRIG, R.E. Florida Power Sc Light Co. 81/07/27. 15pp. 09218:292. 


C. Utility Environmental Report (ER), amends Sc correspondence 


8107200134 Forwards Amend 3 to environ rept, providing response to 
Radiological Assessment Branch 810505 request for addl info. 

UHRIG. R.E. Florida Power St Light Co. 81/07/14. 2pp. 09069:004. 


— 8107200138 Amend 3 to environ rept. 

* Florida Power Sc Light Co. 81/07/14. 66pp. 09069:006. 


8107280204 Forwards response to Siting Analysis Branch 810318 request 
for addl info for incorporation into facility environ rept/ 

OL. 

UHRIG, R. E. Florida Power Sc Light Co. 81/07/22. 26pp. 09172:309. 


— 8107020506 "Agreement for Electrical Generation Facility St Steam 
Delivery . " 

STIERHEI M* M. R. Dade County* FI. ALLEN, H. L. Florida Power St Light 
Co. 77/11/07. 100pp. 08935:115. 


8107020271 Notice of appearance in proceed ing. Certificate of Svc end. 
COLL* N. A. Florida Power St Light Co. COLL* N. A. Steel* Hector St 
Davis. 81/06/05. 3pp. 08954:206. 


8107010321 Brief in form of pleading in opposition to Parsons St 
Whittemore* Inc St Resources Recovery (Dade County)* Inc 
appeal of ASLB 810603 order. Petitioners misunderstand dual 
licensing process. Certificate of Svc end. 

GREEN, D. G. Florida Power St Light Co. GREEN, D. G. 

Lowenstein* Newman* Reis* Axelrad Sc Toll. 81/06/23. 12pp. 08888:279. 


8107010389 Order that Florida Cities appeal will be due by SlL 02 since 
counsel did not receive 810603 order denying leave to 
intervene until 810622. NRC should file consolidated brief 
addressing both appeals. 

BISHOP, C. J. Atomic Safety and Licensing Appeal Panel. 81/06/26. 

2pp. 08911:360. 


8107100091 Advises that util does not believe substantive response to 
FL Cities B10616 motion for leave to respond is warranted. 

Cities view motion as moot* per ASLB 810603 order but have 
not formally withdrawn pleading. Certificate of Svc end. 

GREEN* D. G. Lowenstein* Newman* Reis* Axelrad 8c Toll. GREEN. D. G. 
Florida Power it Light Co. 81/07/01. 4pp. 08990: 140. 


8107090291 Answer that petitioners do not object to NRC 810629 motion 
for leave to defer response to 810622 petition until 810731. 
Certificate of Svc end. 

REYNOLDS, N. S. Commonwealth Edison Co. 81/07/07. 3pp. 08984:117. 


8107150286 Requests that NRC notify N Reynolds that 810622 petition 
for extension of deadline for compliance w/CLI-80-21 has 
been retitled. Svc should be made of all subsequent papers on 
parties to proceeding* including UCS. 

WEISS* E. R. Harmon 8t Weiss. 81/07/10. 3pp. 09025:136. 


8107210086 Notice of appearance in proceeding. Certificate of Svc end. 
THESSIN, J. H. Office of the Executive Legal Director. 01/07/17. 

2pp. 09104:084. 


8107210084 Brief* in form of pleading* in opposition to appeals filed by 
Parsons 8c Whittemore* Inc* Resources Recovery (Dade County)* 

Inc it FL Cities from ASLB order denying petitions to 
intervene. Certificate of Svc end. 

THESSIN* J. H. Office of the Executive Legal Director. 81/07/17. 

12pp. 09104:068. 


E. NRC Safety Evaluation Report (SER), suppls St correspondence 


8107140433 Forwards Component Integrity Section* Metis Engineering 
Branch draft SER input re reactor vessel metis* pressure-temp 
limits, reactor vessel integrity 8< pump flywheel integrity. 

Request for addl info end. 

TEDESCO* R. L. Assistant Director for Licensing. 81/06/30. 19pp. 

09030: 230. 


F. Security* medical, emergency 8c fire protection plans 


8107100320 Forwards Page 2-11 to NUREG* changing implementing schedule 
for submission It evaluation of upgraded emergency plans per 
Generic Ltr 01-25. 

EI8ENHUT* D. G. Division of Licensing. 81/06/13. 4pp. 08996:330. 


8107290002 Generic Ltr 81-27: requests that all emergency plans 8c 
implementing procedures be submitted w/pages marked to 
reflect privacy 8< proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EXBENHUT* D. G. Division of Licensing. 81/07/09. 5pp. 09189:059. 


8107220142 Brief* in form of pleading* in opposition to FL Citias 
brief in support of appeal from danial of intarvention. 

ASLB S10603 order should be upheld. Certificate of Svc end. 

GREEN, D. G. Florida Power 8c Light Co. GREEN* D. G. 

Lowenstein* Newman* Reis* Axelrad 8c Toll. 81/07/17. 12pp. 09118:037. 


8107240084 Order scheduling 810820 oral arguments on pending appeals 
in Bethasda* MD. Partias must notify A8LAB by 810810 
of names of counsel who will present arguments. 

B XSHOP* C. J. Atomic Safety and Licensing Appeal Panal. .81/07/21. 
2pp. 09137: 194. 


H. General c orrespondance 


8107090303 Supports facility licensing. 

PRICE* P. Affiliation Unknown. 81/05/22. Ip. 08984:208. 


8107070347 Requests info re status of Resolution 81-37 transmitted in 
810403 ltr* requesting NRC St FEMA to require util to pay 
certain costs. 

LEWIS, W. B. St. Lucia County* FL. 81/06/30. Ip. 08942:106. 
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B107300100 Forwards supporting documents in response to 810612 request 
on behalf of constituent re proposed pilot program using 
independent review process. NRC responsibility cannot be 
delegated. W/o ends. 

DIRCKS* W. J. Office of the Executive Director for Operations. 
81/07/16. 2pp. 09207:323. 


—81 073001 01 Requests info on behalf of constituent re proposed pilot 
program using independent review process. 

CHILES* L. Senate. 81/06/12. 7pp. 09207:329. 


I. Financial information 


8107210074 Forwards financial info & testimony re operational costs* in 
response to Questions 320. 1-320. 15 contained in NRC 810512 
request. Enel response will be incorporated into FSAR in 
future amend. 

UHRIG* R. E. Florida Power & Light Co. 81/07/15. 5500pp. 09080:001. 


K. Utility Final Safety Analysis Report (FSAR) St amends 


8107060443 Forwards Amend 4 to FSAR. 

UHR1Q* R. E. Florida Power & Light Co. 81/06/29. 3pp. 0BB99: 309. 


•8107060446 Amend 4 to FSAR. 

# Florida Power 8c Light Co. 81/06/30. 650pp. 08899:312. 


M. Antitrust correspondence 


8107100099 Forwards supplemental Exhibit B to 810626 partial util 
response opposing Parsons & Whittemore* Inc petition to 
intervene for hearing. Certificate of Svc end. 

GREEN* D. 0. Lowenstein* Newman* Reis* Axelrad 8c Toll. GREEN* D. 0. 
Florida Power 8c Light Co. 81/07/06. 4pp. 08990:203. 


8107100049 Memorandum 8< order granting util 810612 motion for 
resumption of discovery 8c denying util 810527 motion to 
defer consideration of FL Cities motion for special 
procedures . Conference to be held* limiting further discovery. 
BLOCH* P. B. Atomic Safety and Licensing Board Panel. 81/07/07. 
17pp. 08990: 068. 


8107100054 Notice of 810720* 0817 8c 18 conferences of counsel re 
intervention of Parsons 8c Wh ittemore* Inc* summary judgment* 
extent 8c timing of discovery 8c related issues. 

BLOCH* P. B. Atomic Safety and Licensing Board Panel. 81/07/07. Ip. 
08990:085. 


8107100172 Indicates persons to be removed from svc list 8c identifies 
NRC representatives in proceed ings. Certificate of Svc end. 

HODQDON, A. P. Office of the Executive Legal Director. 81/07/08. 

3pp. 08992:054. 


8107210301 Petition to intervene in const licensing proceeding. Outcome 
may affect rights 8c opportunities afforded Dade County re 
solid waste resource recovery project pursuant to contracts 
w/Resources Recovery * Inc. Certificate of Svc end. 

ASKEW, R. * NORDHAUS, R. R. Dade County* FI. ASKEW* R. Greenberg* 
Traurig* Askew* Hoffman* Lipoff, Quentel 8c Wolff. 81/07/09. 9pp. 
09104: 110. 


0107060150 Motion for extension of time to answer Parsons 8c Whittemore, 
Inc 810424 petition to intervene 8c request for hearing. Util 
must examine all relevant contractual documents before 
presenting factual situation. M/Certificate of Svc. 

BOUKNIOHT* J. A. Florida Power 8c Light Co. BOUKNIGHT * J. A. 

Lowenstein* Newman* Reis* Axelrad 8c Toll. 81/05/08. 6pp. 0B889:O06. 


8107300274 Ack receipt of petition per 10CFR2. 206, on behalf of Parsons 
8c Whittemore* Inc 8c Resources Recovery* requesting enforcement 
proceeding to compel util to abide by antitrust license 
conditions. 

DENTON* H. R . Office of Nuclear Reactor Regulation* Director. 

81/07/15. 2pp. 09209:267. 


— 8107060152 Complaint for declaratory judgment to determine rights 8c 
obligations of parties. Court is requested to order 
defendants to put up performance bond representing 
reasonable county expense for alternate waste treatment. 

GIN8BURG* R. A. * SOBEL. J. M. Dade County * FI. 81/05/0B. 11pp. 

08889:012. 


— 8107060155 Order granting motions to withdraw previous motion for 
reconsideration Sc for release of exhibits. 

* U. S. District Court* Southern District of Florida. 81/02/05. 
Ip. 08889:023. 


8107060447 Application for issuance of subpoenas which request 
production of documents by Parsons 8c Whittemore* Inc 8c 
"" Resources Recovery* Inc. Draft subpoenas 8c Certificate of 
Bvc end. 

BOUMNIGHT* J. A. Florida Power 8c Light Co. BOUKNIOHT, J. A. 

Lowenstein, Newman. Reis* Axelrad 8c Toll. 81/05/08. 21pp. 08902:076. 


8107010415 Responds to Parsons 8< Whittemore. Inc 810611 ltr to NRC. 
Parsons 8c Whittemore* Inc has no valid basis* proc edurally 
or substantively* upon which to participate in antitrust 
proceeding. Certificate of Svc end. 

GREEN* D. G. Lowenstein. Newman, Reis* Axelrad Sc Tol 1. GREEN. D. 0. 
Florida Power 8c Light Co. 81/06/22. 4pp. 08914:358. 


8107020472 Partial response in opposition to Parsons 8c Whittemore 
B10424 petition for leave to intervene. Petition is untimely 
Ic fails to show sufficient interest. Certificate of Svc 8c 
supporting matl end. 

GREEN* D. G. Florida Power 8c Light Co. GREEN* D. G. 

Lowenstein, Newman. Reis. Axelrad 8c Toll. 81/06/26. lOOp. 08934:036. 


8107220094 Requests advice re Commission action taken to implement 
Interconnection 8c transmission requirements on behalf of 
Dade County Resource Recovery Plant. 

HAWKINS* P. Senate. 81/06/29. Ip. 09113:349. 


8107060261 Notice of A8LB reconstitution. PB Bloch* chairman* RM Lazo 8c 
HA Duggan* members 8c IW Smith* alternate member. 

COTTER* B. P. Atomic Safety and Licensing Board Panel. 81/06/30. 
2pp. 08B9 1:300. 


— 8107300276 Notice of request for action under 10CFR 2. 206 for 
enforcement proceeding to compel util to abide w/antitrust 
license conditions. 

DENTON* H. R. Office of Nuclear Reactor Regulation* Director. 
81/07/15. Ip. 09209:269. 


— 0107300277 Requests expeditious handling of and ack ltr re petitioner 
request per 10CFR2. 206 for enforcement action against util 
for alleged violations of antitrust license conditions. 

MURRAY. J. P. Office of the Executive Legal Director. 81/06/25. 

3pp. 09209:271. 


— 8107300278 Refutes util counsel 810610 ltr accusing Parsons Sc 
Whittemore* Inc of dishonesty. 

KUClk* G. R. Arent, Fox, Kintner* Plotkin 8c Kahn. 81/06/11. 7pp. 
09209: 306. 


8107200237 Motion to add listed questions to 810720 conference agenda 
re Parsons 8c Whittemore petition to intervene. Certificate 
of 9vc end. 

KUCIK.O. R. Parsons 8< Whittemore. KUCIK.G. R. Arent* Fox, Kintner* 
Plotkin 8c Kahn. 81/07/16. 5pp. 09074:295. 


8107220084 Errata to util 810716 motion for declaratory order or in 
alternative to dismiss FL Cities from proceeding. Certificate 
of 0vc and. 

BOUKNIOHT* J. A. Florida Power 8c Light Co. 81/07/16. 3pp. 
09114:163. 


8107240213 Motion for declaratory order estopping FL Cities (FLC) from 
objecting to issuance of OL due to pendancy of antitrust 
proceeding or for order dismissing FLC from proceeding. 

Supporting documentation 8c Certificate of Svc and. 

BOUKNIGHT* J. A. Florida Power 8c Light Co. BOUKNIGHT* J. A. 

Lowenstein* Newman* Reis* Axelrad Sc Toll. 81/07/16. 36pp. 09141:025. 


8107280091 Answer to Metropolitan Dade County* FL 810709 petition to 
intervene. Petition should be denied. Commercial dispute has 
no connection w/const or operation of facility. Certificate 
of 0vc end. 

BOUKNIGHT. J. A. Florida Power 8c Light Co. BOUKNIGHT* J. A. 
Lowenstein* Newman* Reis* Axelrad 8c Toll. 81/07/24. 4pp. 09169:207. 


B10707D284 Brief* in form of pleading* of Florida Cities in support of 
appeal from 810603 denial of intervention petition 8c request 
for consolidation 8c for other relief. Addl antitrust license 
conditions ere in order. W/Certif icete of Svc. 

JABLDN, R. A. Florida Cities. 81/07/02. 42pp. 00938:247, 


0107300149 Answer opposing 
alternatively* to dismiss 
waiver did not extend to 
JABLON* R. A, Gainesville 
09195: 037. 


util motion for declaratory order* or 
FL Cities from proceeding. FL Cities 
OL. Certificate of Svc end. 

Regional Utilities. 91/07/27. 46pp. 


DOCKETED ITEMS 


N. Antitrust hearing transcripts 


8107220096 Transcript of 810720 hearing in Bethesda# MD. Pp 1-140- 
* Atomic Safety and Licensing Board Panel. 81/07/20. 140pp. 

09119:096. 


P, Operating license stage documents S< correspondence 


8107230246 Forwards Power Sys Branch request for addl info re 
Responses should be submitted by wk of 810629. 

TEDESCQ# R. L. Assistant Director for Licensing. 81/06/29. 
09146: 186. 


FSAR. 

31pp. 


Q. Inspection reports* IE Bulletins & correspondence 


8107310163 Final deficiency rept re unauthorized field welded 
attachments on containment vessel shell. initially reported 
on 810416. Special repair procedure issued to correc t/remove 
weld deficiencies. 

UHRIO/R. E. Florida Power & Light Co. 81/09/18. 3pp. 09218.310. 


8107310336 Interim deficiency rept. originally reported on 810312# re 
failure to follow established procedure when interpreting 
radiographs of safety-related welds. Required repair work not 
yet completed. Final rept delayed until 810731. 

UHRIOiR. E. Florida Power it Light Co. 81/06/19. Ip. 


09220:091. 


8107310335 Deficiency rept* or iginal ly reported on 810610* re linear 
indications in reactor coolant pump 2A1 volute. Further info 
needed re size it depth of excavations required to remove 
linear ind ications. Final rept will be submitted 810810. 

UHRIG.R. E. Florida Power it Light Co. 81/07/14. ip. 09220:052. 


8107190277 Forwards IE Circular 81-06. “Potential Deficiency Affecting 
Certain Foxboro 10 to 50 Mtlliampere Transmitters. " No 
written response required. 

O'REILLY# J. P. Region 2* Atlanta* Office of the Director (81/03/01). 
81/04/14. Ip. 09033:333. 


8107240411 Advises that 810601 response to IE Bulletin 81-03 for Unit 1 
should satisfy requested info for Unit 2. Both units share 
same site & intake it discharge canals. 

UHRIG.R. E. Florida Power it Light Co. 81/07/08. ip. 09138:223. 


U. Congressional/Executive Correspondence 


8107220094 Requests advice re Commission action taken to implement 
interconnection l« transmission requirements on behalf of 
Dade County Resource Recovery Plant. 

HAWKINS, P. Senate. 81/06/29. Ip. 09113:349. 


V. Operator Examinations 


8107270011 Forwards IE Circular 81-09, "Containment Effluent Water 
That Bypasses Radioactivity Monitor. ■ Licensee action is 
required. 

O'REILLY, J. P. Region 2* Atlanta* Office of the Director (81/03/01). 
81/07/10. Ip. 09156:286. 


8107140463 Summary of 810609 meeting w/util in Bethasda, MD re operator 
licensing on both units simultaneously. List of operator 
functional differences between sys will be provided by 
810701. 

NER9ES, V. Licensing Branch 3. 81/06/29. 5pp. 09030:216. 


*8107270026 Forwards IE Circular 81-09# "Containment Effluent Water That 
Bypasses Radioactivity Monitor. “ Review Sc corrective action 
expected before plant licensing. List of recently issued IE 
circulars end. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director 
(81/03/01). 81/07/10. 4pp. 09156:287. 


8107070325 Responds to items discussed in 810608 meeting re dual 
licensability of operators. Operations/sys diffartnee 
analysis rept end for official ruling on dual 
licensability. / 

FINCHER, P. L. * BOISSY, 0. L. , WETHY, C. M. Florida Power S« Light Co. 
Bl/06/30. 2pp. 08939:068. 


8107240284 Forwards IE Info Notice 81-20, "Test Failures of Electrical 
Penetration Assemblies. " No licensee action or response is 
required. 

O'REILLY, J. P. Region 2. Atlanta* Office of the Director (81/03/01). 
81/07/13. 4pp. 09148: 196. 


8107240280 Ack receipt of 810629 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-389/81-06. 

KELLOGG# P. J. Reactor Project Branch 2. 81/07/13. Ip. 09141:125. 


—8107240290 Ack receipt of IE Insp Rept 50-389/81-06. No proprietary 
info. 

UHR1G* R. E. Florida Power It Light Co. 81/06/29. 3pp. 09141:126. 


—8107240292 Forwards IE Insp Repts 50-335/81-10 it 90-389/81-06 on 
810904-07 It notice of violation. 

LEWIS, R. C. Division of Resident It Reactor Project Inspection. 
81/06/03. 2pp. 09141: 129. 


— 8107240295 Notice of violation from insp on 810504-07. 

* Division of Residsnt It Reactor Project Inspection. 81/06/03. 
Ip. 09141:131. 


—8107240296 IE Insp Rspts 90-335/81-10 It 90-389/81-06 on 810504-07. 
Noncompliance noted: intuff icient procedures for disposition 
of nonconformance repts within Ebasco Site Support 
Engineering Group. 

UENAHAN# J. J. , CONLQN* T. E. Engineering Inspection Branch. 

81/06/01. 9pp. 09141:132. 


R. Periodic operating raports It related correspondence 


8107280412 Forwards const/startup prograss updats for June 1981. 
UHRIG# R. E. Florida Power It Light Co. 81/07/21. 2pp. 09175:232. 


8. Reportable occurrences* LERs It related correspondence 


— B107070328 "Operations/Sys Difference Analysis Rept." Proposed revised 
FSAR Sections 13.1*13.2 It 13.5 encl. 

# Florida Power It Light Co. 81/07/01. 155pp. 08939:070. 


DOCKET 50-390 WATTS BAR NUCLEAR PLANT, UNIT 1 


A. Application/construction stage documents It correspondence 


B 107 100078 Forwards Interim review of Westinghouse owners group 
submittal for TMI Action Plan Item I. C. 1 re guidance for 
evaluation & development of procedures for transients It 
accidents. NRC 810528 ltr to owners group encl. 

ADENBAM, E. 0. Licensing Branch 4. 81/06/18. 2pp. 09001:292. 


8107060379 Forwards second set of discussion items for Instrumentation 
It Control Sys Branch Meetings w/util re plant review. 

Requests that util address remaining items during 
810629-0702 balance of plant review meetings. 

TEDESCO, R. L. Assistant Dlractor for Licensing. 81/06/23. 6pp, 
08958: 334. 


8107080566 Notification of 810629-0702 meeting w/util* Westinghouse It 
ANL in Knoxville* TN to discuss applicant responsa to 
Instrument 8< Control Sys Branch concerns re balance-of-plant 
design. 

KENYON* T. J. Licensing Branch 4. 81/06/26. 2pp. 08979:086. 


8107060407 Responds to 801218 request to provide ultimate capacity 
analysis for facility containment. "Static fc Linear 
Local Dynamic Internal Pratsure Capability of Steel 
Containment Vessel" encl. 

MILLS* L. M. Tennessee Valley Authority. 81/06/29. Ip. 08899:180. 


—8107060412 "Static it Linaar Local Dynamic Internal Pressure Capability 
of Stael Containmant Vessel. " 

* Tennessee Valley Authority. CEB-B1-22. 81/06/12. 47pp. 

0BB99: 121. 


8106010419 Part 21 rept re failure of GA Co instruaent cable to meet 
IEEE temp requirements* initial ly reported on 810512. 

Defective mat I was supplied by Rockbestos Corp.Eech user 
should evaluate installation. Osar list encl. 

RICKARD* C. L. Central Atomic Co. (subs, of Gulf Oil Co.). 61/05/15. 

4pp. 06663:008. 


8107090232 Summary of 810521 masting w/util in Bethasda# MD re methods 
to be used it schedules for Instrumentation It Control Sys 
Branch review of plant. 

KENYON# T. J. Licensing Branch 4, 81/06/29. 3pp. 08986:060. 


8107210445 Forwards NUREG/CR-1677# "Piping Banchmark Problems#" in 
response to request for info on T-pipe computer code 
verification used for seismic Category 1 piping analysis. W/o 
sncl. 

KENYON# T. J. Licanslng Branch 4. 81/07/06. 2pp. 09108:318. 
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8107310099 Generic Ltr 8 1-23 A to *11 licensees & CP holders* advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation# per Generic Ltr 81-23# are unnecessary. 

E1SENHUT* 0. 0. Division of Licensing. 81/07/06. 6pp. 09222:219. 


8107090423 Notification of 810708 meeting w/util in Sweetwater# TN to 
discuss settlement monitoring program & review foundations 
for Category X structures & intake pumping station retaining 
walls. Agenda end. 

KENYON. T. J. Licensing Branch 4. 81/07/07. 4pp. 08985:009. 


8107200374 Requests addl info on research project re conceptual design 
for mitigation of effects of potential core melt accidents# 
discussed in NRC 810601 Invitation to participate in ref 
project. Info requested on project scope# duration 8* manpower. 

MILLS. L. M. Tennessee Valley Authority. 81/07/14. 2pp. 09070:311. 


8107300214 Notification of 810714 meeting w/assigned technical 
reviewers in Bethesda.MD to provide project coordination on 
schedules# technical issues Sc status. Meeting will be first of 
monthly project meetings. 

KENYON. T. J. Licensing Branch 4. 81/07/14. 3pp. 09208:160. 


8107240009 Notification of 810721.22 & 24 site visit by Instrumentation 
It Control 8ys Branch review team to discuss remaining 
instrument It control items not completed during 810604# 05# 

29 It 0702 meetings. 

KENYON# T. 0. Licensing Branch 4. 81/07/15. 3pp. 09148:345. 


8107280024 Notifies that if addl info requested in NRC 810709 ltr re 
schedules for submittal of facility info is not received by 
810810# NRC will reassess facility review schedule. Info 
received to date inadequate. 

TEDESCO# R. L. Assistant Director for Licensing. 81/07/20. 2pp. 
09179:271. 


8107300316 Summary of 810926 meeting w/util in Knoxville# TN re 
compliance of containment pressure boundary w/Oeneral Design 
Criterion 91. 

KENYON# T. Licensing Branch 4. 81/07/23. 3pp. 09209:112. 


E. NRC Safety Evaluation Report (8ER). suppls & correspondence 


8107230332 Informs that Reactor Bys Branch completed review of FSAR 
Sections 5.2.2 It 5. 5. 7. Forwards draft safety evaluations re 
overpressure protection It RHR sys/cold shutdown. Summary of 
SER open issues end. 

TEDEBCO# R. L. Assistant Director for Licensing. 81/06/29. 2pp. 
09149: 125. 


—8107230335 Draft safety evaluation re overpressure protection It RHR 

•«». 

» Assistant Director for Licensing. 81/06/29. Upp. 09145:127. 


F. Security# medical# emergency It fire protection plans 


8107100320 Forwards Page 2-11 to NUREO# changing implementing schedule 
for submission It evaluation of upgraded emergency plans per 
Oeneric Ltr 81-29. 

EX8ENHUT#D. 0. Division of Licensing. 81/06/13. 4pp. 08996:358. 


8107060386 Informs that App R to 10CFR90 will also be used as guidance 
for NRC review of fir* protection program. Requests 
identification of exceptions to App R requirements It 
description of fire protection alternatives. 

TEDEBCO# R. L. Assistant Director for Licensing. 81/06/23. 2pp. 
08999: 166. 


8107290002 Oeneric Ltr 81-27: requests that all emergency plans It 
implementing procedures be submitted w/pag*s marked to 
reflect privacy It proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EI8ENHUT* D. 0. Division of Licensing. 81/07/09. 9pp. 09189:059. 


8107300208 Requests confirmation by 810811 that prompt notification sys 
will be installed including schedule for installation* 
description of sys It listing of possible problems that may 
hinder implementation. 

TEDEBCO, R. L. Assistant Director for Licensing. 81/07/23. 2pp. 

09208: 214. 


I. Financial information 


8107070144 Requests response to end financial questions by 810717. 
Info needed for evaluation ra util financial qualif ications 
to operate facilities. 

TEDEBCO# R. L. Assistant Director for Licensing. 81/06/18. 4pp. 
08961:001. 


Q. Inspection reports* IE Bulletins & correspondence 


8107150277 Forwards IE Circular 81-06* "Potential Deficiency Affecting 
Certain Foxboro 10 to 90 Milliampere Transmitters. " No 
written response required. 

O'REILLY# J.P. Region 2* Atlanta, Office of the Director (81/03/01). 
81/04/14. Ip. 09033:333. 

8107240357 Forward s IE Insp Repts 50-390/81-12 It 50-391/81-12 on 
810926-29. No noncompliance noted. 

LEM IS* R. C. Division of Resident It Reactor Project Inspection. 
81/06/22. 2pp. 09141:321. 


—8107240361 IE Insp Repts 90-390/81-12 It 90-391/B1-12 on 810926-29. No 
noncompliance noted. Major areas Inspected: previous insp 
findings It safety-related pipe welding. 

CROWLEY* B. R. * HERDT. A. R. Division of Engineering It Technical 
Inspection. 81/06/19. 9pp. 09141:323. 


8107080461 Ack receipt of 81052B ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-390/81-09 It 
50-391/81-05. 

LEWIS# R. C. Division of Resident It Reactor Project Inspection. 
81/06/25. Ip. 08974:038. 


— 8107080473 Responds to NRC 810429 ltr re violations noted in IE Insp 
Repts 50-390/81-05 t< 50-391/81-05. Corrective actions: mgt 
reviewed t< discussed circumstances. 

MILLS, L. M. Tennessee Valley Authority. 81/05/28. 6pp. 

08974: 039. 


—8107080484 Forwards IE Insp Repts 50-390/81-05 l< 50-391/81-05 on 
810317-20 St notice of violation. 

LEWIS* R. C. Division of Resident It Reactor Project Inspection. 
81/04/29. 2pp. 08974:045. 


— 8107080494 Notice of violation from insp on 810317-20. 

# Division of Resident It Reactor Project Inspection. 81/04/29. 
2pp. 08974:047. 


—8107080511 IE Insp Repts 50-390/81-05 St 50-391/81-05 on 810317-20. 
Noncompliance noted: failure to properly evaluate It report 
deficiency. 

WRIOHT# R. # MERR I WEATHER# N. # UPRIGHT* C. M. Engineering Inspection 
Branch. 81/04/21, 5pp. 08974:049. 


8107240427 Forwards update to 800805 Tespons* to IE Bulletin 79-03A. 
"Longitudinal Wald Defects in ASME SA-312*Type 304 Stainless 
Steel Pip*. “ Further info on Matts Bar expected by 810901. 

MILLS, L. M. Tennessee Valley Authority. 81/07/02. 2pp. 09139:185. 


8107240275 Responds to IE Bulletin 81-02, "Failure of Gate Type Valves 
to Close Against Differential Pressure. " No specified valves 
in use at Sequoyah* Unit 2* Bellefonte# Uni ts 1 It 2 St Yellow 
Creek# Units 1 It 2. Affected valves at Watts Bar# 1 It 2 listed. 
WI8ENBUR0, M. R. Tennessee Valley Authority. 81/07/08. 4pp. 
09140:273. 


8107270011 Forwards IE Circular 81-09* "Containment Effluent Water 
That Bypasses Radioactivity Monitor. " Licensee action is 
required. 

O'REILLY, J. P. Region 2* Atlanta* Office of the Director (81/03/01). 
81/07/10. Ip. 09156:286. 


— 8107270026 Forwards IE Circular 81-09* "Containment Effluent Water That 
Bypasses Radioactivity Monitor. " Review It corrective action 
expected before plant licensing. List of recently issued IE 
circulars end. 

O'REILLY* J. P, Region 2* Atlanta# Office of the Director 
(81/03/01). 81/07/10. 4pp. 09156:287. 


8107240284 Forward* IE Info Notice 81-20, "Test Failures of Electrical 
Penetration Assemblies. " No licensee action or retponse is 
required. 

O'REILLY* J. P. Region 2* Atlanta* Office of the Director (81/03/01). 
81/07/13. 4pp. 09148: 196. 


R. Periodic operating reports fc related correspondence 


8107220096 Forwards "Environ Radioactivity Levels Annual Rept 1980. " 
MILLS# L.M. Tennessee Valley Authority. Bi/07/14, ip. 09114:117. 


—8107220099 "Environ Radioactivity Levels Annuel Rept 1980. " 

# Tennessee Valley Authority. RH-81-7-WBI. 81/06/05. 56pp. 

09114:118. 
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S. Reportable occurrence** LERs 8c related correspondence 


8107310291 First interim deficiency rept re improper installation of 
bellows type penetrations* initial ly reported 801119. 

Penetrations will be reanalyzed by vendor to determine 
necessity of reinstallation. Next rept by 810220. 

MILLS* L. M. Tennessee Valley Authority. 80/12/19. 2pp. 09219:162. 


8107310305 Second interim deficiency rept re pressure testing* initially 
reported on 801230. Util in process of reviewing hydrostatic 
test records. Next rept will be provided by 810819. 

MILLS* L. M. Tennessee Valley Authority. 81/05/14. Ip. 09220:021. 


8107310495 Second interim deficiency rept* originally reported on 
810130* re rerouting of high pressure fire protection piping. 

Util still in process of analyzing deficiency. Detailed rept 
will be provided by 810813. 

MILLS* L. M. Tennessee Valley Authority. 81/06/03. Ip. 09220:344. 


8107310468 First interim deficiency rept. originally reported on 810506, 
re pip* support mounting deficiencies. Hangers installed 
for component cooling 8c RHR sys attached to shield bldg* not 
auxiliary bldg«as required. 

MILLS, L. M. Tennessee Valley Authority. 81/06/05. 2pp. 09220:352. 


8107310354 First interim deficiency rept* originally reported on 810507* 
re piping classification for essential raw cooling water 
sys. Craft personnel used Class C matl instead of Class M. 

Util in process of determining corrective action. 

MILLS* L. M. Tennessee Valley Authority. Bi/06/08. 2pp. 09219:183. 


8107310406 Third interim deficiency rept re fillet weld misspec* 
initially reported on 801107. Engineered support drawings 8< 
typical mechanical support drawings will be reviewed. 

Instructions for addl design info being developed. 

MILLS, L. M. Tennessee Valley Authority. 81/06/08. 3pp. 09220:096. 


8107310351 Second interim deficiency rept, re inconsistent 
establishment of insp program for const initially reported 
on 810324. Exam of Div of Engineering Design responsibility 
is underway. Next rept will be submitted by 811215. 

MILLS. L. M. Tennessee Valley Authority. Bl/06/09. 3pp. 09220:068. 


8107310367 Final deficiency rept re incomplete hanger drawing control 
computer printout initially reported on 810331. Unstamped 
vendor drawings will not be available for copying & 
distribution. 

MILLS* L. M. Tennessee Valley Authority. 81/06/09. 3pp. 09220:325. 


8107310429 Third interim deficiency rept re nonrandom testing of 
expansion anchor bolts* initially reported on 801212. 

Applicant still reviewing deficiency. Addl info will be 
submitted by 810715. 

MILLS, L. M. Tennessee Valley Authority. 81/06/10. Ip. 09221:052. 


8107310316 Second Interim deficiency rept re retrievable info used in 
piping ana lysis* initially reported 810316. Util is developing 
cross-ref list on valve drawings. 

MILLS, L. «. Tennessee Valley Authority. 81/06/11. Ip. 09220:024. 


8107310417 Second interim deficiency rept re improper welds on surface 
mounted plates* initially reported on 810304. Melding task 
force ha« been formed to make recommendations to util on 
changes to welding program for compliance w/AUS Dl. 1. 

MILLS* L. M. Tennessee Valley Authority. 81/06/11. Ip. 09220:157. 


8107310433 Third interim deficiency rept* originally reported on 
801219*ra steel containment penetration assembly. Applicant 
performing reanalysis of affectsd piping sys. Addl info 
will be submitted by 810909. 

MILLS* L. M. Tennessee Valley Authority; 81/06/16. Ip. 09220:106. 


8107310437 Sixth interim deficiency rept re faulty fillet welds* 
originally reported on 800220. License* reinsp & repair of 
fillat welds is underway. Addl info will be provided by 
811014. 

MILLS* L. M. Tennessee Valley Authority. 81/06/17. Ip. 09220:095. 


B107310391 Final deficiency rept re high density spent fuel racks* 
initially reported on 801217. Vertical ity measurement 
procedure initiated. Levelness acceptance criteria expanded. 
Deficiency also reported per Part 21. 

MILLS* L. M, Tannassee Valley Authority. 81/06/18. 3pp. 09220:349. 


8107310436 Revised final deficiency rept re unauthorized cutting of 
reinforced steel in diesel generator bldg* initial ly reported 
on 801118. Areas of high stress have been interfaced 
w/location of cable trey supports & conduit supports. 

MILLS* L. M. Tennessee Valley Authority. 81/06/18. 3pp. 09220:086. 


8107310321 Third interim deficiency rept re failure of generator sys to 
supply adequate voltage to saf ety-related boards* initially 
reported on 810105. Corrective action may be to force safety- 
related 6 * 900-volt shutdown boards to fast transfer. 

MILLS* L. M. Tennessee Valley Authority. 81/07/07. 2pp. 09220:027. 


8107310401 Second interim deficiency rept re auxiliary power sys* 
initially reported on 800925. Meeting scheduled to discuss 
design studies results to finalize max & min voltage 
parameters. Addl info will be submitted* by 811022. 

MILLS* L. M. Tennessee Valley Authority. 81/07/07. 2pp. 09221:012. 


8107310323 Third interim deficiency rept re improperly installed 
support anchors* initially reported 810608. Insp program of 
reactor, control* auxi 1 iary & diesel generator bldgs will be 
imp lemente d. Next rept will be submitted by 810813. 

MILLS* L. M. Tennessee Valley Authority. 81/07/08. 2pp. 09219:157. 


8107310145 Third interim deficiency rept re insufficient documentation 
for protective devices* initially reported on 810313. 

Evaluation ongoing. Addl info will be submitted by 810806. 

MILLS. L. M. Tennessee Valley Authority. 81/07/09. Ip. 09218:264. 


8107210287 Second interim deficiency rept, originally reported on 
810324* re improper classif ication of essential raw cooling 
water sys piping & components. Engineering change notice 
issued revising drawing to correct seismic classification. 

MILLS, L. M. Tennessee Valley Authority. 81/07/14. 2pp. 09101:299. 


8107310235 Fourth interim deficiency rept re nonrandom testing of 
expansion anchor bolts* initially reported on 801212. Anchors 
which failed to meet pull test requirements of const spec 
replaced. Addl info will be sent by 810924. 

MILLS, L, M. Tennessee Valley Authority. 81/07/15. 2pp. 09218:31B. 


8107310265 First interim deficiency rept re pumps aligned w/uncalibr 
dial indicators* initially reported 810615. Util reviewing 
sub j def ic iency. Next rept will be provided by 810901. 

MILLS, L. M. Tennessee Valley Authority. 81/07/15. 2pp. 09218:351. 


8107310226 Revised third interim deficiency rept* initially reported on 
801107, re mi sspecif ication of fillet-welded skewed tee 
joints. Steel civil feature drawings will ba reviewed for 
nonconforming geometry. Addl info to be provided by 811020. 

MILLS* L. M. Tennessee Valley Authority. 81/07/16. 3pp. 09218:326. 


8107310341 Revised final deficiency rept re design calculations 
performed w/o approved qual if ication* ini tial ly reported 
810312. Review S< redesign of affected pip* components will 
not be complete until 810901. 

MILLS* L. M. Tennessee Valley Authority. 81/07/16. 2pp. 09219:178. 


8107310156 Third interim deficiency rept* re electrical separation field 
audit to verify that equipment adhered to electrical 
separation criteria originally reported on 810205. Conduit Sc 
grounding drawings revised. Next rept by 811125. 

MILLS* L. M. Tennessee Valley Authority. 81/07/17. 3pp. 09218:235. 


8107310246 Fifth interim deficiency rept re valve accelerations for 
piping ana 1 ysis* ini tially reported 801002. Util evaluations 
of ell safety Class 1 (ANS N-18. 2) valve installations 
continuing. Next rept will be submitted by 810908. 

MILLS* L. M. Tennessee Valley Authority. 81/07/22. Ip. 09218:337. 


8107310260 Fourth interim deficiency rept re design of self drilling 
expansion anchors* Initially reported 801204. Addl 30 supports 
have been added to original 20 supports used in statistical 
analysis curve. Next rept will be submitted by 810902. 

MILLS* L. M. Tennessee Valley Authority. 81/07/22. Ip. 09218:333. 


V. Operator Examinations 


8107200366 Discusses NRC requirement re performance of special low 
power testing program for operator training prior to 
escalation above 5X rated thermal power. Supporting info 
end. 

RAHE*E. P. Meetinghouse Electric Corp. Bl/07/08. 7pp. 09070:238. 


DOCKET 50-391 MATTS BAR NUCLEAR PLANT* UNIT 2 


A. Appl icetl on/construction stag* documents St correspondence 


8107100078 Forwards interim review of Meetinghouse owner* group 
submittal for TMI Action Plan Item I. C. 1 re guidance for 
evaluation Sc development of procedures for transients Si 
accidents. NRC B10528 ltr to owners group end. 

ADENBAM* E. 0. * Licensing Branch 4. 01/06/18. 2pp. 09001:292. 


DOCKETED ITEMS 


B 107060379 Forward* second set of discussion items for Instrumentation 
& Control Sys Branch Meetings w/util re plant review. 

Requests that util address remaining items during 
810629-0702 balance of plant review meetings. 

TEDESCQ* R. L. Assistant Director for Licensing. 81/06/23. 6pp. 
0B9S6: 334. 


8107080566 Notification of 810629-0702 meeting w/utili Westinghouse & 
ANL in Knoxville* TN to discuss applicant response to 
Instrument 8c Control Sys Branch concerns re balance-of-plant 
design. 

KENYON* T. J. Licensing Branch 4. 81/06/26. 2pp. 08979:086. 


8107060407 Responds to 801218 request to provide ultimate capacity 
analysis for facility containment. "Static Sc Linear 
Local Dynamic Internal Pressure Capability of Steel 
Containment Vessel" end. 

MILLS. L. M. Tennessee Valley Authority. 81/06/29. ip. 08899:120. 


— 8107060412 "Static Sc Linear Local Dynamic Internal Pressure Capability 
of Steel Containment Vessel. " 

* Tennessee Valley Authority. CEB-81-22. 81/06/12. 47pp. 

08899: 121. 


8107090232 Summary of 810521 meeting w/util in Bethesda, MD re methods 
to be used it schedules for Instrumentation it Control Sys 
Branch review of plant. 

KENYON. T. J. Licensing Branch 4. 81/06/29. 3pp. 08986:060. 


8107210445 Forwards NUREO/CR-1677* "Piping Benchmark Problems." in 
response to request for info on T-pipe computer code 
verification used for seismic Category 1 piping analysis. W/o 
end. 

KENYON. T. J. Licensing Branch 4. 81/07/06. 2pp. 09108:315. 


8107310055 Generic Ltr 81-23A to all licensees it CP hoi ders. advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation* per Oeneric Ltr 81-23, are unnecessary. 

EISENHUT* D. G. Division of Licensing. 81/07/06. 6pp. 09222:215. 


8107090423 Notification of 810708 meeting w/util in Sweetwater. TN to 
discuss settlement monitoring program & review foundations 
for Category I structure* it intake pumping station retaining 
walls. Agenda end. 

KENYON* T. J. Licensing Branch 4. 81/07/07. 4pp. 08985:009. 


8107200374 Request* addl info on research project re conceptual design 
for mitigation of effects of potential core melt accidents, 
discussed in NRC 810601 invitation to participate in ref 
project. Info requested on project scope* duration & manpower. 

MILLS. L. M. Tennessee Valley Authority. 81/07/14. 2pp. 09070:311. 


8107300214 Notification of 810714 meeting w/assigned technical 
reviewers in Bethesda* MD to provide project coordination on 
schedules, technical issues it status. Meet ing will be first of 
monthly project meetings. 

KENYON* T. J. Licensing Branch 4. 81/07/14. 3pp. 09208:160. 


8107240005 Notification of 810721*22 it 24 site visit by Instrumentation 
St Control Sys Branch review team to discuss remaining 
instrument & control items not completed during 810604*05, 

29 St 0702 meetings. 

KENYON. T. J. Licensing Branch 4. 81/07/15. 3pp. 09148:345. 


8107280024 Notifies that if addl info requested in NRC 810709 ltr re 
schedules for submittal of facility info is not received by 
810810* NRC will reassess facility review schedule. Info 
received to date inadequate. 

TEDEBCQ* R. L. Assistant Director for Licensing. 81/07/20. 2pp. 
09179:271. 


8107300316 Summary of 810526 meeting w/util in Knoxville, TN re 
compliance of containment pressure boundary w/Oeneral Design 
Criterion 51. 

KENYON* T. J. Licensing Branch 4. 81/07/23. 3pp. 09209:112. 


E. NRC Safety Evaluation Report <SER>* suppl* St correspondence 


8107230332 Inform* that Reactor By* Branch completed review of FSAR 
Sections 5.2.2 Sc 5. 5. 7. Forwards draft safety evaluation* re 
overpressure protection Sc RHR sys/cold shutdown. Summary of 
8ER open issues end. 

TEDEBCQ, R. L. Assistant Director for Licensing. 81/06/29. 2pp. 
09145: 125. 


—8107230335 Draft safety evaluation re overpressure protection Sc RHR 
sys. 

* Assistant Director for Licensing. 81/06/29. llpp- 09145: 127. 


F. Security, medical, emergency & fire protection plans 


8107100320 Forwards Page 2-11 to NUREG, chang ing implementing schedule 
for submission Sc evaluation of upgraded emergency plans per 
Generic Ltr 81-25. 

EISENHUT* D. G. Division of Licensing. 81/06/13. 4pp. 08996:358. 


8107060386 Informs that App R to 10CFR50 will also be used as guidance 
for NRC review of fire protection program. Requests 
identification of exceptions to App R requirements Sc 
description of fire protection alternatives. 

TEDEBCQ* R. L. Assistant Director for Licensing. 81/06/23. 2pp. 
08959: 166. 


8107290002 Generic Ltr 81-27: requests that all emergency plans & 
implementing procedures be submitted w/pages marked to 
reflect privacy St proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT, D. G. Division of Licensing. 81/07/09. 5pp. 09189:059. 


8107300208 Requests confirmation by 810811 that prompt notification sys 
will be installed including schedule for installation* 
description of sys it listing of possible problems that may 
hinder implementation. 

TEDEBCO, R. L. Assistant Director for Licensing. 81/07/23. 2pp. 
09208: 214. 


I. Financial information 


8107070144 Requests response to end financial questions by 810717. 
Info needed for evaluation re util financial qual if ications 
to operate facilities. 

TEDESCO, R. L. Assistant Director for Licensing. 81/06/18. 4pp. 
08961: 001. 


G. Inspection reports, IE Bulletins 8c correspondence 


8107150277 Forwards IE Circular 81-06. "Potential Deficiency Affecting 
Certain Foxboro 10 to 50 Milliampere Transmitters. " No 
written response required. 

O'REILLY, J. P. Region 2* Atlanta, Office of the Director (81/03/01). 
81/04/14. Ip. 09033:333. 


8107240357 Forwards IE Insp Repts 50-390/81-12 8c 50-391/B1-12 on 
810526-29. No noncompliance noted. 

LEWIS, R. C. Division of Resident 8< Reactor Project Inspection. 
81/06/22. 2pp. 09141:321. 


— 8107240361 IE Insp Repts 50-390/81-12 8< 50-391/81-12 on 810526-29. No 
noncompliance noted. Major areas inspected : previ ous insp 
findings 8c safety-related pipe welding. 

CROWLEY* B. R. . HERDT, A. R. Division of Engineering 8c Technical 
Inspection. 81/06/19. 5pp. 09141:323. 


8107080461 Ack receipt of 810528 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-390/81-05 8c 
50-391/81-05. 

LEWIS* R. C. Division of Resident 8c Reactor Project Inspection. 
81/06/25. Ip. 08974:038. 


— 8107080473 Responds to NRC 810429 ltr re violations noted in IE Insp 
Repts 50-390/81-05 8c 50-391/81-05. Corrective actions: mgt 
reviewed & discussed circumstances. 

MILLS* L. M. Tennessee Valley Authority. 81/05/28. 6pp. 

08974: 039. 


— 8107080484 Forwards IE Insp Repts 50-390/81-05 8c 50-391/81-05 on 
810317-20 8c notice of violation. 

LEWIS, R. C. Division of Resident 8c Reactor Project Inspection. 
81/04/29. 2pp. 08974:045. 


— 8107080494 Notice of violation from insp on 810317-20. 

♦ Division of Resident 8< Reactor Project Inspection. 81/04/29. 
2pp. 08974:047. 


—8107080511 IE Insp Repts 50-390/81-05 Sc 50-391/81-05 on 810317-20. 
Noncompliance noted : failure to properly evaluate 8c report 
deficiency. 

WRIGHT, R. , MERRIWEATHER, N. » UPRIGHT.C.M. Engineering Inspection 
Branch. 81/04/21. 5pp. 08974:049. 


8107240427 Forwards update to 800805 response to IE Bulletin 79-03A, 
"Longitudinal Weld Defects in ASME SA-312,Type 304 Stainless 
Steel Pipe. " Further info on Watts Bar expected by 810901. 

MILLS, L. M. Tennessee Valley Authority. 81/07/02. 2pp. 09139:185. 
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8107240275 Respond* to IE Bulletin 81-02, “Failure of Gate Type Valve* 
to Close Against Differential Pressure. " No specified valves 
in use at Sequoyah, Unit 2, Belief onto, Units 1 & 2 St Yellow 
Creek, Units 1 & 2. Affected valves at Watts Bar, 1 8t 2 listed. 

, WISENBURG, M. R. Tennessee Valley Authority. 81/07/08. 4pp. 
09140:273. 


8107270011 Forwards IE Circular 81-09, “Containment Effluent Water 
That Bypasses Radioactivity Monitor. “ Licensee action is 
required. 

0 'REILLY, J. P. Region 2, Atlanta, Office of the Director <81/03/01 ). 
81/07/10. Ip. 09156:286. 


— 8107270026 Forwards IE Circular 81-09, “Containment Effluent Water That 
Bypasses Rad ioactivi ty Monitor. “ Review 8c corrective action 
expected before plant licensing. List of recently issued IE 
circulars end. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director 
<81/03/01). 81/07/10. 4pp. 09156:287. 


8107240284 Forwards IE Info Notice 81-20, "Test Failures of Electrical 
Penetration Assemblies. 11 No licensee action or response is 
required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director <81/03/01). 
81/07/13. 4pp. 09148:196. 


R. Periodic operating reports 8c related correspondence 


8107220096 Forwards “Environ Radioactivity Levels Annual Rept 1980. ” 
MILLS, L. M. Tennessee Valley Authority. 81/07/14. Ip. 09114:117. 


— 8107220099 "Environ Radioactivity Levels Annual Rept 1980. " 

* Tennessee Valley Authority. RH-81-7-WBI. 81/06/05. 56pp. 

09114: 118. 


S. Reportable occurrences, LERs 8c related correspondence 


8107310291 First interim deficiency rept re improper installation of 
bellows type penetrations, initially reported 801119. 

Penetrations will be reanalyzed by vendor to determine 
necessity of reinstal lation. Next rept by 810220. 

MILLS. L. M. Tennessee Valley Authority. 80/12/19. 2pp. 09219:162. 


8107310305 Second interim deficiency rept re pressure testing, initially 
reported on 801230. Util in process of reviewing hydrostatic 
test records. Next rept will be provided by 810819. 

MILLS. L. M. Tennessee Valley Authority. 81/05/14. Ip. 09220:021. 


8107310495 Second interim deficiency rept, orig inally reported on 
810130, re rerouting of high pressure fir# protection piping. 

Util still in process of analyzing deficiency. Detailed rept 
will be provided by 810813. 

MILLS. L. M. Tennessee Valley Authority. 81/06/03. Ip. 09220:344. 


8107310468 First interim deficiency rep t, original ly reported on 810506. 
re pipe support mounting deficiencies. Hangers installed 
for component cooling 8c RHR sys attached to shield bldg, not 
auxiliary bldg, as required. 

MILLS, L. M. Tennessee Valley Authority. 81/06/05. 2pp. 09220:352. 


8107310354 First interim deficiency rept, originally reported on 810507, 
re piping classification for essential raw cooling water 
sys. Craft personnel used Class C matl instead of Class M. 

Util in process of determining corrective action. 

MILLS, L. M. Tennessee Valley Authority. 81/06/08. 2pp. 09219:183. 


8107310406 Third interim deficiency rept re fillet weld misspec, 
initially reported on 801107. Engineered support drawings 8c 
typical mechanical support drawings will be reviewed. 

Instructions for addl design info being developed. 

MILLS, L. M. Tennessee Valley Authority. Bl/06/08. 3pp. 09220:096. 


8107310351 Second interim deficiency rept, re inconsistent 
establishment of insp program for const initially reported 
on 810324. Exam of Div of Engineering Design responsibility 
is undsrway. Next rept will be submitted by B11215. 

MILLS, L. M. Tennessee Valley Authority. 81/06/09. 3pp. 09220:068. 


8107310367 Final deficiency rept re incomplete henger drawing control 
computer printout initially reported on 810331. Unstamped 
vendor drawings will not be available for copying 8c 
distribution. 

MILLS, L. M. Tennessee Valley Authority. 81/06/09. 3pp. 09220:325. 


8107310429 Third interim deficiency rept re nonrandom testing of 
expansion anchor bolts, initially reportad on 801212. 

Applicant still reviewing deficiency. Addl info will be 
submitted by 810715. 

MILLS, L. M. Tennessee Valley Authority. 81/06/10. Ip. 09221:052. 


8107310316 Second interim deficiency rept re retrievable info ust* in 
piping ana lysis, initially reported 810316. Util is developing 
cross-ref list on valve drawing*. 

MILLS, L. M. Tennessee Valley Authority. 81/06/11. Ip. 09220:024. 


8107310433 Third interim deficiency rept, originally reported on 
801219, re steel containment penetration assembly. Applicant 
performing reanalysis of affected piping sys. Addl info 
will be submittsd by 810909. 

MILLS, L. M. Tennessee Valley Authority. 81/06/16. Ip. 09220:106. 


8107310437 Sixth interim deficiency rept re faulty fillet welds, 
originally reported on 800220. Licensee reinsp 8c repair of 
fillet weld* is underway. Addl info will be provided by 
811014. 

MILLS, L. M. Tennessee Valley Authority. 81/06/17. Ip. 09220:095 


8107310391 Final deficiency rept re high density spent fuel racks, 
initially reportad on 801217. Vertical ity measurement 
procedure ini tiated. Levelness acceptance criteria expanded. 
Deficiency also reported per Part 21. 

MILLS, L. M. Tennessee Valley Authority. 81/06/18. 3pp. 09220:349. 


8107310436 Revised final daficiency rept re unauthorized cutting of 
reinforced steel in diesel generator bldg, initially reported 
on 801118. Areas of high stress have been interfaced 
w/location of cable tray supports 8c conduit supports. 

MILLS, L. M. Tennessee Valley Authority. 81/06/18. 3pp. 09220:086 


8107310321 Third interim deficiency rept re failure of generator sys to 
supply adequate voltage to safety-related boards, initially 
reported on 810105. Corrective action may be to force safsty- 
r slated 6, 900-volt shutdown boards to fast transfer. 

MILLS, L. M. Tennessee Valley Authority. 81/07/07. 2pp. 09220:027. 


8107310401 Second interim deficiency rept re auxiliary powsr sys, 
initially reported on 800925. Meeting scheduled to discuss 
design studies results to finalize max 8c min voltage 
parameters. Addl info will be submitted by 811022. 

MILLS, L. M. Tennessee Valley Authority. 81/07/07. 2pp. 09221:012. 


8107310323 Third interim deficiency rept re improperly installed 
support anchors, initially reported 810608. Insp program of 
reactor, control, auxiliary 8c diesel generator bldgs will be 
imp lamented. Next rept will be submitted by 810813. 

MILLS, L. M. Tennessee Valley Authority. 81/07/08. 2pp. 09219:157. 


8107310145 Third interim deficiency rept re insufficient documentation 
for protective devices, initial ly reported on 810313. 

Evaluation ongoing. Addl info will be submitted by 810806. 

MILLS, L. M. Tennessee Valley Authority. 81/07/09. Ip. 09218:264. 


8107210287 Second interim deficiency rept, originally reported on 
810324, re improper classification of essential raw cooling 
water sys piping 8c components. Engineer ing change notice 
issued revising drawing to correct seismic classification. 

MILLS, L. M. Tennessee Valley Authority. 81/07/14. 2pp. 09101:299. 


8107310235 Fourth interim deficiency rept re nonrandom testing of 
expansion anchor bolts, initially reported on 801212. Anchors 
which failed to meet pull test requirements of const spec 
replaced. Addl info will be sent by 810924. 

MILLS, L. M. Tennessee Valley Authority. 81/07/15. 2pp. 092iB:31B. 


8107310265 First interim deficiency rept re pumps aligned w/uncalibr 
dial indicators, initially reported 810615. Util reviewing 
subj def ic iency. Next rept will be provided by 810901. 

MILLS, L. M. Tennessee Valley Authority. 81/07/15. 2pp. 09218:351. 


8107310226 Revised third interim deficiency rept, initially reported on 
601107, re misspecif icetion of fillet-welded skewed tes 
joints. Steel civil feature drawings will be reviewed for 
nonconforming geometry. Addl info to be provided by 811020. 

MILLS, L. h. Tennessee Valley Authority. 81/07/16. 3pp. 09218:32a. 


8107310341 Revised final deficiency rept re design calculations 
performed w/o approved quallf ication, initially reported ' 

S10312. Review 8c redesign of affected pipe components will 
not be complete until 810901. 

WILLS, L. h. Tennessee Valley Authority. 81/07/16. 2pp. 09219: 178. 


8107310156 Third interim deficiency rept, re electrical separation fi*l^ 
audit to verify that equipment adhered to electrical 
separation criteria originally reportad on 810205. Conduit 8c 
grounding drawings revised. Next rept by 811125. - 

MILLS, L. M. Tennessee Valley Authority. 81/07/17. 3pp. 09218:23®- 
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61 07310246 Fifth interim deficiency rept re valve accelerations for 
piping ana lysis, Initially reported 801002. Util evaluations 
of all safety Class 1 (ANS N-18. 2) valve installations 
continuing . Next rept will be submitted by 810908. 

MILLS, L. M. Tennessee Valley Authority. 81/07/22. Ip. 09218:337. 


8107310260 Fourth interim deficiency rept re design of self drilling 
expansion anchors* initially reported 801204. Addl 30 supports 
have been added to original 20 supports used in statistical 
analysis curve. Next rept will be submitted by 810902. 

MILLS, L. M. Tennessee Valley Authority. 81/07/22. Ip. 09218:333. 


V. Operator Examinations 


8107200366 Discusses NRC requirement re performance of special low 
power testing program for operator training prior to 
escalation above 57. rated thermal power. Supporting info 
end. 

RAHE,E.P. Westinghouse Electric Corp. 81/07/08. 7pp. 09070: 23B. 


DOCKET 50-394 CALIFORNIA STATE POLYTECH COLLEGE RES. REACTOR 


A. Application/construction stage documents Sc correspondence 


8107270231 Forwards licensee positions on Revision 1 & 0 to Reg Guides 
1.58 6 1. 146* respectively re qualification of personnel, in 
response to Generic Ltr 81-01. Positions will be incorporated 
in next FSAR amend. 

NICHOLS, T. C. South Carolina Electric 4c Gas Co. 81/07/17. 4pp. 
09160:098. 


D. NRC Draft/Final Environmental Statements, suppls 4c correspondence 


8107140639 Comments on FES for faci lity. Discussion 4c comparison of 
radiological risks from accident 4t normal operation 
releases are significant improvements over DES info. 

HAGAN, J. E. Environmental Protection Agency. 81/07/08. Ip. 
09015:240. 


E. NRC Safety Evaluation Report (SER), suppls 4c correspondence 


8107100080 Submits clarification of SER Open Item 1.6.6 re preservice 
insp activities. Exp lanations include method of conducting 
ultrasonic exam of piping sys welds 4c improvement of 
ultrasonic exam for austenetic piping sys welds. 

NICHDL8, T. C. South Carolina Electric 4e Gas Co. 81/07/02. 4pp. 
08990: 126. 


8107060133 Advises that Ofc of FR will publish end "Notice of Proposed 
Issuance of Orders Authorizing Dismantling of Facility, 

Disposition of Component Parts 4c Termination of Facility 
License" per 810430 application. 

STOLZ, J. F. Operating Reactors Branch 4. 81/06/22. 2pp. 0B957:320. 


8107270225 Summarizes notes from 810710 
re fire protection for fac i lity. Areas 
been resol ved. Requests SER be amended 
incorporated. 

NICHOLS, T. C. South Carolina Electric 
09160: 059. 


meeting re SER Section 9. 5. 1 
of difference have 
accordingly 4c changes 

4c Gas Co. 81/07/16. 225pp. 


— 8107060135 Notice of proposed issuance of orders authorizing 
dismantling of facility, disposition of component parts 4c 
termination of facility license. 

STDLZ, J. F. Operating Reactors Branch 4. 81/06/22. 4pp. 

08957: 323. 


DOCKET 50-395 VIRGIL C. SUMMER NUCLEAR STATION, UNIT 1 


A. Application/construction stage documents 4c correspondence 


8107100030 Advises that interim review of Westinghouse owners group 
submittal for Action Plan Item I. C. 1 re guidance for 
evaluation 4c development procedure for transients 4c 
accidents is complete. D Eisenhut 810528 ltr forwarded. 

YOUNGBLOOD, B. J. Licensing Branch 1. 81/06/11. 2pp. 09001:201. 


8107060165 Forwards 6-month rept on NURE0-O612, "Control of Heavy Loads 
at Virgil C Summer Nuclear Station Unit 1. " 

NICHOLS, T. C. South Carolina Electric 4c Gas Co. 81/06/26. Ip. 

08889: 054. 


— 8107060167 "Control of Heavy Loads at Virgil C Summer Nuclear Station 
Unit 1. " 

* Gilbert/Commonwealth Cos. Bl/06/26. 47pp. 08889:055. 


8107080026 V. C. SUMMER NUCLEAR STATION UNIT 1 EMERGENCY FEEDWATER 
SYSTEM RELIABILITY STUDY EVALUATION. 

BRAELEY, 0. H. Sand i a Laboratories. FIN A-1121. NUREO/CR— 1870. 

81/06/30. 64p. Available at NT18. *4.25. 08976:001. 


F. Security, medical, emergency Sc fire protection plans 


8107100320 Forwards Page 2-11 to NUREG, chang ing implementing schedule 
for submission 4c evaluation of upgraded emergency plans per 
Generic Ltr Bl-25. 

EISENHUT, D. G. Division of Licensing. 81/06/13. 4pp. 08996:358. 


8107080563 Notification of 810707 meeting w/util in Bethesda.MD to 
resolve open items re fire protection. 

KANE, W. F. Licensing Branch 1. 81/06/30. 3pp. 08979:088. 


8107290002 Generic Ltr 81-27: requests that all emergency plans 4e 
implementing procedures be submitted w/pages marked to 
reflect privacy 4c proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT, D. G. Division of Licensing. 81/07/09. 5pp. 09189:059. 


8107300144 Forwards emergency planning info for placement in LPDR. W/o 
8106260442,8106260459 4c 8106260423. 

SOUDER, J. L. Division of Rules and Records. 81/07/16. Ip. 

09207: 340. 


G. Adjudicatory correspondence 


8107060183 Motion for summary decision of intervenor Bursey Contention 
A3 re ATMS. No genuine issue of matl fact to be heard. Related 
correspondence. 

KNOTTS, J. B. South Carolina Electric 4c Gas Co. 81/05/07. Ip. 

08890: 026. 


8107100096 Forwards marked-up revision to draft Tech Specs. Changes 
pertain to environ aspects of Tech Specs 4c are necessary to 
apply to plant design. 

SHEALY, L. South Carolina Electric 4< Gas Co. 81/07/06. 59pp. 

08990: 144. 


8107310055 Generic Ltr 81-23A to all licensees 4< CP holders, advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation, per Generic Ltr 81-23,are unnecessary. 

EISENHUT, D. G. Division of Licensing. 81/07/06. 6pp. 09222:215. 


B104220889 Forwards branch SER input re status of unresolved safety 
Issues in response to ALAB-444. Project manager should 
provide SER suppl section re plant-specific implementation 
of generic resolutions to unresolved issues. 

KNIEL«K. Generic Issues Branch. 81/04/08. 21pp. 09242:035. 


8107170257 Forwards summary of 810512 meeting w/Westinghouse 4, BNL re 
seismic qualification of accumulators. Resolution of two 
areas of concern described. Sub j considered closed. 

NICHOLS, T. C. South Carolina Electric 4< Gas Co. 81/07/10. 15pp. 

09058: 185. 


— 8107060190 Statement of matl facts not genuinely in issue re ATWS. 
Westinghouse design has inherent mitigation capabilities 4c 
satisfies NRC requirements. Kaku testimony does not address 
probability or risk of ATWS. 

* Southern California Edison Co. 81/05/07. 3pp. 08890:027. 


— 8107060193 Affidavit re ATWS. Concludes that risk of adverse 

consequences from event is acceptably low 4c facility has met 
all NRC criteria. Prof qual if ications end. 

STE1TLER , R. W. Westinghouse Electric Corp. 81/05/06. 16pp. 

08890: 030. 


—8107060196 Affidavit re ATWS. Concludes that existing operator training 
sessions, including ATWS sessions, satisfactorily address SER 
recommended steps. Prof qualifications end. 

BRADHAM, 0. S. Southern California Edison Co. 81/05/06. 5pp. 

08890: 046. 


— 8107060199 Memorandum of points 4c authorities in support of 810507 
motion for summary decision of intervenor Bursey Contention 
A3 re ATWS. Supportive evidence must be presented to avoid 
unwarranted delays. Certificate of Svc end. 

KNOTTS, J.B. South Carolina Electric Sc Gas Co. 81/05/07. 11pp. 

08890: 051. 
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8107060396 Motion for summary decision of intervenor BuTsey Contention 
A3 re ATMS. No genuine issue of matl fact to be heard. 

KNOTTS* J. B . South Carolina Electric & Gas Co. 81/03/07. 3pp. 

08898: 358. 


— 8107060400 Affidavit re ATWS. Risk of adverse consequences is 
acceptably lout for full power operation. Util has met all 
current NRC criteria. Prof qual if icat ions end. 

STEITLER * R. W. South Carolina Electric & Gas Co. 81/05/06. 16pp. 

08899:001. 


— 8107060406 Affidavit re ATWS. Existing operator training sessions 
satisfactorily address steps recommended & accepted in NRC 
safety evaluation for reducing risk from ATWS. Prof 
qualifications end. 

BRADHAM, 0. S. South Carolina Electric & Gas Co. 81/05/06. 5pp. 
00899: 01 7. 


— 8107060410 Memorandum of points & authorities in support of motion for 
summary decision of intervenor Bursey Contention A3 re 
ATWS. Certificate of Svc end. 

KNDTTS, J.B. South Carolina Electric & Gas Co. 81/05/07. 11pp. 

08899: 022. 


8107060440 Motion for summary decision of intervenor Bursey Contention 
A10 re health effects. No genuine issue of matl fact to be 
heard. 

MCGARRY, J. M. Southern California Edison Co. MCGARRY, J. M. Debevoise 
& Liberman. 81/05/07. Ip. 08899:234. 


— 8107060445 Statement of matl fact as to which there is no genuine issue 
to be heard re intervenor Bursey Contention A10. Due to 
insignificance of health effects associated w/operation, 
effects do not weigh heavily in benef it-cost balance. 

* Southern California Edison Co. 81/05/07. 4pp. 08B99: 235. 


— 8107060450 Memorandum of points & authorities in support of motion for 
summary disposition of intervenor BuTsey Contention A10. . 

Bursey has provided little info re contention. fai 1 ing to 
present genuine issue of matl fact. 

MCGARRY, J. M. Southern California Edison Co. MCGARRY. J. M. 

Debevoise 8c Liberman. 81/05/07. 13pp. 08899:259. 


— 8107060454 Affidavit re health effects of low level rad iation. Prof 
qual if ications end. 

HAMILTON, L. D. Brook haven National Laboratory. 81/05/06. 24pp. 

08899: 272. 


— 8107060460 Affidavit re projections of population doses. Prof 
qual if ications, notice of appearance 8« Certificate of Svc 
end. 

BARKER, J.H. Southern California Edison Co. 81/05/07. 7pp. 
08899: 296. 


8107020293 Notice of appearance in proceeding. Certificate of Svc end. 
HOLLAR, D. E. Debevoise 8e Liberman. 81/05/08. 3pp. 0B952: 290. 


8107020499 Motion for expedited schedule for appeal of ASLB partial 
order admitting Fairfield United Action as intervenor. 

KNOTTS* J. B . South Carolina Electric 8c Gas Co. KNOTTS. J. B. Knotts, 
J. B. 81/05/08. Ip. 08933:060. 


8107020503 Notice of appeal of ASLB order admitting Fairfield United 
Action as late intervenor. 

KI’OTTS. J. B. South Carolina Electric 8c Gas Co. KNOTTS. J. B. 

Knotts. J. B. 81/05/08. 2pp. 08935:061. 


8107020508 Brief in support of applicant notice of appeal from ASLB 
order admitting Fairfield United Action as untimely 
intervenor. Admission prejudices applicant rights. 

KNOTTS, J. B. South Carolina Electric 8c Gas Co. KNOTTS, J. B. 

Knotts, J. B. 81/05/08. 25pp. 08933:063. 


8107230215 Request to file statement supporting Fairfield United Action 
petition to intervene. Participation will contribute to 
record 8c will not unduly delay proceedings. 

SHELDON, K. p. Sierra Club. 81/06/15. 2pp. 09128:055. 


810723027B Statement supporting FUA petition to intervene. Possib la 
delay does not lessen importance of full consideration of 
issues raised by intervenor to Teeord fc ASLB decision. 
Certificate of Svc end. 

SHELDON, K.P. Sierra Club. Bl/06/15. 10pp. 09133:150. 


*■**‘0107230281 Notice of appearance in proceeding. 

SHELDON* K. P. Sierra Club. Sl/06/15. Ip. 09133:160. 


8107100026 Staff requirements memo on Affirmation Session 81-24 r* 
SECY-81-309, SECY-81-335, SECY-B1-305, SECY-81-377 8c 
SECY-S1-37B. Commission approved order denying Fairfield 
United Action request for stay pending review of ALAB-642. 

CHILK, S. J. Office of the Secretary of the Commission. 81/06/24 
Ip. 09001:199. 


8107220233 Forwards notice of motion & motion to quash subpoena In 
response to subpoena served on Dept of Social Svcs. 

BOWMAN. R. A. South Carolina, State of. 81/06/30. Ip. 09117:294. 


—8107220240 Notice of motion 8c motion to quash 810618 subpoena to 
V Conrad . Subpoena is unreesonab le. Requires Conrad presence 
during state appropriations bill preparation 8c officer is 
not most knowlegeable in agency. 

BOWMAN, R . A. South Carolina, State of. 81/06/25. 2pp. 09117:29} 


— 8107220245 Subpoena to testify on behalf on B Bursey on 810701 befo ra 
ASLB in Columbia* SC. Certificate of Svc end. 

GROSSMAN, H. Atomic Safety and Licensing Board Panel. Bl/06/ie 
2pp. 09117:297. 


8107060433 Notice of appearance in proceeding. Certificate of Svc tnd 
DANKNER, D. K. South Carolina Electric 8c Gas Co. DANKNER, D. K. 
Debevoise & Liberman. 81/07/01. 3pp. 08899:217. 


8107090274 Forwards WCAP-7907 8c sup pi on LOFTRAN code description 8c 
W CAP-9231 on consequences of postulated main feedline 
rupture. W/o ends. 

YOUNG, M. A. Office of the Executive Legal Director. 81/07/08. 1 P . 

08984: 078. 


8107140566 Order extending until 810720 time for Commission review of 
ASLB 810601 decision, ALAB-642. 

CHILK, S. J. Office of the Secretary of the Commission. 81/07/09. 
Ip. 09015:025. 


8107300040 Informs that ASLB endorses revised schedule for filing of 
motions 8c accompanying briefs or memoranda re pending offer 
of Kaku amended prefiled testimony on emergency plans. 

Related correspondence. 

KNOTTS, J. B. Debevoise 8c Liberman. KNOTTS* J. B. South Carolina 
Electric <c Gas Co. 81/07/28. Ip. 09191:110. 


8107300155 Response opposing receipt of Sierra Club Legal Defense Fund 
(Sierra) 810721 papers re ALAB-642. Sierra statements add 
nothing of sub.stance to nor aid Commission decision re 
petition for review. Certificate of Svc end. 

KNOTTS, U.B. South Carolina Electric 8c Gas Co. KNOTTS, J. B. 
Debevoise Sc Liberman. 81/07/28. 5pp. 09195:290. 


M. Antitrust correspondence 


8107010361 Decision CLI-81-14 denying Central Electric Power 
Cooperative, Inc petition for statutory antitrust review of 
applicants in connection w/pending OL license. No significant 
changes have occurred in activities of applicants. 

CHILK, 8. J. Office of the Secretary of the Commission. 81/06/26. 
29pp. 08911:310. 


8107160025 Staff requirements memo re Commission S10625 Affirmation 
Session 81-25 concerning SECY-81-309. Commission approved 
modified order which denied Central Electric Power 
Cooperative, Inc* petition for affirmative significant change. 
CHILK, S. J. Office of tha Secretary of the Commission. 81/06/26. 
1 p. 09061 : 333. 


8107080157 Petition for rehearing on reconsideration of Commission 
810626 order denying Central Electric Power Cooperative 
petition for antitrust review. Commission erred in findings 
of insufficient substance. W/Cert if icate of Svc. 

BRAN), W. E. , HALL, E. E. , BEENY* 8. T. Central Electric Power 
Cooperative, Inc. 81/07/06. 27pp. 08962:083. 


8107130086 Request for extension of time until at least 810731 for 
reply to petition for reconsideration. Other response dates 
should be adjusted according ly. W/Certif icate of Service. 

KNOTTS, J.B. South Carolina Electric * Gas Co. KNOTTS* U. B. South 
Carolina Public Service Authority. KNOTTS* J. B. Debevoise It 
Liberman. 81/07/09. 6pp. 08999:189. 


8107200267 Raquasts that order be issued clarifying status of 
proceeding s. Central will be obliged to file petition for 
review before Commission decides rehearing question. 

BEEN/* 8. T. Brand St Hall. 81/07/14. Ip. 09074:288. 
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8107220122 Amended petition for reconsideration of 810710 order 
pursuant to 810706 petition for rehearing. Commission erred 
in considering alleged significant changes in isolation. 
Certificate of Svc end. 

BRAND* W. E. * HALL* E. E. * BEENY* S. T. Central Electric Power 
Cooperative* Inc. 81/07/20. 42pp. 09119:205. 


O. Advisory Committee on Reactor Safeguards reports & correspondence 


8107190368 Summary of ACRS 251st meeting on 810312-14 in Washington* DC 
re CL review* draft NURE0-0772. "Technical Bases for 
Estimating Fission Product Behavior During LWR Accidents." 

N UR ED-0771 St 0666 St Reg Guide 1.97 Revision 2. 

MARK* J. C. ACRS - Advisory Committee on Reactor Safeguards. 

81/00/24. 3pp. 09032:271. 


8107070001 Certified appendices to minutes of 249th ACRS 810108-10 
meeting in Washington* DC. 

* ACRS - Advisory Committee on Reactor Safeguards. 81/06/18. 
250pp. 08961:016. 


Q. Inspection reports* IE Bulletins it correspondence 


8107190277 Forwards IE Circular 81-06* "Potential Deficiency Affecting 
Certain Foxboro 10 to 50 Milliampere Transmitters. " No 
written response required. 

O'REILLY* J. P. Region 2* Atlanta. Office of the Director (81/03/01). 
81/04/14. Ip. 09033:333. 


8107080459 Forwards IE Insp Rept 50-395/81-08 on 810501-31. No 
noncompliance noted. 

LEWIS* R. C. Division of Resident St Project Inspection. 81/06/15. 
2pp. 08973:161. 


— 8107080466 IE Insp Rept 50-395/81-08 on 810501-31. No noncompliance 
noted. Major areas inspected: emergency exercise* 
preopera tional test procedure & results review* SER review Sc 
plant tour. 

SKOLDS* J. L. * KELLOGG. P. J. Division of Resident it Project 
Inspection. 81/06/15. 8pp. 08973:163. 


8107080534 Forwards IE Insp Rept 50-395/81-11 on 810518-22. No 
noncompliance noted. 

LEWI8.R. C. Division of Resident & Reactor Project Inspection. 
81/06/15. 2pp. 08973:233. 


—8107080538 IE Insp Rept 50-395/81-11 on 010518-22. No noncompliance 
noted. Major areas inspected: rad iati on protection it radwaste 
mgt including installation 8c functional testing of process 
Sc effluent monitors. 

TROUP. 0. L. * HOSEY. C. M. Technical Inspection Branch. 81/06/11. 
6pp. 08973:235. 


8107240270 Forwards IE Insp Rept 50-395/81-10 on 810511-15. No 
noncompliance noted. 

LEWIS. R. C. Division of Resident 8c Reactor Project Inspection. 
81/06/17. 2pp. 09142: 121. 


—8107240273 IE Insp Rept 50-395/81-10 on 810511-15. No noncompliance 
noted. Major areas inspected: licensee actions on previous 
insp findings* IE bulletins 8c reactor vessel installation 8i 
internal s. 

ECQNQM08. N. * FOSTER. L. * YORK, J. Engineering Inspection Branch. 
81/06/15. 8pp. 09142: 123. 


8107100080 Submits clarification of SER Open Item 1.6.6 re preservice 
insp activities. Explanations include method of conducting 
ultrasonic exam of piping sys welds 8c Improvement of 
ultrasonic exam for austenetic piping sys welds. 

NICHOLS, T. C. South Carolina Electric 8c Gas Co. 81/07/02. 4pp. 
08990: 126. 


8107240399 Responds to IE Bulletin 81-02. "Failure of Gate Type 
Valves to Close Against Differential Pressure. " All 3GM8B 
type valves received mods to meet 2.750 psi spec 
differential. No 4GM88 valves require mods. 

NICHOLS, T. C. South Carolina Electric 8< Gas Co. 81/07/07. 2pp. 
09141:206. 


8107240403 Responds to IE Bulletin 81-03 re Asiatic clam 

(Corbicula Sp). Corbicula present in Monticello Reservoir. No 
indication of sys infestation. Monitoring program will be 
supplemented by periodic visual insp. 

NICHOLS* T. C. South Carolina Electric 8c Gas Co. 81/07/09. 2pp. 
09108: 224. 


8107270011 Forwards IE Circular 81-09. "Containment Effluent Water 
That Bypasses Radioactivity Monitor. " Licensee action is 
required. 

O'REILLY, J. P. Region 2* Atlanta, Office of the Director (81/03/01). 
81/07/10. Ip. 09156: 286. 


— 8107270026 Forwards IE Circular 81-09. "Containment Effluent Water That 
Bypasses Radioactivity Monitor. " Review 8c corrective action 
expected before plant licensing. List of recently issued IE 
circulars end. 

O'REILLY, J. P. Region 2. Atlanta, Office of the Director 
(81/03/01). 81/07/10. 4pp. 09156:287. 


8107240284 Forwards IE Info Notice 81-20, "Test Failures of Electrical 
Penetration Assemblies." No licensee action or response is 
required. 

O'REILLY* J. P. Region 2, Atlanta, Office of the Director (81/03/01). 
81/07/13. 4pp. 09148: 196. 


S. Reportable occurrences* LERs 8c related correspondence 


8107020238 Part 21 rept re emergency feedwater pump lube oil cooler 
initially reported 810422. Lube oil cooler being replaced by 
heat exchanger which meets all design requirements. 

NICHOLS, T. C. South Carolina Electric 8c Gas Co. 81/06/16. 3pp. 
08935: 360. 


8107020424 Part 21 rept re failure of vol control tank level control 
sys* initially reported on 810604. Final rept will be 
submitted when corrective action is determined. 

NICHOLS, T. C. South Carolina Electric 8c Gas Co. 81/06/23. 2pp. 
08936: 280. 


8107310331 Corrects 810528 final significant deficiency rept re 
moisture in component cooling pump motor 1A. Component 
cooling sys operating procedure will be revised by end of 
Jul 1981. 

NICHOLS. T. C. South Carolina Electric 8c Gas Co. 81/06/30. Ip. 
09220: 058. 


T. Hearing transcripts on non-antitrust matters 


8107010164 Transcript of 810622 OL hearing in Columbia, SC. 

Pp 669-843. 

* Atomic Safety and Licensing Board Panel. 81/06/22. 225pp. 

08887: 056. 


8107010094 Transcript of 810623 OL hearing in Columbia. SC. Pp 844-1,032. 
* Atomic Safety and Licensing Board Panel. 81/06/23. 190pp. 

08908:071. 


8107010146 Transcript of 810624 OL hearing in Columbia.SC. 

Pp 1, 033-1 , 234. Prof qualifications of GS Gohn, RH Morris, 

JP Knight. P Sobel.CA Newton, AJ Murphy 8c R McMullen end. 

* Atomic Safety and Licensing Board Panel. 81/06724. 225pp. 

08906: 188. 


8107010099 Transcript of 810625 OL hearing in Columbia.SC. 

Pp 1, 235-1 , 493. JM Woods, DA Neuman 8c EH Crews testimony* 
prof qualifications S< supporting documentation end. 

* Atomic Safety and Licensing Board Panel. 81/06/25. 343pp. 

08909:001. 


8107010178 Transcript of 810626 OL hearing in Columbia.SC. 

Pp 1* 494-1 , 686. K2 Morgan affidavit St prof qual if ications 
end. 

a Atomic Safety and Licensing Board Panel. 81/06/26. 200pp. 

08902: 249. 


8107080248 Transcript of 810630 OL hearing in Columbia, SC. Pp 1*687- 
1*966. 

a Atomic Safety and Licensing Board Panel. 81/06/30. 279pp. 

08968: 048. 


8107080245 Transcript of 810701 OL hearing in Columbia* SC. Pp 1*967- 
2*303. 

a Atomic Safety and Licensing Board Panel. 81/07/01. 336pp. 

08968: 334. 


8107080244 Transcript of 810702 OL hearing in Columbia. SC. Pp 2*304- 
2. 509. Exhibits end. 

a Atomic Safety- and Licensing Board Panel. 81/07/02. 255pp. 

08969:311. 


8107210056 Transcript of B10713 OL hearing in Columbia.SC. 

Pp 2*510-2,758.08 Wooten* DC Warner* KR Ford, EH Crews Sc 
JM Woods testimony Sc prof qualif ications end. 
a Atomic Safety and Licensing Board Panel. 81/07/13. 290pp. 

09096: 180. 


8107210045 Transcript of B10714 OL hearing in Columbia.SC. 

Pp 2*759-2*996. Testimony on Contention 9* VL Brownlee St 
JL Skolds prof qualifications Sc "Analysis of Decommissioning 
St Premature Shutdown Costs of Nuclear Power Plants" end. 
a Atomic Safety and Licensing Board Panel. 81/07/14. 357pp, 

09097: 152. 
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8107210043 Transcript of 810713 OL hearing in Columbia. SC. Pp 2.997- 
3.303. TA Kevern 8e JD Richardson testimony, prof 
qualifications & supporting documentation end. 

* Atomic Safety and Licensing Board Panel. 81/07/13. 436pp. 

09098: 262. 


8107210033 Transcript of 810716 OL hearing in Columb ia. SC. Pp 3,304- 

* Atomic Safety and Licensing Board Panel. 81/07/16. 352pp. 

09099: 339. 


8107210002 Transcript of 810717 OL hearing in Columb ia, SC, 

Pp 3, 657-3, 882. JH Barker testimony 8c prof qual if ications 8c 
testimony re analysis of cost to drain Fairfield pump 
storage facility end. 

* Atomic Safety and Licensing Board Panel. 81/07/17. 240pp. 

09094: 160. 


8107210039 Transcript of 810717 OL hearing in Columbia, SC. 

Pp 3,657-3,882. WE Moore, TC Nichols & TH Barker testimony Sc 
prof qualifications end. 

* Atomic Safety and Licensing Board Panel. 81/07/17. 256pp. 

09093: 066. 


8107280226 Rebuttal testimony of EF Branagan re health effect models 
used in facility FES 8c profiled testimony of DZ Morgan, M 
Kafcu 8c H Caldicott (Contention A10). Prof qualif ications 8c 
Certificate of Svc end. 

BRANAGAN, E. F. Radiological Assessment Branch. 81/07/24. 2Bp. 
09172: 237. 


V. Operator Examinations 


8107200366 Discusses NRC requirement re performance of special low 
power testing program for operator training prior to 
escalation above 5X rated thermal power. Supporting info 
end. 

RAHBE. P. Westinghouse Electric Corp. 81/07/08. 7pp. 09070:238. 


DOCKET 30-397 WPPSS NUCLEAR PROJECT, UNIT 2 
A. Application/construction stage documents 8« correspondence 


8107020109 Forwards request for addl info re design 8« const QA program 
for FSAR review. Info requested by 810731. 

TEDESCO, R. L. Assistant Director for Licensing. 81/06/13. 13pp. 

08934: 161. 


8107090333 Responds to 810420 request on behalf of BWR Licensing 
Review Oroup to freeze open item lists 8c complete licensing 
review. NRC may identify addl safety issues reflected by 
operational experience. 

DENTON, H. R . Office of Nuclear Reactor Regulation, Director. 
81/06/13. 2pp. 08986:233. 


8107270027 Requests addl info re confirmatory piping analysis to verify 
that piping meets applicable ASME code stress criteria. 

TEDESCO, R. L. Assistant Director for Licensing. 81/06/22. 3pp. 
09161:334. 


8107070411 Forwards responses to Reactor Sys Branch Round 2 questions. 
Forty-four oversize drawings end. Aperture cards are 
available in PDR. 

DOUCHE Y, 0. D. Washington Public Power Supply 8ystem. 81/06/24. 

93pp. 08949:290. 


8107070316 Forwards marked-up responses to NRC Round 2 questions re 
initial test program. Responses will be incorporated into 
FSAR amend within 4 months. 

BOUCHEY, 0. D. Washington Public Power Supply System. 81/06/29. 
88pp. 08940:112. 


8107090503 Notification of 810708 8c 09 meetings w/Licensing Review 
Oroup 1 in Bethesda, MD to discuss fuel swelling 8c rupture 
model 8c BWR core thermocouples. 

RIB.L. N. Licensing Branch 2. 81/07/02. 8pp. 08983:194. 


8107310035 Generic Ltr 81-23A to all licensees 8c CP holders, advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation, per Generic Ltr 81-23# are unnecessary. 

E2SENHUT# D. G. Division of Licensing. 81/07/06. 6pp. 09222:215. 


8107140233 Confirms that new info obtained from ongoing 8c previously 
completed geological 8c seismological studies will be 
provided on Unit 2 for use in licensing review of Units 
1 8e 4. 

BOUCHEY# G. D. Washington Public Power Supply 3ystem. 81/07/09. ip. 
09018:331. 


8107210342 Responds to 810601 request for status on 15 criteria re 
control room completion to allow scheduling of NRC human 
factors design review. Expected deadline list end. Requests 
NRC proceed per Mar 1982 SER 8c Dec 1982 fuel load dates. 

BOUCHEY, 0. D. Washington Public Power Supply System. 81/07/13. 3pp. 
09102:268. 


8107210181 Commits to inert facility primary containment for interim 
period until completion of degraded core rulemaking. Design 
drawings, FSAR revisions 8< support data re hydrogen 
recombiner performance will be submitted in Jan 1982. 

BOUCHEY, G. D. Washington Public Power Supply System. 81/07/16. 2pp. 

09102:086. 


8107200262 Provides response to NUREG-0737, Item II. D. 1 re preliminary 
review of generic BWR safety/relief valve test program 
results. Pr el iminary review demonstrates that tested valve 
satisfies acceptance criteria for operability. 

BOUCHEY, 0. D. Washington Public Power Supply System. 81/07/21. 2pp. 
09178:071. 


8107280186 Responds to NRC 801030,810302 8c 0604 requests for info re: 
steel containment const details, geometry, penetration 
locations 8c matl properties j const drawings for design load 8c 
loading combinations 8c matls properties test repts. 

BOUCHEY, G. D. Washington Public Power Supply System. 81/07/22. 9pp. 
09169: 113. 


8107280269 Forwards proprietary 8c nonproprietary versions of Burns & 
Roe, Inc rept re revised chugging load definition. Revisions 
reflect 1979 8c 1980 steam condensation tests 8c multivent 
full-scale test data from JAERI facility in Japan. W/o ends. 

BOUCHEY, G. D. Washington Public Power Supply System. 81/07/22. 3pp. 
09178:038. 


8107310030 Forwards request for addl info re seismic data per FSAR 
review. Reply required by 810925. 

TEDESCO, R. L. Assistant Director for Licensing. 81/07/22. 3pp. 
09221 : 066. , 


8107310036 Forwards request for addl info re toxic 8« explosive 
hazards from train accidents for FSAR review. Reply required 
by 810923. 

TEDESCO, R. L. Assistant Director for Licensing. 81/07/22. 2pp. 
09221: 072. 


C. Utility Environmental Report (ER), amends 8c correspondence 


8107240468 Forwards Amend 3 to environ rept. Largest portion of amend 
reflects revisions to estimates 8c projections of population 
d istributi on. 

BOUCHEY, 0. D. Washington Public Power Supply System. 31/07/17. 2pp. 
09142:031. 


— 8107240471 Amend 3 to environ rept. 

* Washington Public Power Supply System. 81/07/31. 51pp. 

09142: 033. 


D. NRC Draft /Final Environmental Statements, suppls 8c correspondence 


8107060129 Requests info re resolution of inconsistencies in data re 
population distribution for 0-30 miles from plant in yr 
2000. Data needad to analyze environ impact of postulated 
accidents for DES. DES 810730 issuance date in jeopardy. 

TEDESCO, R. L. Assistant Director for Licensing. 81/06/23. 2pp. 
08957:318. 


E. NRC Safety Evaluation Report (SER), suppls 8c correspondence 


8107210476 Requests responses to Reactor Sys Branch Questions 211.107 
through 211.211 SER submittal date. 

TEDEBCO, R. L. Assistant Director for Licensing. 81/07/09. 2pp. 
09108:349. 


8107290194 Forwards response to request for info re reactor fuel 
design, to be incorporated in future amend of FSAR. Sufficient 
info exists to allow SER section addressing fuel design to 
be written. 

BOUCHEY, G. D. Washington Public Power Supply System. 81/07/21. 8pp. 
09188:111. 


F. Security, medical# emergency 8c fire protection plans 


8107100320 Forwards Page 2-11 to NUREG, changing implementing schedule 
for submission 8c evaluation of upgraded emergency plans per 
Generic Ltr 81-23. 

EI8ENHUT* D, G. Division of Licensing. 81/06/13. 4pp. 0B996:358. 
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8107080437 Forwards revised guard training Sc qualification plan St 
response to NRC review comments. Plan St comments withheld 
(ref 10CFR2. 790). 

BQUCHEY, 0. D. » SORENSEN* 0. C. Washington Public Power Supply System. 
81/07/01. 2pp. 08973:211. 


8107140607 Advises of issuance of end IE Circular 81-09* "Containment 
Effluent Water That Bypasses Radioactivity Monitor" to 
listed lie ensees. NRC 810710 transmittal ltr end. 

* Region 5* San Francisco* Office of the Director (81/03/01). 
81/07/10. Ip. 09013: 221. 


8107290002 Generic Ltr 81-27: requests that all emergency plans Sc 
implementing procedures be submitted w/pages marked to 
reflect privacy Sc proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT* D. G. Division of Licensing. 81/07/09. 3pp. 09189:039. 


8107270122 Forwards IE Insp Rept 30-397/81-13 on 810622-25. No 
noncompliance noted. 

CREWB* J. L. Reactor Operations Projects Branch. 81/07/10. 2pp 
09139:307. 


8107310022 Informs that verification of prompt emergency sys required 
prior to issuance of power operation license. 

TEDESCQ* R. L. Assistant Director for Licensing. 81/07/16. 2pp. 
09221 : 064. 


G. Adjudicatory correspondence 


8107090291 Answer that petitioners do not object to NRC 810629 motion 
for leave to defer response to 810622 petition until 810731. 
Certificate of Svc end. 

REYNOLDS* N. S. Commonwealth Edison Co. 81/07/07. 3pp. 08984:117. 


—8107270123 IE Insp Rept 30-397/81-13 on 810622-25. No noncompliance 
noted. Major areas inspected: preoperational test program Sc 
turnover insp between project inspectors St procedure for RHR 
pump removal* overhaul S< installation. 

CARLSON* J. D. . WILLETT, D. J. , STERNBERG, D. M. Reactor Projects 
Section 1. 81/07/10. 2pp. 09159:309. 


8107170081 Advises that IE Info Notice 81-20* "Test Failures of 
Electrical Penetration Assemblies, " was sent to listed 
licensees on 810713. 

* Region 5, San Francisco, Office of the Director (81/03/01). 
81/07/13. Ip. 09053:211. 


8107150286 Requests that NRC notify N Reynolds that 810622 petition 
for extension of deadline for compliance w/CLI-80-21 has 
been retitled. Svc should be made of all subsequent papers on 
parties to proceeding, including UCS. 

WEI96, E. R. Harmon & Weiss. 81/07/10. 3pp. 09025:156. 


B 107280027 Response opposing Porter County Chapter Intervenors' 810519 
fourth request for production of documents. Request is w/o 
merit Sc should be denied. 

SHEA, K. H. Northern Indiana Public Service Co. SHEA, K. H. 

Lowenstein* Newman, Reis, Axelred * Toll. 81/07/23. 5pp. 09178:019. 


H. General correspondence 


8107230333 FOIA request for documents re seven categories of info 
concerning facilities. 

ROSOLIE, E. Coalition for Safe Power. 81/03/12. Ip. 09145:228. 


8107230319 Responds to FOIA request for documents r* seven categories 
of info concerning facilities. Documents listed in App A ere 
available in PDR. 

FELTON* J. M. Division of Rules end Records. 81/06/10. 4pp. 

09145: 224. 


K. Utility Final Safety Analysis Report (FSAR) Sc amends 


8107170214 Forwards Amend 16 to FSAR. Affidavit of distribution to be 
submitted in 10 days per 10CFR2. 101. 

BOUCHEY, G. Washington Public Power Supply System. 81/07/02. Ip. 
09059: 215. 


— 8107170215 Amend 16 to FSAR. 

* Washington Public Power 8upply 8ystem. 81/06/30. 288pp. 

09059: 217. 


8. Inspection reports* IE Bulletins Sc correspondence 


8107140585 Responds to IE Bulletin 81-02* "Failure of Gate Type Valves 
to Close Against High Differential Pressure. " No subj valves 
obtained for installation or as spares. Approx 40 manhours 
expended. 

MATLOCK* R. G. Washington Public Power Supply System. 81/06/26. 2pp. 
09018:267. 


8107190139 Forwards IE Circular 81-10* "Steam Voiding in RCS During 
Decay Hsat Removal Cooldown. 11 

* Region 3* San Francisco* Office of the Director (81/03/01). 
81/07/02. Ip. 09027:287. 


8107140668 Responds to IE Bulletin 81-03* "Flow Blockage of Cooling 
Water to Safety Sys Components by Corbieula Sp (Asiatic 
Clam) Sc Mytilus Sp (Mussal). " Corbieula Sp has baen found 
but no evidence of infestation evident. 

MATLOCK* R. 0. Washington Public Power Supply 8ystem. 81/07/06. 4pp. 
09018:209. 


8107190240 Advises that IE Info Notice 81-19* "Lost Ports in Primary 
Coolant Sys." was sent to listed licensees on 810706. 

* Region 3* San Francisco* Offica of the Director (81/03/01). 
81/07/06. Ip. 0902B: 214. 


8107270063 Advises that IE Info Notice 81-21, "Potential Loss of Direct 
Accats to Ultimata Heat Sink," was forwarded to listed utils 
on 810721. 

* Region 3* San Francisco, Office of the Director (81/03/01). 
61/07/21, lp. 09158: 182. 


8. Reportable occurrences. LERs 8c related correspondence 


8107020328 Pert 21 rept re missile penetration analysis, ini tial ly 
reported on 810605. Penetration of subj housings by missiles 
cannot be determined as substantial safety hazard & 
classification best decided by utils. Utils notified. 

JORGENSEN, R. Buffalo Forge Co. 81/06/10. 2pp. OS952: 028. 


8107280279 Requests extension until 810907 for submitting final rept re 
special doors Sc hatches. 

MATLOCK, R. G. Washington Public Power Supply System. 81/06/10. lp. 
09173: 105. 


8107140340 Final deficiency rept re lock overstress condition of pipe 
bearing on flat plate* initial ly reported on 810309. Four 
supports w/design deficiencies have been redesigned & 
reissued foT const. New design criteria issued. 

MATLOCK* R. G. Washington Public Power Supply System. 81/06/26. 2pp. 
09013:070. 


B107140678 Interim deficiency rept re design verification of Seismic 
Category 1 * Qual ity Class 1 heating* ventilation & air 
conditioning sys hangers, originally reported on 801215. 

Determined condition not reportable per 10CFR50. 53e. 

MATLOCK, R. G. Washington Public Power Supply System. 81/06/26. 3pp. 
09008: 183. 


8107140770 Interim deficiency rept, originally reported on 801030, re 
Limitorque dc valve operator motor w/Class B insulation. 

Review revealed five addl unqualified motor operators. 

Motors will be replaced under vendor technical quidanca. 

MATLOCK, R. 0. Washington Public Power Supply System. 81/06/26. 4pp. 
09017: 151. 


8107140689 Interim deficiency rept re failure in testing below required 
proof load of rigid sway strut paddles. Site engineering 
performed preliminary review. Three options presented as 
possible solutions. Final rept will be submitted by 810918. 

MATLOCK* R. 0. Washington Public Power Supply 8ystem. 81/06/29. 4pp. 

09017; 123. 


8107140333 Interim deficiency rept re diesel generator bldg heating 
ventilation & air conditioning sys intake ductwork 
originally reported 810417. Studies in progress to determine 
suitable prevention of collapse of ductwork. 

MATLOCK* R. G. Washington Public Power Supply System. 81/07/01. 6pp, 
09013: 110. 


DOCKET 30-400 SHEARON HARRIS NUCLEAR POWER PLANT* UNIT 1 


A. Application/eonstruction stage documents It correspondence 


8107100062 Forwards interim review of Westinghouse owners group 
submittal for TMI Action Plan Item I.C. 1 re guidance for 
evaluation Sc development of procedures for transients St 
accidents. NRC S10928 ltr to owners group end. 

MXRAOLIA* F. J. Licensing Branch 3. 81/06/22. lp. 09001:247. 
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DOCKETED ITEMS 


8107310055 Generic Ltr 81-23A to all licensees & CP holders* advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation, per Generic Ltr 81-23, are unnecessary. 

EISENHUT, D. G. Division of Licensing. 81/07/06. 6pp. 09222:215. 


8107210005 Summary of 810612 meeting w/util in Raleigh, NC re mgt 
organi zati onal structure for operation of facility. 

LICITRA, E. A. Licensing Branch 3. 81/07/07. 4pp. 09107:135. 


F. Security, medical, emergency & fire protection plans 


8107100320 Forwards Page 2-11 to NUREG, changing implementing schedule 
for submission & evaluation of upgraded emergency plans per 
Generic Ltr 81-25. 

EISENHUT, D. G. Division of Licensing. 81/06/13. 4pp. 08996:358. 


8107290002 Generic Ltr 81-27: requests that all emergency plans 8c 
implementing procedures be submitted w/pages marked to 
reflect privacy 8< proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT, D. G. Division of Licensing. 81/07/09. 5pp. 09189:059. 


8107290176 Summary of 810618 meeting w/util in Bethesda,MD re 
meteorological data collection sys requirements. 

NEIGHBORS, D. Operating Reactors Branch 1. 81/07/27. 6pp. 

09190:356. 


— 8107270026 Forwards IE Circular 81-09, "Containment Effluent Uater That 
Bypasses Radioactivity Monitor. " Review 8c corrective action 1 

expected before plant licensing. List of recently issued IE 
circulars end. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director 
(81/03/01). 81/07/10. 4pp. 09156:287. 


8107240284 Forwards IE Info Notice 81-20, "Test Failures of Electric»l 
Penetration Assemblies. " No licensee action or response is 
required. 

Q 'REILLY, J. P. Region 2, Atlanta, Office of the Director (81/03/01) 
81/07/13. 4pp. 09148:196. 


S. Reportable occurrences, LERs 8c related correspondence 


8107020453 Part 21 rep t, or ig inal ly reported on 810513, re linear 
indications in ASTM A36 clip matl. Util evaluation delayed 
due to untimely AE review 8c addl clip insp. Reportability 
evaluation will be completed by 810713. 

CHIANGI, N. J. Carolina Power 8c Light Co. 81/06/09. 2pp. 08926:330. 


8107210353 Interim deficiency rep t, or ig inal ly reported on 810609, ri 
vol control tank level control sys. Half unction of vol 
control tank level could cause loss of suction fluid to 
operating safety injection. Also reportable per 10CFR21. 

CHIANGI, N. J. Carolina Power 8c Light Co. 81/07/07. 3pp. 09102:221. 


G. Adjudicatory correspondence 


8107090291 Answer that petitioners do not object to NRC 810629 motion 
for leave to defer response to 810622 petition until 810731. 
Certificate of Svc end. 

REYNOLDS, N. S. Commonwealth Edison Co. REYNOLDS, N. S. Mississippi 
Power 8c Light Co. REYNOLDS, N. S. Northeast Utilities. 81/07/07. 
3pp. 08984:117. 


DOCKET 50-401 SHEARON HARRIS NUCLEAR POWER PLANT, UNIT 2 
A. Application/construction stage documents 8c correspondence 


8107100062 Forwards interim review of Westinghouse owners group 
submittal for TMI Action Plan Item I. C. 1 re guidance for 
evaluation 8c development of procedures for transients 8c 
accidents. NRC 810528 ltr to owners group end. 

MIRAGLIA, F. J. Licensing Branch 3. 81/06/22. Ip. 09001:247. 


8107150286 Requests that NRC notify N Reynolds that 810622 petition 
for extension of deadline for compliance w/CLI-B0~21 has 
been retitled. Svc should be made of all subsequent papers on 
parties to proceeding, including UCS. 

WEISS, E. R. Harmon 8c Weiss. 81/07/10. 3pp. 09025:156. 


8107310055 Generic Ltr 81-23A to all licensees 8c CP holders, advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation, per Generic Ltr 81-23, are unnecessary. 

EISENHUT, D. G. Division of Licensing. 81/07/06. 6pp. 09222:213. 


G. Inspection reports. IE Bulletins 8c correspondence 


8107150277 Forwards IE Circular 81-06, "Potential Deficiency Affecting 
Certain Foxboro 10 to 50 Milliampere Transmitters. " No 
written response required. 

2- P - Rfi S ion 2, Atlanta, Office of the Director (81/03/01). 
81/04/14. Ip. 09033:333. 


B 1072 10005 Summary of 810612 meeting w/util in Raleigh, NC re mgt 
organirational structure for operation of facility. 

LICITRA, E. A. Licensing Branch 3. 81/07/07. 4pp. 09107:135. 


F. Security, medical, emergency 8c fire protection plans 


8107080492 Forwards IE Insp Repts 50-400/81-10,50-401/81-10, 
50-402/81-10 & 50-403/B1-10 on 810420-0520. No noncompliance 
noted. 

Division of Resident Sc Reactor Project Inspection. 
B 1/06/11. 2pp. 08973:226. 


—8107080506 IE Insp Repts 50-400/81-10,50-401/81-10,50-402/81-10 8c 
50-403/81-10 on 810420-0520. No noncompliance noted. Major 
areas inspected: soil 8c electrical duct runs, welding 8c 
storage. 

F ' * 0 C ’ A> Divislon of Resident 8c Reactor Projec 
Inspection. 81/06/11. 5pp. 08973:228. 


Foru,ards IE I**P Repts 50-400/81-12,50-401/81-12, 
50-402/81-12 8e 50-403/81-12 on 810520-0620. No noncompliance 
noted. 

LEWIS, R. C. Reactor Project Branch 1. 81/07/02. 2pp. 09148:190. 


8107100320 Forwards Page 2-U , to NUREO, changing implementing schedule 
for submission 8c evaluation of upgraded emergency plans per 
Generic Ltr 81-25. 

EISENHUT, D. G. Division of Licensing. 81/06/13, 4pp. 08996:330. 


8107290002 Generic Ltr 81-27: requests that all emergency plans St 
implementing procedures be submitted w/pages marked to 
reflect privacy 8c proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT, D. G. Division of Licensing. 81/07/09. 5pp. 09189:039. 


H1U7ZTO176 Summary of 810618 meeting w/util in Bethesda,MD re 
dat<l collection sys requirements. 

09190^356* 0ptr * tinfl R ««ctors Branch 1. 81/07/27. 6pp. 


G. Adjudicatory correspondence 


—8107240557 IE Insp Repts 50-400/81-12,50-401/81-12,50-402/81-12 8c 
50-403/81-12 on 810520-0620. No noncompliance noted. Major 
! r *!V n *?* Ct * d:followuf> 0T1 P r * vi ously noted items, equipment 
handling 8c storage, concrete Se soil 8c welding. 

Ki fi ' F, 'owl:S C ' A ', Division of Resident 8c Reactor Projec 
Inspection. 81/07/01. 4pp. 09148:192. 


8 1 07090291 Answer that petitioners do not object to NRC 810629 motion 
! d,fir ****ponse to 810622 petition until 810731. 

Certificate of Svc end. 

N * S ‘ Commonwealth Edison Co. REYNOLDS, N. S. Northern 

Co - REYNOLDS, N. 8. Power Authority of the State of Now 
York. 81/07/07. 3pp. 08984: 117, 


81 vI?^":? P ° n 2 5 “ BulUtin ^-02. Each unit has 17 affected 

velvet. Testing 8c redesign program to determine best mod for 

lilt ? 0t y#t com P 1#t * d Westinghouse. Table 8c 

safety consequences end. 

UTLEY, E. E. Carolina Power 8c Light Co. 81/07/09. 5pp. 09142:148. 

ei Thft°BiL!° r “*S' 1 I. IE “ reul « T a 1 " 09 ' "Cont.ln«.nt Eff lu.nt U.t.r 
r»aul?»5 ***** R * dio * cttvlt « Monitor. " Liconooo oetion if 

81/07/io! J ' lp. i> 0915i:28f 1 Atl * nt *’ 0mC * °* U * Dir,Ct ° r <81/03/01). 


81 ,Ii S ? 2 ? 4 **>•* NRC notify N Roynoldi that B 10622 petition 

for extension of deadline for compliance w/CLI-80-21 has 

Svc * hould made of all subsequent papers on 
t0 Proceeding, including UCS. 

WEISS, E. R. Harmon 8c Weiss. 81/07/10. 3pp. 09023:156. 

Q. Inspect ion reports, IE Bulletins * correspondence 

81 2IiS?r/°r Wlird ?J E Circular 81-06, "Potential Deficiency Affeetin 
wITfllr Foxb °ro 10 to 50 Milliampere Transmitters. “ No 
E*d2c. r## P° n *» required. 

Si/S/Vr JR * R !®* on 2 ' Atl#nt *' Office of the Director (81/03/01) 
81/04/14. lp. 09033:333. 


DOCKETED ITEMS 
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8107000492 Forwards IE Insp Repts 50-400/81-10,50-401/81-10, 
50-402/81-10 8 1 50-403/81-10 on 810420-0520. No noncompliance 
noted. 

LEWIS, R. C. Division of Resident & Reactor Project Inspection. 
81/06/11. 2pp. 08973:226. 


—81070S0506 IE Insp Repts 50-400/81-10,50-401/81-10,50-402/81-10 it 
50-403/81-10 on 810420-0520. No noncomp 1 ianc e noted. Major 
areas inspected: soil Sc electrical duct runs, weld ing & 
storage. 

MAXWELL. 0. F. , JULIAN. C. A. Division of Resident & Reactor Project 
Inspection. 81/06/11. 5pp. 08973:228. 


8107240553 Forwards IE Insp Repts 50-400/81-12,50-401/81-12, 
50-402/81-12 & 50-403/81-12 on 810520-0620. No noncompliance 
noted. 

LEWIS, R. C. Reactor Project Branch 1. 81/07/02. 2pp. 09148:190. 


—8107240557 IE Insp Repts 50-400/81-12,50-401/81-12,50-402/81-12 Sc 
50-403/81-12 on 810520-0620. No none omp 1 ianc e noted. Major 
areas inspected : fol lowup on previously noted items, equipment 
handling Sc storage, concrete Sc soil Sc welding. 

MAXWELL, 0. F. , JULIAN, C. A. Division of Resident 8< Reactor Project 
Inspection. 81/07/01. 4pp. 09148:192. 


8107240451 Responds to IE Bulletin 81-02. Each unit has 17 affected 
valves. Testing Sc redesign program to determine best mod for 
each valve type not yet completed by West inghouse. Table Sc 
list of potential safety consequences end. 

UTLEY, E. E. Carolina Power 8< Light Co. 81/07/09. 5pp. 09142:148. 


B107270011 Forwards IE Circular 81-09, "Containment Effluent Water 
That Bypasses Radioactivity Monitor. " Licensee action is 
required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director (81/03/01). 
81/07/10. Ip. 09156:286. 


— 8107270026 Forwards IE Circular 81-09, "Containment Effluent Water That 
Bypasses Radioactivity Monitor. " Review Sc corrective action 
expected before plant licensing. List of recently issued IE 
circulars end. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director 
(81/03/01). 81/07/10. 4pp. 09156:287. 


8107240284 Forwards IE Info Notice 81-20, "Test Failures of Electrical 
Penetration Assemblies." No licensee action or response is 
required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director (81/03/01). 
81/07/13. 4pp. 09148:196. 


S. Reportable occurrences, LERs & related correspondence 


8107210353 Interim deficiency rept, originally reported on S10609, re 
vol control tank level control sys. Mai function of vol 
control tank level could cause loss of suction fluid to 
operating safety injection. Also reportable per 10CFR21, 

CHIANGI, N. J. Carolina Power St Light Co. 81/07/07. 3pp. 09102:221. 


DOCKET 50-402 SHEARON HARRIS NUCLEAR POWER PLANT, UNIT 3 


A. Application/construction stage documents St correspondence 


8107100062 Forwards interim review of Westinghouse owners group 
submittal for TM1 Action Plan Item I.C.l re guidance for 
evaluation St development of procedures for transients i* 
accidents. NRC 810528 ltr to owners group end. 

MIRAGLIA, F. J. Licensing Branch 3. 81/06/22. Ip. 09001:247. 


B 1073 100 55 Generic Ltr 81-23A to all licensees St CP hoi ders, advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation, per Generic' Ltr 81-23, are unnecessary. 

EISENHUT, D. 0. Division of Licensing. 81/07/06. 6pp. 09222:215. 


8107210005 Summary of 810612 meeting w/utll in Raleigh, NC re mgt 
organizational structure for operation of facility. 

LXCITRA, E. A. Licensing Branch 3. 81/07/07. 4pp. 09107:135. 


F. Security, medical, emergency St fire protection plans 


8107100320 Forwards Page 2-11 to NUREG, changing implementing schedule 
for submission St evaluation of upgraded emergency plans per 
Generic Ltr 81-25. 

EISENHUT, D. 0. Division of Licensing. 81/06/13. 4pp. 08996:358. 


8107290002 Generic Ltr 81-27: requests that all emergency plans St 
implementing procedures be submitted w/pages marked to 
reflect privacy St proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT, D. G. Division of Licensing. 81/07/09. 5pp. 091B9: 059. 


8107290176 Summary of 810618 meeting w/util in Bethesda»MD re 
meteorological data collection sys requirements. 

NEIGHBORS, D. Operating Reactors Branch 1. Bl/07/27. 6pp. 

09190:356. 


G. Adjudicatory correspondence 


8107090291 Answer that petitioners do not object to NRC 810629 motion 
for leave to defer response to 810622 petition until 810731. 
Certificate of Svc end. 

REYNOLDS, N. S. Commonwealth Edison Co. REYNOLDS, N. 8. Northern 
States Power Co. REYNOLDS, N. S. Power Authority of the State of New 
York. 81/07/07. 3pp. 08984:117. 


8107150286 Requests that NRC notify N Reynolds that 810622 petition 
for extension of deadline for compliance w/CLl-BO-21 has 
been retitled. Svc should be made of all subsequent papers on 
parties to proceeding, including UCS. 

WEISS, E. R. Harmon & Weiss. 81/07/10. 3pp. 09025:156. 


Q. Inspection reports, IE Bulletins & correspondence 


8107150277 Forwards IE Circular 81-06, "Potential Deficiency Affecting 
Certain Foxboro 10 to 50 Milliampere Transmitters. " No 
written response required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director (81/03/01). 
81/04/14. Ip. 09033:333. 


8107090492 Forwards IE Insp Repts 50-400/81-10,50-401/81-10, 
50-402/81-10 it 50-403/81-10 on 810420-0520. No noncompliance 
noted. 

LEWIS, R. C. Division of Resident & Reactor Project Inspection. 
81/06/11. 2pp. 08973:226. 


—8107080506 IE Insp Repts 50-400/81-10,50-401/81-10,50-402/81-10 it 
50-403/81-10 on 810420-0520. No noncompliance noted. Major 
areas inspected: soil it electrical duct runs, welding it 
storage. 

MAXWELL, G. F. , JULIAN,C.A. Division of Resident it Reactor Project 
Inspection. 81/06/11. 5pp. 08973:228. 


8107240553 Forwards IE Insp Repts 50-400/81-12,50-401/81-12, 
50-402/81-12 it 50-403/81-12 on 810520-0620. No noncompliance 
noted. 

LEWIS, R. C. Reactor Project Branch 1. 81/07/02. 2pp. 09148:190. 


—8107240557 IE Insp Repts 50-400/81-12,50-401/81-12,50-402/81-12 b 
50-403/81-12 on 810520-0620. No noncomp 1 ianca noted. Major 
areas inspected: followup on previously noted items, equipment 
handling b storage, concrete it soil & welding. 

MAXWELL, G. F. , JULIAN, C. A. Division of Resident & Reactor Project 
Inspection. 81/07/01. 4pp. 09148:192. 


8107240451 Responds to IE Bulletin 81-02. Each unit has 17 affected 
valves. Testing it redesign program to determine best mod for 
each valve type not yet completed by Westinghouse. Table it 
list of potential safety consequences end. 

UTLEY, E. E. Carolina Power Light Co. 81/07/09. 5pp. 09142:148. 


8107270011 Forwards IE Circular 81-09, "Containment Effluant Water 
That Bypasses Radioactivity Monitor. " Licensee action is 
required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director (81/03/01). 
81/07/10. lp. 09156:286. 


—8107270026 Forwards IE Circular 81-09, "Containment Effluent Water That 
Bypasses Radioactivity Monitor." Review b corrective action 
expacted before plant licensing. List of recently issued IE 
circulars end. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director 
(81/03/01). 81/07/10. 4pp. 09156:287. 


8107240284 Forwards IE Info Notice 81-20, "Test Failures of Electrical 
Penetration Assemblies. " No licensee action or response is 
required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director (81/03/01). 
81/07/13. 4pp. 09148: 196. 
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DOCKETED ITEMS 


S. Reportable occurrences! LERs & related correspondence 


8107210353 Interim deficiency rept, original ly reported on 810609/ re 
vol control tank level control sys. Half unction of vol 
control tank level could cause loss of suction fluid to 
operating safety in jection. A1 so reportable per 10CFR21. 

CHIANQI* N. J. Carolina Power & Light Co. 81/07/07. 3pp. 09102:221. 


DOCKET 30-403 SHEARON HARRIS NUCLEAR POWER PLANT/ UNIT 4 


A. Application/construction stage documents & correspondence 


8107100062 Forwards interim review of Westinghouse owners group 
submittal for TMI Action Plan Item I. C. 1 re guidance for 
evaluation & development of procedures for transients & 
accidents. NRC 810528 ltr to owners group end. 

MXRAQLIA* F, J. Licensing Branch 3. 81/06/22. Ip. 09001:247. 


8107310033 Generic Ltr 81-23A to all licensees & CP holders* advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation* per Generic Ltr 81-23* are unnecessary. 

EI8ENHUT * D. G. Division of Licensing. 81/07/06. 6pp. 09222:215. 


8107210005 Summary of 810612 meeting w/util in Raleigh. NC re mgt 
organizational structure for operation of facility. 

LIC1TRA* E. A. Licensing Branch 3. 81/07/07. 4pp. 09107:133. 


F. Security* medical* emergency & fire protection plans 


S107100320 Forwards Page 2-11 to NUREG* changing implementing schedule 
for submission Sc evaluation of upgraded emergency plans per 
Generic Ltr 81-23. 

EISENHUT* D. G. Division of Licensing. 81/06/13. 4pp. 08996:338. 


8107290002 Generic Ltr 81-27: requests that all emergency plans Sc 
implementing procedures be submitted w/pages marked to 
reflect privacy Sc proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT* D. G. Division of Licensing. 81/07/09. 5pp. 09189:039. 


8107290176 Summary of 810618 meeting w/util In Bethesda.MD re 
meteorological data collection sys requirements, 

NEIGHBORS. D. Operating Reactors Branch 1. 81/07/27. 6pp. 

09190: 356. 


G. Adjudicatory correspondence 


8107090291 Answer that petitioners do not object to NRC 810629 motion 
for' leave to defer response to 810622 petition until 810731. 
Certificete of Svc end. 

REYNOLDS* N. S. Commonwealth Edison Co. REYNOLDS* N. S. Southern 
California Edison Co. REYNOLDS* N. S. Texas Utilities Generating Co. 
81/07/07. 3pp. 08984:117. 


8107130286 Requests that NRC notify N Reynolds that 810622 petition 
for extension of deadline for compliance w/CLZ-80-21 has 
been retitled. Svc should be made of all subsequent papers on 
parties to proceeding* including UC8. 

WEISS* E. R. Harmon St Weiss. 81/07/10. 3pp. 09023:136. 


Q. Inspection reports* IE Bulletins & correspondence 


8107150277 Forwards IE Circular 81-06* "Potential Deficiency Affecting 
Certain Foxboro 10 to 30 Milliampera Transmi ttar*. " No 
writtan response required. 

O'REILLY* J. P. Region 2* Atlanta* Office of the Director (81/03/01). 
81/04/14. Ip. 09033: 333. 


8107080492 Forward* IE Insp Rapts 30-400/81-10*50-401/81-10* 
30-402/81-10 St 30-403/81-10 on 810420-0320. No noneompliance 
notad. 

LEWIS* R. C. Division of Rasidant it Reactor Project Inspection. 
81/06/11. 2pp. 08973:226. 


—8107080306 IE Insp Rapts 50-400/81-10* 30-401/81-10* 30-402/81-10 Si 
30-403/81-10 on 810420-0320. No noncompliance notad. Major 
areas inspected: soil Sc alectrical duct runs* wtlding Si 
storaga. 

MAXWELL* 0. F. Division of Resident Si Reactor Project Inspection. 
61/06/11 . 3pp. 08973:228. 


8107240553 Forwards IE Insp Repts 30-400/81-12*50-401/81-12* 
30-402/81-12 Si 30-403/81-12 on 810520-620. No noncomplianct 
notad. 

LEWIS* R. C. Reactor Project Branch 1. 81/07/02. 2pp. 09148:190. 


— 8 1 07240557 IE Insp Repts 50-400/81-12*30-401/81-12*50-402/81-12 j, 
30-403/81-12 on 810520-0620. No noncomp 1 iance notad. Major 
areas inspected: followup on previously noted item*, equipment 
handling & storage* concrete S« soil Si welding. 

MAXWELL* G. F. Division of Resident S< Reactor Project Inspection. 
81/07/01. 4pp. 09148:192. 


8107240431 Responds to IE Bulletin 81-02. Each unit has 17 affected 
valves. Testing 8< redesign program to determine best mod for 
each valve type not yet completed by Westinghouse. Table & 
list of potential safety consequences end. 

UTLEY* E. E. Carolina Powar Si Light Co. 81/07/09. 3pp. 09142:14b, 


8107270011 Forwards IE Circular 81-09* "Containment Effluent Water 
That Bypasses Radioactivity Monitor. " License* action is 
r squired. 

0 'REILLY* J. P. Region 2* Atlanta* Office of the Director (81/03/01). 
81/07/10. Ip. 09136:286. 


— 8107270026 Forwards IE Circular 81-09* "Containment Effluent Water Tha 
Bypasses Radioactivity Monitor. “ Review Si corrective action 
expected before plant licensing. List of recently issued IE 
circulars end. 

0 'REILLY* J. P. Region 2* Atlanta* Office of the Director 
(81/03/01). 81/07/10. 4pp. 09136:287. 

8107240284 Forwards IE Info Notice 81-20, "Test Failures of Electrical 
Penetration Assemblies." No licensee action or response is 
required. 

0 'REILLY* J. P. Region 2* Atlanta, Office of the Director (81/03/01). 
81/07/13. 4pp. 09148:196. 


S. Reportable occurrences* LERs Si related correspondence 


8107210333 Interim deficiency rept. original ly reported on B10609*r# 
vol control tank level control sys. Mai function of vol 
control tank level could cause loss of suction fluid to 
operating safety injection. Also reportab 1 *, per 10CFR21. 

CHIANGI* N. J. Carolina Power Sc Light Co. 81/07/07. 3pp. 09102:221. 


DOCKET 50-404 NORTH ANNA POWER STATION, UNIT 3 


A. Application/construction stage document* Si correspondence 


8107070134 Forward* Amend 4* Draft 3 to VEP-l.GA program, operation* 
phase. Revi sion complies w/current reg guides Si ANSI stds S* 
reflects util organizational change*. 

BAUM, E. A. Virginia Electric Si Power Co. 81/07/06. Ip. 00940:339. 


— 8107070163 Amend 4, Draft 3 to GA program. operation* phase. 

* Virginia Electric Sc Power Co. VEP-1 A04 DR FT 03. 81/07/06. 

46pp. 08940:340. 


0. Adjudicatory correspondence 


8107090291 Answer that petitioners do not object to NRC 810629 motion 
for leave to defer response to 810622 petition until 810731. 
Certificate of Svc end. 

REYNOLDS, N. S. Commonwealth Edison Co. 81/07/07. 3pp. 08984:117. 


8107130286 Requests that NRC notify N Reynolds that 810622 petition 
for extension of deadline for compliance w/CLI-80-2i has 
been retitled. Svc should be made of all subsequent papers on 
parties to proceeding* including UCS. 

WE 1 88* E. R. Harmon Si Weiss. 81/07/10. 3pp. 09023: 136. 


Q. Inspection reports* IE Bulletins Sc correspondence 


8107130277 Forwards IE Circular 81-06, "Potantial Daficiancy Affecting 
Certain Foxboro 10 to 50 Milliamptr* Transmitter*. " No 
written response required. 

O'REILLY* J. P. Region 2* Atlanta, Office of the Director (81/03/01). 
81/04/14. Ip. 09033:333. 


8107240476 Responds to IE Bulletin 81-02* "Failure of Gate Type Valves 
to Close Against Differential Pressure. " No specified valves 
will be used on safety-releted equipment. 

SPENCER* W. C. Virginia Electric Sc Power Co. 81/06/18. Ip. 

09142:272. 


8107240422 Responds to IE Bulletin 81-03* "Flow Blockage of Cooling 
Water to Safety Sys Components by Corbicula (Asiatic Clam) 

Sc Mytilus (Mussel)." No Mytilus present. Corbicula is prasent 
but no potentially affected sys or components installed yet. 
8PENCER, W. C. Virginia Electric St Power Co. 81/07/08. 2pp. 
09138:289. 
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8107270011 Forwards IE Circular 81-09. "Containment Effluent Water 
That Bypasses Radioactivity Monitor. " Licensee action is 
required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director (81/03/01). 
81/07/10. Ip. 09196: 286. 


— 8107270026 Forwards IE Circular 81-09, "Containment Effluent Water That 
Bypasses Radioactivity Monitor. " Review & corrective action 
expected before plant licensing. List of recently issued IE 
circulars end. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director 
(81/03/01). 81/07/10. 4pp. 09196:287. 


8107240284 Forwards IE Info Notice 81-20, "Test Failures of Electrical 
Penetration Assemblies. " No licensee action or response is 
required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director (81/03/01). 
81/07/13. 4pp. 09148: 196. * 


DOCKET 90-409 NORTH ANNA POWER STATION, UNIT 4 


A. Application/construction stage documents & correspondence 


8107070194 Forwards Amend 4, Draft 9 to VEP-l»QA program, operations 
phase. Revi sion complies w/current rag guides & ANSI stds 6 
reflects util organizational changes. 

BAUME.A. Virginia Electric fc Power Co. 81/07/06. Ip. 08940:339. 


— 8107070163 Amend 4, Draft 9 to QA program, operations phase. 

* Virginia Electric 6 Power Co. VEP-1 A04 DRFT 09. 81/07/06. 

46pp. 08940:340. 


0. Adjudicatory correspondence 


B107090291 Answer that petitioners do not object to NRC 810629 motion 
for leave to defer response to 810622 petition until 810731. 
Certificate of Svc end. 

REYNOLDS, N. S. Commonwealth Edison Co. 81/07/07. 3pp. 08984:117. 


8107190286 Requests that NRC notify N Reynolds that 810622 petition 
for extension of deadline for compliance w/CLI-80-21 has 
been retit led. Svc should be made of all subsequent papers on 
parties to proceeding, including UC8. 

WEISS, E. R. Harmon * Weiss. 81/07/10. 3pp. 09029:196. 


DOCKET 90-407 UNIV. OF UTAH RESEARCH REACTOR 


Q. Inspection reports, IE Bulletins 8c correspondence 


8107130348 Forwards IE Insp Rept 90-407/81-01 on 810406-09. No 
noncompliance noted. 

MADSEN, 0. L. Reactor Projects Branch. 81/06/09. 2pp. 08998:132. 


— 8107130349 IE Insp Rept 90-407/81-01 on 810406-09. No noncompliance 
noted. Major areas inspected: organization* logs, records, 
rcqualif ication training, surveillance, experiments, radiation 
control & followup on previously identified open items. 

DICKERSON, M. W. , WESTERMAN, T. F. Project Section 1. 81/06/09. 9pp. 

08998:134. 


DOCKET 90-409 LA CROSSE BOILING WATER REACTOR 


F. Security, medical, emergency Sc fire protection plans 


810717D290 Requests info on logistic support available at licensed 
activity sites prior to implementation of nationwide 
emergency notification sys. Coordination of actions to 
upgrade sys w/telecommunication planning personnel proposed. 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director (81/03/01). 
81/06/19. 7pp. 09098:213. 


8107140334 Requests review of end comment re revised guard training It 
qualification plan submitted 810901. Revised plan should be 
submitted for approval within 30 days of receipt of ltr. 

CRUTCHFIELD, D. Operating Reactors Branch 9. 81/06/24. 3pp. 

09030:082. 


8107100208 Forwards itemized response re emergency procedure It training 
for station blackout event, per Generic Ltr 81-04. Existing 
procedures 8c training fully encompass It adequately address 
question of station blackout event. 

LINDER, F. Dairy land Power Cooperative. 81/06/30. 9pp. 08992: 149. 


8107210200 Requests confirmation by 810724 that means have been 
established for alerting St instructing public within plume 
exposure emergency planning zone in event of emergency, per 
10CFR90, App E requirement. 

KEPPLER, J. G. Region 3, Chicago, Office of the Director (81/03/01). 
81/07/01. 2pp. 09102:071. 


8107140944 Forwards revised Page 1 of training It qualification plan. 
Revision withheld (ref 10CFR2. 790). 

LINDER, F. Dairy land Power Cooperative. 81/07/06. 2pp. 09015:236. 


8107290002 Generic Ltr 81-27: requests that all emergency plans & 
implementing procedures be submitted w/pages marked to 
reflect privacy It proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT, D. G. Division of Licensing. 81/07/09. 5pp. 09189:059. 


8107200362 Advises that licensees must submit three copies of emergency 
p Ians, proc edures & revisions to NRC regional ofc.All copies 
should be sent to Region 3 incident response ctr. 

KEPPLER, J. G. Region 3, Chicago, Office of the Director (81/03/01). 
81/07/10. 2pp. 09070:215. 


8107290238 Requests info on Unresolved Safety Issue A-44 re station 
b lackout. Questionnaire It LER documentation end. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 81/07/20. 15pp. 

09206: 312. 


— 8107290240 Forwards completed questionnaire re reliability study of 
standby diesel generator units, in response to NRC 771215 
request. 

MADGETT, J. P. Dairyland Power Cooperative. 78/01/20. 3pp. 

09206: 327. 


G. Adjudicatory correspondence 


8107020382 Forwards JD Parkyn affidavit for use in liquefaction 
proceeding. Related correspondence. 

SHAPELL, I. N. Morgan, Lewis It Bockius. SHAPELL, I. N. Dairyland Power 
Cooperative. 81/04/29. 2pp. 00954:231. 


8107270175 Forwards order confirming licensee commitments to 
TMI— related requirements contained in NUREG-0737. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 81/07/07. 2pp. 

09163: 347. 


—8107270177 Order confirming licensee commitments to post-TMI 
related issues set forth in NUREG-0737. 

EISENHUT, D. G. Division of Licensing. 81/07/07. 10pp. 09163:349. 


J. Insurance S< Indemnity information 


B1 07080480 Forwards Endorsements 30-42 to ANI Policy NF-217. 
DEVINE, H. F. Dairyland Power Cooperative. 01/06/29. 7pp. 
08972: 256. 


P. Operating license stage documents & correspondence 


B107300169 Forwards safety evaluation re environ qualification of 
safety-related electrical equipment & technical evaluation 
rept, "Equipment Environ Qualification, LaCrosse BWR. " 

Response to safety evaluation due within 90 days. 

CRUTCHFIELD, D. Operating Reactors Branch 9. 81/0S/2B. 5pp. 

09211:212. 


— 8107300171 Safety evaluation re environ qualif i cation of safety-related 
electrical equipment finding no outstanding items which 
require immediate corrective action. Deficient items 
rep laced , Equipment qualified for low probability events. 

* Office of Nuclear Reactor Regulation, Director. 81/05/28. 

30pp. 09211:217. 


—8104200393 "Equipment Environ Qualif ication, LaCrosse BWR," final 
technical evaluation rept. 

CRANE, C. J. Franklin Institute/Franklin Research Center. 

NRC -03-7 9-1 18. TER-C 9297-203. 81/04/19. 146pp. 09211:247. 

8107310298 Forwards safety evaluation re licensee responses to 780829 & 
800110 Generic Ltr 81-24, Multi-Plant Issue B-56, re control 
rod failure to fully insert. Meint problem can be corrected 
by control rod drive overhaul during outage. 

EISENHUT, D. G. Division of Licensing, 81/06/15. ip. 09222:357. 


8107020114 Agrees w/util 810209 assessment that guidance of NUREG-0619 
re Unresolved Safety Issue A-10, BWR nozzle cracking, is not 
applicable to facility. Issue is closed for facility. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 81/06/16. 2pp. 

08994: 174. 
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81071X085 Provides fee determination for 810501 request for revision 
to 900601 route approval. Proposed route change approved on 
810513. Invoice will be issued. 

MILLER* W. 0. License Fee Management Branch. 81/06/17. Ip. 

09001 : 299. 


— 8107100094 Requests that invoice re Div of Safeguards review of 810501 
route approval revision application be sent to licensee. 

Requests notification upon receipt of fee. 

MILLER. W.O, License Fee Management Branch. 81/06/17. Ip. 

09001:300. 


8107020013 Summary of 810519 meeting w/util in Bethesda* MD re seismic 
design considerations (SEP Topic III-6). Seismic 
qualification guidelines end. 

CHEN. P. Systematic Evaluation Program Branch. SHEA. J. J. Operating 
Reactors Branch 5. 81/06/18. 8pp. 08919:335. 


8107070037 Forwards corrected pages to 810528 safety 8t technical 
evaluations re environ qualification of safety-related 
electrical equ ipment. Correct ions involve inconsistencies 
identified in repts. 

CRUTCHFIELD. D. Operating Reactors Branch 5. 81/06/19. 6pp. 

08960: 249. 


8107070346 Submits info addressing addl requirements for RCS vents* 
specified in NUREG-0737* Item 1 1. B. 1. Manual depressurization 
sys 8t shutdown condenser offgas vent valve should be 
evaluated on own merits. 

LINDER. F. Dairy land Power Cooperative. 81/06/24. 3pp. 08942:045. 


81071X071 Provides SEP topic format for DBE reviews per 
NRC Mar 1981 draft evaluation of plant transients & 
accidents. Complete topic assessments will facilitate final 
safety evaluation issuance. No schedule changes expected. 
CRUTCHFIELD. D. Operating Reactors Branch 5. 81/06/24. 2pp. 

09001 : 284. 


8107070339 Forwards safety evaluation re SEP Topic VI-10. A. testing of 
reactor trip sys & engineered safety features* including time 
response testing. 

LINDER. F. Dairy land Power Cooperative. 81/06/25. 31pp. 08940:081. 


8107070397 Forwards safety evaluations re SEP Topic XV-3* loss of 
external load. turbine trip. loss of condenser vacuum, c losure 
of MSIV & steam pressure regulating failure 8e XV-4. loss of 
non-emergency ac power to station auxiliaries. 

LINDER. F. Dairy land Power Cooperative. 81/06/26. Ip. 08942:257. 


8107070309 Forwards util evaluation for SEP Topic III. 5. B re pipe 
break outside containment. Util 810227 ltr identified topics 
for evaluation. 

LINDER. F. Dairy land Power Cooperative. 81/06/29. 16pp. 08940:047. 


8107070312 Submits preliminary info re status of program to satisfy 
Section 2. 1.2 of NUREG-0978 on performance testing for BUR 
& PLR relief 8c safety valves. Valves operated satisfactorily. 
Evaluation of possible fluid conditions of valves end. 

LINDER. F. Dairy land Power Cooperative. 81/06/29. 10pp. 08940:037. 


8107070386 Forwards safety evaluation for SEP Topic XXX. 7. D re 
containment structural integrity tests. Util 810227 ltr 
identified topics for requiring evaluation. 

LINDER, F. Dairyland Power Cooperative. 81/06/29. 10pp. 08947:302. 


81071X147 Forwards safety evaluation for SEP Topic III-7. D re 
containment structural integrity tests. Results assure that 
containment structure will safely perform intended 
functions. 

LINDER, F. Dairyland Power Cooperative. 81/06/29. 10pp. 08992:328. 


8107080512 Forwards safety evaluation for inadvertent opening of LACBWR 
safety valve (SEP Topic VX-15). 

LINDER, F. Dairyland Power Cooperative. 81/06/30. 6pp. 08974:089. 


8107130452 Forwards safety evaluation 8c technical evaluation of SEP 
Topic VI-4, re override of containment purge isolation 8c 
other engineered safety feature actuation signals. Facility 
meets current licensing criteria. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 81/07/02. 10pp. 

090X: 110. 


8107310055 Generic Ltr 81-23A to all licensees 8c CP holders* advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation, per Generic Ltr 81-23. are unnecessary. 

EISENHUT* D. G. Division of Licensing. 81/07/06. 6pp. 09222:215. 


8107130392 Forwards table of structures 8c components for which 
classification re quality group 8c const code stds is 
required.per SEP Topic Ill-i. Response requested within 
30 days. 

CRUTCHFIELD* D. Operating Reactors Branch 5. 81/07/07. 12pp 

08997: 263. 


8107130417 Requests 810715 meeting in Bethesda. MD for utils to present 
positive indications of commitments to provide sufficient 
resources to support proposed SEP redirection approach 8c to 
complete SEP topic assessments per end schedules. 

EISENHUT* D. G. Division of Licensing. 81/07/07. 42pp. 08997:207. 


8107270175 Forwards order confirming licensee commitments to 
TMX-related requirements contained in NUREG-0737. 

CRUTCHFIELD* D. Operating Reactors Branch 5. 81/07/07. 2pp. 

09163: 347. 


— 8107270177 Order confirming licensee commitments to post-TMI 
related issues set forth in NUREG-0737. 

EISENHUT* D. 0. Division of Licensing. 81/07/07. 10pp. 09163:349. 


8107160402 Requests addl info for SEP Topics 11-3. A re hydrologic 
description 8« 1 1 -3. B re flooding potential 8c protection 
requirements. Local site plans 8c site vicinity maps should 
be submitted within 30 days. 

CRUTCHFIELD* D. Operating Reactors Branch 5. 81/07/10. 2pp. 

09034: 068. 


8107170110 Forwards Class III amend fee which was inadvertently omitttd 
from 810601 request for amend to License DPR-45. 

LINDER* F. Dairyland Power Cooperative. 81/07/10. ip. 09053:050. 


8107290238 Requests info on Unresolved Safety Issue A-44 re station 
blackout. Questionnaire 8c LER documentation end. 

CRUTCHFIELD. D. Operating Reactors Branch 5. 81/07/20. 15pp. 

09206: 312. 


— 8107290240 Forwards completed questionnaire re reliability study of 
standby diesel generator units* in response to NRC 771215 
request. 

MADGETT* J. P. Dairyland Power Cooperative. 78/01/20. 3pp. 

09206: 327. 


8107240078 Responds to util 810625 ltr forwarding technical evaluation 
of SEP Topic VI-10. A. testing of reactor trip sys 8< 
engineered safety features. Addl info describing testing of 
analog channels requested. 

CRUTCHFIELD* D. Operating Reactors Branch 5. 81/07/21. 2pp. 

09137: 102. 


81073X024 Forwards draft Vols 4 8c 3 8c apps of NUREG/CR-13B2 rt seismic 
hazard analysis. Repts served as theoretical basis for 
development of site-specific ground response spectra for 
eastern US SEP plants in 810717 ltr. 

CRUTCHFIELD. D. Operating Reactors Branch 3. 81/07/22. 700pp. 

09196: 039. 


G. Inspection reports* IE Bulletins 8c correspondence 


8107070050 Forwards safety evaluation re 790427*0302*23*29.0816 8c 
800114 responses to IE Bulletin 79-08* "Events Re BURs 
Identified During TMI Incident. " 

CRUTCHFIELD. D. Operating Reactors Branch 5. 81/06/11. 2pp. 

08960: 190. 


>8107070052 Safety evaluation re 790427*0302*23*29*0816 8c 800114 
responses to IE Bulletin 79-08* "Events Re BURs Identified 
During TMI Incident. " Licensee has acceptably responded to 
bulletin. 

* Office of Nuclear Reactor Regulation* Director, 81/06/11. 2pp. 
08960: 193. 


8107060449 Aek receipt of 810608 ltr informing NRC of steps taken ,to 
correct violation noted in IE Insp Rapt 30-409/81-06. 

HEISHMAN* R. F. Division of Resident Sc Project Inspection. 81/06/24. 
Ip. 08902:097. 


—8107060456 Responds to NRC 810313 ltr re violations noted in IE Insp 
Rapt 50-409/81-06. Corrective actions: deputy shift supervisor 
reviewed reactor feed pump water level control w/responslble 
operator. 

LINDER* F. Dairyland Power Cooperative, 81/06/08. 3pp. 

00902: 098. 


8107240306 Advises that IE Info Notice 81-19* "Lost Parts in Primary 
Coolant Sys* 11 was forwarded to listed utils. 

* Region 3. Chicago. Office of the Director (81/03/01). 81/07/06. 

Ip. 09148:203. 
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8107200402 Notifies that IE Info Notice 81-19, "Loot Part# in PMm*™ 
Coolant Sys, " was tent to listed utils on B10706. ^imary 

CARROLL. D. E. Word Processing & Document Control Section. 81 / 07/07 
2pp. 09073:323. «i/O7/07. 


NINE MILE P0INT NUCLEAR STATION, UNIT 2 

4tafle docun >*«t» & correspondence 


8107190107 Advises that IE Circular 81-09, "Containment Effluent Water 
That Bypasses Radioactivity Monitor," was sent to listed 
licensees on 810710. 

CARROLL, D. E. Word Processing & Document Control Section. 81/07/10 
2pp. 09026:026. 


i a . U ! ; or et l u *P m «nt qualification test 

cannot be established until addl revisions have been 

B11231* d fr ° m NSSS - Schedule will be provided no later than 
RHODE, 0. K. Niagara Mohawk Power Corp. 81/06/30. Ip. 08966:337. 


8107170236 Advises that IE Info Notice 81-20, "Test Failures of 
Electrical Penetration Assemblies," was sent to listed utils 
on 810713. 

CARROLL, D. E. Word Processing & Document Control Section. 81/07/13 

On n /vonm.noo 


. . . 'T'; wwneric . w* «.«n vv, ou licensees & CP holders, 

r™m n i! ***** 1* In.t for Nuelur 

bIHUT.S? t,0B l evaluation rapto to Ofc of Nuclear Reactor 

t l°?- P‘ T Oan.ric Ltr 81-23, are unnacesaar,. 

EISENHUT, D. 0. Division of Licensing. 81/07/06. 6 pp. 09222:215. 




8107170249 Advises that IE Info Notice 81-20. "Test Failures of 
Electrical Penetration Assemblies, 8 * * 11 was forwarded to 
listed licensees. 

* Region 3, Chicago, Office of the Director (81/03/01). 81/07/19 

lp. 09051:001. 


Respond 




requirement of Section 10.3 of ACI 318-71 Code for areas 
where util substitutes Grade 60 for Grade 40 rebar 
do,t not invalidate original design. 

RHODE, 0. K. Niagara Mohawk Power Corp. 81/07/07. lp. 09013:337. 


8107170231 Advises that IE Circular 81-09, "Containment Effluent Water 
That Bypaeses Radioactivity Monitor," was forwarded to 
listed licensees. 

* Region 3, Chicago, Offics of ths Director (81/03/01). 81/07/13 

lp. 09038:209. 


8103300402 IE Info Notice 81-21, "Potential Loss of Direct Access to 
Ultimate Heat Sink. " 

* Director's Office, Office of Inspection and Enforcement. 
81/07/21. 3pp. 09162:348. 


8107270246 Advises that IE Info Notice 81-21, "Potential Loss of Direct 
Access to Ultimate Heat Sink," was sent to listed licensees 
on B10721. 

CARROLL, D. E. Word Processing lc Document Control Section. 81/07/21 
2pp. 09160:112. 


F. Se curi ty, medical, emergency & fire protection plans 


for submission It evaluation of upgraded emergency plans per 
Generic Ltr 01-23. 

EI8ENHUT, D. G. Division of Licensing. 81/06/13. 4 pp. 08996:338. 


0107290002 Generic Ltr 81-27: requests that all emergency plans St 
implementing procedures bs submitted w/pages marked to 
reflect privacy It proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT, D. 0 . Division of Licensing. 81/07/09. 3 pp. 09189:039. 


G. Inspection reports, IE Bulletins It correspondence 


8107270218 Advises that IE Circular 81-12, "Inadequate Periodic Test 
Procedure of PWR Protection Sys, " was sent to listed 
licensees on 810722. 

CARROLL, D. E. Word Processing It Document Control Section. 81/07/22. 
2pp. 09160: 131. 


8107270233 Advises thet IE Circular 81-12, “Inadequate Periodic Test 
Procedure of PWR Protection Sys," was sent to listed 
licensees. 

* tteyion 3, Chicago, Office of the Director (81/03/01). Bl/07/24. 

lp. 09160: 107. 


8107200196 Notifies that IE Circular 8 i-li. "Inadequate Decay Heat 
Removal During Reactor Shutdown," was sent to licensees on 
810724. 

CARROLL, D. E. Word Processing tc Document Control Section. Bi/07/24. 
2pp. 09169:010. 


8107280626 Advises thet IE Circular 81-11, "Inadequate Decay Hset 
Removal During Reactor Shutdown, " has been forwarded to 
listed licensees. 

* Region 3, Chicago. Office of the Director (Bl/03/Oi). 81/07/24. 

lp. 09181:001. 


R. Periodic operating reports lc related correspondence 


*107270217 Advises that IE Info Notice 81-03, "Degraded DC Sys at 
Palisades, " was sent to listed licensees. 

* Philadelphia, Office of the Director (81/03/01). 

81/03/13. 4pp. 09167:273. 


8107270270 Advises that IE Info Notice 81-08, "Repetitive Failures of 
Limitorque Operator SMB-4 Motor-to-Shaf t Keu, " was sent to 
listed licensees. 

* ,5i flion *’ Philadelphia. Office of the Director (81/03/01). 
81/03/20. 4pp. 09178: 163. 


8107270243 Advises that IE Info Notice 81-10, "Inadvertent Containment 
Spray Due to Personnel Error," was sent to listed licensees. 

* Region 1 , Philadelphia, Office of the Director (81/03/01). 
B1/0Q/25. 4pp. 09167:296. 


8107270192 Advises that IE Info Notice 81-09, "Degradation of Residual 
Heat Removal (RHR) Sys," was sent to listed licensees. 

* Region 1 , Phi ladelphia, Office of the Director (81/03/01). 
81/03/26. 4pp. 09167:267. 


8107230297 Advises that IE Bulletin 81-02, "Failure of Gate Type 
Valves to Close Against Differential Pressure, " was 
sent to listed licensees. 

* Region 1 , Phi ladelphia, Office of the Director (81/03/01). 
81/04/09. 4pp. 09146:349. 


B107280433 Forwards State of WI environ radioactivity monitoring repts 
for 1980 for facilities. 

MCDONNELL, L. J. Wisconsin, State of. NRC-03-80-273. 81/07/03. ip. 

09174:001. 


8107270236 Advises that IE Circular 81-06, "Potential Deficiency 
Affecting Certain Foxboro 10 to 30 Milliampere 
Transmitters," was sent to listed licensees, 
a Region 1 , Philadelphia, Office of the Director (Bl/03/01). 
81/04/14. 4pp. 09167:280. 


•8107280440 "State of WI LACBWR Environ Radioactivity Survey, 19B0. " 
a Wisconsin, State of. NRC-03-80-273. 81/07/03. 33pp. 

09174:063. 


8 . Reportable occurrences, LERs & related correspondence 


8 *? iP* 0 *** Pai't 21 rept re failure of QA Co instrument cable to meet 
n f E T# 4 Uirements, initially reported on 810312. 

mi,tl supplied by Rockbestos Corp. Each user 
• v *lwate installation. User list end. 

RICKARD, C. L. General Atomic Co. (subs, of Gulf Oil Co.). 81/03/13. 

4pp. 08663: 008. 


8107230082 Responds to IE Bulletin 81-02. No gate type valves will be 
used or maintained es spares for safety-related equipment. 

Review of NSSS equipment will be submitted by 810901, per NRC 
request. 

RHODE, G. K. Niagara Mohawk Power Corp. 81/07/02. 2pp. 09129:213. 


8107240393 Forwards info requested in IE Bulletin 81-03, "Flow Blockage 
of Cooling Water to Sefety Sys Components by Corbicula Sp 
(Asiatic clam) <k Mytilus Sp (Mussel)." No evidence of 
existence in region. Approx 235 manhours spent. 

RHODE, 0. K. Niagara Mohawk Power Corp. 81/07/09. 3pp. 09141:220. 


8107160313 Forwards IE Info Notice 81-19, "Lost Parts in Primary 
Coolant Sys. " No written response required. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/16. 3pp. 09041:092. 
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8107290170 Forwards IE Info Notice 81-21. "Potential Loss of Direct 
Access to Ultimate Heat Sink. “ No written response required. 

GRIER. B. H. Region 1. Philadelphia. Office of the Director 
(81/03/01). 81/07/21. 5pp. 09186:279. 


8107290201 Forwards IE Circular 81-12. "Inadequate Periodic-Test 
Procedure of PWR Protection Sys. " No written response 
required. 

GRIER. B. H. Region 1. Philadelphia. Office of the Director 
(81/03/01). 81/07/22. 5pp. 09188:131. 


8107230258 Forwards IE Circular 81-09, "Containment Effluent Water That 
Bypasses Radioactivity Monitor. “ No written response 
required. 

GRIER. B. H. Region 1. Philadelphia, Office of the Director 
(81/03/01). 81/07/23. 5pp. 09133:080. 


8107230293 Forwards IE Info Notice 81-20. “Test Failures of Electrical 
Penetration Assemblies." No written response required. 

GRIER. B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/23. 5pp. 09133:142. 


8107290166 Forwards IE Circular 81-11, "Inadequate Decay Heat Removal 
During Reactor Shutdown. " No written response required. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/24. 3pp. 09185:322. 


S. Reportable occurrences, LERs & related correspondence 


8106010419 Part 21 rept re failure of GA Co instrument cable to meet 
IEEE temp requirements, initial ly reported on 810512. 

Defective matl was supplied by Rockbestos Corp. Each user 
should evaluate instal lation. User list end. 

RICKARD, C. L. General Atomic Co. (subs, of Gulf Oil Co. ). 81/05/15. 

4pp. 00663:008. 


8107070333 Advises that final deficiency rept re spent fuel pool heat 
exchangers will be provided by 811001 due to lack of 
sufficient data to determine corrective action. 

RHODE, G. K. Niagara Mohawk Power Corp. 81/06/24. Ip. 08939:350. 


DOCKET 50-412 BEAVER VALLEY POWER STATION, UNIT 2 


A. Application/construction stage documents & correspondence 


l 

8107310055 Generic Ltr 81-23A to all licensees & CP holders, advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation, per Generic Ltr 81-23, are unnecessary. 

EISENHUT, D. G. Division of Licensing. 81/07/06. 6pp. 09222:215. 


F. Security, medical, emergency & fire protection plans 


8107100320 Forwards Page 2-11 to NUREG, chang ing implementing schedule 
for submission & evaluation of upgraded emergency plans per 
Generic Ltr 81-25. 

EISENHUT. D. G. Division of Licensing. 81/06/13. 4pp. 08996:358. 


8107290002 Generic Ltr 81-27: requests that all emergency plans Sc 
implementing procedures be submitted w/pages marked to 
reflect privacy & proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT, D.G. Division of Licensing. 81/07/09. 5pp. 09189:059. 


8107270270 Advises that IE Info Notice 81-08, "Repetitive Failures 0 f 
Limitorque Operator SMB-4 Motor-to-Shaf t Key, " was sent to 
listed licensees. 

* Region 1, Ph i ladelphia. Office of the Director (81/03/01). 
81/03/20. 4pp. 09178:165. 


8107270243 Advises that IE Info Notice 81-10, "Inadvertent Containment 
Spray Due to Personnel Error," was sent to listed licensees. 

* Region 1, Philadelphia, Office of the Director (81/03/01). 
81/03/25. 4pp. 09167:296. 


8107270192 Advises that IE Info Notice 81-09, "Degradation of Residual 
Heat Removal (RHR) Sys, " was sent to listed licensees. 

* Region 1, Philadelphia, Office of the Director (81/03/01). 
81/03/26. 4pp. 09167:267. 


8107230297 Advises that IE Bulletin 81-02. "Failure of Gate Type 
Valves to Close Against Differential Pressure, " was 
sent to listed licensees. 

* Region 1, Philadelphia, Office of the Director (81/03/01). 
81/04/09. 4pp. 09146:349. 


8107270256 Advises that IE Circular 81-06, "Potential Deficiency 
Affecting Certain Foxboro 10 to 50 Milliampere 
Transmitters, 11 was sent to listed licensees. 

* Region 1, Philadelphia, Office of the Director (81/03/01). 
81/04/14. 4pp. 09167:280. 


8107060295 Forwards IE Insp Rept 50-412/81-02 on 810505-07 & notice of 
violation. 

BRUhNER, E. J. Division of Resident & Project Inspection. 81/06/15. 
2pp. 08892:118. 


— 8107060297 Notice of violation from insp on 810505-07. 

BRUNNER, E. J. Division of Resident & Project Inspection. Bl/06/15. 
Ip. 08892:120. 


—8107060302 IE Insp Rept 50-412/B1-02 on 810505-07. Noncompliance noted: 
failure to provide adequate storage for / piping in temporary 
storage. 

FEIL.R. A. , WALTON, O. A., KISTER, H. B. Reactor Projects Section 1C. 
81/06/12. 6pp. 08892:121. 


8107150092 Forwards IE Circular 81-10, "Steam Voiding in RC8 During 
Decay Heat Removal Cooldown. " No written response required. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/02. 3pp. 09027:251. 


8107240402 Responds to IE Bulletin 81-03, "Flow Blockage of Cooling 
Water to Safety Sys Components by Corbicula Sp (Asiatic 
Clam) & Mytilus Sp (Mussel). 11 No evidence of Corbicula or 
Myt ilus. Ap prox 40 manhours spent. 

WOOLEVER, E. J. Duquesne Light Co. 81/07/09. 2pp. 09139:177. 


8107240384 Responds to IE Bulletin 81-02, "Failure of Gate Type Valves 
to Close Against Differential Pressure. " Info was end in 
810713 ltr. Approx 40 manhours spent in preparation of 
response. 

WOOLEVER, E. J. Duquesne Light Co. 81/07/13. Ip. 09141:205. 


8107160315 Forwards IE Info Notice 81-19, "Lost Parts in Primary 
Coolant Sys.” No written response required. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/16. 5pp. 09041:092. 


G. Adjudicatory correspondence 


8107090291 Answer that petitioners do not object to NRC 810629 motion 
for leave to defer response to 810622 petition until 810731. 
Certificate of Svc end. 

REYMDLDB, N. S. Commonwealth Edison Co. 81/07/07. 3pp. 08984:117. 


8107150286 Requests that NRC notify N Reynolds that 810622 petition 
for extension of deadline for compliance w/CLI-80-21 has 
been retitled. Svc should be made of all subsequent papers on 
parties to proceeding, including UCS. 

WEI8B, E. R. Harmon Sc Weiss. 81/07/10. 3pp. 09025:156. 


Q. Inspection reports, IE Bulletins S< correspondence 


8107270217 Advises that IE Info Notice 81-05, "Degraded DC Sys at 
Palisades, “ was sent to listed licensees. 

U Ph * I «<l«lphia, Office of the Director (81/03/01). 
81/00/13. 4pp, 09167:273. 


8107290155 Submits final response to IE Bulletin 80-21 re valve yokes 
supplied by Malcolm Foundry Co, Inc. No valve components or 
parts mfg by Malcolm are in use at facility. Approx 40 
manhours spent in development of response. 

WOOLEVER, E. J. Duquesne Light Co. 81/07/20. Ip. 09185:076. 


8107290170 Forwards IE Info Notice 81-21, "Potential Loss of Direct 
Access to Ultimate Heat Sink. " No written response required. 
GRIER, B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/21. 5pp. 09186:279. 


8107290201 Forwards IE Circular 81-12, "Inadequate Period'ic-Test 
Procedure of PWR Protection Sys. 11 No written response 
required. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/22. 5pp. 09188:131. 


8107230258 Forwards IE Circular 81-09, "Containment Effluent Water That 
Bypasses Radioactivity Monitor. 11 No written response 
required. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/23. 5pp. 09133:080. 
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0107230293 Forward* IE Info Notice 81-20, "Test Failures of Electrical 
Penetration Assemblies. " No written response required. 

GRIER, 8. H. Region 1, Philadelphia. Office of the Director 
(81/03/01). 81/07/23. 5pp. 09133:142. 


0107290105 Ack receipt of 810710 ltr informing NRC of steps taken to 
correct violations noted in IE Xnsp Rept 50—412/81—02. 

BRUNNER.E. J. Division of Resident Sc Project Inspection. 81/07/23. 
Ip. 09182:349. 


—B107290107 Responds to NRC 810615 ltr re violations noted in IE Insp 
Rept 50-412/81-02. Corrective actions: pipe found lying on 
ground in outside area, SWS-4512-8, removed to proper 
barricaded storage area on dunnage. 

UCDUEVER, E. J. Duquesna Light Co. 81/07/10. 4pp. 09182:350. 


C. Utility Environmental Report (ER), amends & correspondence 


B107070070 Forwards FR notice of receipt of application for OLsj notice 
of availability of util environ rept; notice of consideration 
of issuance of OL & notice of opportunity for hearing. 

ADENSAM, E. G. Operating Reactors Branch 4. 81/06/12. 2pp. 

08963: 151. 


— 8107070075 Notice of receipt of application for OLs, notice of 
availability of util environ rept, notice of consideration 
of issuance of OL & notice of opportunity for hearing. 
ADENSAM, E. G. Operating Reactors Branch 4. 81/06/12. 8pp. 

08963: 153. 


F. Security, medical, emergency & fire protection plans 


8. Reportable occurrences, LERs Sc related correspondence 


8107020328 Part 21 rept re missile penetration analysis, initially 
reported on 810605. Penetration of subj housings by missiles 
cannot be determined as substantial safety hazard Sc 
classification best decided by utils. Utils notified. 

JORGENSEN, R. Buffalo Forge Co. 81/06/10. 2pp. 08952:020. 


->8107020341 Advises that facility should be deleted from 810610 Part 21 
rept re missile penetration analysis. 

JORGENSEN, R. Buffalo Forge Co. 81/06/11. Ip. 08952:030. 


8107020306 Part 21 rept re potential problem w/overcurrent relays 
ITE-50H Sc ITE-50D series produced from 1976 to Oct 1980. 

Relays may not drop out upon reduction in current. Company 
taking steps to notify relay users. 

DUVALL, D. D. Brown Boveri Corp. (subs. Brown Boveri & Co., Ltd. ). 
81/06/16. 3pp. 08935:340. 


8107240177 Second interim deficiency rept, originally reported on 
801029, re failure of Westinghouse motor-operated gate valves 
to fully close. Final rept will be submitted when mod details 
are complete. 

UOOUEVER, E. J. Duquesne Light Co. 81/07/13. 6pp. 09139:191. 


8107100320 Forwards Page 2-11 to NUREG, chang ing implementing schedule 
for submission Sc evaluation of upgraded emergency plans per 
Generic Ltr 81-25. 

EISENHUT, D. G. Division of Licensing. 81/06/13. 4pp. 08996:358. 


8107070318 Forwards security Sc safeguards contingency plans. Plans 
withheld (ref 10CFR2. 790). 

PARKER, W. 0. Duke Power Co. 81/06/30. Ip. 08940:221. 


8107290002 Generic Ltr 81-27: requests that all emergency plans & 
implementing procedures be submitted w/pages marked to 
reflect privacy Sc proprietary mat 1. Info to be deleted from 
previous documents should be requested by 810731. 

EI8ENHUT, D. G. Division of Licensing. 81/07/09. Spp. 09189:059. 


8107300206 Requests confirmation by 820609 that prompt notification sys 
will be installed including schedule for instal lation, sys 
description 8c description of possible problems hindering 
imp lementation. 

TEDE8C0, R. L. Assistant Director for Licensing. 81/07/23. 2pp. 

09208: 212. 


G. Adjudicatory correspondence 


DOCKET 50-413 CATAWBA NUCLEAR STATION, UNIT 1 
A. Application/construction stage documents 8c correspondence 


8107070070 Forwards FR notice of receipt of application for OLsj notice 
of availability of util environ repti notice of consideration 
of issuance of OL Sc notice of opportunity for hearing. 

ADENSAM, E. 0. Operating Reactors Branch 4. 81/06/12. 2pp. 

08943: 151. 


—8107070075 Notice of receipt of application for OLs, notice of 
availability of util environ rept, notice of consideration 
of issuance of OL Sc notice of opportunity for hearing. 
ADEN8AM, E. 0. Operating Reactor* Branch 4. 81/06/12. 8pp. 

08963: 153. 


8107070070 Forwards FR notice of receipt of application for OLsj notice 
of availability of util environ rept* notice of consideration 
of issuance of OL Sc notice of opportunity for hearing. 

ADENSAM, E. G. Operating Reactors Branch 4. 81/06/12. 2pp. 

08963: 151. 


—8107070075 Notice of receipt of application for OLs, notice of 
availability of util environ rept, notice of consideration 
of issuance of OL Sc notice of opportunity for hearing. 
ADENSAM, E. 0. Operating Reactors Branch 4. 81/06/12. 8pp. 

00963: 153. 


8107090291 Answer that petitioners do not object to NRC 810629 motion 
for leave to defer response to 810622 petition until 810731. 
Certificate of Svc end. 

REYNOLDS, N. S. Commonwealth Edison Co. 81/07/07. 3pp. 08984:117. 


8107040044 Submits interim review of Westinghouse owners group 
submittal for TMI Action Plan Item I.C. 1 re guidance for 
evaluation Sc development of procedures for transients Sc 
accidents. NRC 810528 request for addl info end. 

ADENSAM, E. 0. Division of Licensing. 81/06/17. 2pp. 08957:019. 


8107150286 Requests that NRC notify N Reynolds that 810622 petition 
for extension of deadline for compliance w/CLI-80-21 hes 
been retitled. Svc should be made of all subsequent papars on 
parties to proceeding, including UCS. 

WE 1 96, E. R. Harmon Sc Weiss. 81/07/10. Spp. 09025:156. 


8107080156 Forward* application fees in response to NRC 810612 ltr. 
PARKER, W. Q. Duke Power Co. 81/06/26. 2pp. 08962:081. 


8107310055 Generic Ltr 81-23A to all licensees Sc CP holders, advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation, per Generic Ltr 01-23, are unnecessary. 

EI8ENHUT, D, 0. Division of Licensing. 81/07/06. 6pp. 09222:215. 


8107170320 Notification of 810721 meeting w/utll in Bethesda,MD to 
discuss radiological consequences of liquid pathway release 
from postulated core melt accident. 

JABBOUR, K, N. Licensing Branch 4. 81/07/14. 2pp. 09067:345. 


8107210283 Forwards response to 810526 ltr re conclusions of roactor 
safety study methodology applications program evaluation of 
8equoyeh Unit 1. Supports use of probabilistic analysis as 
aid in evaluating level of safoty. 

PARKER, W.O. Duke Powar Co. 81/07/19. 3pp. 09102:032. 


8107280338 Petition to intervene 8c request for hearing. Affidavits, 
notice of appearance Sc Certificate of Svc end. 

GUILD, R. Palmetto Alliance. GUILD, R. Guild. R. 81/07/22. 23pp. 

09173: 002. 


Q. Inspection reports, IE Bulletins it correspondence 


8107150277 Forwards IE Circular 81-06, "Potential Deficiency Affecting 
Certain Foxboro 10 to 50 Milliampore Transmitters. " No 
written response required. 

O'REILLY, J. P. Region 2, Atlanta, Offico of the Director (81/03/01). 
81/04/14. Ip. 09033:333. 


8107080363 Forwards IE Insp Repts 50-413/81-09 Sc 50-414/81-09 on 
810519-22. No noneomplianc* noted. 

LEWIS, R. C. Division of Resident it Reactor Project Inspection. 
81/06/10. 2pp. 08972:288. 

—8107080373 IE Insp Rept 50-413/01-09 Sc 50-414/81-09 on 810519-22. No 
noncompliance noted. Major areas inspected: structural 
concrete, const status Sc previously identified items. 

HARRIS, J. R. # CONLON, T. E. Engineering Inspection Branch. 81/06/09. 
Spp. 08972:290. 
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8107080344 Forwards IE Insp Rtpts 50-413/81-11 S< 50-414/81-11 on 
810426-0525. No noncompliance noted. 

KELLOGG, P. J. Division of Resident & Reactor Project Inspection. 
81/06/15. 2pp. 08972:099. 


—8107080356 IE Insp Repts 50-413/B1-11 Sc 50-414/81-11 on 810426-0525. No 
noncompliance noted. Major areas inspected : RCPB piping 
containment concrete Sc reactor vessel internals. 

Vi on DOORN, P. K. , BRYANT, J. C. Division of Resident Sc Reactor Project 
Inspection. 81/06/11. Bpp. 08972:101. 


8107240162 Ack receipt of IE Insp Repts 50-413/81-09 Sc 50-414/81-09. No 
proprietary info. 

PARKER, W. 0. Duke Power Co. 81/07/01. Ip. 09137:040. 


8107240513 Ack receipt of 810625 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-413/81-02 & 
50-414/81-02. 

KELLOGG, P . J. Reactor Project Branch 2. 81/07/01. Ip. 09138:357. 


— 8107240518 Forwards response to NRC 810410 ltr re violations noted in 
IE Insp Repts 50-413/81-02 Sc 50-414/B1-02. Correct ive 
actions: new block installed on volt switchgear breaker. 

Review conducted of sliding base support requirements. 

PARKER, W. 0. Duke Power Co. 81/06/25. 8pp. 09138:358. 


8107240538 Ack receipt of 810527 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-413/81-05 & 
50-414/81-05. 

LEWIS, R. C. Division of Resident Sc Reactor Project Inspection. 
81/07/01. Ip. 09139:151. 


— 8107240547 Suppls 810504 response to NRC 810410 ltr re violations noted 
in IE Insp Repts 50-413/81-05 Sc 50-414/81-05. Corrective 
. actions: util will train all QC welding inspectors in proper 
requirements to inspect weld cavity geometries. 

PARKER, W.O. Duke Power Co. 81/05/27. 2pp. 09139:152. 


— 8107240550 Responds to NRC 810410 ltr re violations noted in IE Insp 
Repts 50-413/81-05 Sc 50-414/81-05. Correct ive actions: util 
regards present program sufficient re purging weld repairs. 

PARKER, W.O. Duke Power Co. 81/05/04. 5pp. 09139:154. 


—8107240554 Forwards IE Insp Repts 50-413/81-05 Sc 50-414/81-05 on 
810317-20 & notice of violation. 

LEWIS, R. C. Division of Resident & Reactor Project Inspection. 
81/04/10. 2pp. 09139:159. 


>8107240555 Notice of violation from insp on 810317-20. 

* Division of Resident & Reactor Project Inspection. 81/04/10. 
2pp. 09139:161. 


—8107240559 IE Insp Repts 50-413/81-05 Sc 50-414/81-05 on 810317-20. 
Noncompliance noted: inadequate measures of control welding 
it failure to follow bead width procedure requirements. 
KLEXNSORGE, W. P. , HERDT » A. R. Engineering Inspection Branch. 
81/04/07. 8pp. 09139: 163. 


8107240456 Ack receipt of 810612 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-413/81-08 & 
50-414/81-08. 

KELLOGG, P. J. Reactor Project Branch 2. 81/07/06. Ip. 09148:176. 


— 8107240467 Responds to NRC 810520 ltr re violations noted in IE Insp 
Repts 50-413/81-08 * 50-414/81-08. Corrective actions: 
procedure established to provide piping clearance guidelines 
Sc sys thermal expansion test added. 

PARKER, W.O. Duke Power Co. 81/06/12. 3pp. 09148:177. 


—8107240477 Forwards IE Insp Repts 50-413/81-08 it 50-414/81-08 on 
810326-0425 & notice of violation. 

LEWIS, R. C. Division of Resident St Reactor Project Inspection. 
81/05/20. 2pp. 09148:180. 


—8107240403 Notice of violation from insp on 810326-0425. 

* Region 2, Atlanta, Office of the Director <81/03/01). 81/05/20. 

2pp. 09148: 182. 


—8107240582 IE Insp Repts 50-413/81-08 it 50-414/81-08 on 810326-0425. 
Noncompliance noted: failure to provide procedures to control $ 
clearance between piping sys/eompontnt* it control storage 
Sc protection of flow sections to prevent deterioration. 

VANDOQRN, P. K. , BRYANT, J. C. Division of Resident St Reactor Project 
Inspection. 81/05/20. 8pp. 09148:184. 


8107240430 Ack receipt of IE Insp Repts 50-413/81-11 St 50-414/81-11. No 
proprietary info, 

PARKER, W, 0. Duke Power Co. 81/07/08, lp. 


8107240503 Forwards response to IE Bulletin 81-03, "Flow Blockage of 
Cooling Water to Safety Sys Components by Corbicula Sp 
(Asiatic Clam) St Mytilus Sp (Mussel). 11 ' 

PARKER, W.O. Duke Power Co. 81/07/08. 4pp. 09142:136. 


8107270011 Forwards IE Circular 81-09, "Containment Effluent Water 
That Bypasses Radioactivity Monitor. " Licensee action is 
required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director (81/03/01). 
81/07/10. ip. 09156:286. 


— 8107270026 Forwards IE Circular 81-09, "Containment Effluent Water That 
Bypasses Radioactivity Monitor. " Review St corrective action 
expected before plant 1 icensing. List of recently issued IE 
circulars end. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director 
(81/03/01). 81/07/10. 4pp. 09156:287. 


8107240284 Forwards IE Info Notice 81-20, "Test Failures of Electrical 
Penetration Assemblies. " No licensee action or response is 
required. 

0 'REILLY, J. P. Region 2, Atlanta, Office of the Director (81/03/01). 
81/07/13. 4pp. 09148: 196. 


8107240423 Ack receipt of 810601 ltr informing NRC of steps taken to 
correct violation noted in IE Insp Repts 50-413/80-17 it 
50-414/80-17. 

LEWIS, R. C. Division of Resident St Reactor Project Inspection. 
81/07/16. lp. 09138:314. 


—8107240429 Responds to NRC ltr re violations noted in IE Insp Repts 
50-413/80-17 S< 50-414/80-17. Corrective actions: welding 
inspectors retrained per welding program process Spec 
L-200 St all repairs made. 

PARKER, W.O. Duke Power Co. 81/06/01. 2pp. 09138:315. 


8. Reportable occurrences, LERs St related correspondence 


8106010419 Part 21 rapt re failure of GA Co instrument cable to meet 
IEEE temp requirements, initially reported on 810512. 

Defective matl was supplied by Rockbestos Corp.Each user 
should evaluate installation. User list end. 

RICKARD, C. L. General Atomic Co. (subs, of Gulf Oil Co. ). 81/05/15. 

4pp. 08663: 008. 


8107310343 Significant deficiency rept re gate valve 1KC230A failure 
during dry cycling due to valve disc becoming wedged between 
body guides, originally reported on 810602. Va Ive disc will be 
returned to Borg-Warner. 

PARKER, W.O. Duke Power Co. 81/07/01. 2pp. 09219:173. 


8107310319 Significant Deficiency Rept 8D 413/81-12 re radiographic 
film for reactor vessel control rod drive mechanism housing 
welds, Initially reported on 810603. Westinghouse is 
continuing technical evaluation of radiographic technique. 

PARKER, W.O. Duke Power Co. 81/07/02. 2pp. 09220:071. 


8107210308 Significant Deficiency Rept 8D 413/81-13, initially reported 
on 810611, re linear indication in base metal on carbon steel 
pipe. Cause unknown. Reassessment of insp programs will be 
conducted. 

PARKER, W.O. Duke Power Co. 81/07/10. 3pp. 09102:144. 


DOCKET 50-414 CATAWBA NUCLEAR 8TATX0N, UNIT 2 
A. Application/construction stage documents Sc correspondence 


8107070070 Forwards FR notice of receipt of application for OLs) notice 
of availability of util environ rept) notice of consideration 
of issuance of OL Sc notice of opportunity for hearing. 

ADENBAM, E. 0. Operating Reactors Branch 4. 81/06/12. 2pp. 

08963: 151. 


— 8107070075 Notice of receipt of application for OLs, notica of 
availability of util environ rept, notice of consideration 
of issuance of OL Sc notice of opportunity for hearing: 
ADENSAM, E, 0. Operating Reactors Branch 4. 81/06/12. Bpp. 

08963: 153. 


8107060044 Submits interim review of Westinghouse owners group 
submittal for TMI Action Plan Item 1. C. 1 re guidance for 
evaluation Sc development of procedures for transients Sc 
accidents. NRC 810528 request for addl info end. 

ADENBAM, E. G. Division of Licensing. 81/06/17. 2pp. 08957:019. 


8107080156 Forwards application fees in response to NRC 810612 ltr. 
PARKER, W.O. Duke Power Co. 81/06/26. 2pp. 08962:081. 


09139: 179. 
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8107310055 Generic Ltr 81-23A to all licensees & CP holders. advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation. per Generic Ltr 81-23. are unnecessary. 

EISENHUT. D. G. Division of Licensing. 81/07/06. 6pp. 09222:215. 


8107170320 Notification of 810721 meeting w/u til in Bethesda.MD to 
discuss radiological consequences of liquid pathway release 
f rom postu lated core melt accident. 

JABBOUR. K. N. Licensing Branch 4. 81/07/14. 2pp. 09067:345. 


8107210283 Forwards response to 810526 ltr re conclusions of reactor 
safety study methodology applications program evaluation of 
Sequoyah Unit 1. Supports use of probabilistic analysis as 
aid in evaluating level of safety. 

PARKER. W. 0. Duke Power Co. 81/07/15. 3pp. 09102:032. 


C. Utility Environmental Report (ER). amends & correspondence 


8107070070 Forwards FR notice of receipt of application for OLsi notice 
of availability of util environ rept;notice of consideration 
of issuance of OL & notice of opportunity for hearing. 

ADEN3AM, E. G. Operating Reactors Branch 4. 81/06/12. 2pp. 

08963: 151. 


— 8107070075 Notice of receipt of application for OLs, notice of 
availability of util environ rept. notice of consideration 
of issuance of OL & notice of opportunity for hearing. 
ADENSAM, E. G. Operating Reactors Branch 4. 81/06/12. 8pp. 

08963: 153. 


F. Security, medical, emergency & fire protection plans 


8107100320 Forwards Page 2-11 to NUREG. chang ing implementing schedule 
for submission Sc evaluation of upgraded emergency plans per 
Generic Ltr 81-25. 

EISENHUT. D. G. Division of Licensing. 81/06/13. 4pp. 08996:358. 


8107070318 Forwards security it safeguards contingency plans. Plans 
withheld (ref 10CFR2. 790). 

PARKER. W. 0. Duke Power Co. 81/06/30. Ip. 08940:221. 


8107290002 Generic Ltr 81-27: requests that all emergency plans Sc 
implementing procedures be submitted w/pages marked to 
reflect privacy Sc proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT. D. G. Division of Licensing. 81/07/09. 5pp. 09189:059. 


8107300206 Requests confirmation by 820609 that prompt notification sys 
will be installed including schedule for instal lat ion. sys 
description Sc description of possible problems hindering 
imp lemen ta ti on . 

TEDEBCO, R. L. Assistant Director for Licensing. 81/07/23. 2pp. 

09208: 212. 


0. Adjudicatory correspondence 


8107070070 Forwards FR notice of receipt of application for OLsj notice 
of availability of util environ reptj notice of consideration 
of issuance of OL it notice of opportunity for hearing. 

ADENSAM. E.G. Operating Reactors Branch 4. 81/06/12. 2pp. 

08963: 151. 


— 8107070075 Notice of receipt of application for OLs* notice of 
availability of util environ rept. notice of consideration 
of issuance of OL Sc notice of opportunity for hearing. 
ADENSAM. E. G. Operating Reactors Branch 4. 81/06/12. 8pp. 

08963: 153. 


8107090291 Answer that petitioners do not object to NRC 810629 motion 
for leave to defer response to 810622 petition until 810731. 
Certificate of Svc end. 

REYNOLDS. N. S. Commonwealth Edison Co. 81/07/07. 3pp. 08984:117. 


8107150286 Requests that NRC notify N Reynolds that 810622 petition 
for extension of deadline for compliance ui/CLI-80-21 has 
been retitled. Svc should be made of all. subsequent papers on 
parties to proceeding* including UCS. 

WEISS. E. R. Harmon Sc Weiss. 81/07/10. 3pp. 09025:156. 


8107280338 Petition to intervene Sc request for hearing. Affidavits, 
notice of appearance Sc Certificate of Svc end. 

GUILD. R. Palmetto Alliance. GUILD. R. Guild. R. 81/07/22. 23pp. 

09173: 082. 


Q. Inspection reports. IE Bulletins Sc correspondence 


8107150277 Forwards IE Circular 81-06* "Potential Deficiency Affecting 
Certain Foxboro 10 to 50 Milliampere Transmitters. " No 
written response required. 

0 'REILLY. J. P. Region 2. Atlanta. Office of the Director (81/03/01). 
81/04/14. Ip. 09033:333. 


8107080363 Forwards IE Insp Repts 50-413/81-09 S< 50-414/81-09 on 
810519-22. No noncompliance noted. 

LEWIS. R. C. Division of Resident Sc Reactor Project Inspection. 
81/06/10. 2pp. 08972:288. 

—8107080373 IE Insp Rept 50-413/81-09 Sc 50-414/81-09 on 810519-22. No 
noncompliance noted. Major areas inspected : structural 
concrete, const status S< previously identified items. 

HARRIS. J. R. . CONLON. T. E. Engineering Inspection Branch. 81/06/09. 
3pp. 08972:290. 


8107080344 Forwards IE Insp Repts 50-413/81-11 Sc 50-414/81-11 on 
010426-0525. No noncompliance noted. 

KELLOGG, P. J. Division of Resident S< Reactor Project Inspection. 
01/06/15. 2pp. 08972:099. 


—8107080356 IE Insp Repts 50-413/81-11 Sc 50-414/81-11 on 810426-0525. No 
noncompliance noted. Major areas inspected : RCPB piping 
containment concrete Sc reactor vessel internals. 

VAN DOORN.P.K. . BRYANT, J. C. Division of Resident & Reactor Project 
Inspection. 81/06/11. 8pp. 08972:101. 


8107240162 Ack receipt of IE Insp Repts 50-413/81-09 Sc 50-414/81-09. No 
proprietary info. 

PARKER, W. 0. Duke Power Co. 81/07/01. Ip. 09137:040. 


8107240513 Ack receipt of 810625 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-413/81-02 Sc 
50-414/81-02. 

KELLOGG, P. J. Reactor Project Branch 2. Bl/07/01. Ip. 09138:357. 


— 8107240518 Forwards response to NRC 810410 ltr re violations noted in 
IE Insp Repts 50-413/81-02 it 50-414/81-02. Corrective 
actions: new block installed on volt switchgear breaker. 

Review conducted of sliding base support requirements. 

PARKER, W.O. Duke Power Co. 81/06/25. 8pp. 09138:358. 


8107240538 Ack receipt of 810527 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-413/81-05 Sc 
50-414/81-05. 

LEWIS, R. C. Division of Resident St Reactor Project Inspection. 
81/07/01. Ip. 09139:151. 


— 8107240547 Supplf 810504 response to NRC 810410 ltr re violations noted 
in IE Insp Repts 50-413/81-05 S< 50-414/81-05. Corrective 
actions: util will train all QC welding inspectors in proper 
requirements to inspect weld cavity geometries. 

PARKER, W. 0. Duke Power Co. 81/05/27. 2pp. 09139:152. 


— 8107240550 Responds to NRC 810410 ltr re violations noted in IE Insp 
Repts 50-413/81-05 Sc 50-414/81-05. Corrective actions: util 
regards present program sufficient re purging weld repairs. 

PARKER, W.O. Duke Power Co. 81/05/04. 5pp. 09139:154. 


—8107240554 Forwards IE Insp Repts 50-413/81-05 it 50-414/81-05 on 
810317-20 Sc notice of violation. 

LEWIS, R. C. Division of Resident 8< Reactor Project Inspection. 
81/04/10. 2pp. 09139:159. 


■8107240555 Notice of violation from insp on 810317-20. 

* Division of Resident Sc Reactor Project Inspection. 81/04/10. 
2pp. 09139:161. 


—8107240559 IE Insp Repts 50-413/81-05 Sc 50-414/81-05 on 810317-20. 
Noncompliance noted: inadequate measures of control welding 
Sc failure to follow bead width procedure requirements. 
KLEIN80RGE, W. P. , HERDT, A. R. Engineering Inspection Branch. 
81/04/07, 8pp. 09139:163. 


8107240456 Ack receipt of 810612 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-413/81-08 Sc 
50-414/81-08. 

KELLOGG, P. J. Reactor Project Branch 2. 81/07/06. Ip. 09148:176. 


— 8107240467 Responds to NRC 010520 ltr re violations noted in IE Insp 
Repts 50-413/81-08 Sc 50-414/81-08. Corrective actions: 
procedure established to provide piping clearance guidelines 
Sc sys thermal expansion test added. 

PARKER, W. 0. Duke Power Co. 81/06/12. 3pp. 09148:177. 
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— 8107240477 Forwards IE Insp Repts 50-413/81-08 St 50-414/81-0B on 
810326-0425 & notice of violation. 

LEWIS* R. C. Division of Resident St Reactor Project Inspection. 
81/05/20. 2pp. 09148: ISO. 


— 8107240483 Notice of violation from insp on 810326-0425. 

* Region 2, Atlanta, Office of the Director (81/03/01). 81/05/20. 

2pp. 09148: 1B2. 


— 8107240582 IE Insp Repts 50-413/81-08 St 50-414/81-08 on 810326-0425. 
Noncompliance noted : fai lure to provide procedures to control 
clearance between piping sys/components St control storage 
& protection of flow sections to prevent deterioration. 

VANDOORN, P. K. , BRYANT, J. C. Division of Resident St Reactor Project 
Inspection. 81/05/20. 8pp. 09148:184. 


8107240430 Ack receipt of IE Insp Repts 50-413/81-11 it 50-414/81-1 1. No 
proprietary info. 

PARKER, W. O. Duke Power Co. 81/07/08. Ip, 09139:179. 


8107240503 Forwards response to IE Bulletin 81-03, "Flow Blockage of 
Cooling Mater to Safety Sys Components by Corbicula Sp 
(Asiatic Clam) St Mytilus Sp (Mussel)." 

PARKER, W. O. Duke Power Co. 81/07/08. 4pp. 09142:136. 


8107270011 Forwards IE Circular 81-09, "Containment Effluent Water 
That Bypasses Radioactivity Monitor. “ Licensee action is 
required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director (81/03/01). 
81/07/10. Ip. 09156:286. 


— 8107270026 Forwards IE Circular 81-09, "Containment Effluent Water That 
Bypasses Radioactivity Monitor. " Review it corrective action 
expected before plant licensing. List of recently issued IE 
circulars end. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director 
(81/03/01). 81/07/10. 4pp. 09156:287. 


8107240284 Forwards IE Info Notice 81-20, "Test Failures of Electrical 
Penetration Assemblies. " No licensee action or response is 
required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director (81/03/01). 
81/07/13. 4pp. 09148:196. 


8107240423 Ack receipt of 810601 ltr informing NRC of steps taken to 
correct violation noted in IE Insp Repts 30-413/80-17 & 
50-414/80-17. 

LEWIS, R. C. Division of Resident & Reactor Project Inspection. 
81/07/16. Ip. 09138:314. 


— 8107240429 Responds to NRC ltr re violations noted in IE Insp Repts 
50-413/80-17 it 50-414/80-17. Corrective actions: welding 
inspectors retrained per welding program process Spec 
L-200 & all repairs made. 

PARKER, W. 0. Duke Power Co. 81/06/01. 2pp. 09138:315. 


S. Reportable occurrences, LERs & related correspondence 


8106010419 Part 21 rept re failure of GA Co instrument cable to meet 
IEEE temp requirements, initially reported on 810512. 

Defective matl was supplied by Rockbestos Corp. Each user 
should evaluate installation. User list end. 

RICKARD, C. L. General Atomic Co. (subs, of Gulf Oil Co. ). 81/05/15. 

4pp. 08663:008. 


8107310343 Significant deficiency rept re gate valve 1KC230A failure 
during dry cycling due to valve disc becoming wedged between 
body guides, originally reported on 810602. Valve disc will be 
returned to Borg— Warner. 

PARKER, W. 0. Duke Power Co. 81/07/01. 2pp. 09219:173. 


DOCKET 50-416 GRAND GULF NUCLEAR STATION, UNIT 1 


A. Application/construction stage documents & correspondence 


8107020167 Notification of 810701 meeting w/util in Bethesda,MD to 
discuss aspects of unresolved safety issues review. 

MARTORE, U. A. Licensing Branch 2. 81/06/22. 3pp. 08920:318. 


8107010209 Forwards marked-up revised STS, or ig inal 1 y submitted 
801215. Requests NRC review schedule & need for addl 
. clarification, Revised STS available in Central Files only. 

DALE L. F. Mississippi Power 8e Light Co. 81/06/26. Ip. 08914:308. 

* 

8107080399 Forwards marked-up response to NRC Question 320. 21 re 
handling of radwaste laundry. Info will be incorporated into 
F8AR Amend 50, 

DALE L. F. Mississippi Power it Light Co. 81/06/29. 


8107070401 Forwards "Response to NUREG-0588, " Vols 1-4, re environ 
qualification of safety-related electrical equipment. 

DALEL. F. Mississippi Power & Light Co. 81/07/01. 1220pp. 

08943: 134. 


8107080396 Forwards addl info requested by NRC re design of hydrogen 
igniter sys. Aperture cards are available in PDR. 

DALEL. F. Mississippi Power & Light Co. 81/07/01. 3pp. 08974:165. 


8107310055 Generic Ltr 81-23A to all licensees It CP holders, advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation, per Generic Ltr 81-23, are unnecessary. 

EISENHUT, D. G. Division of Licensing. 81/07/06. 6pp. 09222:215. 


8107140707 Forwards seismic qualification review team summary forms, in 
response to NRC 810707 telecopy request to Bechtel. 

DALEL. F. Mississippi Power it Light Co. 81/07/07. 500pp. 

09015: 299. 


8107210151 Notification of 810716 meeting w/util in Bethesda, MD to 
discuss control room design review/audit rept. 

HOUSTON, M. D. Licensing Branch 2. 81/07/09. 2pp. 09107:272. 


8107160035 Forwards std order for DOE work: “Review of Grand Gulf 
Hydrogen Igniter Sys. 11 

MATTSON, R. J. Division of Systems Integration. FIN A-1308-1. 
81/07/13. 2pp. 09147: 123. 


—8107160037 Std order for DOE work: "Review of Grand Gulf Hydrogen 
Igniter Sys, " issued to SANL. 

GRENIER, B.L. Technical Support Branch. FIN A-l 300-1. 81/07/10. 

5pp. 09147:125. 


8107200066 Notification of 810803-07 meeting w/util at site to audit 
environ qualification of equipment. 

HOUSTON, M. D. Licensing Branch 2. 81/07/13. 3pp. 09079:123. 


8107160405 Forwards Amend 49 to application for OL consisting of Amend 
49 to FSAR. 

MCGAUGHY, J. P. Mississippi Power it Light Co. 81/07/15. Ip. 
09036:001. 


—8107160412 Amend 49 to application for OL, consisting of responses to 
NRC questions it miscellaneous refinements of design info. 

MCGAUGHY, J. P. Mississippi Power & Light Co. 81/07/23. 2pp. 

09036: 002. 


8107220452 Notification of 810722 meeting w/Merk III BWR owners group 
to discuss hydrogen control. 

HOUSTON, M. D. Licensing Branch 2. 81/07/16. 4pp. 09134:324. 


8107280189 Forwards proposed FSAR changes in response to NRC questions. 
Changes will be incorporated into forthcoming FSAR Amend 50. 

DALEL. F. Mississippi Power & Light Co. 81/07/20. 15pp. 

09169: 093. 


8107280219 Advises of intent to comply w/requirements of Revision 2 to 
Reg Guide 1. 97, "Instrumentation for Light Meter Cooled 
Nuclear Power Plants to Assess Plant Environs Conditions 
During fc Following Accident," by Uune 1983. 

DALE L. F. Mississippi Power it Light Co. 81/07/21. 2pp. 09171:343. 


0107280252 Provides results of preliminary review of generic BWR 
safety /rel ief valve test program, in response to NUREG-0737, 

Item II. D. 1. Tested valve satisfies acceptance criteria for 
operability. 

DALE L. F. Mississippi Power it Light Co. 81/07/21. 2pp. 09178:136. 


8107310124 Advises that schedule for resolution of hydrodynamic LOCA 
loads for Mark III structures will seriously impact facility 
licensing schedule. Schedule should be accelerated. 

TEDEBCO, R. Assistant Director for Licensing. 81/07/23. Ip. 

09222: 267. 


8107290182 Forwards response to NRC request for addl info re FSAR. 
Proposed changes will be incorporated into next FSAR amend. 

DALE L. F. Mississippi Power 8c Light Co. 81/07/24. 53pp. 

09185:250. 


8107310083 Forwards review schedule for generic LOCA-related pool 
dynamic load definition for Mark III containments. 

Accelerated review urged. 

TEDEBCO, R. L. Assistant Director for Licensing. 81/07/28. 3pp. 
09222:298. 


6pp. 


08973: 199. 
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D. NRC Draft/Final Environmental Statements, suppls 8< correspondence 


8107140644 Comments on facility DES. Rept adequately evaluates Impacts 
of operational aspects re matters of Corps of Engineers 
jurisdiction by law or special expertise. 

COLLINS# S. P. Army* Dept, of# Corps of Engineers. 81/07/09. Ip. 
09015: 269. 


8107300139 Forwards comments on DES for facilities. NRC should expand 
discussion on operation of radwaste treatment sys in FES. 

Areas of concern expanded in end technical comments. 

HAGAN# v/.E. Environmental Protection Agency. 81/07/22. 2pp. 
09195:025. 


8107280053 Forwards comments on NUREG-0777# "DES Re Operation of Grand 
Gulf Nuclear Station# Units 1 8c 2. " 

DALE# L. F. Mississippi Power 8c Light Co. 81/07/24. 11pp. 

09170:317. 


8107290042 Ack receipt of DES. Evaluation of severe accidents noted on 
Page 5-34 assumed that Ml River downstream from Grand Gulf 
site supplies no municipal users. Statement ignores New 
Orleans. 

BLANCHARD# B. Interior# Dept, of . 81/07/24. Ip. 09184:264. 


F. Security# medical# emergency 8c fire protection plans 


8107100320 Forwards Page 2-11 to NUREG# chang ing implementing schedule 
for submission & evaluation of upgraded emergency plans per 
Generic Ltr 81-25. 

EISENHUT, D. G. Division of Licensing. 81/06/13. 4pp. 08996:358. 


8107210284 Responds to Generic Ltr 81-04 re emergency procedures 8c 
training for station blackouts. Discusses util assessment of 
problems & procedures it / or training programs to resolve 
problems. 

DALE# L. F. Mississippi Power it Light Co. 81/07/07. 3pp. 09102:035. 


8107290002 Generic Ltr 81-27: requests that all emergency plans & 
implementing procedures be submitted w/pages marked to 
reflect privacy it proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT# D. G. Division of Licensing. 81/07/09. 5pp. 09189:059. 


8107310274 Forwards revised pages of it responses to NRC questions re 
security training 8c qualification plan. Pages withheld 
(ref 10CFR2. 790). 

DALBL. F. Mississippi Power it Light Co. 81/07/24. Ip. 09218:279. 


Q. Adjudicatory correspondence 


8107090291 Answer that petitioners do not object to NRC 810629 motion 
for leave to defer response to 810622 petition until 810731. 
Certificate of Svc end. 

REYNOLDS# N. S. Commonwealth Edison Co. 81/07/07. 3pp. 08984:117. 


8107150286 Requests that NRC notify N Reynolds that B10622 petition 
for extension of deadline for compliance w/CLI-80-21 has 
been retitled. Svc should be made of all subsequent papers on 
parties to proceeding# including UC8. 

UE1S8# E. R. Harmon it Weiss. 81/07/10. 3pp. 09025:156. 


H. General correspondence 


B107210345 Requests that DC Gibbs# vice president# be added to NRC 
distribution list. 

DALBL. F. Mississippi Power it Light Co. 81/07/15. Ip. 09102:322. 


I. Financial information 


8107230230 Forwards responses to Util Finance Branch questions# per 
NRC 810526 request. Responses will be incorpoated in Aug 1981 
F8AR amend. Middle South Utils Inc it South MS Electric Power 
Association Annual Financial Rept for 1980 encl. 

8TAMPLEY# N. L. Mississippi Power it Light Co. 81/07/17. 15pp. 

09130: 012. 


—8107230231 Annual Financial Rept 19B0. 

* Middle South Utilities# Inc. 81/07/17. 59pp. 09130:217. 


—8107230233 Annual Financial Rept 1980. 

* South Mississippi Electric Power Association. 81/07/17. 29pp. 

09130:261. 


K. Utility Final Safety Analysis Report < FSAR ) it amends 


8107160405 Forwards Amend 49 to application for OL consisting of Amend 
49 to FSAR. 

MCGAUGHY, J. P. Mississippi Power it Light Co. 81/07/15. Ip. 
09036:001. 


— 8107160412 Amend 49 to application for OL# consisting of responses to 
NRC questions & miscellaneous refinements of design info. 

MCGAUGHY , J.P. Mississippi Power 8c Light Co. 81/07/23. 2pp. 

09036: 002. 


8107280309 Forwards revised F8AR Section 7. 5. 1. 3# clarifying 
administrative controls re infrequently operated valves 
which could impair engineered safety feature performance# in 
response to NRC concerns raised at 810609 8< 10 meeting. 

DALE# L. F. Mississippi Power 8c Light Co. 81/07/20. 3pp. 09173:065. 


8107280215 Forwards affidavit for svc of distribution of Amend 49 to 
FSAR. 

DALE# L. F. Mississippi Power 8c Light Co. 81/07/21. 2pp. 09171:334. 


G. Inspection reports# IE Bulletins 8c correspondence 


8107150277 Forwards IE Circular 81-06# "Potential Deficiency Affecting 
Certain Foxboro 10 to 50 Milliampere Transmitters. " No 
written response required. 

O'REILLY, J. P. Region 2# Atlanta. Office of the Director (81/03/01). 
81/04/14. Ip. 09033:333. 


8107080364 Forwards IE Insp Repts 50-416/81-12 8c 50-417/81-07 on 
8 1 0428-050 1 . No noncompliance noted. 

LEWIS# R. C. Division of Resident 8c Reactor Project Inspection. 
81/05/29. 2pp. 08973:060. 


—8107080374 IE Insp Repts 50-416/81-12 8c 50-417/81-07 on 810428-0501. No 
noncompliance noted. Major areas inspected: licensee action on 
previous insp findings# procurement# receiving insp 8c storage# 
licensee identified items 8c QA insp of instrumentation. 

WRIGHT. R., MER R I WEATHER # N. # UPRIGHT# C. Engineering Inspection 
Branch. 81/05/26. 9pp. 08973:062. 


8107080340 Forwards IE Insp Rept 50-416/81-11 on 810505-08 8c 27. No 
noncompliance noted. 

LEWIS# R. C. Division of Resident 8c Reactor Project Inspection. 
81/06/09. 2pp. 08972:119. 


— 8107080350 IE Insp Rept 50-416/81-11 on 810505-08 8c 27. No noncompliance 
noted. Major areas inspected: review of program# ultrasonic/ 
liquid penetrant exams# review of GA records 8c licensee audit 
repts. 

ZAJACj L. D. # HERDT. A. R. Engineering Inspection Branch. 81/06/08. 

7pp. 08972: 121. 


8107080536 Forwards IE Insp Rept 50-416/81-14 on B10506-13. No 
noncompliance noted. 

LEWIS# R. C. Division Of Resident 8c Reactor Project Inspection. 
81/06/11. 2pp. 08974:082. 


—8107080540 IE Insp Rept 50-416/81-14 on 810506-13. No noncompliance 
noted. Major areas inspected: preoperational testing 8< sys 
run-in observations. 

GARNER, L.W.# CANTRELL# F. 8. Division of Resident 8c Reactor Project 
Inspection. 81/06/10. 5pp. 08974:084. 


8107240381 Responds to ZE Bulletin 80-23. No Valcor solenoid valves 
w/P/NS V70900-21-1 or V70900-21-3 installed or planned for 
use at facility. No addl action planned. Approx 20 manhours 
expended in response preparation. 

DALE# L. F. Mississippi Power 8c Light Co. 81/06/17. 2pp. 09141:185. 


8107080420 Forwards IE Safeguards Insp Rept 50-416/81-19 on 910527-29. 
No noneompllance noted. Major areas inspected: physical 
security program including exams of procedures 8c 
representative records. Encl withheld (ref 10CFR2. 790). 

LEWIS# R. C. Division of Resident 8c Reactor Project Inspection. 
81/06/23. Ip. 08974:031. 


8107240421 Submits complete response to IE Bulletin 80-25. "Operating 
Problems W/Target Rock Safety Relief Valves at BMRs. " Safety 
relief valves 8c solenoid actuators mfg by Target Rock not 
utilized at facilities. Eighty manhours axptnded in review. 

MCGAUGHY# U. P. Mississippi Power 8c Light Co. 81/06/23. 6pp. 
09136:281. 


8107240459 Forwards IE Insp Rept 50-416/81-18 on 810601-05. No 
noncompliance noted. 

LEWIS# R. C. Division of Resident 8c Reactor Project Inspection. 
81/06/24. 2pp. 09143:017. 
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—8 107240466 IE 
noted. Major 
operational 
CHASE, J. W. , 
Inspection. 


Insp Rept 50-416/81-18 on 810601-05. No noncompliance 
areas inspected: safety committee activity, 
staffing & preoperational test procedure review. 
CANTRELL. F. S. Division of Resident it Reactor Project 
81/06/24. 4pp. 09143:019. 


8107310340 Final deficiency rept re GE electro switch malfunctions, 
initially reported on 800720. Deficiency not reportable 
under 10CFR50. 55(e ). 

MCGAUGHY, J. P. Mississippi Power & Light Co. 81/07/15. 5pp. 
09220: 039. 


8107240487 Forwards request for extension until 810902 for completion 
of response to IE Bulletin 81-02, "Failure of Gate Type 
Valves to Close Against Differential Pressure. “ No affected 
valves identified at facility. 

STAMPLEY. N. L. Mississippi Power & Light Co. 81/07/08. 3pp. 

09142: 142. 


8107270011 Forwards IE Circular 81-09, "Containment Effluent Water 
That Bypasses Radioactivity Monitor. " Licensee action is 
required. 

0 'REILLY, J. P. Region 2, Atlanta, Office of the Director (81/03/01). 
81/07/10. Ip. 09156:286. 


—8107270026 Forwards IE Circular 81-09, “Containment Effluent Water That 
Bypasses Radioactivity Monitor. " Review & corrective action 
expected before plant licensing. List of recently issued IE 
circulars end. 

0 'REILLY, J. P. Region 2, Atlanta, Office of the Director 
(81/03/01). 81/07/10. 4pp. 09156:287. 


8107210278 Confirms 810713 telcon w/EW Chumley requesting extension to 
allow applicant to finalize corrective actions for deviation 
noted in IE Insp Repts 50-416/80-25 it 50-417/80-15 on 
801028-31, re fire pump. Extension granted until 810814. 

REAVES, T.E. Mississippi Power Sc Light Co. 81/07/13. 2pp. 

09104: 039. 


8107240284 Forwards IE Info Notice 81-20, "Test Failures of Electrical 
Penetration Assemblies. “ No licensee action or response is 
required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director <81/03/01). 
81/07/13. 4pp. 09148: 196. 


S. Reportable occurrences, LERs St related correspondence 


8107310306 Final deficiency rept re Delaval turbocharger lubrication, 
initially reported on 810102. Mods to lubrication sys 
allowing oil to thrust bearings during engine standby mode 
initiated. Also reported per Part 21. 

MCGAUGHY, 0. P, Mississippi PoweT St Light Co. 81/05/12. 3pp. 

09219: 139. 


8107020362 Part 21 rept re inadequate circuit separation, initially 
reported on 790323. Investigation continuing, Corrective 
actions scheduled for completion by 810901. 

MCGAUGHY, J. P. Mississippi PoweT it Light Co. Bl/06/09. 4pp. 
08935:351. 


8107020456 Part 21 rept, originally reported on 800411, re ambiguous 
output readings in Rosemount Model 1151 pressure 
transmitters. Caused by design deficiency in transmitter 
electronics resulting in diaphragm shorting. 

MCGAUGHY, J. P. Mississippi Power St Light Co. 81/06/18. 5pp. 
08926: 339. 


8107020445 Part 21 rept, originally reported on 790913, re defective 
Topaz inverters mfg for GE. Cause unknown. Mod kits providing 
ceramic type capacitors to protect against line transients 
were supplied by NSSS vendor. 

MCGAUGHY, J. P. Mississippi Power Sc Light Co. 81/06/19. 6pp. 
08926: 344. 


8107310293 Status Rept 1 on deficiency re temp flex penetration bellows 
assemblies, initially reported on 810529. Vendor has been 
requested to prepare written calculations to verify min 
weld requirements for design seismic conditions. 

MCGAUGHY, J. P. Mississippi Power St Light Co. 81/06/25. 5pp. 

09219: 185. 


8107060333 First interim deficiency rept, initially reported 810527 re 
nonconforming valve closure times. Neither cause nor 
corrective actions determined. Vendor asked to investigate. 

Final rept to be submitted by Unit 1 fuel load. 

MCGAUGHY, J. P. Mississippi Power St Light Co. 81/06/26. 4pp. 

08892: 225. 


8107310113 Final deficiency rept re defects in nuclear designated 
structural steel supplied by Mills Alloys. Supplier found 
matl acceptable under provisions of ASTM A6. Condition not 
reportable per IOCFR50. 55e or 10CFR21. 

MCGAUGHY, U. P. Mississippi Power S< Light Co. 81/06/29. 4pp. 

Q091fl< 91 D 


V. Operator Examinations 


8107100200 Requests schedule for reactor operator St senior reactor 
operator written, oral St simulator exams, along w/guidance on 
method used to conduct simulator licensing exams. Requests 
timely response to maintain present training schedule. 

MCGAUGHY, J. P. Mississippi Power St Light Co. 81/07/03. 2pp. 
08993: 143. 


DOCKET 50-417 GRAND GULF NUCLEAR STATION, UNIT 2 


A. Application/construction stage documents St correspondence 


8107020167 Notification of 810701 meeting w/util in Bethesda,MD to 
discuss aspects of unresolved safety issues review. 

MARTORE, J. A. Licensing Branch 2. 81/06/22. 3pp. 08920: 31 B. 


8107080399 Forwards marked-up response to NRC Question 320. 21 re 
handling of radwaste laundry. Info will be incorporated into 
FSAR Amend 50. 

DALE, L. F. Mississippi Power it Light Co. 81/06/29. 6pp. 08973:199. 


B 107070401 Forwards "Response to NUREG-0588, " Vols 1-4, re environ 
qualification of safety-related electrical equipment. 

DALBL. F. Mississippi Power it Light Co. 81/07/01. 1220pp. 

08943: 134. 


8107080396 Forwards addl info requested by NRC re design of hydrogen 
igniter sys. Aperture cards are available in PDR. 

DALE, L. F. Mississippi Power it Light Co. 81/07/01. 3pp. 08974:165. 

8107310055 Generic Ltr 81-23A to all licensees it CP holders, advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation, per Generic Ltr 81-23, are unnecessary. 

EISENHUT, D. G. Division of Licensing. 81/07/06. 6pp. 09222:215. 


8107140707 Forwards seismic qualification review team summary forms, In 
response to NRC 810707 telecopy request to Bechtel. 

DALE.L. F. Mississippi Power it Light Co. 81/07/07. 500pp. 

09015: 299. 


8107210151 Notification of 810716 meeting w/util in Bethesda.MD to 
discuss control room design review/audit rept. 

HOUSTON, M. D. Licensing Branch 2. 81/07/09. 2pp. 09107:272. 


8107160035 Forwards std order for DOE work: "Review of Grand Gulf 
Hydrogen Igniter Sys. " 

MATTSON, R. J. Division of Systems Integration. FIN A-130B-1. 
81/07/13. 2pp. 09147:123. 


— 8107160037 Std order for DOE work: "Review of Grand Gulf Hydrogen 
Igniter Sys, " issued to SANL. 

GRENIER, B. L. Technical Support Branch. FIN A-1308-1. 81/07/10. 

5pp. 09147:125. 


8107200066 Notification of 810803-07 meeting w/util at site to audit 
environ qualification of equipment. 

HOUSTON, M. D. Licensing Branch 2. 81/07/13. 3pp. 09079:123. 


8107160405 Forwards Amend 49 to application for OL consisting of Amend 
49 to FSAR. 

MCGAUGHY, J. P. Mississippi Power * Light Co. 81/07/15. ip. 
09036:001. 


—8107160412 Amend 49 to application for OL, consisting of responses to 
NRC questions it miscellaneous refinements of design info. 

MCGAUGHY, J. P. Mississippi Power * Light Co. 81/07/23. 2pp. 

09036: 002. 


8107280189 Forwards proposed FSAR changes in response to NRC questions. 
Changes will be incorporated into forthcoming FSAR Amend 50. 

DALE, L. F. Mississippi Power & Light Co. 81/07/20. 15pp. 

09169:093. 


8107280219 Advises of intent to comply w/requirements of Revision 2 to 
Reg Guide 1.97, "Instrumentation for Light Mater Cooled 
Nuclear Power Plants to Assess Plant Environs Conditions 
During & Following Accident," by June 1983. 

DALE, L, F. Mississippi Power & Light Co. 81/07/21. 2pp. 


09171:343. 
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8107200252 Provides results of preliminary review of generic BUR 
mty/rel ief valve test program* in response to NUREG-0737, 

Item II. D. 1. Tested valve satisfies acceptance criteria for 
operability. 

DALEiL.F. Mississippi Power & Light Co. 81/07/21. 2pp. 09178:136. 


8107310124 Advises that schedule for resolution of hydrodynamic LOCA 
loads for Mark III structures will seriously impact facility 
licensing schedule. Schedule should be accelerated. 

TEDESCOiR. Assistant Director for Licensing. 81/07/23. Ip 
09222: 267. 


8107290182 Forwards response to NRC request for addl info re FSAR. 
Proposed changes will be incorporated into next FSAR amend. 
DAL&L.F. Mississippi Power Sc Light Co. 81/07/24. 53pp. 

09183:250. 


8107310083 Forwards review schedule for generic LOCA-related pool 
dynamic load definition for Mark III containments. 

Accelerated review urged. 

TEDESCO*R. L. Assistant Director for Licensing. 81/07/28. 3pp. 
09222: 298. 


D. NRC Draft/Final Environmental Statements* suppls & correspondence 


8107140644 Comments on facility DES. Rept adequately evaluates Impacts 
of operational aspects re matters of Corps of Engineers 
jurisdiction by law or special expertise. 

COLLINS, S. P. Army » Dept, of » Corps of Engineers. 81/07/09. Ip. 

09015: 269. 


8107300139 Forwards comments on DES for fac i 1 ities. NRC should expand 
discussion on operation of radwaste treatment sys in FES. 

Arsas of concern expanded in end technical comments. 

HAQAN, J. E, Environmental Protection Agency. 81/07/22. 2pp. 
09195:025. 


8107280053 Forwards comments on NURE0-0777> "DES Re Operation of Grand 
Oulf Nuclear Station. Units 1 & 2. " 

DALE. L. F. Mississippi Power & Light Co. 81/07/24. 11pp. 

09170:317. 


8107290042 Ack receipt of ?>ES. Evaluation of severe accidents noted on 
Page 5-34 assumed that MI River downstream from Grand Gulf 
site supplies no municipal users. Statement ignores New 
Orleans. 

BLANCHARD. B. Interior. Dept. of. 81/07/24. Ip. 09184:264. 


F. Security, medical, emergency & fire protection plans 


8107100320 Forwards Page 2-11 to NUREG. chang ing implementing schedule 
•for submission Sc evaluation of upgraded emergency plans per 
Generic Ltr 81-25. 

EISENHUT. D. G. Division of Licensing. 81/06/13. 4pp. 08996:358. 


8107210284 Responds to Generic Ltr 81-04 re emergency procedures & 
training for station blac kouts. Discusses util assessment of 
problems Sc procedures St/or training programs to resolve 
problems. 

DALE. L. F. Mississippi Power Sc Light Co. 81/07/07. 3pp. 09102:035. 


8107290002 Generic Ltr 81-27: requests that all emergency plans IU 
implementing procedures be submitted w/pages marked to 
reflect privacy Sc proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT. D. G. Division of Licensing. 81/07/09. 5pp. 09189:059. 


8107310274 Forwards revised pages of Sc responses to NRC questions re 
eecurity training Sc qualif ication plan. Pages withheld 
(ref 10CFR2. 790). 

DALE. L. F. Mississippi Power Sc Light Co. 81/07/24. Ip. 09218:279. 


©. Adjudicatory correspondence 


8107090291 Answer that petitioners do not object to NRC 810629 motion 
for leave to defer response to 810622 petition until 810731. 
Certificate of Sve end. 

REYNOLDS. N, 8. Commonwealth Edison Co* 81/07/07. 3pp. 08984:117. 


8107150286 Requests that NRC notify N Reynolds that 810622 petition 
for extension of deadline for compliance w/CLI-80-21 has 
been retit led. 8vc should be made of all subsequent papers on 
parties to proceeding, including UCS. 

VJEXSB. E. R. Harmon Sc Weiss. 81/07/10. 3pp. 09025:156. 


H. General correspondence 


8107210345 Requests that DC Gibbs, vice president.be added to NRC 
distribution list. 

DALE. L. F. Mississippi Power Sc Light Co. 81/07/15. Ip. 09102:322. 
I. Financial information 


8107230230 Forwards responses to Util Finance Branch questions, per 
NRC 810526 request. Responses will be incorpoated in Aug 1981 
FSAR amend. Middle South Utils Inc Sc South MS Electric Power 
Association Annual Financial Rept for 1980 end. 

STAMPLEY. N. L. Mississippi Power Sc Light Co. 81/07/17. 15pp. 

09130:012. 


— 8107230231 Annual Financial Rept 1980. 

* Middle South Utilities. Inc. 81/07/17. 59pp. 09130:217. 


—8107230233 Annual Financial Rept 1980. 

* South Mississippi Electric Power Association. 81/07/17. 29pp. 

09130:261. 


K. Utility Final Safety Analysis Report (FSAR) Sc amends 


8107160405 Forwards Amend 49 to application for OL consisting of Amend 
49 to FSAR. 

MCGAJGHY. J. P. Mississippi Power Sc Light Co. 81/07/15. Ip. 
09036:001. 


S 107280309 Forwards revised FSAR Section 7. 5. 1. 3. clarifying 
administrative controls re infrequently operated valves 
which could impair engineered safety feature performance, in 
response to NRC concerns raised at 810609 Sc 10 meeting. 

DALE. L. F. Mississippi Power Sc Light Co. 81/07/20. 3pp. 09173:065. 


8107280215 Forwards affidavit for sve of distribution of Amend 49 to 
FSAR. 

DALE. L. F. Mississippi Power Sc Light Co. 81/07/21. 2pp. 09171:334. 


G. Inspection reports. IE Bulletins Sc correspondence 


8107150277 Forwards IE Circular 81-06. "Potential Deficiency Affecting 
Certain Foxboro 10 to 50 Milliampere Transmitters." No 
written response required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director (81/03/01). 
81/04/14. Ip. 09033:333. 


8107080364 Forwards IE Insp Repts 50-416/81-12 Sc 30-417/81-07 on 
810428-050 1 .No noncompl iance noted. 

LEWIS, R. C. Division of Resident Sc Reactor Project Inspection. 
81/05/29. 2pp. 08973:060. 


—8107080374 IE Insp Repts 30-416/81-12 k 50-417/81-07 on 810428-0501. No 
noncompliance noted. Major areas inspected: licensee action on 
previous insp findings, procurement, receiving insp Sc storage, 
licensee identified items Sc GA insp of instrumentation. 

WRIGHT. R., MERR I WEATHER, N. , UPRIGHT, C. Engineering Inspection 
Branch. 81/05/26. 9pp. 08973:062. 


8107240381 Responds to IE Bulletin 80-23. No Valcor solenoid valves 
w/P/NS V70900— 21— 1 or V70900-21-3 installed or planned for 
use at facility. No addl action planned. Approx 20 manhours 
expended in response preparation. 

DALE. L. F. Mississippi Power Sc Light Co. 81/06/17. 2pp. 09141:185. 


8107240421 Submits complete response to IE Bulletin 80-25. "Operating 
Problems W/Target Rock Safety Relief Valves at BWRs. " Safety 
relief valves Sc solenoid actuators mfg by Target Rock not 
utilized at facilities. Eighty manhours expended in review. 

MCGAUGHY, J. P. Mississippi Power Sc Light Co. 81/06/23. 6pp. 
09138:281. 


8107240487 Forwards request for extension until 810902 for completion 
of response to IE Bulletin 81-02, "Failure of Gate Type 
Valves to Close Against Differential Pressure. " No affected 
valves identified at facility. 

STAMPLEY, N. L. Mississippi Power Sc Light Co. 81/07/08. 3pp. 

09142: 142. 


8107270011 Forwards IE Circular 81-09, "Containment Effluent Water 
That Bypasses Radioactivity Monitor. " Licensee action is 
required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director (81/03/01). 
8i/07/10. Ip. 09156:286. 
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— 8107270026 Forwards IE Circular 81-09, “Containment Effluent Water That 
Bypasses Radioactivity Monitor. " Review & corrective action 
expected before plant 1 icensing. List of recently issued IE 
circulars end. 

O'REILLY, J. P. Region 2, Atlanta. Office of the Director 
(81/03/01 ). 81/07/10. 4pp. 09156:287. 


8107210278 Confirms 810713 telcon w/EW Chumley requesting extension to 
allow applicant to finalize corrective actions for deviation 
noted in IE Insp Repts 50-416/80-25 it 50-417/80-15 on 
801028-31, re fire pump. Extension granted until 810814. 

REAVES, T. E. Mississippi Power it Light Co. 81/07/13. 2pp. 

09104: 039. 


8107240284 Forwards IE Info Notice 81-20, "Test Failures of Electrical 
Penetration Assemblies. " No licensee action or response is 
required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director (81/03/01). 
81/07/13. 4pp. 09148: 196. 


S. Reportable occurrences, LERs & related correspondence 


8107310306 Final deficiency rept re Delaval • turbocharger lubrication, 
initially reported on 810102. Mods to lubrication sys 
allowing oil to thrust bearings during engine standby mode 
initiated. Also reported per Part 21. 

MCGAUGHY. J. P. Mississippi Power it Light Co. 81/05/12. 3pp. 

09219: 139. 


8107020362 Part 21 rept re inadequate circuit separation, initial ly 
reported- on 790323. Investigation continuing. Corrective 
actions scheduled for completion by 810901. 

MCGAUGHY. J. P. Mississippi Power & Light Co. 81/06/09. 4pp. 
08935: 351. 


8107020456 Part 21 rept, originally reported on 800411, re ambiguous 
output readings in Rosemount Model 1151 pressure 
transmitters. Caused by design deficiency in transmitter 
electronics resulting in diaphragm shorting. 

MCGAUGHY, J. P. Mississippi Power & Light Co. 81/06/18. 5pp. 
08926: 339. 


8107020445 Part 21 rept, originally reported on 790913, re defective 
Topaz inverters mfg for CE. Cause unknown. Mod kits providing 
ceramic type capacitors to protect against line transients 
were supplied by NSSS vendor. 

MCGAUGHY, J. P. Mississippi Power & Light Co. 81/06/19. 6pp. 
08926: 344. 


8107310293 Status Rept 1 on deficiency re temp flex penetration bellows 
assemb lies, initially reported on 810529. Vendor has been 
requested to prepare written calculations to verify min 
weld requirements for design seismic conditions. 

MCGAUGHY, J. P. Mississippi Power it Light Co. 81/06/25. 5pp. 

09219: 185. 


8107060333 First interim deficiency rept, initially reported 810527 re 
nonconforming valve closure times. Neither cause nor 
corrective actions determined. Vendor asked to investigate. 

Final rept to be submitted by Unit 1 fuel load. 

MCGAUGHY, J. P. Mississippi Power it Light Co. 81/06/26. 4pp. 

08892: 225. 


81Q7310113 Final deficiency rept re defects in nuclear designated 
structural steel supplied by Mills Alloys. Supplier found 
matl acceptable under provisions of ASTM A6. Condition not 
reportable per 10CFR50. 55e or 10CFR21. 

MCGAUGHY, J. P. Mississippi Power it Light Co. 81/06/29. 4pp. 
09218: 218. 


81 ? 73i034 ° Final deficiency rept re GE electro switch malfunctions, 
initially reported on 800720. Deficiency not reportable 
under 10CFR50. 55(e). 

MCGAUGHY, J. P. Mississippi Power it Light Co. 81/07/15. 5pp. 
09220: 039. 


V. Operator Examinations 


8107100200 Requests schedule for reactor operator St senior reactor 
operator written, oral St simulator exams, along u/guidance on 
method used to conduct simulator licensing exams. Requests 
timely response to maintain present training schedule, 

MCGAUGHY, J. P. Mississippi Power St Light Co. 81/07/03. 2pp. 
08993: 143. 


DOCKET 50-423 MILLSTONE NUCLEAR POWER STATION, UNIT 3 
A. Application/construction stage documents St correspondence 


8107080267 Comments on draft NRC ltr re probabilistic risk assessment 
Risk evaluation should be based on finalized plant design 
in order to provide valid study. Util will define corporate 
commitment to modify plant to meet acceptance criteria. 

C0UN6IL, W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 81/07/02. 3pp. 08973:263. 


8107310055 Generic Ltr 81-23A to all licensees Sc CP holders, advising 
that direct submittals of plant— spec if ic Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation, per Generic Ltr 81-23, are unnecessary. 

EISENHUT, D. G. Division of Licensing. 81/07/06. 6pp. 09222:215. 


F. Security, medical, emergency Sc fire protection plans 


8107100320 Forwards Page 2-11 to NUREG, chang ing implementing schedule 
for submission Sc evaluation of upgraded emergency plans per 
Generic Ltr 81-25. 

EISENHUT, D. O. Division of Licensing. 81/06/13. 4pp. 08996:358. 


B107290002 Generic Ltr 81-27: requests that all emergency plans Sc 
implementing procedures be submitted w/pages marked to 
reflect privacy Sc proprietary matl. Infp^to be deleted from 
previous documents should be requested oy 810731. 

EISENHUT, D. G. Division of Licensing. 81/07/09. 5pp. 091B9:059. 


G. Adjudicatory correspondence 


8107090291 Answer that petitioners do not object to NRC B10629 motion 
for leave to defer response to 810622 petition until 810731. 
Certificate of Svc end. 

REYNOLDS, N. 8. Commonwealth Edison Co. 81/07/07. 3pp. 08984:117. 


8107150286 Requests that NRC notify N Reynolds that 810622 petition 
for extension of deadline for compliance w/CLI-80-21 has 
been retitled. Svc should be made of ell subsequent papers on 
parties to proceeding, including UCS. 

WEI 96, E. R. Harmon Sc Weiss. 81/07/10. 3pp. 09025:156. 


H. General correspondence 


8107270239 Advises of changes in distribution list for correspondence. 
COUNBIL, W. G. Connecticut Yankee Atomic Power Co. 81/07/21. Ip. 
09160: 130. 


J. Insurance Sc indemnity information 


8107080209 Forwards estimated 1981 cash flows for CT Light Sc Power Co, 
Hartford Electric Light Co Sc Western MA Electric Co. Cash 
flows are adequate to meet potential retrospective premium 
requirements under 1975 emends to Price Anderson Act. 

0 'CONNOR, L. A. Northeast Utilities. 81/06/29. 2pp. 08962:125. 


3. Inspection reports, IE Bulletins Sc correspondence 


8107270217 Advises that IE Info Notice 81-05, "Degraded DC Sy* at 
Palisades, 11 was sent to listed licensees. 

* Region 1, Philadelphia, Office of the Director (81/03/01). 
81/03/13. 4pp. 09167:273. 


8107270270 Advises that IE Info Notice 81-08, "Repetitive Failures of 
Limitorque Operator SMB-4 Motor-to-Bhaf t Key, " was sent to 
listed licensees. 

* Region 1, Philadelphia, Office of the Director (81/03/01). 
81/03/20. 4pp. 09170: 165. 


8107270243 Advises that IE Info Notice 81-10, "Inadvertent Containment 
Spray Due to Personnel Error," was sent to listed licensees. 

* Region 1, Philadelphia, Office of the Director (81/03/01). 
81/03/25. 4pp. 09167:296. 


8107270192 Advises that IE Info Notice 81-09, "Degradation of Residual 
Heat Removal (RHR) Sys," was sent to listed lieanstes. 

* Region 1, Philadelphia, Office of the Director (81/03/01). 
81/03/26. 4pp. 09167:267. 


8107230297 Advises that IE Bulletin 81-02, "Failure of Gate Type 
Valves to Close Against Differential Pressure, " was 
sent to listed licensees. 

* Region 1, Philadelphia, Office of the Director (81/03/01)- 
81/04/09. 4pp. 09146:349. 
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8107270256 Advises that IE Circular 81-06. "Potential Deficiency 
Affecting Certain Foxboro 10 to 50 Milliampere 
Transmitters." bias sent to listed licensees. 

* Region 1. Philadelphia, Office of the Director (81/03/01). 
81/04/14. 4pp. 09167:280. 


8107070529 Forwards IE Insp Rept 50-423/81-02 on 810126-0206 S< notice 
of violation. 

MARTIN. T. T. Division of Engineering it Technical Inspection. 
81/04/23. 2pp. 08964:250. 


— 8107070531 Notice of violation from insp on 810126-0206. Significant 
observations end. 

MARTIN, T. T. Division of Engineering it Technical Inspection. 
81/04/23. 8pp. 08964:252. 


— 8107070533 IE Insp Rept 50-423/81-02 on 810126-0206. Noncompliance 
noted: failure to distribute current design documents, 
inadequate design verification it failure to revise design 
documents to incorporate changes. 

CHAUDHARY, 8. K. , EBNETER, 8. D. , FEIL.R, Division of Engineering 8< 
Technical Inspection. 81/04/19. 52pp. 08964:260. 


8107150092 Forwards IE Circular 81-10, "Steam Voiding in RCS During 
Decay Heat Removal Cooldown. ” No written response required. 

0R1ER, B. H. Region 1, Philadelphia. Office of the Director 
(81/03/01). 81/07/02. 3pp. 09027:251. 


8107160315 Forwards IE Info Notice 81-19. "Lost Parts in Primary 
Coolant Sys. M No written response required. 

GRIER, B. H. Region i, Philadelphia, Office of the Director 
(81/03/01). 81/07/16. 5pp. 09041:092. 


8107290198 Requests extension of time until 810815 to respond to IE 
Bulletin 81-02, "Failure of Oate Type Valves to Close 
Against Differential Pressure." Meetinghouse info has not 
yet been provided. 

COUNBIL, W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 81/07/20. Ip. 09186:294. 


8107290170 Forwards IE Info Notice 81-21, "Potential Loss of Direct 
Access to Ultimate Heat Sink. " No written response required. 

GRIER. B. H. Region 1, Philadelphia. Office of the Director 
(81/03/01). 81/07/21. 5pp. 09186:279. 


8107290201 Forwards IE Circular 81-12, "Inadequate Periodic-Test 
Procedure of PWR Protection Sys. " No written response 
required. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/22. 5pp. 091B8: 131. 


8107230258 Forwards IE Circular 81-09, "Containment Effluent Water That 
Bypasses Radioactivity Monitor. " No written response 
required. 

GRIER, B, H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/23. 5pp. 09133:080. 


8107230293 Forwards IE Info Notice 81-20, "Test Failures of Electrical 
Penetration Assemblies. " No written response required. 

GRIER.B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/23. 5pp. 09133:142. 


8107290166 Forwards IE Circular 81-11, "Inadequate Decay Heat Removal 
During Reactor Shutdown. " No written response required. 

GRIER.B, H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/24. 3pp. 09185:322. 


S. Reportable occurrences, LERs tc related correspondence 


8107230083 Part 21 rept re apparent degradation of Rosemount, Inc 
resistance temp detectors. Thirteen safety-related detectors 
tc five nonsafety-related detectors for Unit 3 have been 
refurbished. 

COUNBIL, W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 81/07/10. 3pp. 09128:001. 


DOCKET 50-424 ALVIN U. VOGTLE NUCLEAR PLANT, UNIT 1 
A. Application/construction stage documents 4c correspondence 


8107310055 Generic Ltr 81-23A to all licensees tc CP holders, advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Qperation* evaluation repts to Ofc of Nuclear Reactor 
Regulation, per Generic Ltr 81-23, are unnecessary. 

E1SENHUT* D, 0. Division of Licensing. 81/07/06. 6pp. 09222:215. 


F. Security, medical, emergency & fire protection plans 


8107100320 Forwards Page 2-11 to NUREG, chang ing implementing schedule 
for submission tc evaluation of upgraded emergency plans per 
Generic Ltr 81-25. 

EXSENHUT , D. G. Division of Licensing. 81/06/13. 4pp. 08996:358. 


B107290002 Generic Ltr 81-27: requests that all emergency plans & 
implementing procedures be submitted ui/pages marked to 
reflect privacy it proprietary matl. Info to ba deleted from 
previous documents should be requested by 810731. 

EXSENHUT, D. G. Division of Licensing. 81/07/09. 5pp. 09189:059. 


G. Adjudicatory correspondence 


8107140780 Forwards 810702 Director's Decision 81-12 under 10CFR2. 206, 
denying request thet NRC reconsider decision to issue 
facility CPs. Also forwards FR notice of issuance. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 

81/07/02. 3pp. 09032:014. 


— 8107140785 Director's Decision 81-12 under 10CFR2. 206, deny ing Georgians 
Against Nuclear Energy request that NRC reconsider decision 
to issue facility CPs. 

DENTON, H. R. Offica of Nuclear Reactor Regulation, Director. 

81/07/02. 14pp. 09032:017. 


— 8107140791 Notice of Director's Decision 81-12 under 10CFR2. 206, deny ing 
Georgians Against Nuclear Energy request that NRC reconsider 
decision to issue facility CPs. . 

DENTON, H. R. Office, of Nuclear Reactor Regulation, Director. 

81/07/02. 2pp. 09032:077. 


8107240015 Order granting extension until 810810 for Commission to 
review Director's Decision DD-81-12. 

CHILK, S. J. Office of the Secretary of the Commission. 81/07/21. 
Ip. 09137: 185. 


Q. Inspection reports, IE Bulletins & correspondence 


8107150277 Forwards IE Circular 81-06, "Potential Deficiency Affecting 
Certain Foxboro 10 to 50 Milliampere Transmitters. " No 
written response required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director (81/03/01). 
81/04/14. Ip. 09033:333. 


8107240380 Ack receipt of 810608 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-424/81-05 S, 
50-425/81-05. 

LEWIS, R. C. Division of Resident fc Reactor Projact Inspection. 
81/07/01. Ip. 09138: 156. 


—8107240386 Responds to NRC 810513 ltr re violations noted in IE Insp 
Repts 50-424/81-05 & 50-425/81-05. Corrective actions: 
contractor remindad welding supervision to enforce 
conformance w/procedures. 

DUTTON, D. Georgia Power Co. 81/06/08. 3pp. 09138:157. 


8107270011 Forwards IE Circular 81-09, "Containment Effluent Water 
That Bypasses Radioactivity Monitor. " Licansee action is 
required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director (81/03/01). 
81/07/10. lp. 09156:286. 


— 8107270026 Forwards IE Circular 81-09, "Containment Effluent Water That 
Bypasses Radioactivity Monitor. " Review t, corrective action 
expectad before plant 1 icansing. List of racently issuad IE 
circulars end. 

O'REILLY, J. P. Region 2, Atlanta, Offica of the Director 
(81/03/01). 81/07/10. 4pp. 09156:287. 


8107240284 Forwards IE Info Notice 81-20, “Test Failures of Electrical 
Penetration Assemblies. " No licensee action or response is 
required. 

0 'REILLY, J. P. Region 2, Atlanta, Office of the Director (81/03/01). 
81/07/13. 4pp. 09148: 196. 


DOCKET 50-425 ALVIN W. VOGTLE NUCLEAR PLANT, UNIT 2 


A. Application/construction stage documents St correspondence 


8107310055 Generic Ltr 81-23A to all licensees tc CP holders, advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation, per Oeneric Ltr 81-23, are unnecessary. 

EXSENHUT, D. G. Division of Licensing. 81/07/06. 6pp. 09222:215. 
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F. Security* medical* emergency & fire protection plans 


8107100320 Forwards Page 2-11 to NUREG* chang ing implementing schedule 
for submission St evaluation of upgraded emergency plans per 
Generic Ltr 81-25. 

EISENHUT. D. G. Division of Licensing. 81/06/13. 4pp. 08996: 358. 


8107290002 Generic Ltr 81-27: requests that all emergency plans & 
implementing procedures be submitted u/pages marked to 
reflect privacy St proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT* D. G. Division of Licensing. 81/07/09. 5pp. 09189:059. 


0. Adjudicatory correspondence 


DOCKET STN-5 0—437 FLOATING NUCLEAR PLANT 


A. Application/construction stage documents Sc correspondence 


8107310055 Generic Ltr 81-23A to all licensees St CP holders* advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation* per Generic Ltr 81-23* are unnecessary. 

EISENHUT* D. G. Division of Licensing. 81/07/06. 6pp. 09222:215. 


8107200471 Amends CP application* in response to NUREG-0718* "Licensing 
Requirements for Pending Applications for CPs & Mfg 
License. " Changes anticipated schedule for mfg floating 
nuclear plants. 

HAGA* P. B. Offshore Power Systems (subs, of Meetinghouse Electric 
Corp. ). 81/07/15. 2pp. 09068:002. 


8107140780 Forwards 810702 Director's Decision 81-12 under 10CFR2. 206* 
denying request that NRC reconsider decision to issue 
facility CPs. Also forwards FR notice of issuance. 

DENTON.H. R. Office of Nuclear Reactor Regulation* Director. 
81/07/02. 3pp. 09032:014. 


— 8107140785 Director's Decision 81-12 under 10CFR2. 206* denying Georgians 
Against Nuclear Energy request that NRC reconsider decision 
to issue facility CPs. 

DENTON* H. R. Office of Nuclear Reactor Regulation* Director. 

81/07/02. 14pp. 09032:017. 


— 8107140791 Notice of Director's Decision 81-12 under 10CFR2. 206* deny ing 
Georgians Against Nuclear Energy request that NRC reconsider 
decision to issue facility CPs. 

DENTON* H.R. Office of Nuclear Reactor Regulation* Director. 

81/07/02 . 2pp. 09032:077. 


8107240015 Order granting extension until 810810 for Commission to 
review Director's Decision DD-81-12. 

CHILK* S. J. Office of the Secretary of the Commission. 81/07/21. 
Ip. 09137:185. 


J. Insurance & indemnity information 


8107080209 Forwards estimated 1981 cash flows for CT Light St Power Co* 
Hartford Electric Light Co & Western MA Electric Co. Cash 
flows are adequate to meet potential retrospective premium 
requirements under 1975 amends to Price Anderson Act. 

□ 'CONNOR* L. A. Northeast Utilities. 81/06/29. 2pp. 08962:125. 


G. Inspection reports* IE Bulletins St correspondence 


8107150277 Forwards IE Circular 81-06* "Potential Deficiency Affecting 
Certain Foxboro 10 to 50 Milliampere Transmitters." No 
written response required. 

O'REILLY. J. P. Region 2. Atlanta* Office of the Director (81/03/01). 
81/04/14. Ip. 09033:333. 


8107240380 Ack receipt of 810608 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-424/81-05 Sc 
50-425/81-05. 

LEWIS* R. C. Division of Resident Sc Reactor Project Inspection. 
81/07/01. Ip. 09138: 156. 


—8107240386 Responds to NRC 810513 ltr re violations noted in IE Insp 
Repts 50-424/81-05 Sc 50-425/81-05. Correct ive actions: 
contractor reminded welding supervision to enforce 
conformance w/procedures. 

DUTTON* D. Georgia Power Co. 81/06/08. 3pp. 09138:157. 


— 8107200476 Amend 28 to plant design rept. 

* Offshore Power Systems (subs, of Uestinghouse Electric Corp.). 
81/07/15. 50pp. 09068:004. 


8107210389 Forwards Amend 28 to application for license to mfg floating 
nuclear plants* submitted as replacement pages for Amend 28 
to plant design rept. 

MALLORY, M. W. Licensing Branch 4. 81/07/20. Ip. 09102:332. 


— 8107210393 Amend 28 to application for licensa to mfg floating nuclear 
p lants* submitted as replacement pages for Amend 28 to plant 
design rept. 

* Licensing Branch 4. 81/07/15. 3pp. 09102:333. 


8107220107 Advises that review of plant design rept Sc amends for barge 
mounted floating nuclear plant has been completed. Final 
approval will depend on successful plan review* insp during 
const Sc approval by officer in charge. 

CARD* J. C. Coast Guard* Transportation. Dept. of. 81/07/22. Ip. 
09117: 133. 


F. Security* medical* emergency Sc fire protection plans 


8107100320 Forwards Page 2-11 to NUREG* changing implementing schedule 
for submission Sc evaluation of upgraded emergency plans per 
Generic Ltr 81-25. 

EISENHUT, D. G. Division of Licensing. 81/06/13. 4pp. 08996:358. 


8107290002 Generic Ltr 81-27: requests that all emergency plans & 
implementing procedures be submitted w/pages marked to 
reflect privacy Sc proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT, D. G. Division of Licensing. 81/07/09. 5pp. 09189:059. 


G. Inspection reports. IE Bulletins Sc correspondence 


8107150277 Forwards IE Circular 81-06, "Potential Deficiency Affecting 
Certain Foxboro 10 to 50 Milliampere Transmitters." No 
written response required. 

O'REILLY* J. P. Region 2* Atlanta* Office of the Director (Bl/03/01). 
81/04/14. Ip. 09033:333. 


8107240284 Forwards IE Info Notice 81-20, “Test Failures of Electricel 
Penetration Assemblies. " No licensee action or response is 
required. 

O'REILLY, J. P. Region 2. Atlanta* Office of the Director (81/03/01). 
81/07/13. 4pp. 09148:196. 


8107270011 Forwards IE Circular 81-09* "Containment Effluent Water 
That Bypasses Radioectivity Monitor. " Licensee action is 
required. 

O'REILLY* J. P. Region 2* Atlanta* Office of the Director (81/03/01). 
81/07/10, lp. 09156: 2B6. 


— 8107270026 Forwards IE Circular 81-09* "Containment Effluent Uater That 
Bypasses Radioactivity Monitor." Review Sc corrective action 
expected before plant licensing. List of recently issued IE 
circulars end. 

O'REILLY* J. P. Region 2* Atlanta* Office of the Director 
C 81/03/01 ). 81/07/10. 4pp. 09156:287. 


8107240284 Forwards IE Info Notice 81-20, "Test Failures of Electricel 
Penetration Assemblies. " No licensee action or response is 
required. 

O'REILLY* J. P. Region 2* Atlanta. Office of the Director (81/03/01). 
81/07/13. 4pp. 09148: 196. 


DOCKET 50-438 BELLEFONTE NUCLEAR PLANT* UNIT 1 


A. Application/construction stage documents Sc correspondence 


8107290263 Forwards one oversize drawing Sc nonproprietary version of 
"Bellefonte Spent Fuel Storage Rack Licensing Rept. " 

Requests that proprietary version submitted w/810506 ltr be 
returned. 

MILLS* L. M. Tennessee Valley Authority. 81/06/08. 2pp. 09206: 1 SB. 


— 8107290265 Nonproprietery version of "Bellefonte Spent Fuel Storage 
Rack Licensing Rept. " Aperture card will be available in 
PER. 

* Westinghouse Electric Corp. 81/05/22. 31pp. 09206:160. 


8107310055 Generic Ltr 81-23A to all licensees Sc CP holders* advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation, per Generic Ltr 81-23* are unnecessary. 

EISENHUT* D. G. Division of Licensing. 81/07/06. 6pp. 


09222: 215. 


DOCKETED ITEMS 
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8107140393 Forwards TVA 810402 ltr to AL Mater Improvement Commission 
proposing use of chemical stabilization agent "Coherex" 
to control fugitive dust on dirt Sc gravel roads. State of AL 
810423 approving ltr & "Coherex" manual end. 

MILLS* L. M Tennessee Valley Authority. 81/07/07. 14pp. 09023:240. 


— 8107140397 Coherex dust control manual. 

* Mitco Chemical Co. 81/07/07. 35pp. 09023:254. 


8107160003 Summary of 810615 meeting w/util in Chattanooga. TN re review 
of const schedule. 

HERNAN* R. W. Licensing Branch 4. 81/07/08. 4pp. 09061:259. 


F. Security, medical* emergency Sc fire protection plans 


8107100320 Forwards Page 2-11 to NUREG. changing implementing schedule 
for submission & evaluation of upgraded emergency plans per 
Generic Ltr 81-25. 

EISENHUT, D. G. Division of Licensing. 81/06/13. 4pp. 08996:358. 


8107290002 Generic Ltr 81-27: requests that all emergency plans & 
implementing procedures be submitted w/pages marked to 
reflect privacy Sc proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT. D. G. Division of Licensing. 81/07/09. 5pp. 09189:059. 


G. Inspection reports* IE Bulletins Sc correspondence 


8107150277 Forwards IE Circular 81-06* "Potential Deficiency Affecting 
Certain Foxboro 10 to 50 Milliampere Transmitters." No 
written response required. 

0 'REILLY, U. P. Region 2* Atlanta* Office of the Director (81/03/01). 
81/04/14. Ip. 09033:333. 


8107240427 Forwards update to 800805 response to IE Bulletin 79-03A. 
"Longitudinal Meld Defects in ASME SA-312*Type 304 Stainless 
Steel Pipe. " Further info on Matts Bar expected by 810901. 

MILLS* L. M. Tennessee Valley Authority. 81/07/02. 2pp. 09139:185. 


8107240275 Responds to IE Bulletin 81-02. "Failure of Gate Type Valves 
to Close Against Differential Pressure. " No specified valves 
in use at Sequoyah. Unit 2* Belief onte. Units 1 & 2 Sc Yellow 
Creek.Units 1 Sc 2. Affected valves at Matts Bar. 1 Sc 2 listed. 
MI8ENBURG, M. R. Tennessee Valley Authority. 81/07/0B. 4pp. 

09140: 273. 


8107240510 Forwards response to IE Bulletin 81-03* "Flow Blockage of 
Cooling Mater to Safety Sys Components by Corbicula Sp 
(Asiatic Clam) Sc Mytilus Bp (Mussel)." 

MILLS* L. M. Tennessee Valley Authority. 81/07/08. 5pp. 09142:116. 


8107270011 Forwards IE Circular 81-09* "Containment Effluent Mater 
That Bypasses Radioactivity Monitor. " Licensee action is 
required. 

0 'REILLY. J. P. Region 2. Atlanta. Office of the Director (81/03/01). 
B 1/07/ 10. Ip. 09156:286. 


— 8107270026 Forwards IE Circular 81-09. "Containment Effluent Mater That 
Bypasses Radioactivity Monitor. " Review Sc corrective action 
expected before plant licensing. List of recently issued IE 
circulars end. 

O'REILLY* J. P. Region 2* Atlanta* Office of the Director 
(81/03/01). 81/07/10. 4pp. 09136:287. 


8107240284 Forwards IE Info Notice 81-20. "Test Failures of Electrical 
Penetration Assemblies. " No licensee action or response is 
required. 

O'REILLY. J. P, Region 2. Atlanta. Office of the Director (81/03/01). 
Bi/07/13. 4pp. 09148: 196. 


8. Reportable occurrences. LERs be related correspondence 


8107310144 Final deficiency rept* initially reported 810330 re temp 
switches in auxiliary powar sys. New switches having Class 
IE qualif ications have been ordered. 

MILLS, L. M. Tennessee Valley Authority. 81/06/04. 2pp. 09218:262. 


8107310209 Fourth interim deficiency rept* initially reported 800930. r* 
socket weld misalignment on essential air sys welds. Util 
determined welds are structurally usable. Next rept will be 
submitted by 810901. 

MILLS. L. M. Tennessee Valley Authority. 81/06/09. 2pp. 09218:229. 


8107310331 Second interim deficiency rept re inconsistent 
establishment of insp program for const initially reported 
on 810324. Exam of Div of Engineering Design responsibility 
is Underway. Next rept will be submitted by 811215. 

MILLS. L. M. Tennessee Valley Authority. 81/06/09. 3pp. 09220:068. 


8107020390 Part 21 rept re faulty welds on mirror insulation support 
steel, initially reported 810511. B&M notified of deficiency. 

Add 1 info by 810827. 

MILLS, L. M. Tennessee Valley Authority. 81/06/10. 2pp. 08934:011. 


8107310221 Fifth interim deficiency rept* initially reported on 800507* 
re deficient fillet welds. Socket weld reinsp 907. complete. 

Next rept will be submitted by 810827. 

MILLS* L. M. Tennessee Valley Authority. 81/06/10. 2pp. 09218:321. 


8107020420 Part 21 rept re deficient coil spools on GE-type HFA relays* 
initially reported 810513. Mfg has changed spool matl & will 
supply rep lacements. Addl info by 810916. 

MILLS, L. M. Tennessee Valley Authority. 81/06/12. 2pp. 08928:358. 


8107020306 Part 21 rept re potential problem w/overcurrent relays 
ITE-50H & ITE-50D series produced from 1976 to Oct 1980. 

Relays may not drop out upon reduction in current. Company 
taking steps to notify relay users. 

DUVALL. D. D. Brown Boveri Corp. (subs. Brown Boveri & Co., Ltd. ). 
81/06/16. 3pp. 08935:340. 


8107020413 Part 21 rept re makeup pump lube oil coolers, initially 
reported B10129. Head opposite inlet & outlet piping 
connections can be misoriented. Addl info by 811019. 

MILLS, L. M. Tennessee Valley Authority. 81/06/17. 2pp. 08928:356. 


8107020428 Part 21 rept re problems w/motor-operated valve operators 
supplied by Auma Actuators, Inc, initially reported 810611. 

Crimped terminal connections inspected 8c repaired. 

Replacement parts certified per contract specs. 

MILLS, L. M. Tennessee Valley Authority. 81/06/18. 3pp. 08934:226. 


8107020435 Part 21 rept re verification of extent of damage resulting 
from steam pressure regulator malfunction, initially reported 
810319. Util working w/B&M to resolve def i c i ency . Nex t rept by 
810930. 

MILLS, L. M. Tennessee Valley Authority. 81/06/18. 2pp. 08934:229. 


8107020386 Part 21 rept re failure of main steam lines due to main 
feedwater overfill, initially reported 800319. Input requested 
from mfg. Addl info by 811229. 

MILLS. L. M. Tennessee Valley Authority. 81/06/25. Ip. 08934:006. 


8107020433 Part 21 rept re balance of plant isolator cabinet, initially 
reported 8 10527. Conductor found out of terminal lug. 

Consolidated Controls Corp agreed to re-route & shield 
conductors to prevent future interference. 

MILLS, L. M. Tennessee Valley Authority. 81/06/26. 2pp. 08934:231. 


8107310447 Revised final deficiency rept re inoperable 480-volt motor 
control ctr transformer fuses, originally reported on 800B08. 
Replacement of type J fuses w/type RK5 fuses will be 
completed by 810901. Also reported per Part 21. 

MILLS, L. M. Tennessee Valley Authority. 81/06/26. 2pp. 09221:046. 


8107310334 First interim deficiency rept, originally reported on 810529, 
re failure to implement alternate analysis design criteria 
for pipe analysis & supports. Util presently identifying 
affected piping sys. Next rept by 810929. 

MILLS, L. M. Tennessee Valley Authority. 81/06/29. 2pp. 09220:053. 


8107310324 Third interim deficiency rept re Consolidated Control Corp 
field buffer cards, initially reported 801203. Test set input 
capacitors of each sensing circuit were removed. Removal will 
not effect performance. Applicab le to Part 21. 

MILLS, L. M. Tennessee Valley Authority. 81/07/08. 2pp. 09219:155. 


8107310164 Revised third interim deficiency rept re capacitors on 
Consolidated Controls Corp field buffer cards, initially 
reported 810123. Fai lure caused by large inrush current. Also 
reported under Part 21. 

MILLS, L. M. Tennessee Valley Authority. 81/07/09. 2pp. 09218:241. 


8107310396 Revised first interim deficiency rept re balance-of-plant 
isolator cabinet, initially reported on 810527. Revision 
identifies proper vendor at E Max Inc. Next rept will be 
submitted by 810925. Also reportable per Part 21. 

MILLS, L. M. Tennessee Valley Authority. 81/07/10. 2pp. 09220:347. 


8107210269 Part 21 rept re Transamerica Delaval diesel generator 
turbocharger thrust bearing, ini tial ly reported on 
810127. Turbocharger lubrication piping will be modified. 

MILLS, L. M. Tennessee Valley Authority. 81/07/14. 2pp. 09102:008. 


8107310382 Revised final deficiency rept re differential pressure 
indicators on air cleanup units. initially reported on 
800801. Ind icator panel will be removed & connection lines 
retubed on back by 810B21. Also reported per Part 21. 

MILLS, L. M. Tennessee Valley Authority. 81/07/16. 2pp. 09220:318. 
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8107310105 F inal deficiency rept re certified metis test rept for 
prestressing sys mat Is. initial ly reported on 800911. 

New fabrication & identification procedures developed & 
implemented. Corrective actions completed. 

MILLS, L. M. Tennessee Valley Authority. 81/07/17. 3pp. 09217:277. 


DOCKET 50-439 BELLEFONTE NUCLEAR PLANT, UNIT 2 
A. Application/construction stage documents & correspondence 


8107310055 Generic Ltr B1-23A to all licensees & CP holders, advising 
that direct submittals of plant-spec if ic Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation, per Generic Ltr 81-23, are unnecessary. 

EISENHUT, D. G. Division of Licensing. 81/07/06. 6pp. 09222:215. 


8107140393 Forwards TVA 810402 ltr to AL Water Improvement Commission 
proposing use of chemical stabilization agent "Coherex" 
to control fugitive dust on dirt S< gravel roads. State of AL 
810423 approving ltr & "Coherex" manual end. 

MILLS, L. M. Tennessee Valley Authority. Bl/07/07. 14pp. 09023:240. 


— 8107140397 Coherex dust control manual. 

* Witco Chemical Co. 81/07/07. 35pp. 09023:254. 


8107160003 Summary of 810615 meeting w/util in Chattanooga, TN re review 
of const schedule. 

HERNAN, R. W. Licensing Branch 4. Bl/07/08. 4pp. 09061:259. 


F. Security’, medical, emergency & fire protection plans 


8107100320 Forwards Page 2-11 to NUREG, changing implementing schedule 
for submission & evaluation of upgraded emergency plans per 
Generic Ltr 81-25. 

EISENHUT. D. G. Division of Licensing. 81/06/13. 4pp. 08996:358. 

8107290002 Generic Ltr 81-27: requests that all emergency plans S< 
implementing procedures be submitted w/pages marked to 
reflect privacy it proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT, D. G. Division of Licensing. 81/07/09. 5pp. 09189:059. 


Q. Inspection reports, IE Bulletins & correspondence 


8107130277 Forwards IE Circular 81-06, "Potential Deficiency Affecting 
Certain Foxboro 10 to 50 Milliampere Transmitters. “ No 
written response required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director (81/03/01). 
81/04/14. Ip. 09033:333. 


8107240427 Forwards update to 800805 response to IE Bulletin 79-03A. 
"Longitudinal Weld Defects in ASME 5A-312, Type 304 Stainless 
Steel Pipe. " Further info on Watts Bar expected by 810901. 

MILLS, L. M. Tennessee Valley Authority. 81/07/02. 2pp. 09139:185. 


8107240275 Responds to IE Bulletin 81-02, "Failure of Gate Type Valves 
to Close Against Differential Pressure." No specified valves 
in use at Sequoyah, Unit 2, Belief onte, Uni ts 1 & 2 & Yellow 
Creek, Units 1 & 2. Affected valves at Watts Bar, 1 Sc 2 listed. 
WXSENBURG, M. R. Tennessee Valley Authority. 81/07/08. 4pp. 

09140: 273. 


8107240510 Forwards response to IE Bulletin Bi-03, “Flow Blockage of 
Cooling Water to Safety Sys Components by Corbicula Sp 
(Asiatic Clam) it Mytilus Sp (Mussel)." 

MILLS, L. M. Tennessee Valley Authority. Bl/07/08. 3pp. 09142:116. 


S. Reportable occurrences, LERs Sc related correspondence 


8107310144 Final deficiency rept, initially reported 810330 re temp 
switches in auxiliary power sys. New switches having Class 
IE qualif i cations have been ordered. 

MILLS, L. M. Tennessee Valley Authority. 81/06/04. 2pp. 09218:262. 


8107310205 Fourth interim deficiency rept, initially reported 800930, re 
socket weld misalignment on essential air sys welds. Util 
determined welds are structurally usable. Next rept will be 
submitted by 810901. 

MILLS, L. M. Tennessee Valley Authority. 81/06/09. 2pp. 09218:229. 


8107310351 Second interim deficiency rept re inconsistent 
establishment of insp program for const initially reported 
on 810324. Exam of Div of Engineering Design responsibility 
is underwa y. Next rept will be submitted by 811215. 

MILLS, L. M. Tennessee Valley Authority. 81/06/09. 3pp. 09220 : 068. 


8107020390 Part 21 rept re faulty welds on mirror insulation support 
steel, init ially reported 810511. B&W notified of deficiency. 

Addl info by 810827. 

MILLS, L. M. Tennessee Valley Authority. Bl/06/10. 2pp. 08934:011. 


8107310221 Fifth interim deficiency rept, initially reported on 800307, 
re deficient fillet welds. Socket weld reinsp 90% complete. 

Next rept will be submitted by 810827. 

MILLS, L. M. Tennessee Valley Authority. 81/06/10. 2pp. 09218:321. 


8107310139 Final deficiency rept re NAVCG spool piece radiograph, 
initially reported on 801114. Deficient radiograph 
considered isolated case of improper density coupled 
w/incorrect interpretation of overlapping. 

MILLS, L. M. Tennessee Valley Authority. 81/06/11. 3pp. 09218:257. 


8107020420 Part 21 rept re deficient coil spools on GE-type HFA relays, 
initially reported 810513. Mfg has changed spool matl & will 
supply rep lacements. Addl info by 810916. 

MILLS, L. M. Tennessee Valley Authority. £1/06/12. 2pp. 08928:358. 


8107020306 Part 21 rept re potential problem w/overcurrent relays 
ITE-50H it ITE-50D series produced from 1976 to Oct 1980. 

Relays may not drop out upon reduction in current. Company 
taking steps to notify relay users. 

DUVALL, D. D. Brown Boveri Corp. (subs. Brown Boveri & Co., Ltd.). 
81/06/16. 3pp. 08935:340. 


8107020413 P«Tt 21 rept re makeup pump lube oil coolers, initially 
reported 810129. Head opposite inlet Sc outlet piping 
connections can be rnitor iented. Addl info by 811019. 

MILLS, L. M. Tennessee Valley Authority. 81/06/17. 2pp. 08928:356. 


8107020428 Part 21 rept re problems w/motor-operated valve operators 
supplied by Auma Ac tuators, Inc, initially reported 810611. 

Crimped terminal connections inspected Sc repaired. 

Replacement parts certified per contract specs. 

MILLS, L. M. Tennessee Valley Authority. 81/06/18. 3pp. 08934:226. 


8107020435 Part 21 rept re verification of extent of damage resulting 
from steam pressure regulator malfunction, initially reported 
810519. Util working w/BScW to resolve deficiency. Next rept by 
810930. 

MILLS, L. M. Tennessee Valley Authority. 81/06/18. 2pp. 0B934: 229. 


8107020386 Part 21 rept re failure of main steam lines due to main 
feedwater overfill, initially reported 800319. Input requested 
from mfg. Addl info by 811229. 

MILLS, L. M. Tennessee Valley Authority. 81/06/25. ip. 00934:006. 


8107270011 Forwards IE Circular 81-09, "Containment Effluent Water 
That Bypasses Radioactivity Monitor. " Licensee action is 
required. 

O'REILLY, J.P. Region 2, Atlanta, Office of the Director (81/03/01). 
81/07/10. lp. 09156:286. 


-—8107270026 Forwards IE Circular 81-09, "Containment Effluent Water Thet 
Bypasses Radioactivity Monitor." Review & corrective action 
expected before plant licensing. List of recently issued IE 
circulars end. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director 
(81/03/01). 81/07/10. 4pp. 09136:287. 


8107020433 Pert 21 rept re balance of plant isolator cabinet, initially 
reported 810527. Conductor found out of terminal lug. 

Consolidated Controls Corp agreed to re-route Sc shield 
conductors to prevent future interference. 

MILLS, L. M. Tennessee Valley Authority. 81/06/26. 2pp. 08934:231. 


8107310447 Revised final deficiency rept re inoperable 480-volt motor 
control ctr transformer fuses, originally reported on B0OSOS. 
Replacement of type J fuses w/type RK5 fuses will be 
completed by 810901. Also reported per Part 21. 

MILLS, L. M. Tennessee Valley Authority. 81/06/26. 2pp. 09221:048. 


8107240284 Forwards IE Info Notice 81-20, "Test Failures of Electrical 
Penetration Assemblias. " No licensae action or retponsa is 
required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director (81/03/01). 
81/07/13. 4pp. 09148:196. 


8107310334 First interim deficiency rept, originally reported on 810529, 
re failure to implement alternate analysis design criteria 
for pipe analysis Sc supports. Util presently identifying 
affected piping sys. Next rept by 810929. 

MILLSiL. M. Tennessee Valley Authority. 81/06/29. 2pp. 09220:053. 
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8107310324 Third interim deficiency rept re Consolidated Control Corp 
field buffer cards* initially reported 801203. Test set input 
capacitors of each sensing circuit mere removed. Removal uiill 
not effect performance. Applicable to Part 21. 

MILLB*L. M. Tennessee Valley Authority. 61/07/08. 2pp. 09219:195. 


8107310164 Revised third interim deficiency rept re capacitors on 
Consolidated Controls Corp field buffer cards* initially 
reported 810123. Failure caused by large inrush current. Also 
reported under Part 21. 

MILLS. L. M. Tennessee Valley Authority. 81/07/09. 2pp. 09218:241. 


8107310396 Revised first interim deficiency rept re balance-of-plant 
isolator cabinet* initially reported on 810527. Revision 
identifies proper vendor as E Max Inc. Next rept uii 1 1 be 
submitted by 810925. Also reportable per Part 21. 

MILLS* L. M. Tennessee Valley Authority. 81/07/10. 2pp. 09220:347. 


8107210269 Part 21 rept re Transamerica Delaval diesel generator 
turbocharger thrust bearing* initially reported on 
810127. Turbocharger lubrication piping will be modified. 

MILLSiL. M. Tennessee Valley Authority. 81/07/14. 2pp. 09102:008. 


8107310382 Revised final deficiency rept re differential pressure 
indicators on air cleanup units* initially reported on 
800801. Indicator panel will be removed & connection lines 
retubed on back by 810821. Also reported per Part 21. 

M ILLS* L. M. Tennessee Valley Authority. 81/07/16. 2pp. 09220:318. 


8107310105 Final deficiency rept re certified metis test rept for 
prestressing sys metis* initial ly reported on 800911. 

New fabrication & identification procedures developed & 

Implemented. Corrective actions completed. 

MILLS* L. M. Tennessee Valley Authority. 81/07/17. 3pp. 09217:277. 


DOCKET 50-440 PERRY NUCLEAR POWER PLANT, UNIT 1 


A. Application/construction stage documents & correspondence 


8107080252 Discusses requirements for summer colonies of IN bat (myotis 
sodal is). Recommends that surveys be conducted to determine 
whether species occur 8c if so* assess plant operating 
characteristics for possible impacts. 

CASE* D. B. Ohio* State of. 81/06/29. Ip. 08973:291. 


8107130479 Forwards "Control of Heavy Loads Study," per NRC request. 
Sixteen oversize drawings end. Aperture cards will be 
available in PDR. 

DAVIDSON* D. R. Cleveland Electric Illuminating Co. 81/06/30. Ip. 
09000: 295. 


—8107130484 Forwards "Control of Heavy Loads Study* " per 801222 Sc 810203 
requests. Addl analyses required by Sections 2. 2 Sc 2. 3 will 
be provided by 810922. Sixteen oversize drawings end. 

Aperture cards will be available in PDR. 

DAVIDSON, D. R. Cleveland Electric Illuminating Co. 81/06/19. Ip. 
09000: 296. 


— 8107130488 "Control of Heavy Loads Study. " 

* Gilbert /Commonwealth Cos. 2329. 81/06/19. 110pp. 09000:297. 


8107190411 Forwards request for addl geotechnical engineering info. 
Response date is 810815. Geotechnical reviewer plans site 
visit to discuss responses. 

TEDEBCO* R. L. Assistant Director for Licensing. 81/06/30. 5pp. 
09049: 027. 


8107080436 Responds to NRC 810505 ltr re safety concern* associated 
w/pipe breaks in BUR scram sys. Consequences of NUREG-0785 
scenario are not applicable. Containment temp sensors are 
located in area of 8DV piping headers. 

DAVID80N* D. R. Cleveland Electric Illuminating Co. 81/07/02. Ip. 
08973: 072. 


8107090188 Responds to 810226 Generic Ltr 81-03 re implementation of 
NURED-0313* Revision 1.A11 N88S supplied stainless steel 
piping conforms to corrosion resistant matl requirements. 

Tech Specs re surveillance !< RCPB leakage will be reviewed. 

DAVIDSON, D. R. Cleveland Electric Illuminating Co. 81/07/02. 4pp. 
08984:045. 


8107310055 Generic Ltr 81-23A to all licensees It CP holders* advising 
that dirsct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclaar Reactor 
Regulation* per Generic Ltr 81-23* are unnecessary. 

EISENHUT* D. G. Division of Licensing. 81/07/06. 6pp. 09222:215. 


8107140934 Requests Environ Engineering Branch evaluation of proposed 
changes to environ monitoring program. Supporting ltrs end. 

TEDEBCO* R. L. Assistant Director for Licensing. 81/07/08. 5pp. 
09028: 246. 


8107210385 Advises of grammatical error in 810629 ltr re IN bat 
(myotis sodal is). Word in second sentence of last paragraph 
should be "latter" & not "former". 

CASE* D. S. Ohio* State of. 81/07/09. Ip. 09104:062. 


C. Utility Environmental Report (ER), amends It correspondence 


8107090140 Advises that util final portion of accepted OL application* 
consisting of environ rept*Vols 1 & 2* is being submitted 
under separate cover. All previously submitted environ repts 
should be discarded. 

SOUDER.J. L. Division of Rules and Records. 81/06/24. Ip. 

08979: 346. 


D. NRC Draft/Final Environmental Statements* suppls 6 correspondence 


8107140416 Ack receipt of EIS. NRC will receive notification that review 
has been completed no later than 40 days from receipt of DES 
* 32 days for FES. 

ROESCH.R. M. Ohio* State of. 81/07/10. Ip. 09013:329. 


E. NRC Safety Evaluation Report (SER), suppls & correspondence 


8107020105 Forwards Mechanical Engineering Branch draft SER input on 
Sections 3.2*3. 6*3. 7 k 3.9 of FSAR. Requests meeting wk of 
810803 to discuss open items. 

TEDEBCO, R. L. Assistant Director for Licensing. 81/06/12. 3pp. 
08954: 100. 


8107140200 Notification of 810804-07 meeting w/util in Reading, PA to 
discuss mechanical enginearing draft SER. 

HOUSTON* M. D. Licansing Branch 2. 81/07/06. 3pp. 09031:193. 


8107290168 Forwards preliminary responsa to open items in Mechanical 
Enginaering Branch draft SER input for Bactions 3. 2* 3. 6* 3. 7 
8c 3. 9, 

COLEMAN* W. E. Claveland Electric Illuminating Co. 81/07/24. 200pp. 

09185:330. 


F. Sacurity* medical* emargancy & fire protection plans 


8107100320 Forwards Page 2-11 to NUREG* changing implementing schedule 
for submission & evaluation of upgraded emergency plans per 
Generic Ltr 81-25. 

EISENHUT* D. G. Division of Licensing. 81/06/13. 4pp. 08996:358. 


8107090415 Forwards request for addl info re guard training Se 
qualification plan. 

TEDEBCO, R. L. Assistant Director for Licensing. 81/06/30. 5pp. 
08904:349. 


8107290002 Generic Ltr 81-27: requests that all emergency plans *c 
implamenting procedures be submitted w/pages marked to 
reflect privacy fc propriatary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT. D. 0. Division of Licensing. 81/07/09. 5pp. 09109:059. 


8107200362 Advises that licensees must submit three copies of emergency 
p Ians, procedures & revisions to NRC regional ofc. All copies 
should be sent to Region 3 incident response ctr. 

KEPPLER* J. G. Region 3* Chicago, Office of the Director (81/03/01). 
81/07/10. 2pp. 09070:215. 


8107310018 Informs that verification of public notification sys 
required before issuance of power operation license. 

TEDEBCO, R. L. Assistant Director for Licensing. 81/07/20. 2pp. 
09221:059. 


G. Adjudicatory correspondence 


8107020323 Forwards amended petition fc voluntary dismissal for files. 
W/o ends. Related correspondence. 

WILT, D. D. Wilt* D. D. 81/05/00. Ip. 08936:284. 


8107020371 Amended Sunflower Alliance* Inc* North Shore Alert 6 Citizens 
for Safe Energy petition for intervener status. Contentions 
set forth in original petition are adopted by ref . Svc list 
end. 

WILT, D. D. , LODGE* T. Sunflower Alliance. WILT* D. D, Citizens for 
8afe Energy. 81/05/08. 8pp. 08950: 116. 
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8107020484 Request that Grand River Winery be permitted to withdraw 
from proceeding w/o prejudice. Certificate of Svc end. 

WILT, D. D. Affiliation Unknown. 81/05/11. 3pp. 08952:249. 


81 07090061 Requests to make limited appearance statement at licensing 
hearing. 

NASH.©. C. Affiliation Unknown. 81/07/01. Ip. 08981:160. 


8107000272 Notices of appearance in proceeding. Certificate of Svc end. 
MOORE. J. E. Hearing Branch 2. BARTH, C. A. Hearing Branch 3. 

81/07/02. 4pp. 08973:274. 


8107080349 Comments on contentions proposed at special prehearing 
conference. All new & revised contentions except Sunflower 
Alliance Contention 1 should be rejected. 

BARTH, C. A. Hearing Branch 3. MOORE, J. E. Hearing Branch 2. 
81/07/06. 22pp. 08972:305. 


— 8107080335 "Effects on Populations of Exposure to Low Levels of 
Ionizing Rad iation: 1980. *' Certificate of Svc end. 

* National Research Council. 80/12/31. 50pp. 08972:327. 

8107100160 Brief , in form of pleading, re adequacy of new info 
presented as basis for changing Sunflower Alliance, et al & 

OH Citizens for Responsible Energy contentions & on new 
Kenney content ion. Certificate of Svc end. 

CHURCHILL, B. W. Cleveland Electric Illuminating Co. CHURCHILL, B. W. 
Duquesne Light Co. CHURCHILL, B. W. Ohio Edison Co. 81/07/06. 53pp. 

00992: 245. 


8107160069 Requests to make limited appearance statement at licensing 
hearings. 

ORECO.A. M. Affiliation Unknown. 81/07/09. Ip. 09042:126. 


8107220075 Order that for convenience of parties, Lake County will 
become custodian of certain documents, including hearing 
transcripts. 

BLOCH, P. B. Atomic Safety and Licensing Board Panel. 81/07/20. Ip. 
09114: 182. 


8107270103 Answer to OH Citizens for Responsible Energy 810706 motion 
to file Contention 14. OL or CP applicants are not required 
to anticipate effects of electromagnetic pulses on 
operations. Certificate of Svc end. 

SILBER©, J. E. Cleveland Electric Illuminating Co. CHURCHILL, B. W. 
Shaw. Pittman, Potts it Trowbridge. 81/07/20. 4pp. 09157:031. 


8107300004 Response opposing OH Citizens for Responsible Energy 
810708 motion for leave to file new Contention 14. Contention 
is late Sc constitutes impermissible challenge to 
Commission regulations. Certificate of Svc end. 

MOORE, J. E. Hearing Branch 2. BARTH, C. A. Hearing Branch 3, 
81/07/28. 9pp. 09191:304. 


8107300154 Special prehearing conference memorandum Sc order re party 
status, motions to dismiss S< to stay, admissibility of 
contentions Sc adoption of special discovery procedures. 

BLOCH, P. B. , KLINE, J. R. , SHON, F. J. Atomic Safety and Licensing Board 
Panel. 81/07/28. 100pp. 09195:093. 


H. General correspondence 


81071301 1*1 Discusses termination of CVI Corp license, low level 
radwaste mg t, Grandview Hosp civil penalty Sc facility 
environ review, in response to 810619 ltr. DES scheduled for 
issuance in Feb 1982. 

MENCZER, W. B. State Liaison Office. 81/06/30. 2pp. 08999:240. 


8107290195 Requests info re antitrust review of OL applications for 
facilities. 

KNOX, E, Cuyahoga County, OH. 81/07/22. Ip. 09188:110. 


M. Antitrust correspondance 


8107170005 Forwards FR notice of receipt of antitrust info re 
application for OL. Notice will also appear in local 
newspapers Sc trade journals. 

SCHWENCER, A. Licensing Branch 2. 81/07/09. 2pp. 09062: 172. 


•—8107170006 Notice of receipt of antitrust info. 

SCHUENCER, A. Licensing Branch 2. 81/07/09. 2pp. 09062:174. 


G. Inspection reports, IE Bulletins Sc correspondence 


8107080326 Aek receipt of 810615 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rapt 30-440/81-08. 

HEX9HMAN, R . F. Division of Resident St Project Inspection. 81/06/26. 
Ip. 08972:191. 


—8107080334 Responds to NRC 810321 ltr re violations noted in IE Imp 
Repts 50-440/81-08 Sc 30-441/81-08. Corrective actions: ©E 
initiated Nonconf ormance Repts GE 38-191 & ©E 38-194. Full 
compliance will be achieved by Sept 1981. 

DAVIDSON, D. R. Cleveland Electric Illuminating Co. 81/06/15. 3pp. 
08972:192. 


8107240306 Advises that IE Info Notice 81-19, "Lost Parts in Primary 
Coolant Sy s, " was forwarded to listed utils. 

* Region 3, Chicago, Office of the Director (81/03/01). 81/07/06. 

Ip. 09148:203. 


8107200402 Notifies that IE Info Notica 81-19, "Lost Parts in Primary 
Coolant Sys, " was sent to listed utils on 810706. 

CARROLL, D. E. Word Processing S< Document Control Section. 81/07/07. 
2pp. 09073:323. 


8107150107 Advises that IE Circular 81-09, "Containmant Effluent Water 
That Bypasses Radioactivity Monitor, " was sent to listed 
licensees on 810710. 

CARROLL, D. E. Word Processing St Document Control Section. 81/07/10. 
2pp. 09026:026. 


8107170236 Advises that IE Info Notice 81-20, "Test Failures of 
Electrical Penatration Assemblies, “ was sant to listed utils 
on 810713. 

CARROLL, D. E. Word Processing & Document Control Section. 81/07/13. 
2pp. 09051:028. 


8107170245 Advises that IE Info Notice 81-20, "Test Failures of 
Electrical Penetration Assemblies," was forwarded to 
listed licensees. 

* Region 3, Chicago, Office of the Director (81/03/01). 8i 07/15. 
Ip. 09031:001. 


8107170231 Advises that IE Circular 81-09. "Containment Effluent Water 
That Bypasses Radioactivity Monitor, " was forwardad to 
listed licensees. 

* Region 3, Chicago, Office of the Director (81/03/01). 81/07/13. 

lp. 09038:209. 


8103300402 IE Info Notice 81-21. "Potential Loss of Direct Access to 
Ultimate Heat Sink. " 

* Director's Office, Office of Inspection and Enforcement. 
81/07/21. 5pp. 09162:348. 


B 107270246 Advises that IE Info Notice 81-21. "Potential Loss of Direct 
Access to Ultimate Heat Sink," was sent to listed licensees 
on 810721. 

CARROLL, D. E. Word Processing fc Document Control Section. Bl/07/21. 
2pp. 09160:112. 


8107270218 Advises that IE Circular 81-12i "Inadequate Periodic Test 
Procedure of PWR Protection Sys, " was sant to listed 
licansees on B10722. 

CARROLL, D. E. Word Processing it Document Control Section. 81/07/22. 
2pp. 09160: 131. 


8107270233 Advises that IE Circular 81-12, “Inadequate Periodic Teet 
Procedure of PWR Protection Sys, " was sent to listed 

licensees. 

* Region 3, Chicago, Office of the Director (81/03/01). 81/07/24. 

lp. 09160: 107. 


8107280196 Notifies that IE Circular Bi-11, "Inadequate Decay Heat 
Removal During Reactor Shutdown, " was sent to licensee* on 
810724. 

CARROLL, D. E. Word Processing Si Document Control Section. 81/07/24. 
2pp. 09169:010. 


8107280626 Adviees that IE Circular 81-11, "Inadequate Decay Heat 
Removal During Reactor Shutdown, " has been forwarded to 
listed licensees. 

* Region 3, Chicago, Office of the Director (81/03/01). 81/07/24. 

lp. 09181:001. 


8. Reportable occurrences, LERs Si related correspondence 


8107020328 Part 21 rept re missile penetration analysis, initially 
reported on 810605. Penetration of subj housings by missiles 
cannot be determined as substantial safety hazard *i 
e lassification best decided by utils. Utils notified. 

JORGENSEN, R. Buffalo Forge Co. 81/06/10. 2pp. 08952:028. 


8107140111 Final deficiency rept re degradation of fuel pool 
penetration piping by welds for attaching piping to fuel 
pool liner & leak chase, Initially reported 801103. Act! vit las 
required to correct deficiency will be compile by Dee 1981. 
DAVIDSON, D. R. Cleveland Electric Illuminating Co. 81/06/29. 3pp. 
09022: 264. 
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8107140433 Interim deficiency rept re socket weld fitups for safety 
class control rod drive sys» initially reported on 810603. 

Util 8c Gilbert Associates performing analysis to determine 
significance. Final rept will be submitted by 810901. 

DAVIDSON, D. R. Cleveland Electric Illuminating Co. 81/06/29. 2pp. 
09013: 344. 


8107140917 Interim deficiency rept re major crack in concrete wall/slab 
of fuel handling bldg* originally reported on 810602. Concrete 
is being removed to expose entire condition. Final rept will 
be submitted by B11001. 

DAVIDSON. D. R. Commonwealth Edison Co. 81/06/29. 7pp. 09019:043. 


8107140628 Interim significant deficiency rept re reactor protection 
sys flexible conduit grounding in PGCC installations. 

Corrective work not yet completed. Final rept expected by 
811030. 

DAVIDSON. D. R. Cleveland Electric Illuminating Co. 81/07/01. ip. 
09019: 037. 


8107240030 Final deficiency rept re nonsafety sensing lines on safety- 
related receiver tanks. initially reported on 810612. Existing 
valve will be replaced w/automatical ly closing isolation 
valve in sensing line by Oct 1981. 

DAVIDSON. D.R. Cleveland Electric Illuminating Co. 81/07/13. 2pp. 
09137: 094. 


8107300201 Interim deficiency rept, originally reported on 810609 per 
Part 21. re missile penetration analysis for safety class 
axial-flow fans. Caused by insufficient thickness on fan 
housing. Next rept will be sent by 811031. 

DAVIDSON, D. R. Cleveland Electric Illuminating Co. 81/07/22. 2pp. 
09199: 288. 


DOCKET 90-441 PERRY NUCLEAR POWER PLANT, UNIT 2 


A. Application/construction stage documents Sc correspondence 


81071X479 Forwards "Control of Heavy Loads Study, " per NRC request. 
Sixteen oversize drawings end. Aperture cards will be 
available in PDR. 

DAVIDSON, D. R. Cleveland Electric Illuminating Co. 81/06/30. Ip. 
09000: 299. 


—8107130484 Forwards "Control of Heavy Loads Study, “ per 801222 Sc 810203 
requests. Add 1 analyses required by Sections 2. 2 & 2.3 will 
be provided by 810922. Si x teen oversize drawings encl. 

Aperture cards will be available in PDR. 

DAVIDSON. D. R. Cleveland Electric Illuminating Co. 81/06/19. Ip. 
09000: 296. 


— 8107130488 "Control of Heavy Loads Study. " 

* Gilbert/Commonwealth Cos. 2329. 81/06/19. 110pp. 09000:297. 


C. Utility Environmental Report <ER>, amends & correspondence 


8107090148 Advises that util final portion of accepted OL application, 
consisting of environ rept.Vols 1 & 2, is being submitted 
under separate cover. All previously submitted environ repts 
should be discarded. 

SOUDER, J. L. Division of Rules and Records. 81/06/24. Ip. 

08979: 346. 


D. NRC Draft /Final Environmental Statements, suppls & correspondence 


8107140416 Ack receipt of EIS. NRC will receive notification that review 
has been completed no later than 40 days from receipt of DES 
8. 32 days for FES. 

R0E9CH, R. M. Ohio, State of. 81/07/10. Ip. 09013:329. 


E. NRC Safety Evaluation Report <SER>, suppls Sc correspondence 


8107020109 Forwards Mechanical Engineering Branch draft SER input on 
Sections 3.2, 3. 6,3. 7 fc 3.9 of FSAR. Requests meeting wk of 
810803 to discuss open items. 

TEDESCO, R. L. Assistant Director for Licensing. 81/06/12. 3pp. 
08994: 100. 

8107140200 Notification of 810804-07 meeting w/util in Reading, PA to 
discuss mechanical engineering draft SER. 

HOUSTON, M. D. Licensing Branch 2. 81/07/06. 3pp. 09031:193. 

8107290168 Forwards preliminary response to open items in Mechanical 
Engineering Branch draft SER input for Sections 3. 2, 3. 6, 3. 7 
St 3.9. 

COLEMAN, W. E. Cleveland Electric Illuminating Co. Bl/07/24. 200pp. 

09185: 330. 


F. Security, medical, emergency St fire protection plans 


81071X320 Forwards Page 2-11 to NUREG, changing implementing schedule 
for submission St evaluation of upgraded emergency plans per 
Generic Ltr 81-25. 

EISENHUT, D. G. Division of Licensing. 81/06/13. 4pp. 08996:358. 


8107090415 Forwards request for addl info re guard training St 
qualification plan. 

TEDESCO, R. L. Assistant Director for Licensing. 81/06/30. 5pp. 
08984:349. 


8107290002 Generic Ltr 81-27: requests that all emergency plans St 
implementing procedures be submitted w/pages marked to 
reflect privacy Sc proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT, D. G. Division of Licensing. 81/07/09. 9pp. 09189:059. 


81071X411 Forwards request for addl geotechnical engineering info. 
Response date is 810815. Geotechnical reviewer plans site 
visit to discuss responses. 

TEDEBCO, R. L. Assistant Director for Licensing. 81/06/30. 5pp. 
09049: 027. 


81072X362 Advises that licensees must submit three copies of emergency 
p Ians, proc edures 6 revisions to NRC regional ofc.All copies 
should be sent to Region 3 incident response ctr. 

KEPPLER, J. G. Region 3, Chicago, Office of the Director <81/03/01). 
81/07/10. 2pp. 09070:215. 


81070X436 Responds to NRC 810905 ltr re safety concerns associated 
w/pipe breaks in BWR scram sys. Consequences of NUREG-0785 
scenario are not app licable. Containment temp sensors are 
located in area of SDV piping headers. 

DAVIDSON. D. R. Cleveland Electric Illuminating Co. 81/07/02. Ip. 
08973: 072. 


8107310018 Informs that verification of public notification sys 
required before issuance of power operation license. 

TEDEBCO, R. L. Assistant Director for Licensing. Bl/07/20. 2pp. 
09221:059. 


G. Adjudicatory correspondence 


8107090188 Responds to 810226 Generic Ltr 81-03 re implementation of 
NURE3G-0313, Revision 1.A11 NSSS supplied stainless steel 
piping conforms to corrosion resistant matl requirements. 

Tech Specs re surveillance Sc RCPB leakage will be reviewed. 

DAVIDSON, D.R. Cleveland Electric Illuminating Co. 81/07/02. 4pp. 
08984: 045. 


B1073 10059 Generic Ltr 81-23A to all licensees Sc CP holders, advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation, per Generic Ltr 81-23, are unnecessary. 

EISENHUT, D. 0. Division of Licensing. 81/07/06. 6pp. 09222:215. 


8107140934 Requests Environ Engineering Branch evaluation of proposed 
changes to environ monitoring program. Supporting ltrs encl. 

TEDESCO, R. L. Assistant Director for Licensing. 81/07/08. 5pp. 
09028: 246. 


8107210385 Advises of grammatical error in 810629 ltr re IN bat 
(myotis sodalis). Word in second sentence of last paragraph 
should be "latter" Sc not "former". 

CASE, D. S. Ohio, State of. 81/07/09. Ip. 09104:062. 


8107020323 Forwards amended petition S< voluntary dismissal for files. 
W/o ends. Related correspondence. 

WILT, D. D. Wilt, D. D. 81/05/08. Ip. 08936:284. 


8107020371 Amended Sunflower Alliance, Inc, North Shore Alert 8c Citizens 
for Safe Energy petition for intervenor status. Contentions 
set forth in original petition are adopted by ref . Bvc list 

WILT, D. D. , LODGE, T. Sunflower Alliance. WILT, D. D. Citizens for 
Safe Energy. 81/05/08. 8pp. 0B950: 116. 


107020484 Request that Grand River Winery be permitted to withdraw 
from proceeding w/o prejudice. Certificate of Svc _ 


8107090061 Requests to make limited appearance statement at licensing 
NASrtSfc. Affiliation Unknown. 81/07/01. Ip. 08981:160. 


81070X272 Notices of appearance in proceeding. Certificate of Svc encl. 
MOORE, J. E. Hearing Branch 2. BARTH, C. A. Haaring Branch 3. 

81/07/02. 4pp. 08973:274. 
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8107080349 Comments on contentions proposed at special prehearing 
conference. All new & revised contentions except Sunflower 
Alliance Contention 1 should be rejected. 

BARTH, C. A. Hearing Branch 3. MOORE* J. E. Hearing Branch 2. 
81/07/06. 22pp. 08972:305. 


8107100160 Brief* in form of pleading* re adequacy of new info 
presented as basis for changing Sunflower Alliance* et al & 

OH Citizens for Responsible Energy contentions it on new 
Kenney contention. Certificate of Svc end. 

CHURCHILL* B. W. Cleveland Electric Illuminating Co. CHURCHILL* B. W. 
Duquesne Light Co. CHURCHILL, B. W. Ohio Edison Co, 81/07/06. 53pp. 

08992:245. 


8107160069 Requests to make limited appearance statement at licensing 
hearings. 

ORECO, A. M. Affiliation Unknown. 81/07/09. Ip. 09042:126. 


8107280075 Order that for convenience of parties* Lake County will 
become custodian of certain documents* inc luding hearing 
transcripts. 

BLOCH* P. B. Atomic Safety and Licensing Board Panel. 81/07/20. Ip. 
09114: 182. 


8107270103 Answer to OH Citizens for Responsible Energy 810706 motion 
to file Contention 14. OL or CP applicants are not required 
to anticipate effects of electromagnetic pulses on 
operations. Certificate of Svc end. 

SILBERG* J. E. Cleveland Electric Illuminating Co. CHURCHILL* B. W. 
Shaw* Pittman* Potts it Trowbridge. 81/07/20. 4pp. 09157:031. 


8107300004 Response opposing OH Citizens for Responsible Energy 
810708 motion for leave to file new Contention 14. Contention 
is late & constitutes impermissible challenge to 
Commission regulations. Certificate of Svc end. 

MOORE, J. E. Hearing Branch 2. BARTH. C. A. Hearing Branch 3. 
81/07/28. 9pp. 09191:304. 


8107300154 Special prehearing conference memorandum it order re party 
status* mot ions to dismiss & to stay* admissibility of 
contentions St adoption of special discovery procedures. 

BLOCH, P. B. , KLINE, J. R. . SHON* F. J. Atomic Safety and Licensing Board 
Panel. 81/07/28. 100pp. 09195:093. 


H. General correspondence 


8107130111 Discusses termination of CVI Corp license* low level 
radwaste mg t, Grandview Hosp civil penalty S< facility 
environ review* in response to 810619 ltr. DES scheduled for 
issuance in Feb 1982. 

MENCZER, W. B. State Liaison Office. 81/06/30. 2pp. 08999:240. 


8107290195 Requests info re antitrust review of OL applications for 
facilities. 

KNOX* E. Cuyahoga County* OH. 81/07/22. Ip. 09188:110. 


M. Antitrust correspondence 


8107170005 Forwards FR notice of receipt of antitrust info re 
application for OL. Notice will also appear in local 
newspapers fe trade journals. 

SCHWENCER* A. Licensing Branch 2. 81/07/09. 2pp. 09062: 172. 


— 8107170006 Notice of receipt of antitrust info. 

SCHWENCER. A. Licensing Branch 2. 81/07/09. 2pp. 09062:174. 


Q. Inspection reports, IE Bulletins & correspondence 


8107080326 Ack receipt of 810615 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rapt 50-440/81-08. 

HEI9HMAN* R. F. Division of Resident It Project Inspection. 81/06/26. 
Ip. 08972:191. 


—8107080334 Responds to NRC 810521 ItT re violations noted in IE Insp 
Repts 50-440/81-08 Sc 50-441/81-08. Corrective actions: OE 
initiated Nonconformance Repts GE 38-191 Sc GE 38-194. Full 
compliance will be achieved by Sept 1981. 

DAMIDSQN, D. R. Cleveland Electric Illuminating Co. 81/06/15. 3pp. 
00972: 192. 


8107240306 Advises that IE Info Notice 81-19* "Lost Parts in Primary 
Coolant 8y s* " was forwarded to listed utils. 

* Region 3, Chicago, Office of the Director <81/03/01). 81/07/06. 

Ip. 09148:203. 


8107200402 Notifies that IE Info Notice 81-19* "Lost Parts in Primary 
Coolant 3y s* " was sent to listed utils on 810706. 

CARROLL* D. E. Word Processing Sc Document Control Section. 81/07/07. 
2pp. 09073: 323. 


8107150107 Advises that IE Circular 81-09. "Containment Effluent Water 
That Bypasses Radioactivity Monitor." was sent to listed 
licensees on 810710. 

CARROLL* D. E. Word Processing Sc Document Control Section. 81/07/10. 
2pp. 09026:026. 


8107170236 Advises that IE Info Notice 81-20. "Test Failures of 
Electrical Penetration Assemblies* 11 was sent to listed utils 
on 810713. 

CARROLL* D. E. Word Processing Sc Document Control Section. 81/07/13. 
2pp. 09051:028. 


8107170245 Advises that IE Info Notice 81-20. "Test Failures of 
Electrical Penetration Assemblies." was forwarded to 
listed licensees. 

* Region 3, Chicago* Office of the Director (81/03/01). 81/07/15. 
Ip. 09051:001. 

8107170251 Advises that IE Circular 81-09, "Containment Effluent Water 
That Bypasses Radioactivity Monitor* 11 was forwarded to 
listed licensees. 

* Region 3* Chicago* Office of the Director (81/03/01). 81/07/15. 
Ip. 09058:209. 


8103300402 IE Info Notice 81-21, "Potential Loss of Direct Access to 
Ultimate Heat Sink. “ 

* Director's Office* Office of Inspection and Enforcement. 
81/07/21. 5pp. 09162:348. 


8107270246 Advises that IE Info Notice 81-21. "Potential Loss of Direct 
Access to Ultimate Heat Sink* " was sent to listed licensees 
on 810721. 

CARROLL, D. E. Word Processing Si Document Control Section. 81/07/21. 
2pp. 09160:112. 


8107270218 Advises that IE Circular 81-12, "Inadequate Periodic Test 
Procedure of PWR Protection Sys, 11 was sent to listed 
licensees on 810722. 

CARROLL, D. E. Word Processing it Document Control Section. 81/07/22. 
2pp. 09160: 131. ' 


8107270253 Advises that IE Circular 81-12, "Inadequate Periodic Test 
Procedure of PWR Protection Sys," was sent to listed 
licensees. 

a Region 3, Chicago, Office of the Director (81/03/01). 81/07/24. 

Ip. 09160:107. 


8107280196 Notifies that IE Circular 81-11, "Inadequate Decay Heat 
Removal During Reactor Shutdown," was sent to licensees on 
810724. 

CARROLL, D. E. Word Processing it Document Control Section. 81/07/24. 
2pp. 09169:010. 


8107290626 Advises that IE Circular 81-11, "Inadequate Decay Heat 
Ramoval During Reactor Shutdown, " has baen forwarded to 
listed licensees. 

* Region 3, Chicago, Office of the Director (81/03/01). 81/07/24. 

Ip. 09181:001. 


S. Reportable occurrences* LERs it related correspondence 


81071401 11 Final deficiency rapt re degradation of fuel pool 
penetration piping by welds for attaching piping to fuel 
pool liner it leek chase* initially reported 801103. Activities 
required to correct deficiency will be complete by Dec 1981. 
DAVIDSON* D. R. Cleveland Electric Illuminating Co. 81/06/29. 3pp. 
09022: 264. 


8107140433 Interim deficiency rapt re socket weld fitups for safety 
class control rod driva sys* initially reported on 810603. 

Util S< Gilbert Associates performing analysis to determine 
significance. Final rept will be submitted by 810901. 

DAVIDSON* D. R. Cleveland Electric Illuminating Co. 81/06/29. 2pp. 
09013: 344. 


8107140517 Interim deficiency rept re major crack in concrete wall/slab 
of fuel handling b ldg* originally reported on 810602. Concrete 
is being removed to expose entire condition. Final rept will 
be submitted by 811001. 

DAVIDSON, D. R. Commonwealth Edison Co. 81/06/29. 7pp. 09015:043. 


8107140628 Interim significant deficiency rept re reactor protection 
sys flaxible conduit grounding in PGCC installations. 

Corrective work not yet completed. Final rept expected by 
81 1030. 

DAVIDSON, D. R. Cleveland Electric Illuminating Co. 81/07/01. Ip. 
09015: 037. 
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0107240030 Final deficiency rapt re nonsafety sensing linas on safety- 
ralatad receiver tanka# initially reported on 810612. Existing 
valve will be replaced w/automatically closing isolation 
valve in sensing line by Oct 1981. 

DAVIDSON# D. R. Cleveland Electric Illuminating Co. 81/07/13. 2pp. 
09137: 094. 


0107300201 Interim deficiency rapt# originally reported on 810605 per 
Part 21# re missile penetration analysis for safety class 
axial-flow fans. Caused by insufficient thickness on fan 
housing. Next rept will be sent by 811031. 

DAVIDSON, D.R. Cleveland Electric Illuminating Co. 81/07/22. 2pp. 
09195: 288. 
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6. Reportable occurrences# LERs It related correspondence 


8107020328 Part 21 rept re missile penetration analysis# initially 
reported on 810605. Penetration of subj housings .by missiles 
cannot be determined as substantial safety hazard It 
c lassif ication best decided by utils. Utils notified. 

JORGENSEN# R. Buffalo Forge Co. 81/06/10. 2pp. 0B952: 028. 


DOCKET 50-443 SEABROOK NUCLEAR STATION# UNIT 1 


A. Application/construction stage documents 8c correspondence 


8107310055 Generic Ltr 81-23A to all licensees 8c CP holders# advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation# per Generic Ltr 81— 23# are unnecessary. 

E1SENHUT# D. 0. Division of Licensing. 81/07/06. 6pp. 09222:215. 


8107310279 Forwards proprietary rept. YAEC-1265P# "Methods for Analysis 
of Oxide Fuel Rod# Steady-State Thermal Effects (FROSSTEY) 

Code Qualif ication Sc Application." Affidavit end. Rept 
withheld <ref 10CFR2. 790). 

VANOENBURQH# D. Yankee Atomic Electric Co. 81/07/27. 3pp. 

09220: 036. 


C. Utility Environmental Report <ER ) # amends Sc correspondence 


8107060227 Forwards acceptance review copy of Seabrook environ rept# 
Vols 1 Sc 2. 

JOHNSON# W. P. Yankee Atomic Electric Co. 81/06/29. 4pp. 08950:125. 


— 8107020040 Acceptance review copy of environ rept# Vols 1 Sc 2. 
* Public Service Co. of New Hampshire. 81/06/29. 500pp. 

08950: 125. 


F. Security# medical# emergency Sc fire protection plans 


B107100320 Forwards Page 2-11 to NUREO# chang ing implementing schedule 
for submission Sc evaluation of upgraded emergency plans per 
Generic Ltr 81-25. 

EISENHUT# D. G. Division of Licensing. 81/06/13. 4pp. 08996:358. 


8107060230 Forwards acceptance review copy of 8eabrook radiological 
emergency plan. 

JOHNBON.W. P. Yankee Atomic Electric Co. 81/06/29. 4pp. 08950:125. 


—8107020043 Acceptance review copy of radiological emergency plan 
contained in F8AR. 

* Public Service Co. of New Hampshire. 81/06/29. 200pp. 

08950: 125. 


8107290002 Generic Ltr 81-27: requests that all emergency plans St 
implementing procedures be submitted w/pages marked to 
reflect privacy St • proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT. D.Q. Division of Licensing. 81/07/09. 5pp. 09189:059. 


G. Adjudicatory correspondence 


8107060439 Forwards brief ti proposed findings St rulings of permittees. 
Related correspondence. 

DIONAN# T. 0. Ropes St Gray. DIONAN# T. G. Public Service Co. of New 
Hampshire. 81/05/08. Ip. 08899:230. 


—8107060448 Brief St proposed findings St rulings of permittees re 
Commission remand w/respect to seismic issues. Certificate 
of Sve end. 

DIONAN# T , G. Public Service Co. of New Hampshire. DIONAN# T. 0. 
Ropes St Gray. 81/05/08. 23pp. 08899:231. 


8107150346 Informs that final responsa to 10CFR2. 206 petition re 
emergency planning & evacuation times will be coordinated 
w/S Burns of Rultmaking 8c Enforcement Div# Of c of Executive 
Legal Director. 

EISENHUT# D. G. Division of Licensing. 81/07/01. Ip. 09033:110. 


8107200256 Proposed factual Sc legal findings re remanded seismic issues 
8c supporting argument. ASLAB should find Chinnery 
probabilistic hypothesis factually valid. Intervenor motions 
to strike should be granted. M/Certificate of Svc. 

JORDAN# W, S. » BERNABEI»L. New England Coalition on Nuclear Pollution. 
JORDAN, W. S. Harmon Sc Weiss. 81/07/13. 56pp. 09074:304. 


H. General correspondence 


8107150415 Responds to 810410 ltr to President Reagan expressing 
concern re plant const delays Sc uncertainty. Discusses 
reasons for slow progress of nuclear power. Cites primary NRC 
concern as public health St safety#not nuclear promotion. 

ZECH# 0. G. Planning 8c Program Analysis Staff. 81/06/30. 5pp. 
09049:318. 


I. Financial information 


8107300233 Forwards general financial info 8c util responses to 
antitrust review questions contained in Reg Guide 9.3. 

Annual Financial Repts for 1980 end. 

JOHNBON, W. P. Public Service Co. of New Hampshire. 81/07/21. 150pp. 

09198: 170. 


— 8107300235 Annual Financial Rept 19B0. Supporting documentation end. 
* Public Service Co. of New Hampshire. 81/07/21. 140pp. 

09199: 004. 


— 8107300237 Annual Financial Rept 1980. Supporting documentation end. 
* Bangor Hydro-Electric Co. 81/02/02. 200pp. 09199:131. 


— 8107300238 Annual Financial Rept 1980. Supporting documentation end. 

* New England Gas 8« Electric Assoc. 81/07/21. 100pp. 09200:016. 


— 8107300241 Annual Financial Rept 1980. Supporting documentation end. 
* Fitchburg Gas 8. Electric Light Co. 81/07/21. 100pp. 

09201: 124, 


— 8107300242 Annual Financial Rept 1980. Supporting documentation end. 
* Central Maine Power Co. 81/02/28. 150pp. 09201:340. 


■8107300243 Annual Financial Rept 1980. Supporting documentation end. 
* Maine Public Service Co. 81/03/16. 200pp. 09202:243. 


— 8107300245 Annual Financial Rept 1980. Supporting documentation end. 
* Massachusetts Municipal Wholesale Co. 81/07/21. 100pp. 

09203:113. 


— 8107300247 Annual Financial Rept 1980. Supporting documentation end. 
* Eastern Utilities Associates. 81/03/10. 60pp. 09203:313. 


— 8107300249 Annual Financial Rept 1980. Supporting documentation end. 
* New England Power Co. 81/07/21. 50pp. 09204:167. 


— 8107300251 Annual Financial Rept 1980. Supporting documentation end. 

* Vermont Electric Cooperative, Inc. 81/07/21. 28pp. 09204:327. 


— 8107300253 Annual Financial Rept 1980. Supporting documentation end. 
* Centrel Vermont Public Service Corp. 81/02/17. 150pp. 

09205: 001. 


— 8107300255 Annual Financial Rept 1980. Supporting documentation end. 
* United Illuminating. 81/01/05. 75pp. 09205:177. 


K. Utility Final Safety Analysis Report <F8AR) St amends 


8107020034 Forwards acceptance review copy of Seabrook FSAR#Vols 1-13. 
J0Hh6ON#W. P. Yankee Atomic Electric Co. 81/06/29. 4pp. 08950:124. 


—8107020037 Acceptance review copy of FSAR#Vols 1-13 for Seabrook. 
* Public Service Co. of New Hampshire. 81/06/29. 5942pp. 


8107020048 Acceptance review copy of Chapter 1 of Seabrook FSAR# 
"Introduction St General Description of Plant." 

* Public Service Co. of New Hampshire. 81/06/29. 300pp. 
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8107020051 Acceptance review copy of Chapter 2 of Seabrook FSAR* 
"Site Characteristics. " 

* Public Service Co. of New Hampshire. 81/06/29. 1300pp. 


8107020055 Acceptance review copy of Chapter 3 of Seabrook FSAR* 
"Design of Structures* Components! Equipment & Sys. " 

* Public Service Co. of New Hampshire. 81/06/29. 570pp. 


8107020060 Acceptance review copy of Chapter 4 of Seabrook FSAR* 
"Reactor. " 

* Public Service Co. of New Hampshire. 81/06/29. 220pp. 


8107020063 Acceptance review copy of Chapter 5 of Seabrook FSAR* 
"RCS & Connected Sys. " 

* Public Service Co. of New Hampshire. 81/06/29. 155pp. 


8107020066 Acceptance review copy of Chapter 6 of Seabrook FSAR* 
"Engineered Safety Features. " 

* Public Service Co. of New Hampshire. 81/06/29. 420pp. 


— 8107300238 Annual Financial Rept 1980. Supporting documentation ancl 

* New England ©as & Electric Assoc. 81/07/21. 100pp. ©9200: 

— 8107300241 Annual Financial Rept 1980. Supporting documentation encl 

* Fitchburg Gas & Electric Light Co. 81/07/21. 100pp. 

09201: 124. 


— 8107300242 Annual Financial Rept 1980. Supporting documentation encl 
* Central Maine Power Co. 81/02/28. 150pp. 09201:340. 


— 8107300243 Annual Financial Rept 1900. Supporting documentation ancl 
* Maine Public Service Co. 81/03/16. 200pp. 09202:243. 


— 8107300245 Annual Financial Rept 19S0. Supporting documentation ancl. 
* Massachusetts Municipal Wholesale Co. 81/07/21. 100pp. 

09203: 1 1 3. 


. — 8107300247 Annual Financial Rept 1980. Supporting documentation ancl. 
* Eastern Utilities Associates. 81/03/10. 60pp. 09203:313. 


8107020069 Acceptance review copy of Chapter 7 of Seabrook FSAR* 

"Instrumentation Sc Controls." — 8107300249 Annual Financial Rept 1980. Supporting documentation ancl. 

* Public Service Co. of New Hampshire. 81/06/29. 190pp. * New England Power Co. 81/07/21. 50pp. 09204: 167. 


8107020072 Acceptance review copy of Chapter B of Seabrook FSAR* 
"Electrical Power." 

* Public Service Co. of New Hampshire. 01/06/29. 250pp. 


8107020074 Acceptance review copy of Chapter 9 of Seabrook FSAR. 
"Auxiliary Sys. " 

* Public Service Co. of New Hampshire. 81/06/29. 450pp. 


— 8107300251 Annual Financial Rept 1980. Supporting documentation ancl. 

* Vermont Electric Cooperative. Inc. 81/07/21. 28pp. 09204- : 327 . 


— 8107300253 Annual Financial Rept 1980. Supporting documentation ancl. 
♦ Central Vermont Public Service Corp. 81/02/17. 150pp. 

09205: 001. 


8107020077 Acceptance review copy of Chapter 10 of Seabrook FSAR* 
"Steam & Power Conversion Sys. " 

* Public Service Co. of New Hampshire. 81/06/29. 125pp. 


8107020081 Acceptance review copy of Chapter 11 of Seabrook FSAR* 
"Radwaste Mgt. " 

* Public Service Co. of New Hampshire. 81/06/29. 115pp. 


8107020083 Acceptance review copy of Chapter 12 of Seabrook FSAR* 
"Radiation Protection. " 

* Public Service Co. of New Hampshire. 81/06/29. 175pp. 


8107020086 Acceptance review copy of Chapter 13 of Seabrook FSAR* 
"Conduct of Operations. " 

a Public Service Co. of New Hampshire. 81/06/29. 150pp. 


8107020088 Acceptance review copy of Chapter 14 of Seabrook FSAR* 
"Initial Test Program." 

* Public Service Co. of New Hampshire. 81/06/29. 100pp. 


8107020091 Acceptance review copy of Chapter 15 of Seabrook FSAR* 
"Accident Analyses. " 

* Public Service Co. of New Hampshire. 81/06/29. 110pp. 


8107020094 Acceptance review copy of Chapter 16 of Seabrook FSAR* 
"Tech Specs. " 

* Public Service Co. of New Hampshire. 81/06/29. 1200pp. 


8107020097 Acceptance review copy of Chapter 17 of Seabrook FSAR* 
"QA. " 

* Public Service Co. of New Hampshire. 81/06/29, 112pp. 


8107020265 Forwards Figures 3. 9(N)-1 - 3. 9(N)-9* inadvertently omitted 
from Vol 6 of facility FSAR. 

KATZ* H. H. United Engineers Sc Constructors* Inc. <subs. of Raytheon 
Co.). 81/06/30. 10pp. 08920:293. 


M. Antitrust correspondence 


8107300233 Forwards general financial info Sc util responses to 
antitrust review questions contained in Reg Guide 9. 3. 

Annual Financial Repts for 1980 end. 

J0HNB0N*l*|. P. Public Service Co. of New Hampshire. 81/07/21. 150pp. 

09198: 170. 


— 8107300235 Annual Financial Rept 1980. Supporting documentation end. 
* Public Service Co. of New Hampshire. 81/07/21. 140pp. 

09199: 004. 


— 8107300237 Annual Financial Rept 1980. Supporting documentation end. 
* Bangor Hydro-Electric Co. 81/02/02. 200pp. 09199: 131. 


— 8107300255 Annual Financial Rept 1980. Supporting documentation end. 
* United Illuminating. 81/01/05. 75pp. 09205:177. 


Q. Inspection reports* IE Bulletins & correspondence 


8107270217 Advises that IE Info Notice 81-05* "Degraded DC Sys at 
Palisades* " was sent to listed licensees. 

* Region 1* Ph iladelph la* Office of the Director (81/03/01). 
81/03/13. 4pp. 09167:273. 


8107270270 Advises that IE Info Notice 81-08, "Repetitive Failures of 
Limitorque Operator SMB-4 Motor-to-Shaf t Key* " was sent to 
listed licensees. 

* Region i* Philadelphia. Office of the Director (81/03/01). 
81/03/20. 4pp. 09178:165. 


8107270243 Advises that IE Info Notice 81-10* "Inadvertent Containment 
Spray Due to Personnel Error." was sent to listed licensees. 

* Region 1* Philadelphia* Office of the Director (81/03/01). 
81/03/25. 4pp. 09167:296. 


8107270192 Advises that IE Info Notice 81-09, "Degradation of Residual 
Heat Removal (RHR) Sys," was sent to listed licensees. 

* Region 1, Philadelphia* Office of the Director (81/03/01), 
81/03/26. 4pp. 09167:267. 


8107230297 Advises that IE Bulletin 81-02, "Failure of Gate Type 
Valves to Close Against Differential Pressure*" was 
sent to listed licensees. 

* Region 1* Philadelphia* Office of the Director (81/03/01). 
81/04/09. 4pp. 09146:349. 


8107270256 Advises that IE Circular 81-06* "Potential Deficiency 
Affecting Certain Foxboro 10 to 50 Miliiampere 
Transmitters, " was sent to listed licensees. 

* Region 1* Philadelphia* Office of the Director (81/03/01). 
81/04/14. 4pp. 09167:280. 


8107100231 Forwards IE Insp Rept 50-443/81-06 on 810511-15. No 
noncompliance noted. 

MARTIN* T. T. Engineering Inspection Branch. 81/06/24. 2pp. 
08992: 159. 


—8107100232 IE Insp Rept 50-443/81-06 on 810511-15. No noncompl iane# 
noted. Major areas inspected: weld metal repairs & 
nondestructive exam of pipe fabricator* matl storage Sc moving 
of Steam Generator 3. 

SANDERS, W. F. * TRIPP. L. E. Materials Sc Processing Section. 
81/06/22. 7pp. 08992:161. 


8107150092 Forwards IE Circular 81-10* "Steam Voiding in RCS Durinfl 
Decay Heat Removal Cooldown. " No written response required. 

GRIER* B. H. Region 1* Philadelphia* Office of the Director 
(81/03/01). 81/07/02. 3pp. 09027:251. 
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8107130444 Ack receipt of 810619 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50—443/8 1—05 it 
50-444/81-05. 

B RUMMER. E. J. Projects Branch 1. 81/07/06. Ip. 08997:077. 


— 8107130449 Responds to NRC 810526 ltr re violations noted in IE Insp 
Repts 50-443/81-05 & 50-444/81-05. Correc tive actions: 
misinterpretations by UE&C of Yankee guidelines re inservice 
requirements have been clarified. 

JOHNSON. W. P. Public Service Co. of New Hampshire. 81/06/19, 3pp. 
08997: 078. 


8107240320 Advises that 810501 deficiency rept will serve as response 
to IE Bulletin 81-02. "Failure of ©ate Type Valves to Close 
Against Differential Pressure. " 

DEVINCENTIS. J. Public Service Co. of New Hampshire. 81/07/08. Ip. 
09141:116. 


8107240387 Responds to IE Bulletin 81-03. Corb i cu la Sp not found in 
facility environ. Effectiveness of planned methods for 
detection it prevention of fouling found inadequate. No 
cooling water sys currently flooded. Ten manhours spent, 

DEVINCENTIS. J. Public Service Co. of New Hampshire. 81/07/08. 2pp. 

09141:203. 


8107160315 Forwards IE Info Notice 81-19. "Lost Parts in Primary 
Coolant Sys. " No written response required. 

ORIER.B. H. Region 1. Ph i ladelphia, Office of the Director 
(81/03/01). 81/07/16. 5pp. 09041:092. 


8107290170 Forwards IE Info Notice 81-21. "Potential Loss of Direct 
Access to Ultimate Heat Sink. " No written response required. 
ORIER.B. H. Region 1. Philadelphia. Office of the Director 
(81/03/01). 81/07/21. 5pp. 09186:279. 


8107290201 Forwards IE Circular 81-12, "Inadequate Periodic-Test 
Procedure of PWR Protection Sys." No written response 
required. 

ORIER, B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/22. 5pp. 09188:131. 


8107230258 Forwards IE Circular 81-09. "Containment Effluent Water That 
Bypasses Radioactivity Monitor. " No written response 
required. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/23. 5pp. 09133:080. 


8107230293 Forwards IE Info Notice 81-20, "Test Failures of Electrical 
Penetration Assemblies. " No written response required. 

GRIER, B. H. Region 1, Philadelphia. Office of the Director 
(81/03/01). 81/07/23. 5pp. 09133:142. 


S. Reportable occurrences. LERs it related correspondence 


8107010417 Interim deficiency rept, originally reported on 810526, re 
unspecified weld lengths in support design drawings. Cause 
unknown. New support details will identify min weld length. 

Support drawing review will be completed on 810731. 

DEVINCENTIS, J. Public Service Co. of New Hampshire. 81/06/25. 2pp. 
08905:340. 


8107240320 Advises that 810501 deficiency rept will serve as response 
to IE Bulletin 81-02, "Failure of ©ate Type Valves to Close 
Against Differential Pressure. " 

DEVINCENTI S, J. Public Service Co. of New Hampshire. 81/07/08. Ip. 
09141:116. 


8107280571 Interim deficiency rept re Westinghouse 4 inch through 
18 inch motor operated gate valves, initially reported on 
810313. Valve tests expected to be complete in early 1982. 

Final rept will be submitted by June 1982. 

DEVINCENTI S, J. Public Service Co. of New Hampshire. 81/07/17. Ip. 
09176: 043. 


DOCKET 50-444 SEABROOK NUCLEAR STATION, UNIT 2 


A. Application/construction stage documents fc correspondence 


8107310055 Generic Ltr 81-23A to all licensaes it CP holders, advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation, per ©eneric Ltr 81-23. are unnecessary. 

EISENHUT, D. ©. Division of Licensing. 81/07/06. 6pp. 09222:215. 


8107310279 Forwards proprietary rept, YAEC-1265P, "Methods for Analysis 
of Oxide Fuel Rod, Steady-State Thermal Effects (FRQSSTEY) 

Code Qualification * Application." Affidavit end. Rept 
withheld (ref 10CFR2. 790). 

VANBENBUROH, D. Yankee Atomic Electric Co. 81/07/27. 3pp. 

09220: 036. 


C. Utility Environmental Report (ER), amends & correspondence 


8107060227 Forwards acceptance review copy of Seabrook environ rept, 
Vols 1 & 2. 

JOHNSON, W. P. Yankee Atomic Electric Co. 81/06/29. 4pp. 08950:125. 


— 8107020040 Acceptance review copy of environ rept, Vols 1 & 2. 
♦ Public Service Co. of New Hampshire. 81/06/29. 500pp. 

08950: 125. 


F, Security, medical, emergency it fire protection plans 


8107100320 Forwards Page 2-11 to NUREG, changing implementing schedule 
for submission it evaluation of upgraded emergency plans per 
Generic Ltr 81-25. 

EISENHUT, D. G. Division of Licensing. 81/06/13. 4pp. 08996: 35B. 


8107060230 Forwards acceptance review copy of Seabrook radiological 
emergency plan. 

JOHNSON, W. P. Yankee Atomic Electric Co. 81/06/29. 4pp. 08950:125. 


— 8107020043 Acceptance review copy of radiological emergency plan 
contained in FSAR. 

* Public Service Co. of New Hampshire. 81/06/29. 200pp. 

08950: 12 5. 


8107290002 Generic Ltr 81-27: requests that all emergency plans & 
implementing procedures be submitted w/pages marked to 
reflect privacy it proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT, D. G. Division of Licensing. 81/07/09. 5pp. 09189:059. 


G. Adjudicatory correspondence 


8107060439 Forwards brief & proposed findings & rulings of permittees. 
Related correspondence. 

DIQNAN, T. G. Ropes it Gray. DIGNAN, T.G. Public Service Co. of New 
Hampshire. 81/05/08. Ip. 08899:230. 


— 8107060448 Brief it proposed findings & rulings of permittees re 
Commission remand w/respect to seismic issues. Cert if icate 
of Svc end. 

DIGNAN, T.G, Public Service Co. of New Hampshire. DIGNAN, T. G. 
Ropes it Gray. 81/05/08. 23pp. 08899:231. 


8107150346 Informs that final response to 10CFR2. 206 petition re 
emergency planning it evacuation times will be coordinated 
w/S Burns of Rulemaking & Enforcement Div, Ofc of Executive 
Legal Director. 

EISENHUT, D. G. Division of Licensing. 81/07/01. Ip. 09033:110. 


8107200256 Proposed factual it legal findings re remanded seismic issues 
it supporting argument. ASLAB should find Chinnery 
probabilistic hypothesis factually val id. Intervenor motions 
to strike should be granted. W/Certif icate of Svc. 

JORDAN, W. S. , BERNABEI, L. New England Coalition on Nuclear Pollution. 
JORDAN, W. S. Harmon it Weiss. 81/07/15. 56pp. 09074:304. 


H. General correspondence 


0107150415 Responds to 810410 ltr to President Reagan expressing 
concern re plant const delays & uncertainty. Discusses 
reasons for slow progress of nuclear power. Cites primary NRC 
concern as public health it safety, not nuclear promotion. 

ZECH, G. G. Planning it Program Analysis Staff. 81/06/30. 5pp. 
09049: 318. 


I. Financial information 


8107300233 Forwards general financial info it util responses to 
antitrust review questions contained in Reg Guide 9. 3. 

Annual Financial Repts for 1980 end. 

JOHNSON, W. P. Public Service Co. of New Hampshire. 81/07/21. 150pp. 

09198: 170, 


--8 107300235 Annual Financial Rept 1980. Supporting documentation end. 
* Public Service Co. of New Hampshire. 81/07/21. 140pp. 

09199: 004, 


—8107300237 Annual Financial Rept 1980. Supp orting documentation end. 
* Bangor Hydro-Electric Co. 81/02/02. 200pp. 09199:131. 


—8107300238 Annual Financial Rept 19B0. Supporting documentation end. 

# New England Gas «c Electric Assoc. 81/07/21. 100pp. 09200:016. 
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— 8107300241 Annual Financial Rept 1980. Supporting documentation end. 
* Fitchburg Gas & Electric Light Co. 81/07/21. 100pp. 

09201:124. 


— 8107300242 Annual Financial Rept 19e0. Supporting documentation end. 
* Central Maine Power Co. 81/02/28. 150pp. 09201:340. 


— 8107300243 Annual Financial Rept 1980. Supporting documentation end. 
* Maine Public Service Co. 81/03/16. 200pp. 09202:243. 


— 8107300245 Annual Financial Rept 1980. Supporting documentation end. 
* Massachusetts Municipal Wholesale Co. 81/07/21. 100pp. 

09203: 1 1 3. 


■8107300247 Annual Financial Rept 1980. Supporting documentation end. 
* Eastern Utilities Associates. 81/03/10. 60pp. 09203:313. 


■8107300249 Annual Financial Rept 1980. Supporting documentation end. 
* New England Power Co. 81/07/21. 50pp. 09204: 167. 


—8107300251 Annual Financial Rept 1980. Supporting documentation end. 

* Vermont Electric Cooperative# Inc. 81/07/21. 28pp. 09204:327. 


— 8107300253 Annual Financial Rept 1980. Supporting documentation end. 
* Central Vermont Public Service Corp. 81/02/17. 150pp. 

09203:001. 


— 8107300255 Annual Financial Rept 1980. Supporting documentation end. 
* United Illuminating. 81/01/05. 75pp. 09205:177. 


K. Utility Final Safety Analysis Report (FSAR) & amends 


8107020034 Forwards acceptance review copy of Seabrook FSAR# Vo Is 1-13. 
JOHNSON# W. P. Yankee Atomic Electric Co. 81/06/29. 4pp. Q8950: 124. 


■8107020037 Acceptance review copy of FSAR.Vols 1-13 for Seabrook. 
* Public Service Co. of New Hampshire. 81/06/29. 5942pp. 


8107020048 Acceptance review copy of Chapter 1 of Seabrook FSAR. 
"Introduction & General Description of Plant. " 

* Public Service Co. of New Hampshire. 81/06/29. 300pp. 


8107020031 Acceptance review copy of Chapter 2 of Seabrook FSAR. 
"Site Characteristics. " 

* Public Service Co. of New Hampshire. 81/06/2'?. 1300pp. 


8107020033 Acceptance review copy of Chapter 3 of Seabrook FSAR. 
"Design of Structures# Components# Equipment & Sys. " 

* Public Service Co. of New Hampshire. 81/06/29. 570pp. 

8107020060 Acceptance review copy of Chapter 4 of Seabrook FSAR. 
"Reactor. " 

* Public Service Co. of New Hampshire. 81/06/29. 220pp. 

8107020063 Acceptance review copy of Chapter 3 of Seabrook FSAR# 
"PCS 8c Connected Sys. " 

* Public Service Co. of New Hampshire. 81/06/29. 155pp. 


810703)066 Acceptance review copy of Chapter 6 of Seabrook FSAR. 
"Engineered Safety Features. M 

* Public Service Co. of New Hampshire. 81/06/29. 420pp. 


8107020069 Acceptance review copy of Chapter 7 of Seabrook FSAR# 
"Instrumentation 8c Controls. " 

♦ Public Service Co. of New Hampshire. 81/06/29. 190pp. 


8107020072 Acceptance review copy of Chapter 8 of Seabrook FSAR# 
"Electrical Power." 

* Public Service Co. of New Hampshire. 81/06/29. 230pp. 


8107020074 Acceptance review copy of Chapter 9 of Seabrook FSAR# 
"Auxiliary Sys. " 

a Public Service Co. of New Hampshire. 81/06/29. 450pp. 


8107020077 Acceptance review copy of Chapter 10 of Seabrook FSAR, 
"Steam It Power Conversion Sys. " 

* Public Service Co. of New Hampshire. 81/06/29. 125pp. 


8107020081 Acceptance review copy of Chapter 11 of Seabrook FSAR# 
"Raduiaste Mgt. " 

* Public Service Co. of New Hampshire. 81/06/29. 113pp. 


8107020083 Acceptance review copy of Chapter 12 of Seabrook FSAR, 
"Radiation Protection. " 

* Public Service Co. of New Hampshire., 81/06/29. 173pp. 


8107020086 Acceptance review copy of Chapter 13 of Seabrook FSAR, 
"Conduct of Operations. " 

* Public Service Co. of New Hampshire. 81/06/29. 130pp. 


8107020086 Acceptance review copy of Chapter 14 of Seabrook FSAR, 
"Initial Test Program." 

* Public Service Co. of New Hampshire. 81/06/29. 100pp. 

8107020091 Acceptance review copy of Chapter 15 of Seabrook FSAR, 
"Accident Analyses. " 

* Public Service Co. of New Hampshire. 81/06/29. 110pp. 


8107020094 Acceptance review copy of Chapter 16 of Seabrook FSAR, 
"Tech Specs. “ 

* Public Service Co. of New Hampshire. 81/06/29. 1200pp. 


8 1 07020097 Acceptance review copy of Chapter 17 of Seabrook FSAR, 

"QA. " 

* Public Service Co. of New Hampshire. 81/06/29. 112pp. 


8107020265 Forwards Figures 3. 9(N)-1 - 3. 9<N>-9# inadvertently omitted 
from Vol 6 of facility FSAR. 

KATZ# H. H. United Engineers & Constructors# Inc. (subs, of Raytheon 
Co.). 81/06/30. 10pp. 08920:293. 


M. Antitrust correspondence 


8107300233 Forwards general financial info «< util responses to 
antitrust review questions contained in Reg Guide 9. 3. 

Annual Financial Repts for 1980 end. 

JOHNSON# W. P. Public Service Co. of New Hampshire. 81/07/21. 150po 

09198:170. 


— 8107300235 Annual Financial Rept 1980. Supporting documentation encl. 
* Public Service Co. of New Hampshire. 81/07/21. 140pp. 

09199: 004. 


— 8107300237 Annual Financial Rept 1980. Supporting documentation encl. 
* Bangor Hydro-Electric Co. 81/02/02. 200pp. 09199:131. 


— 8107300238 Annual Financial Rept 1980. Supporting documentation end. 

* New England Gas & Electric Assoc. 81/07/21. 100pp. 09200:016. 


—8107300241 Annual Financial Rept 1980. Supporting documentation encl. 
* Fitchburg Gas & Electric Light Co. 01/07/21. 100pp. 

09201: 124. 


—8107300242 Annual Financial Rept 1980. Supporting documentation encl. 
* Central Maine Power Co. 81/02/28. 150pp. 09201:340. 


— 8107300243 Annual Financial Rept 1980. Supporting documentation encl. 
* Maine Public Service Co. Bl/03/16. 200pp. 09202:243. 


— 8107300245 Annual Financial Rept 1980. Supporting documentation encl. 
* Massachusetts Municipal Wholesale Co. 81/07/21. 100pp. 

09203: 113. 


8107300247 Annual Financial Rept 1980. Supporting documentation encl. 
* Eastern Utilities Associates. 81/03/10. 60pp. 09203:313, 


—8107300249 Annual Financial Rept 1980. Supporting documentation encl. 
* New England Power Co. 81/07/21. 50pp. 09204:167. 


—8107300231 Annual Financial Rept 1980. Supporting documentation end. 

* Vermont Electric Cooperative# Inc. 81/07/21. 28pp. 09204:327. 


—8107300233 Annual Financial Rept 1980. Supporting documentation encl. 
* Central Vermont Public Service Corp. 81/02/17. 150pp. 

09205:001. 


—8107300233 Annual Financial Rept 1980. Supporting documentation end* 
* United Illuminating. 81/01/05. 75pp. 09205:177. 


0. Inspection reports# IE Bulletins & correspondence 


8107270217 Advises that IE Info Notice 81-05. "Degraded DC Sys at 
Palisades# " was sent to listed licensees. 

* 1# Philadelphia# Office of the Director (81/03/01). 

81/03/13. 4pp. 09167:273. 
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0107270270 Advises that IE Info Notice 81-08, "Repetitive Failures of 
Llmitorque Operator SMB-4 Motor-to-Shaf t Key, " was sent to 
listed licensees. 

* Region 1, Philadelphia, Office of the Director <81/03/01). 
81/03/20. 4pp. 09178: 165. 


8107270243 Advises that IE Info Notice 81-10, “Inadvertent Containment 
Spray Due to Personnel Error," was sent to listed licensees. 

* Region 1, Philadelphia, Office of the Director <81/03/01). 
81/03/25. 4pp. 09167:296. 


8107270192 Advises that IE Info Notice 81-09, "Degradation of Residual 
Heat Removal <RHR) Sys, " mas sent to listed licensees. 

* Region 1, Philadelphia, Office of the Director <81/03/01). 
81/03/26. 4pp. 09167:267. 


8107230297 Advises that IE Bulletin 81-02. "Failure of Gate Type 
Valves to Close Against Differential Pressure, " was 
sent to listed licensees. 

* Region 1, Philadelphia. Office of the Director (81/03/01). 
81/04/09. 4pp. 09146:349. 


8107270256 Advises that IE Circular 81-06, "Potential Deficiency 
Affecting Certain Foxboro 10 to 50 Milliampere 
Transmitters, " was sent to listed licensees. 

* Region 1. Phi ladelphia. Office of the Director (81/03/01). 
81/04/14. 4pp. 09167:280. 


8107150092 Forwards IE Circular 81-10, "Steam Voiding in RCS During 
Decay Heat Removal Cooldown. " No written response required. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
(Bl/03/01). 81/07/02. 3pp. 09027:251. 


8107130444 Ack receipt of 810619 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-443/81-05 & 
50-444/81—05. 

BRUNNER, E. J. Projects Branch 1. 81/07/06. Ip. 08997:077. 


— 8107130449 Responds to NRC 810526 ltr re violations noted in IE Insp 
Repts 50-443/81-05 & 50-444/81-05. Corrective actions: 
misinterpretations by UE&C of Yankee guidelines re inservice 
requirements have been clarified. 

JOHNSON, W. P. Public Service Co. of New Hampshire. Bl/06/19. 3pp. 
08997: 078. 


8107240320 Advises that 810501 deficiency rept will serve as response 
to IE Bulletin 81-02, "Failure of Gate Type Valves to Close 
Against Differential Pressure. " 

DEVINCENTIS, J. Public Service Co. of New Hampshire. 81/07/08. Ip. 
09141: 116. 


8107240387 Responds to IE Bulletin Bl-03. Corb icula Sp net found in 
facility environ. Effectiveness of planned methods for 
detection & prevention of fouling found inadequate. No 
cooling water sys currently flooded. Ten manhours spent. 

DEVINCENTIS, J. Public Service Co. of New Hampshire. 81/07/08. 2pp. 

09141:203. 


8107160315 Forwards IE Info Notice 81-19, "Lost Parts in Primary 
Coolant Sys. " No written response required. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
(Bl/03/01 ). 81/07/16. 5pp. 09041:092. 


8107290170 Forwards IE Info Notice 81-21, "Potential Loss of Direct 
Access to Ultimate Heat Sink. " No written response required. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/21, 5pp. 09186:279. 


8107290201 Forwards IE Circular 81-12, "Inadequate Periodic-Test 
Procedure of PWR Protection Sys. " No written response 
required. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/22. 5pp. 09188:131. 


8107230258 Forwards IE Circular 81-09, "Containment Effluent Water That 
Bypasses Radioactivity Monitor. " No written response 
required. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/23. 5pp. 09133:080. 


8107230293 Forwards IE Info Notice 81-20, "Test Failures of Electrical 
Penetration Assemblies. " No written response required. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/23. 5pp. 09133:142. 


S. Reportable occurrences, LERs & related correspondence 


8107010417 Interim deficiency r ept, or ig inal ly reported on 810526, re 
unspecified weld lengths in support design drawings. Cause 
unknown. New support details will identify min weld length. 

Support drawing review will be completed on 810731. 

DEVINCENTIS, J. Public Service Co. of New Hampshire. 81/06/25. 2pp. 
08905: 340. 


8107240320 Advises that 810501 deficiency rept will serve as response 
to IE Bulletin 81-02, "Failure of Gate Type Valves to Close 
Against Differential Pressure." 

DEVINCENTIS, J. Public Service Co. of New Hampshire. 81/07/08. Ip. 
09141: 116. 


8107280571 Interim deficiency rept re Westinghouse 4 inch through 
18 inch motor operated gate valves, ini tial ly reported on 
810313. Valve tests expected to be complete in early 1982. 

Final rept will be submitted by June 19B2. 

DEVINCENTIS, J. Public Service Co. of New Hampshire. 81/07/17. Ip. 
09176:043. 


DOCKET 50-445 COMANCHE PEAK STEAM ELECTRIC STA. , UNIT 1 


A. Application/construction stage documents & correspondence 


8107070055 Forwards list of open items from FSAR review. Current 810611 
schedule for SER not expected to be met. Notes util crash 
program to respond to bulk of open items by 810612. 

EISENHUT , D. G. Division of Licensing. 81/06/17. 7pp. 08960:208. 


8107090394 Provides guidance for implementation of special low power 
testing to be conducted at power levels, no greater than 5%, 
per NUREG- 0737, Item 1. 0. 1. Natural circulation tests S< 
associated training should be included in FSAR. 

TEDESCO, R. L. Assistant Director for Licensing. 81/06/24. 3pp. 
08986: 336. 


8107060216 Informs that 18-inch containment purge Sc vent valves 8c 
associated equipment are qualified to operate against 50 psi 
containment pressure. Closing time is less than 5-s. 

SCHMIDT, H. C. Texas Utilities Services, Inc. 81/06/26. Ip. 
08890: 119. 


8107060168 Commits to replace automatic permissive w/manual arming 
device on overpressure control logic for pressuriaer power 
operated relief valves. 

SCHMIDT, H. C. Texas Utilities Services, Inc. 81/06/29. Ip. 
08889: 171. 


8107070450 Advises that exhaust dampers in safeguards bldg engineered 
safety features filter trains are manually operable. 

Post-LOCA radiation levels in auxiliary bldg are being 
evaluated to assure accessibility. 

SCHMIDT, H. C. Texas Utilities Services, Inc. Bl/07/01, lp. 
08949:075. 


8107100143 Clarifies position re TMI Action Plan Item 2-F-l.No 
exception was taken to special calibr & special environ 
qualification requirements. Commitments in 810623 ltr 
based on preliminary evaluation. 

SCHMIDT, H. C. Texas Utilities Services, Inc. 81/07/06. lp. 
08991: 111. 


8107310055 Generic Ltr 81-23A to all licensees & CP holders, advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation, per Generic Ltr 81-23, are unnecessary. 

EISENHUT, D. G. Division of Licensing. 81/07/06. 6pp. 09222:215. 


8107100081 Provides response schedule for submittal on 35 open items, 
in response to NRC 810629 ltr. 

SCHMIDT, H. C. Texas Utilities Services, Inc. 81/07/07. 3pp. 

08990: 130. 


8107140311 Forwards draft responses to NRC Questions 251.1-251.4. 
Responses will be included in Amend 24 scheduled for 
submittal on 810715. 

MARSHALL, J. S. Texas Utilities Services, Inc. Bl/07/10. 50pp. 

09022:211. 


8107140679 Forwards "Proposed Secondary Water Chemistry Monitoring 
Program. " 

SCHMIDT, H. C. Texas Utilities Services, Inc. 81/07/10. lp. 
09008: 186. 


■8107140697 "Proposed Secondary Water Chemistry Monitoring Program. 
* Texas Utilities Services, Inc. 81/07/10. 10pp. 09008:187. 
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8107200358 Advises that const schedule is under detailed review. Fuel 
load date of Dec 19B1 is jeopardized due to inability to 
achieve critical milestone dates. Evaluation will be 
sufficiently complete by Sept 1981 to meet u/NRC. 

GARY, R.J. Texas Utilities Generating Co. 81/07/13. Ip. 09070:228. 


8107210188 Forwards Revision 1 to "Proposed Secondary Water Chemistry 
Monitoring Program. " 

SCHMIDT, H. C. Texas Utilities Services, Inc. 81/07/14. Ip. 

09102: 074. 


— 8107210195 Revision 1 to "Proposed Secondary Water Chemistry 
Monitoring Program. " 

* Texas Utilities Services, Inc. 81/07/15. iipp. 09102:075. 


8107280575 Forwards response to NRC Question 032. 10B re control sys 
failures. Response will be incorporated into FSAR by~-Amend 
25. 

SCHMIDT, H. C. Texas Utilities Services, Inc. 81/07/23, 38pp. 

09176:044. 


8107310137 Addresses concerns expressed during site visit re separation 
between Class IE It non-Class IE circuits at transfer 
switches for hot shutdown panel. Adequate separation will be 
provided in examining isolation cords/interposing relays. 

SCHMIDT, H. C. Texas Utilities Services, Inc. 81/07/27. Ip. 

09218:256. 


D. NRC Draft/Final Environmental Statements, suppls & correspondence 


8107060098 Comments on DES for facilities. No significant impacts re 
FERC areas of concern were found. 

HEIhEMANN, J. M. Federal Energy Regulatory Commission. 81/06/23. ip. 
08889:024. 


8107070224 Comments on DES for facilities. Solid radwaste treatment sys 
should be considered as addition to summary list of 
outstanding issues. FES it supporting documents should be 
strengthened in noted areas. 

PHILLIPS, F. E. Environmental Protection Agency. 81/06/30. 6pp. 
09326: 164. 


8107140285 Comments by TX Historical Commission on DES. Sufficient info 
not contained in DES to allow review of cultural resources. 

Requests repts re cultural resources, inc luding archeological 
investigations mentioned on 810421. 

HERRINGTON, L. Texas, State of. 81/07/03. Ip. 09011:149. 


8107160311 Submits comments on DES. Overall DES is reasonable assessment 
of environ effects of operation of fac i 1 ity. Comments are 
offered for consideration in preparation of FES. 

GARY, R. J. Texas Utilities Generating Co. 81/07/13. 2pp. 

09042: 008. 


8107170259 Comments on NUREG-0775, DES for facility. NRC should obtain 
peak demand projections obtained from util in 1981 to 
include in 1981 EIS. 

FOUKE, R. L. Citizens for Fair Utility Regulation. 81/07/13. 3pp. 
09053: 316. 


8107170229 Comments on health aspects of DES, NUREG-0775, May 1981. 
Lessons learned from TMI accident should receive more 
attention. Emergency preparedness plan should be modified re 
monitoring of radiohalogens in presence of radionoble gases. 
VILLFQRTH# U, C. HEW, Dept, of, Food it Drug Administration. 81/07/14. 
2pp. 09057:145. 


8107310561 Forwards list of federal, state & local agency it public 
comments on DES. Response requested by 810813. W/o end. 

YOUNGBLOOD, B. U. Licensing Branch 1. 81/07/14. 2pp. 09223:060. 


8107210381 Comments on facility DES. FES should explain basis for 
assumption that molten core, after melt-through of 
containment, would solidify & cease moving immediately below 
basemat & at 35 meters above Twin Mountains aquifer. 

* Interior, Dept. of. 81/07/17. 2pp. 09104:063. 


E. NRC Safety Evaluation Report (SER), suppls it correspondence 


8107140323 Forwards request for addl info re FSAR status review for 
SER. Response should be submitted within 10 days of receipt 
of ltr. 

TEDESCO, R. L. Assistant Director for Licensing. 81/06/29. 4pp. 
09031:301. 


8107300264 Confirms 810709 telcon re decision to defer ACRS review 
schedule until outstanding SER open issues are resolved. 

TEDEBCO, R.L. Assistant Director for Licensing. 81/07/17. 3pp. 
09207:350. 


8107310084 Forwards NUREG-0797, SER for facilities it FR notice. W/o 
NUREG. 

YOUNGBLOOD, B. J. Licensing Branch 1. 81/07/24. 2pp. 09222:294. 


—8107310085 Notice of availability of SER, NUREG-0797. 

YOUNGBLOOD, B. J. Licensing Branch 1. 81/07/24. 2pp. 09222:296. 


F. Security, medical, emergency $< fire protection plans 


8107100320 Forwards Page 2-11 to NUREG, changing implementing schedule 
for submission & evaluation of upgraded emergency plans per 
Generic Ltr 81-25. 

EI5ENHUT, D . G. Division of Licensing. 81/06/13. 4pp. 08996:358. 


8107060154 Responds to request for written confirmation of schedule It 
purpose of vital area analysis. LASL 810518-22 engineering 
analysis is part of overall physical protection program. Enel 
re NRC contractor personnel withheld (ref 10CFR2. 790). 

YOUNGBLOOD, B. J. Licensing Branch 1. 81/06/16. 2pp. 08957:333. 


8107090430 Forwards revised security training & qualif ication plan St 
comments re NRC responses to plan. Plan 8< comments withheld 
(ref 10CFR2. 790). 

GARY, R. J. Texas Utilities Generating Co. 81/07/01. Ip. 08973:214. 


8107140693 Forwards comments on NRC responses to facility physical 
security plan, per NRC B10429 ltr. Also forwards revised 
physical security p lan. Comments it plan withheld (ref 
10CFR2. 790 ) . 

GARY, R.J. Texas Utilities Generating Co. 81/07/09. Ip. 09017:185. 


8107290002 Generic Ltr 81-27: requests that all emergency plans it 
implementing procedures be submitted w/pages marked to 
reflect privacy it proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT, D. G. Division of Licensing. 81/07/09. 5pp. 09189:059, 


8107300262 Requests confirmation that prompt' emergency notification sys 
will be installed at facility to meet requirements of App E 
to lOCFRSO.Util must include schedule, sys description & 
possible implementation problems. 

TEDEBCO, R. L. Assistant Director for Licensing. 81/07/20. 4pp. 

09207: 348. 


8107310096 Forwards review of 810331 radiation emergency plan Revision 
l.Plan reviewed against NUREG-0654 criteria. Response should 
be submitted within 30 days of receipt of ltr. Emergency 
response exercise must be conducted. 

TEDESCO, R. L. Assistant Director for Licensing, 81/07/23. 20pp. 

09221 : 123. 


G. Adjudicatory correspondence 


8107020359 Forwards affidavit to accompany TX Utils Svcs, Inc answers to 
Citizens Association for Sound Energy fifth set of 
interrogatories. Related correspondence. 

REYNOLDS, N. S. Debevoise it Liberman. REYNOLDS, N. S. Texas Utilities 
Services, Inc. 81/05/04. 2pp. 08933:301. 


8107020365 Answers to Citizens for Fair Util Regulation 810415 third 
set of interrogatories directed to applicant it requests to 
produce do cuments. Responses assume interrogatories re 
Contention 3. Certificate of Svc end. Related correspondence. 
REYNOLDS, N. 8. , HORIN, W. A. Texas Utilities Generating Co. 

REYNOLDS, N. 8. Debevoise & Liberman. 81/05/04. 7pp. 00936:347. 


8107020377 Forwards verification originally attached to applicant 
answer to Citizens for Fair Util Regulation third set of 
interrogatories. Related correspondence. 

HORIN, W. A. Debevoise it Liberman. HORIN, W. A. Texas Utilities 
Generating Co. 81/05/05. 2pp. 08954:229. 


8107020291 Supplemental answers to first set of interrogatories fc 
requests to produce. Intervener reserves right to further 
suppl answers due to inability to propound necessary 
discovery. Certificate of Svc end. Related correspondence. 

FQUKE, R. L. Citizens for Fair Utility Regulation. 81/05/08. 10pp. 

08933: 303. 


8107010393 Answer to Citizens for Fair Util Regulation B10610 motion 
for protection & request for oral argument. No good cause 
demonstrated for protective order motion. No objections to 
requests for oral argument. Certificate of Svc end. 

REYNOLDS, N. S. , HORIN, W. A. Texas Utilities Generating Co. 

REYNOLDS, N. S. Debevoise it Liberman. 81/06/25. 13pp. 08914:285. 
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8107080208 Response to applicant motion to compel responses 8c to 
require supplementation of responses to applicant third set 
of interrogatories. Response was not filed late as alleged by 
applicant. W/Certif icate of Svc. Related correspondence. 

HART* J. L. Citizens for Fair Utility Regulation. HART * J. L. Hart. 
J. L. 81/06/29. 7pp. 08962:127. 


8107100018 Fifth set of interrogatories directed to applicants & 
requests to produce. Requests info re max distance from 
facilities which must be analyzed to determine effect on 
public. M/Certificate of Svc. Related correspondence. 

HART. J. L. Citizens for Fair Utility Regulation. 81/06/30. 10pp. 

08988: 353. 


8107060229 Advises that NRC does not intend to file response to 
applicant motions to compel & to require supplementation 
of responses to applicant third set of interrogatories to 
intervenor. Motions do not involve NRC. 

TURK.S. E. Hearing Branch 2. 81/07/01. Ip. 08890:331. 


8107090129 Informs that NRC does not intend to submit responses to 
Citizens for Fair Util Regulation (CFUR) 810618 motion to 
compel answers to CFUR fourth set of interrogatories 
directed to applicant. 

ROTHSCHILD, M. U. Operations 8c Administrative Division. 81/07/01. 
2pp. 08981:057. 


8107160296 Response to util answer to ACORN motion for voluntary 
dismissal & motion to cancel prehearing conference scheduled 
for 810708-09. Certificate of Svc end. 

HART. J. L. Citizens for Fair Utility Regulation. HART, J. L. Hart, 
J. L. 81/07/04. 3pp. 09046:297. 


8107080229 Answers opposing Citizens for Fair Util Regulation <CFUR) 
810618 motions to compel answers to CFUR fourth set of 
interrogatories 8c to find applicants in default & request 
for oral argument. Certificate of Svc end. 

REYNOLDS, N. S. Texas Utilities Generating Co. REYNOLDS, N. S. 
Debevoise & Liberman. 81/07/06. 17pp. 08966: 126. 


8107080242 Response approving TX Association of Community Organizations 
for Reform Now 810616 motion for voluntary dismissal. No 
actions taken to litigate contentions. Certificate Df Svc 
end. 

TURK, S. E. Hearing Branch 2. 81/07/06. 8pp. 08966:116. 


B107090291 Answer that petitioners do not object to NRC 810629 motion 
for leave to defer response to 810622 petition until 810731. 
Certificate of Svc end. 

REYNOLDS, N. S. Commonwealth Edison Co. 81/07/07. 3pp. 0B9S4: 117. 


8107150286 Requests that NRC notify N Reynolds that 810622 petition 
for extension of deadline for compliance w/CLI-80-21 !:as 
been retit led. Svc should be made of all subsequent papers on 
parties to proceeding, inc luding UCS. 

WEISS, E. R. Harmon & Weiss. 81/07/10. 3pp. 09025:156. 


8107170037 Sixth set of interrogatories directed to util 8c requests to 
produce documents. Certificate of Svc &c accident sequence 
analysis list end. Related correspondence. 

MCCQLL, A. C. , HART, J. L. Citizens for Fair Utility Regulation. 

MCCOLL, A. C . McCall, A. C. 81/07/10. 11pp. 09057:180. 


8107150249 Motion to modify 810304 motion to compel responsive answers 
to NRC 810119 interrogatories directed to Citizens 
Association for Sound Energy. Answers per 810406 suppl 
addressed initial deficiencies. Certificate of Svc end. 

R0TH8CHILD, M. U. Operations 8c Administrative Division. 81/07/13. 

4pp. 09028: 059. 


8107200259 Forwards camera-ready NUREG-0797, SER re facility operation. 
Copies distributed to technical staff under separate cover. 

Printed version of SER will be sent when available. 

ROTHSCHILD, M. U. Operations 8c Administrative Division. 81/07/16. 
2pp. 09074: 269. 


8107220132 Answers to Citizens for Fair Util Regulation 810630 fifth 
set of interrogatories 8c requests to produce documents 8c 
util request for protective order barring discovery on 
listed interrogatories. Certificate of Svc end. 

HQRIN, W. A. Texas Utilities Generating Co. HORIN, W. A. Debevoise 8< 
Liberman. 81/07/20. 15pp. 09119:080. 


8107240202 Memorandum 8c order that Citizens for Fair Util Regulation 
shall file answers to applicant second set of 
Interrogatories 1-2,2-2,11-2 through 14-2,15-2,16-2 through 
20-2, 21-2, 32-2 through 34-2,39-2 8c 40-2 through 99-2. 

MILLER, M. E. Atomic Safety and Licensing Board Panel. 81/07/20. 
3PP. 09139:267. 


8107270099 OrdeT denying Citizens for Fair Util Regulation 810717 
motion to clarify Contention 3. Motion is clear example of 
attempted evasion of rules of practice. 

MILLER, M. E. Atomic Safety and Licensing Board Panel. 81/07/22. 
2pp. 09157:035. 


8107280400 Order directing parties to comply strictly w/listed schedule 
for NEPA 8c other selected issues re Contentions 9,22,23,24 8< 

25 8< ASLB Question 2. 

MILLER, M. E. Atomic Safety and Licensing Board Panel. 81/07/23. 

2pp. 09175:198. 


8107280405 Memorandum 8* order denying util 810526 motion to strike 
Citizens for Fair Util Regulation Contentions 2 8c 7, per ASLB 
810413 memorandum 8c order. General statement w/12 of 15 
requested answers is not persuasive. 

REMICK, F. J. , COLE, R.F. , MILLER, M. E. Atomic Safety and Licensing 
Board Panel. 81/07/23. 12pp. 09175:043. 


8107280390 Memorandum 8c order granting ACORN 810616 motion for 
voluntary dismissal, designating Citizens for Fair Util 
Regulation as lead party on Contention 5 & Citizens 
Association for Sound Energy as lead party on Contention 23. 
REMICK, F. J. , COLE, R. F. , MILLER, M. E. Atomic Safety and Licensing 
Board Panel. 81/07/24. 20pp. 09174:266. 


H. General correspondence 


8107060101 Forwards May 1981 EIS per 810608 request. EIS incorporates 
1974 environ study as App C. DES comments due by 810713. W/o 
end. 

YOUNGBLOOD, B. J. Licensing Branch 1. 81/06/19. Ip. 08957:297. 


8107100205 Expresses opposition to statement in May 1981 DES 
(NUREG-0775) re facility licensing prior to resolution of 
radwaste disposal issue during hearings. 

CRUMP, G. R. Glen Rose, TX. Bl/07/06. 2pp. 08992:154. 


8107200110 Forwards comments on DES for fac i 1 ities. Ac tual deaths due to 
Rn— 222 emissions will be greater than consequences listed in 
DES. 

LOCHSTET , W. A. Affiliation Unknown. 81/07/13. 2pp. 09069:125. 


K. Utility Final Safety Analysis Report ( FSAR ) 8c amends 


8107070467 Forwards Amend 23 to FSAR. 

GARY, R. J. Texas Utilities Generating Co. Bl/07/01. 2pp. 
08948: 106. 


—8107070471 Amend 23 to FSAR. 

* Texas Utilities Generating Co. 81/07/01. 57pp. 0B948: 10B. 


8107230072 Forwards Amend 24 to FSAR. Affidavit end. 

GARY, R. J. Texas Utilities Generating Co. 81/07/17. 2pp. 
09132:301. 


—8107230073 Amend 24 to FSAR. 

* Texas Utilities Generating Co. 81/07/17. 130pp. 09132:303. 


M. Antitrust correspondence 


8107130098 Advises that SH Lewis, AP Hodgdon 8c MB Blume will represent 
NRC in proceeding 8c FD Chanania should be removed from svc 
list. AL Toalston should be substituted for J Saltzman. 

Certificate of Svc end. 

HODGDON, A. P. Office of the Executive Legal Director. 81/07/08. 
4pp. 08999:177. 


Q. Inspection reports, IE Bulletins 8c correspondence 


8107270398 Informs that IE Info Notice 81-10, "Inadvertent Containment 
Spray Due to Personnel Error," was sent to listed licensees. 

MADSEN, G. L. Reactor Projects Branch. 81/03/26. Ip. 09167:305. 


8107090266 Ack receipt of IE Insp Repts 50-445/81-06 8c 50-446/81-06. No 
proprietary info. 

GARY, R.J. Texas Utilities Generating Co. 81/06/24. Ip. 08984:074. 


8107280555 Forwards IE Insp Repts 50-445/81-08 8c 50-446/81-08 on 
810526-29 Sc 0601-05. No noncompliance noted. 

MADSEN, G. L. Reactor Projects Branch. 81/06/25. 2pp. 09175:298. 


I 



306 


DOCKETED ITEMS 


— S1072S0566 IE Insp Repts 50-445/81-08 50-446/81-08 on 810526-29 Sc 
0601-05. No noncompliance noted. Major areas inspected: const 
activities Sc work activities re review of pressurizer 
safety Sc relief valves 04 Sc QC documentation. 

STEWART, R. C. , CROSSMAN, W. A. Project Section 3. 81/06/24. 4pp. 

09175: 300. 


8107070373 Advises that annual insps of safe shutdown dam will be 
performed in accordance w/Revision 1 to Reg Guide 1. 127, 
u Insp of Water Control Structures Associated W/Nuclear Power 
Plants." Potentially unsafe conditions will be corrected. 
SCHMIDT, H. C. Texas Utilities Services, Inc. 81/07/02. Ip. 
08942: 202. 


S. Reportable occurrences, LERs Sc related correspondence 


8107020306 Part 21 rept re potential problem w/overcurrent relays 
ITE-50H Sc ITE-50D series produced from 1976 to Oct 1980. 

Relays may not drop out upon reduction in current. Company 
taking steps to notify relay users. 

DUVALL, D. D. Brown Boveri Corp. (subs. Brown Boveri & Co., Ltd. ). 
81/06/16. 3pp. 08935:340. 


8107280108 Final deficiency rept re specified matl for pipe spool 
flanges, in itial ly reported on 810604. Matter considered not 
reportable under 10CFR50. 55( e ) . 

GARY, R. J. Texas Utilities Generating Co. 81/07/01. Ip. 09171:345. 


8107280115 Final deficiency rept re use of Yellow 77 cable lubricant, 
initially reported on 8101 10. Matter considered not 
reportable under 10CFR50. 55(e). 

GARY, R. J. Texas Utilities Generating Co. 81/07/01. Ip. 09173:041. 


8107280616 Final deficiency rept re seismic instrument tubing support, 
initially reported 810604. Engineering documents will be 
evaluated & revised. Completed installations will be 
surveyed. Noncompliant conditions will be reworked. 

GARY, R.J. Texas Utilities Generating Co. Bl/07/01. 3pp. 

09177:294. 


T. Hearing transcripts on non-anti trust matters 


8107080259 Transcript of ACRS Subcommittee on Comanche Peak Steam 
Electric Station Units 1 & 2 810629 meeting in Dallas-Fort 
Worth Airp ort, TX. Pp 1-111. 

* ACRS - Advisory Committee on Reactor Safeguards. 81/06/29. 
113pp. 08970:312. 


V. Operator Examinations 


8107200366 Discusses NRC requirement re performance of special low 
power testing program for operator training prior to 
escalation above 5% rated thermal power. Supporting info 
end. 

RAHE, E. P. Westinghouse Electric Corp. 81/07/08. 7pp. 09070:238. 


DOCKET 50-446 COMANCHE PEAK STEAM ELECTRIC STA. , UNIT 2 


A. Application/construction stage documents Sc correspondence 


8107070055 Forwards list of open items from FSAR review. Current 810611 
schedule for SER not expected to be met. Notes util crash 
program to respond to bulk of open items by B10612. 

EISENHUT, D. G. Division of Licensing. 81/06/17. 7pp. 0B960: 20B. 


8107090394 Provides guidance for implementation of special low power 
testing to be conducted at power levels, no greater than 5%, 
per NUREG-0737, Item 1. G. 1. Natural circulation tests Sc 
associated training should be included in FSAR. 

TEDEBCO, R. L. Assistant Director for Licensing. 81/06/24. 3pp. 
08986: 336. 


8107060216 Informs that 18-inch containment purge fc vent valves It 
associated equipment are qualified to operate against 50 psi 
containment pressure. Closing time is less than 5-t. 

SCHMIDT, H. C. Texas Utilities Services, Inc. 81/06/26. Ip. 
08890: 119. 


8107060168 Commits to replace automatic permissive w/manual arming 
device on overpressure control logic for pressurizer power 
operated relief velvet. 

SCHMIDT, H. C. Texas Utilities Services, Inc. 81/06/29, lp. 
08889: 171. 


8107070450 Advises that exhaust dampers in safeguards bldg engineered 
safety features filter trains are manually operable. 

Post-LOCA radiation levels in auxiliary bldg are being 
evaluated to assure accessibility. 

SCHMIDT, H. C. Texas Utilities Services, Inc. 81/07/01. lp. 

08949: 075. 


8107100143 Clarifies position re TMI Action Plan Item 2-F-l. No 
exception was taken to special calibr & special environ 
qualification requirements. Commitments in 810623 ltr 
based on preliminary evaluation. 

SCHMIDT, H. C. Texas Utilities Services, Inc. 81/07/06. lp. 
08991: 111. 


8107310055 Generic Ltr 81-23A to all licensees Sc CP holders, advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation, per Generic Ltr 81-23, are unnecessary. 

EISENHUT, D. G. Division of Licensing. 81/07/06. 6pp. 09222:215. 


8107100081 Provides response schedule for submittal on 35 open items, 
in response to NRC 810629 ltr. 

SCHMIDT, H. C. Texas Utilities Services. Inc. 81/07/07. 3pp. 
08990: 130. 


8107140311 Forwards draft responses to NRC Questions 251.1-251.4. 
Responses will be included in Amend 24 scheduled for 
submittal on 810715. 

MARSHALL. J. S. Texas Utilities Services, Inc. 81/07/10. 50pp. 

09022: 211. 


8107140679 Forwards "Proposed Secondary Water Chemistry Monitoring 
Program. " 

SCHMIDT, H. C. Texas Utilities Services, Inc. 81/07/10. lp. 
09008: 186. 


— 8107140697 "Proposed Secondary Water Chemistry Monitoring Program." 
* Texas Utilities Services, Inc. 81/07/10. 10pp. 09008:187. 


8107200358 Advises that const schedule is under detailed review. Fuel 
load date of Dec 1981 is jeopardized due to inability to 
achieve critical milestone dates. Evaluation will be 
sufficiently complete by Sept 1981 to meet w/NRC. 

GARY, R.J. Texas Utilities Generating Co. 81/07/13. lp, 09070:228. 


8107210188 Forwards Revision 1 to "Proposed Secondary Water Chemistry 
Monitoring Program. " 

SCHMIDT, H. C. Texas Utilities Services, Inc. 81/07/14. lp. 

09102: 074. 


— 8107210195 Revision 1 to "Proposed Secondary Water Chemistry 
Monitoring ^Program. " 

* Texas Utilities Services, Inc. 81/07/15. 11pp. 09102:075. 


8107280575 Forwards response to NRC Question 032. 108 re control sys 
failures. Response will be incorporated into FSAR by Amend 
25. 

SCHMIDT, H. C. Texas Utilities Services, Inc. 81/07/23. 38pp. 

09176: 044. 


8107310137 Addresses concerns expressed during site visit re separation 
between Class IE Sc non-Class IE circuits at transfer 
switches for hot shutdown panel. Adequate separation will be 
provided in examining isolation cords/interposing relays. 

SCHMIDT, H. C. Texas Utilities Services, Inc, 81/07/27. lp. 

09218: 256. 


D. NRC Draft/Final Environmental Statements, supple & correspondence 


8107060098 Comments on DES for facil ities. No significant impacts re 
FERC areas of concern were found. 

HEINEMANN, J. M. Federal Energy Regulatory Commission. 81/06/23. lp. 
08889: 024. 


8107070224 Comments on DES for facilities. Solid radwaste treatment sys 
should be considered as addition to summary list of 
outstanding issues. FES Sc supporting documents should be 
strengthened in noted areas. 

PHXLLXP8, F. E. Environmental Protection Agency. 81/06/30. 6pp. 
09326: 164. 


8107140285 Comments by TX Historical Commission on DES. Sufficient info 
not contained in DES to allow review of cultural resources. 

Requests repts re cultural resources, including archeological 
investigat ione mentioned on 810421. 

HERRINGTON, L. Texas, State of. 81/07/03. lp. 09011:149. 
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8107160311 Submits comments on DES. Overall DES is reasonable assessment 
of environ effects of operation of f ac il ity. Comment s are 
offered for consideration in preparation of FES. 

GARY, R. J. Texas Utilities Generating Co. 81/07/13. 2pp. 

09042: 008. 


8107170259 Comments on NUREG-0775, DES for facility. NRC should obtain 
peak demand projections obtained from util in 1981 to 
include in 1981 EZS. 

FOUKE, R. L. Citixens for Fair Utility Regulation. 81/07/13. 3pp. 
09053:316. 


8107170229 Comments on health aspects of DES, NUREG-0775* May 1981. 
Lessons learned from TMX accident should receive more 
attention. Emergency preparedness plan should be modified re 
monitoring of rad iohalogens in presence of radionoble gases. 
VILLFORTH, J. C. HEW, Dept. of. Food 8. Drug Administration. 81/07/14. 
2pp. 09057: 145. 


8107310561 Forwards list of federal, state 8c local agency 8c public 
comments on DES. Response requested by 810813. W/o end. 

YOUNGBLOOD, B. J. Licensing Branch 1. 81/07/14. 2pp. 09223:060. 


8107210381 Comments on facility DES. FES should explain basis for 
assumption that molten core, after melt-through of 
containment, would solidify 8< cease moving immediately below 
basemat 8c at 35 meters above Twin Mountains aquifer. 

* Interior, Dept. of. 81/07/17. 2pp. 09104:063. 


E. NRC Safety Evaluation Report (SER), supple 8< correspondence 


8107140323 Forwards request for addl info re FSAR statue review for 
8ER. Response should be submitted within 10 days of receipt 
of ltr. 

TEDESCO, R. L. Assistant Director for Licensing. 81/06/29. 4pp. 
09031:301. 


8107300264 Confirms 810709 telcon re decision to defer ACRS review 
schedule until outstanding SER open issues are resolved. 

TEDESCO, R. L. Assistant Director for Licensing. Bl/07/17. 3pp. 
09207: 350. 


8107310084 Forwards NUREG— 0797, SER for facilities 8c FR notice. W/o 
NUREG. 

YOUNGBLOOD, B. J. Licensing Branch 1. 81/07/24. 2pp. 09222:294. 


— 8107310085 Notice of availability of SER. NURE0-0797. 

YOUNGBLOOD, B. J. Licensing Branch 1. 81/07/24. 2pp. 09222:296. 


F. Security, medical, emergency 8c fire protection plans 


8107100320 Forwards Page 2-11 to NUREG, changing implementing schedule 
for submission 8c evaluation of upgraded emergency plans per 
Generic Ltr 81-25. 

E1SENHUT, D. G. Division of Licensing. 81/06/13. 4pp. 08996:358. 


8107060154 Responds to request for written confirmation of schedule 8c 
purpose of vital area analysis. LASL 810518-22 engineering 
analysis is part of overall physical protection program. Enel 
re WC contractor personnel withheld (ref 10CFR2. 790). 

YOUNGBLOOD, B. J. Licensing Branch 1. 81/06/16. 2pp. 08957:333. 


8107080430 Forwards revised security training 8c qualification plan 8c 
comments r* NRC responses to plan. Plan 8c comments withheld 
(ref 10CFR2. 790). 

GARY, R. J. Texas Utilities Generating Co. 81/07/01. Ip. 08973:214. 


8107140693 Forwards comments on NRC responses to facility physical 
security plan, per NRC 810429 ltr. Also forwards revised 
physical security plan. Comments 8c plan withheld (ref 
10CFR2. 790), 

GARY, R. J, Texas Utilities Generating Co. 81/07/09. Ip. 09017:185. 


8107290002 Generic Ltr 81-27: requests that all amergency plans 8c 
implementing procedures be submitted w/pages marked to 
reflect privacy tc proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EI8ENHUT, D. G. Division of Licensing. 81/07/09. 5pp. 09189:059. 


8107300262 Requests confirmation that prompt emergency notification sys 
will be installed at facility to meet requirements of App E 
to lOCFRSO.Util must include schedule, sys description 8c 
implementation problems. 

I!” C0 * R * L * Assistant Director for Licensing. 81/07/20. 4pp. 

09207: 348. 


8107310096 Forwards review of 810331 radiation emergency plan Revision 
1. Plan reviewed against NUREG— 0654 criteria. Response should 
be submitted uiithin 30 days of receipt of ltr. Emergency 
response exercise must be conducted. 

TEDESCO, R. L. Assistant Director for Licensing. 81/07/23. 20pp. 

09221 : 123. 


G. Adjudicatory correspondence 


8107020359 Forwards affidavit to accompany TX Utils Svcs, Inc answers to 
Citizens Association for Sound Energy fifth set of 
interrogatories. Related correspondence. 

REYNOLDS, N. S. Debevoise 8, Liberman. REYNOLDS, N. S. Texas Utilities 
Services, Inc. 81/05/04. 2pp. 08933:301. 


0107020365 Answers to Citizens for Fair Util Regulation 010415 third 
set of interrogatories directed to applicant & requests to 
produce do c uments. Responses assume interrogatories re 
Contention 3. Certificate of Svc end. Related correspondence. 
REYNOLDS, N. S. , HORIN, W. A. Texas Utilities Generating Co. 

REYNOLDS, N. S. Debevoise 8, Liberman. Bl/05/04. 7pp. 08936:347. 


8107020377 Forwards verification originally attached to applicant 
answer to Citizens for Fair Util Regulation third set of 
interrogatories. Related correspondence. 

HORIN, W.A. Debevoise 8c Liberman. HORIN, W. A. Texas Utilities 
Generating Co. 81/05/05. 2pp. 08954:229. 


8107020291 Supplemental answers to first set of interrogatories & 
requests to produce. Intervenor reserves right to further 
suppl answers due to inability to propound necessary 
d iscovery. Certificate of Svc end. Related correspondence. 

FOUKE, R. L. Citizens for Fair Utility Regulation. 81/05/08. 10pp. 

08933: 303. 


8107010393 Answer to Citizens for Fair Util Regulation 810610 motion 
for protection it request for oral argument. No good cause 
demonstrated for protective order motion. No objections to 
requests for oral argument. Certi fi cate of Svc end. 

REYNOLDS, N. S. , HORIN, W.A. Texas Utilities Generating Co. 

REYNOLDS, N. S. Debevoise it Liberman. 81/06/25. 13pp. 08914:285. 


8107080208 Response to applicant motion to compel responses 8c to 
require supplementation of responses to applicant third set 
of interrogatories. Response was not filed late as alleged by 
applicant. U/Cert if icate of Svc. Related correspondenc e. 

HART, J.L. Citizens for Fair Utility Regulation. HART, J. L. Hart, 
J. L. 81/06/29. 7pp. 08962: 127. 


8107100018 Fifth set of interrogatories directed to applicants & 
requests to produce. Requests info re max distance from 
facilities which must be analyzed to determine effect on 
public. W/Certif icate of Svc. Related correspondence. 

HART, J.L, Citizens for Fair Utility Regulation. 81/06/30. 10pp. 

08986: 353. 


8107060229 Advises that NRC does not intend to file response to 
applicant motions to compel Sc to require supplementation 
of responses to applicant third set of interrogatories to 
intervenor . Motions do not involve NRC. 

TURK, S. E, Hearing Branch 2. 81/07/01. Ip. 08990:331. 


8107090129 Informs that NRC does not intend to submit responses to 
Citizens for Fair Util Regulation (CFUR) 810618 motion to 
compel answers to CFUR fourth set of interrogatories 
directed to applicant. 

ROTHSCHILD, M. U. Operations Sc Administrative Division. 81/07/01. 
2pp. 08981:057. 


8107160296 Response to util answer to ACORN motion for voluntary 
dismissal 8c motion to cancel prehearing conference scheduled 
for 810700-09. Certificate of Svc end. 

HART, J.L. Citizens for Fair Utility Regulation. HART, J. L. Hart, 
J.L. 81/07/04. 3pp. 09046:297. 


8107080229 Answers opposing Citizens for Fair Util Regulation (CFUR) 
810618 motions to compel answers to CFUR fourth set of 
interrogatories 8c to find applicants in default 8c request 
for oral argument. Certificate of Svc end. 

REYNOLDS, N. S. Texas Utilities Generating Co. REYNOLDS, N. S. 
Debevoise 8c Liberman. 81/07/06. 17pp. 08966: 126. 


8107080242 Response approving TX Association of Community Organizations 
for Reform Now 810616 motion for voluntary dismissal. No 
actions taken to litigate contentions. Certificate of Svc 
end. 

TURK, 8. E. Hearing Branch 2. 81/07/06. 8pp. 08966:116. 


8107090291 Answer that petitioners do not object to NRC 810629 motion 
for leave to defer response to 810622 petition until 810731. 
Certificate of Svc end. 

REYNOLDS, N. S. Commonwealth Edison Co. 81/07/07. 3pp. 08984:117. 
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8107150286 Requests that NRC notify N Reynolds that 810622 petition 
for extension of deadline for compliance w/CLl-80-21 has 
been retitled. Svc should be made of all subsequent papers on 
parties to proceeding* including UCS. 

WEISS* E. R. Harmon & Weiss. 81/07/10. 3pp. 09025:156. 


8107170037 Sixth set of interrogatories directed to util & requests to 
produce documents. Certificate of Svc & accident sequence 
analysis list end. Related corr espondence. 

MCCGLLi A. C. * HART* J. L. Citizens for Fair Utility Regulation. 

MCCQLL* A. C. McCol 1* A. C. 81/07/10. llpp. 09057:180. 


8107150249 Motion to modify 810304 motion to compel responsive answers 
to NRC 810119 interrogatories directed to Citizens 
Association for Sound Energy. Answers per 810406 suppl 
addressed initial defic ienc ies. Certificate of Svc end. 

ROTHSCHILD* M. U. Operations & Administrative Division, 81/07/13. 

4pp. 09028:059. 


8107200259 Forwards camera-ready NUREG-0797, SER re facility operation. 
Copies distributed to technical staff under separate cover. 

Printed version of SER will be sent when available. 

ROTHSCHILD* M. U. Operations & Administrative Division. Bl/07/16. 
2pp. 09074:269. 


8107220132 Answers to Citizens for Fair Util Regulation 810630 fifth 
set of interrogatories & requests to produce documents & 
util request for protective order barring discovery on 
listed interrogatories. Certificate of Svc end. 

HORIN* W. A. Texas Utilities Generating Co. HORIN* W. A. Debevoise 8c 
Liberman. 81/07/20. 15pp. 09119:080. 


8107240202 Memorandum 8c order that Citizens for Fair Util Regulation 
shall file answers to applicant second set of 
Interrogatories 1-2*2-2*11-2 through 14-2*15-2*16-2 through 
20-2.21-2,32-2 through 34-2*39-2 8c 40-2 through 99-2. 

MILLER, M. E. Atomic Safety and Licensing Board Panel. 81/07/20. 
5pp. 09139:267. 


8107270099 Order denying Citizens for Fair Util Regulation B10717 
motion to clarify Contention 3. Motion is clear example of 
attempted evasion of rules of practice. 

MILLER* M. E. Atomic Safety and Licensing Board Panel. 81/07/22. 
2pp. 09157:035. 


81072S0400 Order directing parties to comply strictly w/listed schedule 
foT NEPA 8< other selected issues re Contentions 9,22*23*24 8< 

25 8t ASLB Question 2. 

MILLER* M. E. Atomic Safety and Licensing Board Panel. 81/07/23. 

2pp. 09175: 198. 


8107280405 Memorandum ?< order denying util 810526 motion to strike 
Citizens for Fair Util Regulation Contentions 2 ?< 7* per ASLB 
810413 memorandum 8c order. General statement w/12 of 15 
requested answers is not persuasive. 

REMICK.F. J. * COLE* R. F. * MILLER, M. E. Atomic Safety and Licensing 
Board Panel. 01/07/23, 12pp. 09175:043. 


8107280390 Memorandum & order granting ACORN 810616 motion for 
voluntary di smissal* designating Citizens for Fair Util 
Regulation as lead party on Contention 5 8c Citizens 
Association for Sound Energy as lead party on Contention 23. 
REMICK, F. J. , COLE. R. F. * MILLER, M. E. Atomic Safety and Licensing 
Board Panel. Sl/07/24. 20pp. 09174:266. 

H. General correspondence 


8107060101 Forwards May 1981 EIS per 810608 request. EIS incorporates 
1974 environ study as App C. DES comments due by 810713. W/o 
end. 

YOUNGBLOOD, B. J. Licensing Branch 1. 81/06/19. Ip. 08957:297. 


8107100205 Expresses opposition to statement in May 1981 DES 
(NUREG-0775) re facility licensing prior to resolution of 
radweste disposal issue during hearings. 

CRUMP, G. R. Glen Rose* TX. 81/07/06. 2pp. 08992:154. 


8107200110 Forwards comments on DES for facilities. Actual deaths due to 
Rn-222 emissions will be greater than consequences listed in 
DES. 

LOCHSTET, W. A. Affiliation Unknown. 81/07/13. 2pp. 09069:125. 


K. Utility Final Safety Analysis Report (FSAR) 8c amends 


0107070467 Forwards Amend 23 to FSAR. 

GARY* R. J. Texas Utilities Generating Co. 81/07/01. 2pp. 
08948: 106. 


—8107070471 Amend 23 to FSAR. 

* Texas Utilities Generating Co. 81/07/01. 57pp. 08948:108. 


8107230072 Forwards Amend 24 to FSAR. Affidavit end. 

GARY, R. J. Texas Utilities Generating Co. 81/07/17. 2pp. 
09132:301. 


—8107230073 Amend 24 to FSAR. 

* Texas Utilities Generating Co. 81/07/17. 130pp. 09132:303. 


ti. Antitrust correspondence 


8107130098 Advises that SH Lewis, AP Hodgdon 8< MB Blume will represent 
NRC in proceeding 8 1 FD Chanania should be removed from svc 
list. AL Toalston should be substituted for J Saltzman. 

Certificate of Svc end. 

HODGDON* A. P. Office of the Executive Legal Director. 81/07/08. 
4pp. 08999: 177. 


Q. Inspection reports* IE Bulletins 8c correspondence 


8107270398 Informs that IE Info Notice 81-10* "Inadvertent Containment 
Spray Due to Personnel Error* 11 was sent to listed licensees. 

MADSEN, G. L. Reactor Projects Branch. 81/03/26. Ip. 09167:305. 


8107090266 Ack receipt of IE Insp Repts 50-445/81-06 8c 50-446/81-06. No 
proprietary info. 

GARY, R.J. Texas Utilities Generating Co. 81/06/24. Ip. 0B9B4:074. 


8107280555 Forwards IE Insp Repts 50-445/81-08 8c 50-446/81-08 on 
810526-29 8c 0601-05. No noncompliance noted. 

MADSEN* G. L. Reactor Projects Branch. 81/06/25. 2pp. 09175:298. 


— 8107280566 IE Insp Repts 50-445/81-08 8c 50-446/81-08 on 810526-29 8c 
0601-05. No noncompliance noted. Major areas inspected : const 
activities 8c work activities re review of pressurizer 
safety 8c relief valves QA 8c QC documentation. 

STEWART* R. C. , GROSSMAN* W. A. Project Section 3. 81/06/24. 4pp. 

09175: 300. 


8107070373 Advises that annual insps of safe shutdown dam will be 
performed in accordance w/Revision 1 to Reg Guide 1. 127* 

"Insp of Water Control Structures Associated W/Nuclear Power 
Plants." Potentially unsafe conditions will be corrected. 
SCHMIDT, H. C. Texas Utilities Services* Inc. 81/07/02. ip. 
08942: 202. 


S. Reportable occurrences* LERs 8c related correspondence 


B107020306 Part 21 rept re potential problem w/overcurrent relays 
ITE-50H 8c ITE-50D series produced from 1976 to Oct 1980. 

Relays may not drop out upon reduction in current, Company 
taking steps to notify relay users. 

DUVALL* D. D. Brown Boveri Corp. (subs. Brown Boveri 8c Co.* Ltd.). 
81/06/16. 3pp. 08935:340. 


8107280108 Final deficiency rept re specified matl for pipe spool 
flanges* in it ial ly reported on 810604. Matter considered not 
reportable under 10CFR50. 55(e). 

GARY, R. J. Texas Utilities Generating Co. 81/07/01. ip. 09171:345. 


8107280115 Final deficiency rept re use of Yellow 77 cable lubricant, 
initially reported on 810110. Matter considered not 
reportable under 10CFR50. 55(e). 

GARY, R. J, Texas Utilities Generating Co. 81/07/01. Ip. 09173:041. 


8107290616 Final deficiency rept re seismic instrument tubing support, 
initially reported 810604. Eng inter ing documents will be 
evaluated 8c revised. Completed installations will be 
surveyed. Noncomp liant conditions will be reworked. 

GARY* R. J. Texas Utilities Generating Co. 81/07/01. 3pp. 

09177: 294. 


T. Hearing transcripts on non-antitrust matters 


8107080259 Transcript of ACRS Subcommittee on Comanche Peak Steam 
Electric Station Units 1 8c 2 810629 meeting in Dallas-Fort 
Worth Airport, TX. Pp 1-111. 

* ACRS - Advisory Committee on Reactor Safeguards. 81/06/29. 
113pp. 08970:312. 


V. Operator Examinations 


8107200366 Discusses NRC requirement re performance of special low 
power testing program for operator training prior to 
escalation above 5 X rated thermal power. Supporting info 
end. 

RAHBE.P. Westinghouse Electric Corp. 81/07/08. 7pp. 09070:238. 
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DOCKET STN-50-447 GE5SAR-238 


A. Application/construction stage documents & correspondence 


8107210169 Notification of 810716 meeting w/GE in Bethesda, MD to 
discuss methodology used to predict saf ety/rel ief valve 
loads for Mark III containments. 

SU»T.M. Generic Issues Branch. 81/07/10. 3pp. 09106:304. 


8107210214 Forwards summary on GESSAR commitments re NSPS. All 
commitments have been or are being met. Prompt NRC approval 
of BWR 6 solid state design anticipated. 

QUIRK, J. F. General Electric Co. 81/07/13. 6pp. 09102:215. 


DOCKET 90-450 SUMMIT NUCLEAR POWER STATION, UNIT 1 


A. Applicati on/conotruc.t ion stage documents & correspondence 


8107210079 Submits review of possible HTGR applications in response to 
810926 request. Li sts items developed as result of facility 
operating experience associated w/NUREG-0737. 

DIRCKSiW. Office of the Executive Director for Operations. 

81/06/12. 16pp. 09107:302. 


8107200220 Staff requirements memo re 810629 general administrative 
meeting. Commission agreed to finalize & forward Itr to U 
0 'Connor, Chairman, Comm Ed, concerning licensing schedule for 
p lants. Emergenc y response procedures discussed. 

CHILK* S. J. Office of the Secretary of the Commission. 81/06/30. 
Ip. 09079:297. 


8107310055 Generic Ltr 81-23A to all licensees & CP holders, advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation, per Generic Ltr 81-23, are unnecessary. 

EISENHUT, D. G. Division of Licensing. 81/07/06. 6pp. 09222:215. 


8107150365 Forwards request for addl info re radiation protection 
program to complete FSAR review of facilities. Info required 
re air sample calibr program, exposure tracking & exposure 
reduction program. 

TEDESCO, R.L. Assistant Director for Licensing. 81/07/08. 7pp. 
09033: 056. 


8107270007 Forwards request for addl info re operator licensing section 
of FSAR. Response should be submitted within 60 days of ltr 
receipt. 

TEDESCO, R.L. Assistant Director for Licensing. 81/07/10. 4pp. 
09161:359. 


DOCKET 50-451 SUMMIT NUCLEAR POWER STATION, UNIT 2 
A. Application/construction stage documents & correspondence 


8107140577 Forwards Revision 18 to CE-l-A, GA program. Revision clarifies 
procurement of safety-related matls, parts, equipment, 
components & items. 

SWARTZ, E. D. Commonwealth Edison Co. 81/07/12. Ip. 09023:352. 


8107210075 Submits review of possible HTGR applications in response to 
810526 request. Lists items developed as result of facility 
operating experience associated w/NUREQ-0737. 

DIRCKS/W. Office of the Executive Director for Operations. 

81/06/12. 16pp. 09107:302. 


DOCKET 50-452 GREENWOOD ENERGY CENTER, UNIT 2 


F. Security, medical, emergency & fire protection plans 


8107200362 Advises that licensees must submit three copies of emergency 
p Ians, proc edures & revisions to NRC regional ofc. All copies 
should be sent to Region 3 incident response ctr. 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director <81/03/01). 
81/07/10. 2pp. 09070:215. 


DOCKET STN-5 0-454 BYRON STATION, UNIT 1 


— 8107140590 Revision 18 to QA program for facility. 

* Commonwealth Edison Co, CE-l-A R18. 81/07/12. 5pp. 

09023:35 3. 


8107230358 Discusses NRC acceptance review of Revision 17 to CE-l-A, 
QA program for nuclear generating stations. Revision 
incorporates organizational changes. Rept acceptable. 

HAASS, W. P. Quality Assurance Branch. 81/07/14. 2pp. 09145:172. 


8107300306 Summary of 810716 project review meeting w/technical 
reviewers re status of review by new project manager. Next 
meeting scheduled for 810820. 

SNELL, U. C. Licensing Branch 1. 81/07/20. 4pp. 09208:328. 


8107310099 Forwards request for addl hydrology info as result of review 
of facility FSAR. Response to be submitted within six wks 
of receipt of ltr. 

TEDESCO, R. L. Assistant Director for Licensing. 81/07/23. 5pp. 
09221:118. 


A. Application/construction stage documents & correspondence 


8107200098 Requests that NRC St FEMA provide joint monthly rept of 
status of radiological emergency planning review & approval 
activities. Required info outlines should begin 810630. 

Request based on NRC & FEMA testimony at 810427 hearing. 

HART, G. , SIMPSON, A. K. Senate, Environment & Public Works. 81/06/08. 
3pp. 09079: 135. 


C. Utility Environmental Report <ER)» amends & correspondence 


8107080001 Forwards request for addl info for review of environ rept. 
Info covers terrestrial St aquatic resources, socioeconomics S< 
util finance. Requests response by 810731. 

TEDESCO, R.L. Assistant Director for Licensing. 81/06/17. 10pp. 

08964:340. 


0 1 07060029 Requests addl info for independent structural analyses 
performed w/EG&G ID, Inc. Info includes drawings, schedules St 
lists necessary for defining all structural load bearing 
walls Sc columns for auxll iary, turbine St radwaste bldgs. 

TEDESCO, R.L. Assistant Director for Licensing. Bi/06/22. 2pp. 
08956: 178. 


E. NRC Safety Evaluation Report (SER), suppls 8< correspondence 

8107070352 Forwards minutes of NRC Mechanical Engineering Branch 
810511-13 meeting in Bethesda, MD to review portions of draft 
SER. 

TRArtl, T. R. Commonwealth Edison Co. 81/06/30. 45pp. 08941:216. 


8107090096 Advises that all info St analyses re auxiliary feedwater sys 
will be provided by 810815, in response to NRC 800310 ltr. 

TRAItl.T.R. Commonwealth Edison Co. 81/06/25. ip. 08981:178. 


8 1 07070423 Forwards revised Pages 1-7,1-33,1-37 St 1-40 to CE-l-A, QA 

Program, Revision 17. W/o Pages 1-7,1-37 St 1-40. 

TRAMM, T, R. Commonwealth Edison Co. 81/06/26. Ip. 08950:038. 


8107270368 Summary of 810511-13 meeting w/util, Sargent & Lundy Sc 
Westinghouse in Bethesda, MD re open items in Mechanical 
Engineering Branch FSAR review identified in 810409 draft 
SER. 

SNELL, J, Licensing Branch 1. 81/07/21. 9pp. 09167:321. 


F. Security, medical, emergency & fiTt protection plans 


8107140020 Discusses facility licensing schedule St NRC actions designed 
to accelerate general licensing process, in response to 
810327 ltr. Primary problem is projected length of hearing 
process St subsequent Commission review. 

HENDR1E, J. M. Commissioners. 81/06/29. 2pp. 09031:012. 


8107100320 Forwards Page 2-11 to NUREG, changing implementing schedule 
foT submission St evaluation of upgraded emergency plans per 

EIsShUt!Td T 'g. Division of Licensing. 81/06/13. 4pp. 08996:358. 


— 8107140022 "Statement of Policy on Conduct of Licensing." 

CHILK, S. J. Office of the Secretary of the Commission. Bl/05/20. 
10pp. 09031:014. 


— 8107140024 Forwards draft revieion Of NRC response to util 810327 ltr 
re licensing delays. , . 

REHM, T. A. Office of the Executive Director for Operations. 

81/06/08. 9pp. 09031:024. 


37290002 Generic Ltr 81-27: requests that all emergency plans & 
implementing procedures be submitted w/pages "J™* ™° 
reflect privacy * proprietary mail. Info to be deleted from 
previous documents should be requested by 810731. n * ie o. 059 

EISENHUT, D. G. Division of Licensing. 81/07/09. 5pp. 09189.059. 
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8107200362 Advises that licensees must submit three copies of emergency 
plans/ proc edures it revisions to NRC regional ofc. All copies 
should be sent to Region 3 incident response ctr. 

KEPPLER, J. 0. Region 3/ Chicago. Office of the Director (81/03/01). 
81/07/10. 2pp. 09070:215. 


0. Adjudicatory correspondence 


8107090291 Answer that petitioners do not object to NRC 810629 motion 
for leave to defer response to 810622 petition until 810731. 
Certificate of Svc end. 

REYNOLDS, N. S. Commonwealth Edison Co. 81/07/07. 3pp. 08984:117. 


8107170043 First round of interrogatories directed to DeKalb Area 
Alliance for Responsible Energy Sc Sinnissippi Alliance for 
Environ. Certificate of Svc end. Related correspondence. 

MURPHY, P. M. , BIELAWSKI, A. P. Commonwealth Edison Co. MURPHY, P. M. 
I sham, Lincoln & Beale. 81/07/08. 6pp. 09057: 191. 


8107170045 First round of interrogatories directed to Rockford League 
of Women Voters. Certificate of Svc end. Related 
correspond ence. 

MURPHY, P.M. , BIELAWSKI, A. P. Commonwealth’ Edison Co. MURPHY, P. M. 
Xsham, Lincoln & Beale. 81/07/08. 6pp. 09057:197. 


8107150286 Requests that NRC notify N Reynolds that 810622 petition 
for extension of deadline for compliance w/CLI-BO-21 has 
been retitled. Svc should be made of all subsequent papers on 
parties to proceeding, including UC6. 

WEISS, E.R. Harmon it Weiss. 01/07/10. 3pp. 09025:156. 


8107160285 Advises of present schedule, Jan through May 19B2, for 
issuance of DES, FES, BER & supplemental SER. 

KARMAN.M. Hearing Branch 2. 81/07/14. Ip. 09046:322. 


H. General correspondence 


8107080175 Opposes interim licensing of facilities. 

JOHNSON, B. League of Women Voters of Rockford, IL. Bl/06/28. ip. 
08963:111. 


8107200469 Informs that LO DelOeorge named Director of Nuclear 
Licensing 8c replaces JS Abel as principal correspondent for 
NRC communications on all facilities. 

TRAMM, T. R. Commonwealth Edison Co. 81/07/13. Ip. 09068:001. 


Q. Inspaction reports, IE Bulletins it correspondence 


8107060286 Forwards IE Insp Rept 50-454/81-05 on B 10602-03. No 
noncompliance noted. 

NQRELIUS, C. E. Division of Engineering & Technical Inspection. 
81/06/17. 2pp. 08892:053. 


—8107060290 IE Insp Rept 50-454/81-05 on 810602-03. No noncompliance 
noted. Major areas inspected: preoperational test procedures, 
previous open items re test program 8c GA. 

RING, M. * CH0ULE8, N. , SCHULZ, R. Test Program Section. Bi/06/17. 
5pp. 08892:055. 


8107240409 Advises that IE Circular 81-10, "Steam Voiding in RCS During 
Heat Removal Cooldown* " was forwarded to listed utils. 

# Region 3, Chicago, Office of the Director (81/03/01). 81/07/02. 

Ip. 09148:206. 


8107100217 Notifies that IE Circular 81-10, "Steam Voiding in RCS 
During Decay Heat Removal Cooldown," was sent to listed 
licensees on 810702. 

CARROLL, D. E. Word Processing 8c Document Control Section. 81/07/06. 
2pp. 08994:342. 


8107170184 Forwards IE Insp Repts 50-454/81-05 8c 50-455/81-05 on 
810506-27 & 0624-25. No noncompliance noted. 

NORELXUS, C. E. Division of Engineering 8c Technical Inspection. 
81/07/06. 2pp. 09053:319. 


—8107170191 IE Insp Repts 50-454/81-05 8c 50-455/81-05 on 810526-27 & 
0624-25. No noncompliance noted. Major areas inspected: 
preservice insp procedures, work activities 8c other 
safety-r elated piping records review. 

WARD, K. D . , DANIELSON, D. H. * KEATING, D. E. Materals 8c Processes 
Section. 81/07/02. 8pp. 09053:321. 


8107240306 Advises that IE Info Notice 61-19, "Lost Parts in Primary 
Coolant Sys, " was forwarded to listed utils. 

* Region 3* Chicago, Office of the Director <81/03/01). Bl/07/06. 

Ip. 09148:203. 


8107200402 Notifies that IE Info Notice 81-19, "Lost Parts in Primary 
Coolant Sys," was sent to listed utils on 810706. 

CARROLL, D. E. Word Processing 8c Document Control Section. Bl/07/07. 
2pp. 09073:323. 


8107200416 Ack receipt of 810507 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-454/80-25 8c 
50-455/80-23. 

NORELIUS, C. E. Division of Engineering 8c Technical Inspection. 
81/07/07. 2pp. 09073:191. 


—8107200421 Responds to NRC 810417 ltr re violations noted in IE Insp 
Repts 50-454/80-25 8< 50-455/80-23. Corrective actions: 
personnel reinstructed to comply w/instruc tions 8c site 
implementation procedures revised to incorporate criteria. 

REED, C. Commonwealth Edison Co. 81/05/07. 19pp. 09073:193. 


8107280406 Forwards IE Insp Repts 50-454/81-07 8c 50-455/81-06 on 
810609-11. No noncompliance noted. 

HEI9HMAN, R. F. Division of Resident 8c Project Inspection. 81/07/07. 
2pp. 09174:257. 


— 8107280413 IE Insp Repts 50-454/81-07 8c 50-455/81-06 on 810609-11. No 
noncompliance noted. Major areas inspected: IE bulletins 8c 
items identified during previous insps. 

NEISLER, J. H. Region 3, Chicago, Office of the Director (81/03/01). 

HAYES, D. W. Reactor Projects Section 2B. 81/07/06. 7pp. 

09174: 259. 


8107140361 Forwards list of affected valves, in response to IE Bulletin 
81-02, "Failure of Gate Type Valves to Close Against 
Differential Pressure." Corrective action should be 
completed by 820101 . Eight hours expended in preparation. 

SWARTZ. E. D. Commonwealth Edison Co. 81/07/08. 3pp. 09013:354. 


8107140731 Ack receipt of 810625 ltr responding to NRC 810423 ltr re 
cable tray stiffener weed quality. 

NORELIUS, C. E. Division of Engineering 8c Technical Inspaction. 
81/07/09. lp. 09017:226. 


— 8107140736 Responds to NRC 810423 ltr re cable tray stiffner weed 
quality. Util will perform field insp for weld size 8c 
quality. 

ABEL, J. S. Commonwealth Edison Co. 81/06/25. 5pp. 09017:227. 


8107200371 Forwards response to IE Bulletin 81-03, "Flow Blockage of 
Cooling Water to Safety Sys Components by Corbicula Sp 
(Asiatic Clam) Sc Mytilus Sp (Mussel). " 

SWARTZ, E. D. Commonwealth Edison Co. 81/07/09. 6pp. 09070:229. 


8107150107 Advises that IE Circular 81-09. "Containment Effluent Water 
That Bypasses Radioactivity Monitor," was sent to listed 
licensees on 810710. 

CARROLL, D. E. Word Processing 8c Document Control Section. 81/07/10. 
2pp. 09026:026. 


8107170236 Advises that IE Info Notice 81-20, "Test Failures of 
Electrical Penetration Assemblies," wa,s sent to listed utils 
on 810713. 

CARROLL, D. E. Word Processing 8c Document Control Section. 81/07/13. 
2pp. 09051:028. 


8107170245 Advises that IE Info Notice 81-20, "Test Failures of 
Electrical Penetration Assemblies," was forwarded to 
listed licensees. 

* Region 3, Chicago, Office of the Director (81/03/01). 81/07/13. 

lp. 09051:001. 


8107170231 Advises that IE Circular 81-09, "Containment Effluent Water 
That Bypasses Radioactivity Monitor," was forwarded to 
listed licensees. 

* Region 3, Chicago, Office of the Director (81/03/01). 81/07/13. 

lp. 09058:209, 


8103300402 IE Info Notice 81-21, "Potential Loss of Direct Access to 
Ultimate Heat Sink. " 

* Director's Office* Office of Inspection and Enforcement. 
81/07/21. 3pp. 09162:348. 


8107270246 Advises that IE Info Notice 81-21, "Potential Loss of Direct 
Access to Ultimate Heat Sink," was sent to listed licensees 
on 8X0721. 

CARROLL, D. E. Word Processing 8< Document Control Section. 81/07/21. 
2pp. 09160:112. 


8107270218 Advises that IE Circular 81-12, "Inadequate Periodic Teat 
Procedure of PWR Protection Sys* " was sent to listed 
licensees on 810722. 

CARROLL, D. E. Word Processing it Document Control Section. 81/07/22. 
2pp. 09160:131. 
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8107270293 Advises that IE Circular 81-12. “Inadequate Periodic Test 
Procedure of PWR Protection Sys. " was sent to listed 
licensees. 

* Region 3. Chicago. Office of the Director <81/03/01). 81/07/24. 

Ip. 09160:107. 


DOCKET STN-90-499 BYRON STATION. UNIT 2 


A. Application/construction stage documents & correspondence 


8107200098 Requests that NRC & FEMA provide joint monthly rept of 
status of radiological emergency planning review & approval 
activities. Required info outlines should begin 810630. 

Request based on NRC & FEMA testimony at 810427 hearing. 

HART. 0. Senate. Environment it Public Works. 81/06/08. 3pp. 
09079: 135. 


8107040029 Requests addl info for independent structural analyses 
performed ui/EQ&Q ID. Inc. Info includes drawings, schedules & 
lists necessary for defining all structural load bearing 
walls fc columns for auxiliary, turbine it raduaste bldgs. 

TEDESCO. R. L. Assistant Director for Licensing. 81/06/22. 2pp. 
08996: 178. 


8107090096 Advises that all info & analyses re auxiliary feedwater sys 
will be provided by 810815. in response to NRC 800310 ltr. 

TRAMIj T. R. Commonwealth Edison Co. 81/06/28. Ip. 08981:178. 


8107070423 Forwards revised Pages 1-7,1-33.1-37 it 1-40 to CE-l-A, QA 
Program. Revision 17. W/o Pages 1-7,1-37 it 1-40. 

TRAM, T. R. Commonwealth Edison Co. 81/06/26. Ip. 08950:038. 


8107140020 Discusses facility licensing schedule Sc NRC actions designed 
to accelerate general licensing process, in response to 
810327 ltr. Primary problem is projected length of hearing 
process Sc subsequent Commission review. 

HENERIE, J. M. Commissioners. 81/06/29. 2pp. 09031:012. 


— B 1071 40024 Forwards draft revision of NRC response to util 810327 ltr 
re licensing delays. 

REHM.T. A. Office of the Executive Director for Operations. 

81/06/08 . 9pp. 09031 : 024. 


8107200220 Staff requirements memo re 810629 general administrative 
meeting. Commission agreed to finalize 8< forward ltr to J 
□ 'Connor, Chairman, Comm Ed, concerning licensing schedule for 
plants. Emergency response procedures discussed. 

CHILK, 8. J. Office of the Secretary of the Commission. 81/06/30. 
Ip. 09079:257. 


8107310035 Generic Ltr 81-23A to all licensees 8c CP holders, advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation, per Generic Ltr 81-23, are unnecessary. 

EISENHUT, D. Q. Division of Licensing. 81/07/06. 6pp. 09222:215. 


8107190365 Forwards request for addl info re radiation protection 
program to complete F8AR review of facilities. Info required 
re air sample calibr program, exposure tracking 8c exposure 
reduction program. 

TEDEBCQ, R. L. Assistant Director for Licensing. 81/07/08. 7pp. 
09033: 036. 


8107270007 Forwards request for addl info re operator licensing section 
of F8AR. Response should be submitted within 60 days of ltr 
receipt. 

TEDEBCO, R. L. Assistant Director for Licensing. 81/07/10. 4pp. 
09161:399. 


8107140377 Forwards Revision 18 to CE-l-A, Q A program. Revision clarifies 
procurement of safety-related metis, parts, equipment, 
components 6 items. 

SWARTZ, E. D. Commonwealth Edison Co. 81/07/12. ip. 09023:332. 


— 8107140990 Revision 18 to QA program for facility. 

* Commonwealth Edison Co. CE-l-A R18. 81/07/12. 5pp. 

09023:333. 


8107230398 Discusses NRC acceptence review of Revision 17 to CE-l-A, 
QA program for nuclear generating stations. Revision 
incorporates organizational changes. Rept acceptable. 

HAA8B, W. P. Quality Assurance Branch. 81/07/14. 2pp. 09149:172. 


8107300306 Summary of 810716 project review meeting w/technical 
reviewers re status of review by new project manager. Next 
meeting scheduled for 810820. 

SNELL, J. C. Licensing Branch 1. 81/07/20. 4pp. 09208:328. 


8107310099 Forwards request for addl hydrology info as result of review 
of facility FSAR. Response to be submitted within six uiks 
of receipt of ltr. 

TEDESCO, R. L. Assistant Director for Licensing. 81/07/23. 5pp. 

09221: 118. 


C. Utility Environmental Report CER), amends 6 correspondence 


8107080001 Forwards request for addl info for review of environ rept. 
Info covers terrestrial & aquatic resources, soc ioeconomics & 
util finance. Requests response by 810731. 

TEDESCO, R. L. Assistant Director for Licensing. 81/06/17. 10pp. 

08964: 340. 


E. NRC Safety Evaluation Report (SER), suppls it correspondence 


8107070352 Forwards minutes of NRC Mechanical Engineering Branch 
810511-13 meeting in Bethesda,MD to review portions of draft 
SER. 

TRAM, T. R, Commonwealth Edison Co. 81/06/30. 45pp. 0B941:216. 


8107270368 Summary of 810511-13 meeting w/uti 1, Sargent & Lundy it 
Westinghouse in Bethesda,MD re open items in Mechanical 
Engineering Branch FSAR review identified in 810409 draft 
SER. 

SNELL, J. Licensing Branch 1. 81/07/21. 9pp. 09167:321. 


F. Security, medical, emergency it fire protection plans 


8107100320 Forwards Page 2-11 to NUREG, changing implementing schedule 
for submission & evaluation of upgraded emergency plans per 
Generic Ltr 81-23. 

EISENHUT, D. Q. Division of Licensing. 81/06/13. 4pp. 08996:358. 


8107290002 Generic Ltr 81-27: requests that all emergency plans & 
implementing procedures be submitted u/pages marked to 
reflect privacy it proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT, D. G. Division of Licensing. 81/07/09. 5pp. 09189:059. 


8107200362 Advises that licensees must submit three copies of emergency 
p Ians, proc edures it revisions to NRC regional ofc. All copies 
should be sent to Region 3 incident response ctr. 

KEPPLER, J. G. Region 3. Chicago, Office of the Director (81/03/01). 
81/07/10. 2pp. 09070:215. 


G. Adjudicatory correspondence 


8107090291 Answer that petitioners do not object to NRC 810629 motion 
for leave to defer response to 810622 petition until 810731. 
Certificate of Svc end. 

REYNOLDS, N. S. Commonwealth Edison Co. 81/07/07. 3pp. 08984:117. 


8107170043 First round of interrogatories directed to DeKalb Area 
Alliance for Responsible Energy it Sinnissippi Alliance for 
Environ. Certificate of Svc end. Related correspondence. 

MURPHY, P.M., BIELAWSKI, A. P. Commonwealth Edison Co. MURPHY. P. M. 
Isham, Lincoln «c Beale. 81/07/08. 6pp. 09037:191. 


8107170043 First round of interrogatories directed to Rockford League 
of Women Voters. Certificate of Svc end. Related 
correspond ence. 

MURPHY, P. M. , BIELAWSKI, A. P. Commonwealth Edison Co. MURPHY, P. M. 
Isham, Lincoln 6 Beale. 81/07/08. 6pp. 09057:197. 


8107150286 Requests that NRC notify N Reynolds that 810622 petition 
for extension of deadline for compliance w/CLI-80-21 has 
been retitled. Svc should be made of all subsequent papers on 
parties to proceeding, including UCS. 

WEISS, E. R. Harmon & Weiss. 81/07/10. 3pp. 09025:156. 


8107160285 Advises of present schedule, Jan through May 1982. for 
issuance of DES.FES, SER it supplemental SER. 

KARMAN, M. Hearing Branch 2. 81/07/14. Ip. 09046:322. 


H. General correspondence 


8107080173 Opposes interim licensing of facilities. 

JOHNSON, B. League of Women Voters of Rockford.IL. 81/06/28. Ip. 
08963:111. 


8107200469 Informs that LO DelGeorgt named Director of Nuclear 
Licensing it replaces JS Abel as principal correspondent for 
NRC communications on all facilities. 

TRAM, T. R. Commonwealth Edison Co. 81/07/13. Ip. 09068:001. 
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Q. Inspection reports, IE Bulletins & correspondence 


8107240409 Advises that IE Circular 81-10. "Steam Voiding in RCS During 
Heat Removal Cooldown." was forwarded to listed utils. 

* Region 3. Chicago. Office of the Director <81/03/01). Bl/07/02. 

Ip. 09148:206. 


8107100217 Notifies that IE Circular 81-10. "Steam Voiding in RCS 
During Decay Heat Removal Cooldown. " was sent to listed 
licensees on 810702. 

CARROLL. D. E. Word Processing & Document Control Section. 81/07/06. 
2pp. 08994:342. 


8107170184 Forwards IE Insp Repts 50-454/81-05 & 50-455/81-03 on 
810526-27 Sc 0624-25. No noncompliance noted. 

NORELIUS. C. E. Division of Engineering & Technical Inspection. 
81/07/06. 2pp. 09053:319. 


—8107170191 IE Insp Repts 50-454/81-05 Sc 50-455/81-05 on 810526-27 Sc 
0624-25. No noncompliance noted. Major areas inspected: 
preservice insp procedures, work activities Sc other 
safety-related piping records review. 

WARD. K. D. . DANIELSON. D. H. . KEATING. D. E. Materals & Processes 
Section. 81/07/02. 8pp. 09053:321, 


8107240306 Advises that IE Info Notice 81-19. "Lost Parts in Primary 
Coolant Sys." was forwarded to listed utils. 

* Region 3. Chicago. Office of the Director <81/03/01). 81/07/06. 

Ip. 09148:203. 


8107200402 Notifies that IE Info Notice Bl-19. "Lost Parts in Primary 
Coolant Sys." was sent to listed utils on 810706. 

CARROLL. D. E. Word Processing 8c Document Control Section. Bi/07/07. 
2pp. 09073:323. 


8107200416 Ack receipt of 810507 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-454/80-25 8c 
50-455/80-23. 

NORELIUS. C. E. Division of Engineering 8c Technical Inspection. 
81/07/07. 2pp. 09073: 191. 


—8107200421 Responds to NRC 810417 ltr re violations noted in IE Insp 
Repts 50-454/80-25 8c 50-455/80-23. Corrective actions: 
personnel reinstructed to comply w/instructions 8c site 
implementation procedures revised to incorporate criteria. 

REED. C. Commonwealth Edison Co. 81/05/07. 19pp. 09073:193. 


8107280406 Forwards IE Insp Repts 50-454/81-07 8c 50-455/81-06 on 
810609-11. No noncompliance noted. 

HEISHMAN. R. F. Division of Resident 8c Project Inspection. 81/07/07. 
2pp. 09174:257. 


— 8107280413 IE Insp Repts 50-454/81-07 Jc 50-455/81-06 on 810609-11. No 
noncompliance noted. Major areas inspected: IE bulletins 8< 
items identified during previous insps. 

NEISLER. U. H. Region 3. Chicago. Office of the Director (81/03/01). 
HAYES. D.W. Reactor Projects Section 2B. 81/07/06. 7pp. 

09174: 259. 


8107140361 Forwards list of affected valves, in response to IE Bulletin 
81-02. "Failure of ©ate Type Valves to Close Against 
Differential Pressure. " Corrective action should be 
completed by 820101. Eight hours expended in preparation. 

SWARTZ. E. D. Commonwealth Edison Co. 81/07/08. 3pp. 09013:354. 


8107140731 Ack receipt of 810625 ltr responding to NRC 810423 ltr re 
cable tray stiffener weed quality. 

NORELIUS. C. E. Division of Engineering 8c Technical Inspection. 
81/07/09. Ip. 09017:226. 


—8107140736 Responds to NRC 010423 ltr re cable tray stiffner weed 
quality. Util will perform field insp for weld sixe St 
quality. 

ABEL. J. 8. Commonwealth Edison Co. 81/06/25. 5pp. 09017:227. 


8107200371 Forwards response to IE Bulletin 81-03. "Flow Blockage of 
Cooling Water to Safety Sys Components by Corbicula Sp 
(Asiatic Clam) 8t Mytilus Sp (Mussel)." 

SWARTZ.E. D. Commonwealth Edison Co. 81/07/09. 6pp. 09070:229. 


8107150107 Advises that IE Circular 81-09. "Containmant Effluent Water 
That Bypasses Radioactivity Monitor. " was sent to listed 
licensees on 810710. 

CARROLL. D. E. Word Processing 8c Document Control Section. 81/07/10. 
2pp. 09026:026. 


8107170236 Advises that IE Info Notice 81-20. "Test Failures of 
Electrical Penetration Assemblies. " was sent to listed utils 
on 810713. 

CARROLL. D. E. Word Processing 8c Document Control Section. Bl/07/13. 
2pp. 09051:028. 


8107170245 Advises that IE Info Notice 81-20. "Test Failures of 
Electrical Penetration Assemblies." was forwarded to 
listed licensees. 

* Region 3. Chicago. Offic# of the Director (81/03/01). 81/07/15. 

Ip. 09051:001. 


8107170251 Advises that IE Circular 81-09. "Containment Effluent Water 
That Bypasses Radioactivity Monitor. " was forwarded to 
listed licensees. 

# Region 3. Chicago. Office of the Director (81/03/01). 81/07/15. 

Ip. 09058:209. 


8103300402 IE Info Notice 81-21. "Potential Loss of Direct Access to 
Ultimate Heat Sink. 11 

* Director's Office. Office of Inspection and Enforcement. 
81/07/21. 5pp. 09162: 34B. 


8107270246 Advises that IE Info Notice 81-21. "Potential Loss of Direct 
Access to Ultimate Heat Sink." was sent to listed licensees 
on 810721. 

CARROLL. D. E. Word Processing & Document Control Section. 81/07/21. 
2pp. 09160:112. 


8107270218 Advises that IE Circular 81-12, "Inadequate Periodic Test 
Procedure of PWR Protection Sys, " was sent to listed 
licensees on 810722. 

CARROLL, D. E. Word Processing & Document Control Section. 81/07/22. 
2pp. 09160:131. 


8107270253 Advisee that IE Circular 81-12, "Inadequate Periodic Test 
Procedure of PWR Protection Sys. 11 was sent to listed 

licensees. 

» Region 3, Chicago, Office of the Director (81/03/01). 81/07/24. 

lp. 09160: 107. 


DOCKET STN-50-456 BRAIDWOOD STATION, UNIT 1 

A. Application/construction stage documents & correspondence 


8107060029 Requests addl info for independent etructural analyses 
performed u/EQ&Q ID, Inc. Info includes drawings, schedules & 
lists necessary for defining all structural load bearing 
walls & columns for auxiliary, turbine Sc radwaste bldgs. 

TEDEBCO, R. L. Assistant Director for Licensing. 81/06/22. 2pp. 
08956: 178. 


8107090096 Advises that all info Sc analysts re auxiliary faedwater sys 
will be provided by 810815, in response to NRC 800310 ltr. 

TRAfti. T. R. Commonwealth Edison Co. 81/06/25. Ip. 08981: 17B. 


8107070423 Forwards revised Pages 1-7.1-33,1-37 Sc 1-40 to CE-i-A, QA 
Program, Revision 17. W/o Pages ; 1-7, 1-37 St 1-40. 

TRAW, T. R. Commonwealth Edison Co. 81/06/26. lp. 00950:038. 


8107310055 Generic Ltr 81-23A to all licensees Sc CP holders, advising 
that direct submittals of plant-specific Inst for Nucleer 
Power Operations avaluation repts to Ofc of Nuclaer Reactor 
Regulation, per Generic Ltr 81-23#are unnecessary. 

E1SENHUT , D. G. Division qf Licensing. 81/07/06. 6pp. 09222:215. 


8107150365 Forwards request for addl info re radiation protection 
program to complete FSAR raview of facilities. Inf o required 
re air sample ealibr program, exposure tracking Sc exposure 
reduction program. 

TEDEBCO, R. L. Assistant Director for Licensing. 81/07/08. 7pp. 
09033: 056. 


8107270007 Forwards request for addl info re operator licensing section 
of FSAR, Re sponse should be submitted within 60 days of ltr 
receipt, 

TEDEBCO, R. L. Assistant Director for Licensing. 81/07/10. 4pp. 

09161: 359. 


8107140577 Forwards Revision 18 to CE-l-A, QA program. Ravision clarifies 
procurement of saf tty-related metis, parts, equipment, 
components 8 items. 

SWARTZ.E. D. Commonwealth Edison Co. 81/07/12. lp. 09023:352. 


— 8107140590 Revision 18 to OA program for facility. 

* Commonwealth Edison Co. CE-l-A R18. 81/07/12. 5pp. 

09023: 353. 
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8107230358 Discusses NRC acceptance review of Revision 17 to CE-l-A, 
QA program for nuclaar generating station*. Revision 
incorporate* organizational changes. Rapt acceptable. 

HAASS. W. P. Quality Assurance Branch. 81/07/14. 2pp. 09145:172. 


E. NRC Safety Evaluation Report (SER)# supple Sc correspondence 


8107070352 Forwards minutes of NRC Mechanical Engineering Branch 
810511-13 meeting in BethesdaiMD to review portions of draft 

TRAMli T. R. Commonwealth Edison Co. 81/06/30. 45pp. 08941:216. 


8107270368 Summary of 810511-13 meeting w/uti 1# Sargent Sc Lundy Si 
Westinghouse in BethesdaiMD re open items in Mechanical 
Engineering Branch FSAR review identified in 810409 draft 
SER. 

SNELL. J. Licensing Branch 1. 81/07/21. 9pp. 09167:321. 


F. Security, medical, emergency Sc fire protection plans 


8107100320 Forwards Page 2-11 to NUREG. chang ing implementing schedule 
for submission Sc evaluation of upgraded emergency plans per 
Generic Ltr 81-25. 

E1SENHUT. D. ©. Division of Licensing. 81/06/13. 4pp. 08996:358. 


8107290002 Generic Ltr 81-27: request* that all emergency plans Sc 
implementing procedures be submitted w/pages marked to 
reflect privacy Sc proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EXSENHIST. D. G. Division of Licensing. 81/07/09. 5pp. 09189:059. 


8107200362 Advises that licensees must submit three copies of emergency 
plans, procedures Sc revisions to NRC regional ofc.All copies 
should be sent to Region 3 incident response ctr. 

KEPPLER. J. Q. Region 3. Chicago. Office of the Director <81/03/01). 
81/07/10. 2pp. 09070:215. 


G. Adjudicatory correspondence 


8107090291 Answer that petitioners do not object to NRC 810629 motion 
for leave to defer response to 810622 petition until 810731. 
Certificate of 8vc end. 

REYNOLDS. N. S. Commonwealth Edison Co. 81/07/07. 3pp. 08984:117. 


8107150286 Requests that NRC notify N Reynolds that 810622 petition 
for extension of deadline for compliance w/CLI-BO-21 has 
been retitled. Svc should be made of all subsequent papers on 
parties to proceeding. including UCS. 

WEI8B.E. R. Harmon Sc Weiss. 81/07/10. 3pp. 09025:156. 


H. General correspondence 


8107200469 Informs that LO DelQeorge named Director of Nuclear 
Licensing St replace* JS Abel as principal correspondent for 
NRC communications on all facilities. 

TRAWMi T. R. Commonwealth Edison Co. 81/07/13. Ip. 09068:001. 


Q. Inspection reports. IE Bulletins Sc correspondence 


8107140635 Forwards IE Insp Repts 50-456/81-07 Sc 50-457/81-07 on 
810603-05 Sc notice of violation. 

NORELIUS. C . E. Division of Engineering St Technical Inspection. 
81/06/30. 2pp. 09018:192. 


—8107140640 Notice of violation from insp on 810603-05. 

NCRELIU8. C. E. Division of Engineering Sc Technical Inspection. 
81/06/30. Ip. 09018: 194. 


—8107140663 IE Insp Repts 50-456/81-07 Sc 50-457/81-07 on 810603-05. 
Noncompliance noted: primary coolant inlet Sc outlet of loop 
4 steam generator found uncovered w/two worn wheels Sc 
cigarette butts in plenum. 

ERB.C. M. . DANIEL80N. D. H. Materals Sc Processes Section. 81/06/25. 
4pp. 09018: 195. 


8107140680 Forwards final response to IE Bulletin 79-03A. "Longitudinal 
Weld Defects in ASME. 8A-3 12. Type-304 Stainless Steel 
Pipe." AE confirmed that 8A-312 welded pipe not furnished to 
site, 

TAPELLA. L. Commonwealth Edison Co. 81/07/02. Spp. 09008:197. 


8107240409 Advises that IE Circular 81-10# "Steam Voiding in RC8 During 
Heat Removal Cooldown. " was forwarded to listed utils. 

* Region 3# Chicago. Office of the Director (81/03/01). 81/07/02. 

Ip. 09148:206. 


8107100217 Notifies that IE Circular 81-10. "Steam Voiding in RCS 
During Decay Heat Removal Cooldown." was sent to listed 
licensees on 810702. 

CARROLL.D. E. Word Processing St Document Control Section. 81/07/06. 
2pp. 08994:342. 


8107240306 Advises that IE Info Notice 81-19. "Lost Parts in Primary 
Coolant Sy s. " was forwarded to listed utils. 

* Region 3. Chicago. Office of the Director (81/03/01). 81/07/06. 

Ip. 09148:203. 


8107200402 Notifies that IE Info Notice 81-19, "Lost Parts in Primary 
Coolant Sy s, " was sent to listed utils on 810706. 

CARROLL, D. E. Word Processing it Document Control Section. 81/07/07. 
2pp. 09073:323. 


8107140361 Forwards list of affected valves, in response to IE Bulletin 
81-02, "Failure of Gate Type Valves to Close Against 
Differential Pressure. " Corrective action should be 
completed by 820101. Eight hours expended in preparation. 

SWARTZ, E. D. Commonwealth Edison Co. 81/07/08. 3pp. 09013:354. 


8107200371 Forwards respon*# to IE Bulletin 81-03. "Flow Blockage of 
Cooling Water to Safety Sys Components by Corbicula Sp 
(Asiatic Clam) & Mytilus Sp (Mussel)." 

SWARTZ, E. D. Commonwealth Edison Co. 81/07/09, 6pp. 09070:229. 


8107150107 Advises that IE Circular 81-09. "Containment Effluent Water 
That Bypasses Radioactivity Monitor. 11 was sent to listed 
licensees on 810710. 

CARROLL, D. E. Word Processing & Document Control Section. 81/07/10. 
2pp. 09026:026. 


8107170236 Advise* that IE Info Notice 81-20, "Test Failures of 
Electrical Penetration Assemblies," was sent to listed utils 
on 810713. 

CARROLL, D. E. Word Processing it Document Control Section. 81/07/13. 
2pp. 09051:028. 


8107170245 Advises that IE Info Notice 81-20, “Test Failures of 
Electrical Penatration Assemblies," was forwarded to 
listed licensees. 

* Region 3, Chicago, Office of the Director (81/03/01). 81/07/15. 

Ip. 09051:001. 


8107170251 Advises that IE Circular 81-09, "Containment Effluent Water 
That Bypasses Rad ioectivity Monitor," was forwarded to 
listed licensees. 

* Region 3, Chicago, Office of the Director (81/03/01). 81/07/15. 

Ip. 09058:209. 


8103300402 IE Info Notice 81-21, "Potential Loss of Direct Access to 
Ultimate Heet Sink. “ 

* Director's Office, Office of Inspection and Enforcement. 
81/07/21. 5pp. 09162:348. 


8107270246 Advises that IE Info Notice Si-21, "Potential Loss Of Direct 
Access to Ultimate Heat Sink," was sant to listed licensees 
on 810721, 

CARROLL, D. E. Word Processing it Document Control Section. 81/07/21. 
2pp. 09160: 112. 


8107270218 Advise* that IE Circular 81-12. "Inadequate Periodic Test 
Procedure of PWR Protection Sys, “ was sent to listed 
licensees on 810722. 

CARROLL, D. E. Word Processing it Document Control Section. 81/07/22. 
2pp. 09160: 131. 


8107270253 Advises that IE Circular 81-12, "Inadequate Periodic Test 
Procedure of PWR Protection Sys. " was sent to listed 
X icensees. 

# Region 3, Chicago, Office of the Director (81/03/01). 81/07/24. 

Ip. 09160:107. 


DOCKET STN-5 0-457 BRAIDWQQD STATION, UNIT 2 


A. Application/construction stage document* it correspondence 


8107060029 Requests addl info for independent structural analyses 
performed w/EQ&Q ID, Inc. Info includes drawings, schedules it 
lists necessary for defining all structural load bearing 
walls fc columns for auxiliary, turbine St radwaste bldgs. 

TEDEBCO, R. L. Assistant Director for Licensing. 81/06/22. 2pp. 
08956: 178. 


8107090096 Advises that all info St analyses re auxiliary feedwater sys 
will be provided by 810015# in response to NRC 800310 ltr. 

TRAW, T. R. Commonwealth Edison Co. 81/06/25. Ip. 08981:178. 
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8107070423 Forwards revised Pages 1 -7 1 1-33, 1-37 8t 1-40 to CE-l-A, GA 
Program, Revision 17. W/o Pages 1-7,1-37 S< 1-40. 

TRAMI, T. R. Commonwealth Edison Co. 91/06/26. Ip. 08950:038. 


8107310053 Generic Ltr 81-23A to all licensees l< CP holders, advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation, per Generic Ltr 81-23, are unnecessary. 

EISENHUT, D. G. Division of Licensing. 81/07/06. 6pp. 09222:215. 


8107150365 Forwards request for addl info re radiation protection 
program to complete FSAR review of facilities. Info required 
re air sample calibr program, exposure tracking & exposure 
reduction program. 

TEDESCO. R, L. Assistant Director for Licensing. 81/07/08. 7pp. 
09033: 036. 


8107270007 Forwards request for addl info re operator licensing section 
of FSAR. Re sponse should be submitted within 60 days of ltr 
receipt. 

TEDESCO, R. L. Assistant Director for Licensing. 81/07/10. 4pp. 
09161:359. 


8107140377 Forwards Revision 18 to CE-l-A, GA program. Revision clarifies 
procurement of saf ety-related matls, parts, equipment, 
components & items. 

SWARTZ, E. D. Commonwealth Edison Co. 81/07/12. Ip. 09023:332. 


— 8107140390 Revision 18 to GA program for facility. 

* Commonwealth Edison Co. CE-l-A R18. 81/07/12. 5pp. 

09023: 353. 


8107230358 Discusses NRC acceptance review of Revision 17 to CE-l-A, 
GA program for nuclear generating stations. Revision 
incorporates organi zational changes. Rept acceptable. 

HAASB, W. P. Quality Assurance Branch. 81/07/14. 2pp. 09145:172. 


E. NRC Safety Evaluation Report (SER), suppls & correspondence 


8107070352 Forwards minutes of NRC Mechanical Engineering Branch 
S1031 1-13 meeting in Bethesda,MD to review portions of draft 

TRAM1, T. R. Commonwealth Edison Co. 81/06/30. 43pp. 08941:216. 


8107270368 Summary of 810311-13 meeting w/uti 1 . Sargent 8* Lundy St 
Westinghouse in Bethesda, MD re open items in Mechanical 
Engineering Branch FSAR review identified in 810409 draft 

SNELL, J. Licensing Branch 1. 81/07/21. 9pp. 09167:321. 


F. Security, medical, emergency & fire protection plans 


8107100320 Forwards Page 2-11 to NUREG, changing implementing schedule 
for submission & evaluation of upgraded emergency plans per 
Generic Ltr 81-25. 

EISENHUT, D. G. Division of Licensing. 81/06/13. 4pp. 08996:338. 


8107290002 Generic Ltr 81-27: requests that all emergency plans 8t 
implementing procedures be submitted w/pages marked to 
reflect privacy it proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT, D. G. Division of Licensing. 81/07/09. 3pp. 09189:039. 


8107200362 Advises that licensees must submit three copies of emergency 
plans, procedures & revisions to NRC regional ofc. All copies 
should be sent to Region 3 incident response ctr. 

KEPPLER, J. G. Region 3. Chicago, Office of the Director (81/03/01). 
81/07/10. 2pp. 09070:213. 


0. Adjudicatory correspondence 


8107090291 Answer that petitioners do not object to NRC 810629 motion 
for leave to defer response to 810622 petition until B10731. 
Certificate of Sve end. 

REYNOLDS, N. S. Commonwealth Edison Co. 81/07/07. 3pp. 08984:117. 


8107130286 Requests that NRC notify N Reynolds thet 810622 petition 
for extension of deadline for compliance w/CLI-80-2i has 
been retitled. Svc should be made of all subsequent papers on 
parties to proceed ing, including UCS. 

WEXS6, E. R. Harmon it Weiss. 81/07/10. 3pp. 09025:156. 


H. General c orrespondance 


8107200469 Informs that LO DelGaorga namad Director of Nuclear 
Licensing it replaces J8 Abel as principal corraspondant for 
NRC communications on all facilitias. 

TRAMM, T. R. Commonwealth Edison Co. 81/07/13. Ip. 09068:001. 


G. Inspection reports, IE Bulletins St correspondence 


8107140635 Forwards IE Insp Repts 30-436/B1-07 St 30-437/81-07 on 
810603-05 S< notice of violation. 

NORELIUS, C . E. Division of Engineering Sc Technical Inspection. 
81/06/30. 2pp. 09018: 192. 


—8107140663 IE Insp Repts 50-436/81-07 Sc 30-437/81-07 on 810603-03. 
Noncompl iance noted: primary coolant inlet St outlet of loop 
4 steam generator found uncovered w/two worn wheels St 
cigarette butts in plenum. 

ERB, C. M. , DANIELSON, D. H. Materals St Processes Section. 81/06/25. 
4pp. 09018:195. 


8107140680 Forwards final response to IE Bulletin 79-03A, "Longitudinal 
Weld Defects in ASME, 8A-3 12, Type-304 Stainless Steel 
Pipe. 11 AE confirmed that SA-312 welded pipe not furnished to 
site. 

TAPELLA, L. Commonwealth Edison Co. 81/07/02. 2pp. 09008:197. 


8107240409 Advises that IE Circular 81-10, "Steam Voiding in RCS During 
Heat Removal Cooldown, 11 was forwarded to listed utils. 

* Region 3, Chicago, Office of the Director (81/03/01). 81/07/02. 

Ip. 09148:206. 


8107100217 Notifies that IE Circular 81-10, "Steam Voiding in RCS 
During Decay Heat Removal Cooldown, " was sent to listed 
licensees on 810702. 

CARROLL, D. E. Word Processing it Document Control Section. 81/07/06. 
2pp. 08994:342. 


8107240306 Advises that IE Info Notice 81-19, "Lost Parts in Primary 
Coolant Sys, " was forwarded to listed utils. 

* Region 3, Chicago, Office of the Director (81/03/01), 81/07/06. 

Ip. 09148:203. 


8107200402 Notifies that IE Info Notice 81-19, "Lost Parts in Primary 
Coolant Sys," was sent to listed utils on 810706. 

CARROLL, D. E. Word Processing & Document Control Section. 81/07/07. 
2pp. 09073:323. 


8107140361 Forwards list of affected valves, in rasponst to IE Bulletin 
81-02, "Failure of Gate Type Valves to Close Against 
Differential Pressure. " Corrective action should be 
completed by 820101. Eight hours expended in preparation. 

SWARTZ, E. D. Commonwealth Edison Co. 81/07/08. 3pp. 09013:334. 


8107200371 Forwards response to IE Bulletin 81-03, “Flow Blockage of 
Cooling Water to Safety Sys Components by Corbicula Sp 
(Asiatic Clam) & Mytilus Sp (Mussel)." 

SWARTZ. E. D. Commonwealth Edison Co. 81/07/09. 6pp. 09070:229. 


8107130107 Advises that IE Circular 81-09, "Containment Effluent Water 
That Bypasses Radioactivity Monitor, " was sent to listed 
licensees on 810710. 

CARROLL, D. E. Word Processing & Document Control Section. 81/07/10. 
2pp. 09026: 026. 


8107170236 Advises that IE Info Notice 81-20, "Test Failures of 
Electrical Penetration Assemblies, " was sent to listed utils 
on 810713. 

CARROLL, D. E. Word Processing 8« Document Control Section. 81/07/13. 
2pp. 09031:028. 


8107170245 Advises thet IE Info Notice 81-20, "Test Failures of 
Electrical Penetration Assemblies, " was forwarded to 
listed licensees. 

* Region 3, Chicago, Office of the Director (81/03/01). 81/07/13. 

Ip. 09031:001. 


8107170251 Advises that IE Circular 81-09, "Containment Effluent Water 
That Bypasses Radioactivity Monitor, " was forwarded to 
listed license*#. 

* Region 3, Chicago, Office pf the Director (81/03/01). 81/07/13. 

Ip. 09038:209. 


8103300402 IE Info Notic# 81-21, "Potential Loss of Direct Access to 
Ultimat* Heat Sink. " 

* Director's Office, Office of Inspection and Enforcement. 
81/07/21. 3pp. 09162:348. 


8107270246 Advises that IE Info Notice 81-21, "Potential Loss of Direct 
Access to Ultimate Heat Sink, " was sent to listed licensees 
on 810721. 

CARROLL, D. E. Word Processing & Document Control Section. 81/07/21. 
2pp. 09160: 112. 


I 
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8107270218 Advise* that IE Circular 81-12, “Inadequate Periodic Test 
Procedure of PUR Protection Sys, " was sent to listed 
licensees on 810722. 

CARROLL, D. E. Word Processing & Document Control Section. 81/07/22. 
2pp. 09160: 131. 


— 8107130352 IE Insp Rept 50-458/81-06 during Apr & May 1981. 
Noncompliance noted: inadequate acceptance criteria for 
in-place density testing of backfill. 

BEACH, A. B. , CROSSMAN, U. A. Project Section 3. 81/06/05. 10pp. 

08998: 122. 


B107270253 Advises that IE Circular 81-12, “Inadequate Periodic Test 
Procedure of PUR Protection Sys, " was sent to listed 

1 icensee*. 

* Region 3, Chicago, Office of the Director (81/03/01). 81/07/24. 

Ip. 09160:107. 


DOCKET 30-458 RIVER BEND STATION, UNIT 1 


A. Application/construction stage documents 6 correspondence 


S. Reportable occurrences, LERs & related correspondence 


8107020306 Part 21 rept re potential problem w/over current relays 
ITE-50H & ITE-50D series produced from 1976 to Oct 1980. 

Relays may not drop out upon reduction in current. Company 
taking steps to notify relay users. 

DUVALLiD. D. Broun Boveri CoTp. (subs. Broun Boveri 8e Co., Ltd.) 
81/06/16. 3pp. 08935:340. 


8107010273 Forwards review results 8c actions taken re control of heavy 
loads In response to 801222 ltr. Review of Sections 2. 2 8c 2.3 
of end to ref ltr will be submitted by 810922. Insp/maint 
programs to be developed per NUREO-061 2, Section 3.1. 

DRAPER, E.L. Oulf States Utilities Co. 81/06/24. 14pp. 08910:256. 


8107070402 Requests that NRC mgt provide appropriate NRC resources for 
prompt review of Mark III mquare-root-of-sum-of-squares rept 
*c related mail w/Dec 19S1 targeted completion date, per 
NURED-0484, Revision 1. 

DRAPER, E.L. Oulf States Utilities Co. 81/06/29. 2pp. 08742:174. 


8107210060 Summery of 810415 meeting w/util in Uest Feliciana Parish, LA 
re util organizational structure for operations, const status 
8< general licensing matters. Handouts end. 

MARTDRE.J. A. Licensing Branch 2. 81/06/30. 15pp. 09107:186. 


8107310033 Generic Ltr 81-23A to all licensees 8c CP holders, advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation, per Generic Ltr 81-23, are unnecessary. 

EIBENHUT, D. 0. Division of Licensing. 81/07/06. 6pp. 09222:213. 


8107230323 Request* attendance at 810720 meeting in Bethesda.MD to 
discus* status of facility FSAR review. 

PERCH, R. Licensing Branch 2. 81/07/13. 2pp. 09143:130. 


8107310269 Advises that applicant reviewed Generic Ltr 81-01. FBAR, 
Section 1. B, addresses all applicable NRC reg guide*. Licensee 
will be in compliance w/Reg Guide 1. 38, Revision 1 8< Reg 
Guide 1. 146 positions prior to receiving OL. 

DRAPER, E.L. Oulf State* Utilities Co. 81/07/24. Ip. 09218:287. 


F. Security, medical, emergency 6 fire protection plans 


DOCKET 30-439 RIVER BEND STATION, UNIT 2 

A. Applicati on/conttruction stage documents & correspondence 


8107010273 Forwards review results & actions taken re control of heavy 
loads in response to 801222 ltr. Review of Sections 2.2 & 2.3 
of end to ref ltr will be submitted by 810922. Insp/maint 
programs to be developed per NUREC-0612, Section 5.1. 

DRAPER. E.L. Oulf States Utilities Co. 81/06/24. 14pp. 08910:236. 


8107070402 Requests that NRC mgt provide appropriate NRC resources for 
prompt review of Mark III square-root-of-sum-of-squares rept 
& related matl w/Dec 1981 targeted completion date, per 
NURE0-0484, Revision 1. 

DRAPER, E.L. Oulf States Utilities Co. 81/06/29. 2pp. 08742:174. 


8107210060 Summary of 810413 meeting w/util in West Feliciana Parish, LA 
re util organizational structure for operations, const status 
6 general licensing matters. Handouts end. 

MARTORE, J. A. Licensing Branch 2. 81/06/30. 13pp. 09107:186. 


8107310033 Generic Ltr 81-23A to all licensees Sc CP holders, advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation, per Generic Ltr 81-23, are unnecessary. 

EISENHUT, D. 0. Division of Licensing. 81/07/06. 6pp. 09222:215. 


8107230325 Requests attendance at 810720 meeting in Bethesda.MD to 
discuss status of facility FSAR review. 

PERCH, R. Licensing Branch 2. 81/07/15. 2pp. 09145:130. 


8107310269 Advises that applicant reviewed Generic Ltr 81-01. FSAR. 
Section 1. 8, addresses all applicable NRC reg guides. Licensee 
will be in compliance w/Reg Guide 1. 58. Revision 1 K Reg 
Guide i. 146 positions prior to receiving OL. 

DRAPER, E.L. Gulf States Utilities Co. 81/07/24. Ip. 09218:287. 


8107100320 Forward* Page 2-11 to NUREO, changing implementing schedule 
for submission ic evaluation of upgraded emergency plans per 
Generic Ltr 81-23. 

EISENHUT, D. 0. Division of Licensing. 81/06/13. 4pp. 08996:338. 


8107290002 Generic Ltr 81-27; request* that all emergency plan* & 
Implementing procedure* be submitted w/pages marked to 
reflect privacy & proprietary matl. Info to be deleted from 
previous documents should be requested bu 810731. 

EISENHUT, D.G. Division of Licensing. 81/07/09. 3pp. 09189:039. 


8107310016 Inform* that verification of prompt emergency notification 
sy* required prior to issuance of power operation license. 

TEDEBCO, R. L, Assistant Director for Licensing. 81/07/20. 2pp. 
09221:037. 


0. Adjudicatory correspondence 


F. Security, medical, emergency 8c fire protection plans 


8107100320 Forwards Page 2-11 to NUREG, changing implementing schedule 
for submission & evaluation of upgraded emergency plans per 
Generic Ltr Bl-23. . ___ 

EISENHUT, D. G. Division of Licensing. 81/06/13. 4pp. 08996:338. 


3107290002 Generic Ltr 81-27: request# that all emergency plans & 
implementing procedures be submitted w/pages 
reflect privacy 8* proprietary matl. Info to be deleted from 

previous document* should be requested by 810731. 

_ _ ,4 •• ai /n-r /no 




1107310016 Informs that verification of prompt emergency notification 
sys required prior to issuance of power operation license. 

TEDEBCO, R. L. Assistant Director for Licensing. 81/07/20. 2pp. 
09221 : 037 . 


8107080310 Informs that time provided for NRC to review Director's 
Decision DD-81-7 has expired. Decision became final agency 
action on 810626. 

CHILK, 8. J. Office of the Secretary of the Commission. 81/07/06. 
Ip. 08974:093. 


G. Inspection reports, IE Bulletins fc correspondence 


G. Adjudicatory correspondence 


8107080310 Informs that time provided for NRC *° /•***“ 5J*™ ctor ** 
Decision DD-81-7 ha* expirad. Decision became final agency 
action on 810626. . . _ 

CHILK, 8. J. Office of the Secretary of the Commission. 

Ip. 08974:093. 


81/07/06. 


8107270398 Inform* that IE Info Notice 81-10, “Inadvertent Containment 
Spray Due to Personnel Error,** was sent to listed licensees. 

MADSEN. 0. L. Reactor Project* Branch. 81/03/26. Ip. 09167:303. 


8107130330 Forwards IE Insp Rept 30-43S/81-06 during Apr Sc May 1981 * 


notice of violation. 

MADSEN, 0. L. Reactor Project* Branch. 81/06/03. 


2pp. 08998; 11B. 


G. Inspection reports, IE Bulletins & corr espo n den ce 


,7270398 inform, tfemt IE Info Notic. Sl- 10 . ;'In.dv.r t .nt Cont.in.ont 
ip ray Duo to Poroonnol Error," u«« *•"» Jo lloto, }* c,n ”“l. 305 
1ADSEN.G. L. Reactor Projects Branch. 81/03/26. Ip. 09167. 


-8107130331 Notic# of violation from insp during Apr 6 May 1981. 

MADSEN, 0. L. Reactor Projects Branch. 81/06/03. 2pp. 08998:120. 
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S. Reportable occurrences* LERs !c related correspondence 


8107020306 Part 21 rept re potential problem u/over current relays 
ITE-50H Sc ITE-50D series produced from 1976 to Oct 1980. 

Relays may not drop out upon reduction in current. Company 
taking steps to notify relay users. 

DUVALL, D. D. Brown Boveri Corp. <subs. Brown Boveri S< Co.. Ltd. ). 
81/06/16. 3pp. 08935:340. 


DOCKET 50-460 WPPSS NUCLEAR PROJECT, UNIT 1 


A. Application/construction stage documents S« correspondence 


8107070131 Responds to 810428 ltr requesting NRC concurrence to omit 
FSAR Subsections 2. 5. 1-2. 5. 3 re geology S< seismo logy . Request 
granted to eliminate unnecessary duplication. 

ADENBAM, E. 0. Licensing Branch 4. 81/06/09. 2pp. 08963:336. 


8107310055 Generic Ltr 81-23A to all licensees Sc CP holders, advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation, per Generic Ltr 81-23, are unnecessary. 

EISENHUT, D. 0. Division of Licensing. 81/07/06. 6pp. 09222:215. 


8107140253 Confirms that new info obtained from ongoing Sc previously 
completed geological Sc seismological studies will be 
provided on Unit 2 for use in licensing review of Units 
1 Sc 4. 

BOUCHEY, 0. D. Washington Public Power Supply System. Bl/07/09. Ip. 
09018:331. 


8107290177 Application to amend CPPR-134 Sc CPPR-174, extending Units 1 
Sc 4 completion dates from 820101 to 860601 Sc from 851201 to 
870601, respectively. Class 1 Sc II amend fees end. 

BOUCHEY,©. D. Washington Public Power Supply System. 81/07/21. 4pp. 
09185: 307. 


8107280561 Forwards design 8« const QA program, per NRC request. 

BOUCHEY,©. D. Washington Public Power Supply System. 81/07/22. 2pp. 
09176:236. 


— 8107280565 QA program for design 8< const. 

* Washington Public Power Supply System. 81/07/22. 100pp. 

09176: 238. 


F. Security, medical, emergency Sc fire protection plans 


8107100320 Forwards Page 2-11 to NUREO, chang ing implementing schedule 
for submission Sc evaluation of upgraded emergency plans per 
©eneric Ltr 81-25. 

EISENHUT, D. 0. Division of Licensing. Bl/06/13. 4pp. 08996:358. 


8107290002 Generic Ltr 81-27: requests that all emergency plans Sc 
implementing procedures be submitted w/pages marked to 
reflect privacy Sc proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT, D. 0. Division of Licensing. 81/07/09. 5pp. 09189:059. 


©. Adjudicatory correspondence 


8107090291 Answer that petitioners do not object to NRC 810629 motion 
for leave to defer response to B10622 petition until 810731. 
Certificate of Svc end. 

REYNOLDS, N. S. Commonwealth Edison Co. Bl/07/07. 3pp. 08984:117. 


8107150286 Requests that NRC notify N Reynolds that 810622 petition 
for extension of deadline for compliance w/CLI-80-21 has 
bean retit led. Svc should be made of all subsequent papers on 
parties to proceeding, including UC8. 

WEISS, E. R. Harmon 8c Weiss. 81/07/10. 3pp. 09025:156. 


H. General correspondence 


81072X333 FOIA request for documents re seven categories of info 
concerning facilities. 

RQSQLIE, E. Coalition for Safe Power. 81/05/12, lp. 09145:228. 


81072X319 Responds to FOIA request for documents re seven categories 
of info concerning facilities. Documents listed in App A are 
available in PDR. 

FELTON, J. M. Division of Rules and Records. 81/06/10. 4pp. 

09145: 224. 


Q. Inspection reports, IE Bulletins 8c correspondence 


8107270200 Forwards IE Insp Repts 50-460/81-05 8c 50-513/81-05 on 
810421-23. No noncompliance noted. 

ENGELKEN, R . H. Region 5, San Francisco, Office of the Director 
<81/03/01). 81/07/01. 2pp. 09160:021. 


—8107270201 IE Insp Repts 50-460/81-05 8c 50-513/81-05 on 8104Bl-23.No 
noncompliance noted. Major areas inspected: discussion of util 
equipment environ qualification program plan 8c review of 
portions of program re safety function 8c equipment usage. 

NAIDU, K. R. Region 3, Chicago, Office of the Director (81/03/01). 
AGEE, J. R. Region 4, Dallas, Office of the Director <81/03/01). 
BENNETT Vendor 8t Special Projects Branch. 81/06/11. 8pp. 

09160: 023. 


81071X139 Forwards IE Circular 81-10, "Steam Voiding in RC8 During 
Decay Heat Removal Cooldown. " 

* Region 5, San Francisco, Office of the Director (81/03/01), 
81/07/02. lp. 09027:287. 


81071X240 Advises that IE Info Notice 81-19, "Lost Parts in Primary 
Coolant Sys, " was sent to listed licensees on 810706. 

* Region 5, San Francisco, Office of the Director (81/03/01). 
81/07/06. lp. 09028:214. 


8107210355 Responds to IE Bulletin 81-02, "Failure of Gate Type Valves 
to Close Against Differential Pressure. “ No specific subj 
valves sup p 1 ied. Borg-Warner determined that bulletin is not 
applicable to similar Borg-Warner valves. 

MAZUR, D. W. Washington Public Power Supply System. 81/07/06. 2pp. 
09102: 247. 


8107210386 Forwards response to IE Bulletin 81-03. One Corblcule found 
on east shore of river approx 5 miles upstream from intakes. 

Intakes are on west shore. Myti lus not found in river. 

MAZUR, D. W. Washington Public Power Supply System. 81/07/07. 4pp. 
09102:328. 


8107140607 Advises of issuance of end IE Circular 81-09, "Containment 
Effluent Water That Bypasses Radioactivity Monitor" to 
listed licensees. NRC 810710 transmittal ltr end. 

* Region 5, San Francisco, Office of the Director (81/03/01). 
81/07/10. lp. 09015:221. 


8107170081 Advises that IE Info Notice 81-20, "Test Failures of 
Electrical Penetration Assemblies, “ was sent to listed 
licensees on 810713. 

* Region 5, San Francisco, Office of the Director (81/03/01). 
81/07/13. lp. 09053:211. 


8107270063 Advises that IE Info Notice 81-21, "Potential Loss of Direc 
Access to Ultimate Heat Sink, “ was forwarded to listed utils 
on 810721. 

* Region 5, San Francisco, Office of the Director (81/03/01). 
81/07/21. lp. 09158:182. 


S. Reportable occurrences, LERs Sc related correspondence 


8107010195 Interim rept re combustion air intake design deficiency 
initially reported BO 1208. Very low water penetration-type 
AMCA certified louvers will be procured Sc installed. Final 
approval expected by 810801. 

MAZUR, D. W. Washington Public Power 8upply System. 81/06/01. 5pp. 
08908: 356. 


8107010306 Interim deficiency rept, originally reported on B10107,re 
nonconservative analysis of load limits of spent fuel cask 
handling crane. Mod to cranes to be seismically qualified, 
accompanied by mod to lifting device. 

MAZUR, D. W. Washington Public Power Supply System. 81/06/01. 2pp. 
08905: 323. 


8107020328 Part 21 rept re missile penetration analysis, initially 
reported on 810605. Penetration of subj housings by missiles 
cannot ba determined as substantial safety haxard & 
classification best dtcided by utils. Utils notifisd. 

JORGENSEN, R. Buffalo Forgs Co. 81/06/10. 2pp. 08952:028. 


8107020306 Part 21 rept re potential problem w/overcurrent relays 
ITE-50H tc ITE-50D series produced from 1976 to Oct 1980. 

Relays may not drop out upon reduction in current. Company 
taking steps to notify relay users. 

DUVALL, D. D. Brown Boveri Corp. (subs. Brown Boveri lc Co., Ltd.). 
81/06/16. 3pp. 08935:340. 
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S 107 140497 Interim deficiency rept re RCS attached piping, orinin*ii,. 
reported on 801113. B&W analyses determined that potjntial flinally 
breaks at pump nozzles will not result in subsequent breaks 
ad J» c * nt t0 Pumps. Rept* will be sent quarterlu 
SSSS'Sao Wa#hinflt ° n PUblic Pow * r Su PP 1 « System. 81/07/02. 3p p 


First request for production of documents & tangible things 
directed to intervenor Prairie A1 liance. Certificate of Svc 

3p p 1 n °0a933^346^ ° FMI °' P V - Schiff. tett, t Malt.. . 


8107140912 Final deficiency rept re decay heat removal heat exchanoer 
tubing, originally reported 810117. Defic iency does not banger 

satisfy 10CFRS0. 99e criteria. No further action will be 
taken. 


MAZUR, D. W. 
09023:316. 


Washington Public Power Supply System. 81/07/02. 3pp. 


DOCKET 90-461 CLINTON POWER STATION, UNIT 1 


. * 7 „ « rrdjrn suiance & state 

motion for extension of time until 810727 to complete 
discovery. Related correspondence. 

LANO, T. Prairie Alliance. 81/06/26. Ip. 08933:270. 


8107020367 Notice that Prairie Alliance 
been filed. 

LANO, T. Ptairie Alliance. 81/06/26. 


first round of discovery 
lp. 08933:271. 


has 


^Applicati on/construction stage documents & correspondence 


8107080233 Advises that NRC info schedule is consistent w/Jan 1983 fuel 
load date It commits to provide quarterly updates on status 
of const schedule per NRC 810929 request. Next update to be 
submitted in Sept 1981. 

KOCH. L. J. Illinois Power Co. 81/06/19. ip. 08966:149 


8107020370 Interrogatories directed to IL Power Co 
discovery re Contentions 1-11. Certi f icate of Svc 
SAMELSON, A. Prairie Alliance. 81/06/26. 22pp 


per first round of 
end. 

08933: 272. 


8i ST° 20374 Notic * that joint motion for extension of time to complete 
discovery has been filed. 

LANG, T. Prairie Alliance. 81/06/26. lp. 08933:294. 


8107010422 Requests review l< acceptance of Mark III square-root-of-sum- 
of-squares method for combining dynamic responses of piping 
& equipment by Dec 1981. NRC evaluation per NUREG-0484, 

Revision 1, planned for Oct 1981 release. 

KOCH, L. J. Illinois Power Co. 81/06/29. 2pp. 08909:342. 


8107310055 Generic Ltr S1-23A to all licensees l< CP holders, advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation, per Generic Ltr 81-23, are unnecessary. 

EISENHUT, D. G. Division of Licensing. 81/07/06. 6pp. 09222:219. 


8107210396 Responds to Q10702 request for schedule re response to 
request for addl info. Response planned as FSAR amend in 
Sept 1981. 

WULLER.o. E. Illinois Power Co. 81/07/13. lp. 09104:033. 


8107210241 Forwards one oversize drawing of milestone schedule for 
facility, updated through June I98i. Project estimated to be 
78.6% comp lete. Aperture cards are available in PDR. 

RA3H0, R. P. Illinois Power Co. 81/07/16. 2pp. 09102:177. 


8107290196 Responds to NRC 810716 request for addl info re schedule for 
GA question response. Response will be submitted in Sept 1981 
via FSAR amend. 

WULLER, G. E. Illinois Power Co. 81/07/24. lp. 09189:079. 


8107310106 Notification of 810729 meeting w/util in Bethesda, MD to 
discuss Tech Specs, 

WILLIAMS, J. H. Standardization It Special Projects Branch. 81/07/29. 
lp. 09221:166. 


F. Security, medical, emergency & fire protection plans 


8107100320 Forwards Page 2-11 to NUREQ. chang ing implementing schedule 
for submission It evaluation of upgraded emergency plans per 
Generic Ltr 81-25. 

EISENHUT, D. G. Division of Licensing. 81/06/13. 4pp. 08996:398. 


8107290002 Generic Ltr 81-27: requests that all emergency plans It 
implementing procedures be submitted w/pages marked to 
reflect privacy fc proprietary matl. Info to bs deleted from 
previous documents should be requested by 810731. 

EISENHUT, D. G. Division of Licensing. 81/07/09. 5pp. 09189:059. 


8107200362 Advises that licensees must submit three copies of emergency 
plans, procedures It revisions to NRC regional ofc. All copies 
b * f#nb R*flion 3 incident response ctr. 

KEPPLER, J. o. Region 3, Chicago, Office of the Director <81/03/01). 
81/07/10. 2pp. 09070:219. 


G. Adjudicatory correspondence 


8107020281 Notice that first set of interrogatories directed to 
intervenor Prairie Alliance It first request for production 
of documents It tangible things were served on 810626, Related 
correspondence. 

FAZIO, P. V. Illinois Power Co. FAZIO, P. V. Schiff, Hardin It Waite. 
81/06/26. 2pp. 08933:333. 


—8107020283 First set of interrogatories directed to intervenor 
Prairie Alliance re Contentions 1-12. 

FAZIO, P. v. Illinois Power Co. FAZIO, P. V. Schiff, Hardin It Waite. 
81/06/26. Upp, 08933:339. 


8107020379 Joint motion for extension of time until 810727 to complete 
discovery per ASLB 810601 memorandum It order. Extension would 
not seriously jeopardize timely completion of proceeding. 

Certificate of Svc end. 

SAMELSON, A. Prairie Alliance. NEUMAN, R. W. Illinois, State of 
81/06/25. 3pp. 08933:295. 


8107020385 First set of interrogatories directed to util. Notice of 
svc encl. Related correspondence. 

WILLMAN, P. L. Illinois, State of. 81/06/26. 17pp. 08921:200. 


8107020388 First request for production of documents directed to util. 
Proof of svc encl. 

WILLMAN, P. L. Illinois, State of. 81/06/26. 5pp. 08921:217. 


8107060232 Response in opposition to Prairie Alliance «< State of IL 
810626 joint motion for extension of time to complete 
discovery. No basis to support motion. Certificate of Svc 
•ncl. 

GODDARD, R. J. Hearing Branch 2. 81/07/02. 5pp. 08890:332. 


8107150179 Answer to 810626 joint motion for extension of time to 
complete d i sc o very. Any delay at this time increases 
likelihood of addl delay later in proc ceding*. Certificate of 
Svc encl. 

FAZIO, P.V. Illinois Power Co. FAZIO, P. V. Schiff, Hardin lc Waite. 
81/07/08. 10pp. 09027:358. 


8107170029 Notice that util 810626 answer to joint motion for extension 
of time to complete discovery has been filed. 

FAZIO, P.V. Illinois Power Co. FAZIO, P. V. Schiff, Hardin & Waite. 
81/07/08. 2pp. 09057:238. 


8107200101 Memorandum & order denying Prairie Alliance Sc State of IL 
810626 joint motion for extension of time to complete 
discovery. Resultant delay would be unjustifiable It facts do 
not constitute good cause. 

PARIS, 0. H. Atomic Safety and Licensing Board Panel. 81/07/16. 3pp. 
09069: 131 . 


K. Utility Final Safety Analysis Report (FSAR) It amends 


8107220146 Forwards Amend 5 to FSAR, consisting of text changes in 
response to NRC questions It updated PItIDs. 

KOCH.L.J. Illinois Power Co. 81/07/20. lp. 09119:298. 


—8107220153 Amend 5 to FSAR. 

* Illinois Power Co, 81/07/31. 800pp. 09119:299. 


Q. Inspection reports, XE Bulletins It correspondence 


8107130331 Forwards IE Meeting Rept 50-461/81-10 on 810511. No 
noncomplianct noted. 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director (81/03/01). 
81/06/19. 2pp. 08999:074. 


— 8107130333 IE Meeting Rept 50-461/81-10 on 810511 to discuss results of 
special trial teem insp on 810209-0309. No noncompliance 
noted. 

KEPPLER, J. G. Region 3, Chicago, Office of the Director (81/03/01). 

KNOP, R. C. Projects Branch 1. HAYES, D. W. Reactor Projects 
Section IB. 81/06/i5. 3pp. 08999:076. 
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8107060245 Forwards IE Insp Rept 50-461/81-08 on 810401-0501 Sc notice 
of violation. 

HEISHMAN, R. F. Division of Resident & Project Inspection. 81/06/17. 
2pp. 08891:011. 


8107170236 Advises that IE Info Notice 81-20. “Test Failures of 
Electrical Penetration Assemblies." was sent to listed utils 
on 810713. 

CARROLL. D. E. Word Processing Sc Document Control Section. 81/07/13. 
2pp. 09051:028. 


— 8107060248 Notice of violation from insp on 810401-0501. 

HEISHMAN. R. F. Division of Resident & Project Inspection. 
81/06/17. 2pp. 08891:013. 


— 8107060249 IE Insp Rept 50-461/81-08 on 810401-0501. Noncompliance 
noted: improper matl protection. storage & segregation of 
safety Sc nonsafety matl. 

LIVERMORE. H. H. . REIMANN. F. Reactor Projects Section 1C. 81/06/12. 

7pp. 08891:015. 


8107210072 Forwards IE Insp Rept 50-461/81-11 on 810512-15. No 
noncompliance noted. 

HEISHMAN. R. F. Division of Resident Sc Project Inspection. 81/06/19. 
2pp. 09101:217. 


—8107210081 IE Insp Rept 50-461/81-11 on 810512-15. No noncompliance 
noted. Major areas inspected : safety-related const activities 
including IE circulars Sc bulletins, 10CFR50. 55e repts Sc 
welder qualifications. 

WESCOTT, H. M. , REIMANN, F. W. Reactor Projects Section 1C. 81/06/19. 

6pp. 09101:219. 


8107080343 Forwards IE Insp Rept 50-461/81-14 on 810605-06. No 
noncompliance noted. 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director (81/03/01). 
81/06/23. 2pp. 08972: 109. 


— 8107080352 IE Insp Rept 50-461/81-14 on 810605-06. No noncompliance 
noted. Major areas inspected : fol lowup on piping suspension 
sys Sc penetration assembly corrective measures taken in 
response to 810305 immediate action ltr. 

YIN.I.T. , DANIELSON, D. H. Materals Sc Processes Section. 81/06/19. 
5pp. 08972:111. 


8107240306 Advises that IE Info Notice 81-19, "Lost Parts in Primary 
Coolant Sys," was forwarded to listed utils. 

* Region 3, Chicago, Office of the Director (81/03/01). 81/07/06. 

Ip. 09148:203. 


8107200402 Notifies that IE Info Notice 81-19, "Lost Parts in Primary 
Coolant Sys," was sent to listed utils on 810706. 

CARROLL, D. E. Word Processing 8c Document Control Section. 81/07/07. 
2pp. 09073:323. 


8107210191 Responds to IE Bulletin 81-02, "Failure of Gate Type Valve* 
to Close Against Differential Pressure. " Specified valves 
will not be installed at facilities. 

WULLER, G. E. Illinois Power Co. 81/07/08. Ip. 09102:073. 


8107210332 Forwards IE Insp Rept 50-461/B1-16 on 810624-26. No 
noncompliance noted. 

NORELIUS, C.E. Division of Engineering & Technical Inspection. 
81/07/09. 2pp. 09102: 185. 


— 8107210334 IE Insp Rept 50-461/81-16 on 810624-26. No noncompliance 
noted. Major areas inspected : 1 icensee action re civil 
10CFR50. 55e repts 8c bul letins, concrete placement activity & 
quality records. 

LANDSMAN, R. B. , NORTON, J. F. , WILLIAMS, C. C. Plant Systems Section. 
81/07/08. 3pp. 09102: 187. 


8107150107 Advises that IE Circular 81-09, "Containment Effluent Water 
That Bypasses Radioactivity Monitor," was sent to listed 
licensees on 810710. 

CARROLL, D. E. Word Processing 8c Document Control Section. 81/07/10. 
2pp. 09026:026. 


8107160314 Forwards IE Insp Rept 50-461/81-12 on 810502-31 8c notice of 
violation. 

HEISHMAN, R . F. Division of Resident 8c Project Inspection. 81/07/13. 
2pp. 09041:361. 


— 8107160317 Notice of violation from insp on 810502-31. 

HEISHMAN, R. F. Division of Resident 8c Project Inspection. 
81/07/13. Ip. 09042:001. 


8107240206 Responds to IE Bulletin 81-03, "Flow Blockage of Cooling 
Water to Safety Sys Components by Corbicula Sp (Asiatic 
Clam) 8c Mytilus Sp (Mussel)." Util has adequate warning sys 
re presence of Corbicula before plant safety is affected. 

WULLER, G. E. Illinois Power Co. 81/07/14. 2pp. 09139:272. 


8107170245 Advises that IE Info Notice 81-20, "Test Failures of 
Electrical Penetration Assemblies, " was forwarded to 
listed licensees. 

* Region 3, Chicago, Office of the Director (81/03/01). 81/07/13. 

Ip. 09051:001. 


8107170251 Advises that IE Circular 81-09, "Containment Effluent Water 
That Bypasses Radioactivity Monitor, 11 was forwarded to 
listed licensees. 

* Region 3, Chicago, Office of the Director (81/03/01). 81/07/13. 

ip. 09058:209. 


8107280427 Forwards IE Insp Rept 50-461/81-17 on 810601-30. No 
noncompliance noted. 

HEISHMAN, R. F. Division of Resident 8c Project Inspection. Bl/07/16. 
2pp. 09175: 166. 


— 8107280429 IE Insp Rept 50-461/81-17 on B10601-30. No noncompliance 
noted. Major areas inspected : const activities including matl 
laydown & storage areas 8c welding electrode storage 8c 
control , 

LIVERMORE, H. H. , REIMANN, F. Reactor Projects Section 1C. 01/07/13. 

3pp. 09175: 168. 


8107280410 Ack receipt of 810611 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-461/81-03. 

HEISHMAN, R . F. Division of Resident 8c Project Inspection. 01/07/20. 
Ip. 09175:200. 


—8107280415 Responds to NRC 810312 meeting re violations noted in IE 
Insp Rept 50-461/81-05. Corrective actions: trial program for 
installation 8c insp of piping component supports/hangers to 
new procedures completed. 

KOCH, L. J. Illinois Power Co. 81/07/20. 31pp. 09175:201. 


8103300402 IE Info Notice 81-21, "Potential Loss of Direct Access to 
Ultimate Heat Sink." 

* Director's Office, Office of Inspection and Enforcement. 
81/07/21. 5pp. 09162:348. 


8107270246 Advises that IE Info Notice 81-21, "Potential Loss of Direct 
Access to Ultimate Heat Sink," was sant to listed licensees 
on 810721. 

CARROLL, D. E. Word Processing 8c Document Control Section. 81/07/21. 
2pp. 09160: 112. 


8107270218 Advise* that IE Circular 81-12. "Inadequate Periodic Test 
Procedure of PWR Protection Sys," was sent to listed 
licensees on 810722. 

CARROLL, D. E, Word Processing 8c Document Control Section. 81/07/22. 
2pp. 09160: 131. 


8107270253 Advises that 16 Circular 81-12, "Inadequate Periodic Test 
Procedure of PWR Protection Sys," was sent to listed 
licensees. 

* Region 3, Chicago* Office of the Director <81/03/01). 81/07/24. 

lp. 09160: 107. 


8107200196 Notifies that IE Circular 81-11* "Inadequate Decay Heat 
Removal During Reactor Shutdown*" was sent to licensees on 
810724. 

CARROLL* D. E. Word Processing 8c Document Control Section. Bl/07/24. 
2pp. 09169:010. 


8107280626 Advises that IE Circular 81-11. "Inadequate Decay Heat 
Removal During Reactor Shutdown* " has been forwarded to 


listed licensees. 

* Region 3* Chicago* Office of the Director <81/03/01). 


81/07/24. 


Ip. 09181:001. 


—8107160319 IE Insp Rept 50-461/81-12 on 810502-31. Noncompliance noted: 
rigging, handling 8c installation of residual heat removal 
pump column assembly was performed u/o detailed written 
procedures. 

LIVERMORE, H. H. * REIMANN, F. Reactor Projects Section 1C. 81/07/08. 

6pp. 09042:002. 


8. Reportablo occurrences* LERs 8c related correspondence 


8107020328 Part 21 rept re missile penetration analysis* initially 
reported on 810605. Ponetration of subj housings by missiles 
cannot be determined as substantial safety hazard 8c 
classification best decided by utils. Utils notified. 

JORGENSEN, R. Buffalo Forge Co. 81/06/10. 2pp. 08952:020. 
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8107210245 Interim deficiency rept re inadequate const controls for 
electrical raceway hanger instal lation. Proc edures for 
drafting & review of as-built drawings have been issued. 

Final rept will be submitted by end of Aug 1981, 

KOCH, L. J. Illinois Power Co. 81/07/09. Ip. 09101:295. 


DOCKET 50-462 CLINTON POWER STATION, UNIT 2 


A. Application/construction stage documents & correspondence 


8107080233 Advises that NRC info schedule is consistent w/Jan 1983 fuel 
load date & commits to provide quarterly updates on status 
of const schedule per NRC 810529 request. Next update to be 
submitted in Sept 1981. 

KOCH, L. J. Illinois Power Co. 81/06/19. Ip. 08966:149. 


8107010422 Requests review & acceptance of Mark III squere-root-of-sum- 
of-squares method for combining dynamic responses of piping 
& equipment by Dec 1981. NRC evaluation per NUREG-0484, 

Revision 1, planned for Oct 1981 release. 

KOCH, L. J. Illinois Power Co. 81/06/25. 2pp. 08905:342. 


8107310055 Generic Ltr 81-23A to all licensees 8c CP holders, advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation, per Generic Ltr 81-23, are unnecessary. 

EISENHUT, D. G. Division of Licensing. 81/07/06. 6pp. 09222:215. 


8107210396 Responds to 810702 request for schedule re response to 
request for addl info. Response planned as F8AR amend in 
Sept 1981. 

MULLER, G. E. Illinois Power Co. 81/07/13. Ip. 09104:033. 


8107290156 Responds to NRC 810716 request for addl info re schedule for 
QA question response. Response will be submitted in Sept 19B1 
via FSAR amend. 

MULLER, G. E. Illinois Power Co. 81/07/24. Ip. 09185:075. 


8107310106 Notification of 810729 meeting w/util in Bethesda, MD to 
discuss Tech Specs. 

MILLIAMS, J. H. Standardization 8< Special Projects Branch. 81/07/29. 
Ip. 09221:166. 


F. Security, medical, emergency 8c fire protection plans 


8107100320 Forwards Page 2-11 to NUREG, chang ing implementing schedule 
for submission 8c evaluation of upgraded emergency plans per 
Generic Ltr 81-25. 

EISENHUT, D. G. Division of Licensing. 81/06/13. 4pp. 08996:358. 


8107290002 Generic Ltr 81-27: requests that all emergency plans 8c 
implementing procedures be submitted w/pages marked to 
reflect privacy 8c proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT, D. G. Division of Licensing. 81/07/09. 5pp. 09189:059. 


8107200362 Advises that licensees must submit three copies of emergency 
plans, proc edures 8c revisions to NRC regional ofc. All copies 
should be sent to Region 3 incident response ctr. 

KEPPLER, J. G. Region 3, Chicago, Office of the Director (81/03/01). 
81/07/10. 2pp. 09070:215. 


0. Adjudicatory correspondence 


8107020281 Notice that first set of interrogatories directed to 
intervenor Prairie Alliance 8c first request for production 
of documents 8c tangible things were served on 810626. Related 
correspond ence. 

FAZIO, P. V. Illinois Power Co. FAZIO, P. V. Schiff, Hardin 8c Maite. 
81/06/26. 2pp. 08933: 333. 


8107020283 First set of interrogatories directed to intervenor 
Prairie Alliance re Contentions 1-12. 

FAZIO, P. V. Illinois Power Co. FAZIQ,P.V. Schiff, Hardin 8c Maite. 
81/06/26. 11pp. 08933:335. 


8107020284 First request for production of documents 8c tangible things 
directed to intervenor Prairie Alliance. Certificate of Svc 
end. 

FAZIO, P. V. Illinois Power Co. FAZIO.P.V. Schiff, Hardin 8c Waite. 
81/06/26. 3pp. 08933:346. 


8107020356 Forwards discovery 8c Prairie Alliance 8c State of IL joint 
motion for extension of time until 810727, to complete 
discovery. Related correspondence. 

LANG, T. Prairie Alliance. 81/06/26. ip. 08933:270. 


— 8107020367 Notice that Prairie Alliance first round of discovery has 
been filed. 

LANG, T. Prairie Alliance. 81/06/26. Ip. 08933:271. 


— 8107020370 Interrogatories directed to IL Power Co per first round of 
discovery re Contentions 1-11. Certificate of Svc end. 

SAMELSON, A. Prairie Alliance. 81/06/26. 22pp. 08933:272. 


— 8107020374 Notice that joint motion for extension of time to complete 
discovery has been filed. 

LANG, T. Prairie Alliance. 81/06/26. Ip. 08933:294. 


— 8107020379 Joint motion for extension of time until 810727 to complete 
discovery per ASLB 810601 memorandum 8t order. Extension would 
not seriously jeopardize timely completion of proceeding. 

Certificate of Svc end. 

SAMELSON, A. Prairie Alliance. NEUMAN, R. W. Illinois, State of. 
81/06/25. 3pp. 08933:295. 


8107020385 First set of interrogatories directed to util. Notice of 
svc end. Related correspondence. 

WILLMAN, P. L. Illinois, State of. 81/06/26. 17pp. 08921:200. 


— 8107020388 First request for production of documents directed to util. 
Proof of svc end. 

WILLMAN, P. L. Illinois, State of. 81/06/26. 5pp. 08921:217. 


8107060232 Response in opposition to Prairie Alliance & State of XL 
810626 joint motion for extension of time to complete 
discovery. No basis to support motion. Certificate of Svc 
encl. 

GODDARD, R. J. Hearing Branch 2. 81/07/02. 5pp. 08890:332. 


8107150179 Answer to 810626 joint motion for extension of time to 
complete d iscovery . Any delay at this time increases 
likelihood of addl delay later in proceedings. Certificate of 
Svc end. 

FAZIO, P. V. Illinois Power Co. FAZIO, P. V. Schiff, Hardin & Waite. 
81/07/08. 10pp. 09027:358. 


8107170029 Notice that util 810626 answer to joint motion for extension 
of time to complete discovery has been filed. 

FAZIO, P. V. Illinois Power Co. FAZIO, P. V. Schiff, Hardin & Waite. 
81/07/08. 2pp. 09057:238. 


8107200101 Memorandum & order denying Prairie Alliance & State of IL 
810626 joint motion for extension of time to complete 
d iscovery. Resultant delay would be unjustifiable 6 facts do 
not constitute good cause. 

PARIS, 0. H. Atomic Safety and Licensing Board Panel. 81/07/16. 3pp. 
09069:131: 


K. Utility Final Safety Analysis Report (FSAR) & amends 


8107220146 Forwards Amend 3 to FSAR, consist ing of text changes in 
response to NRC questions & updated P&IDs. 

KOCH, L. J. Illinois Power Co. 81/07/20. Ip. 09119:298. 


—8107220133 Amend 3 to FSAR. 

* Illinois Power Co. 81/07/31. 800pp. 09119:299. 


Q. Inspection reports, IE Bulletins 8c correspondence 


8107240306 Advises that IE Info Notice 81-19, "Lost Parts in Primary 
Coolant Sys, " was forwarded to listed utils. 

* Region 3, Chicago, Office of the Director (81/03/01). 81/07/06. 

Ip. 09148:203. 


8107200402 Notifies that IE Info Notice 81-19, "Lost Parts in Primary 
Coolant Sys," was tent to listed utils on 810706. 

CARROLL, D, E. Word Processing & Document Control Section. 81/07/07, 
2pp. 09073:323, 


8107210191 Responds to IE Bulletin 81-02, "Failure of Gate Type Valves 
to Close Against Differential Pressure." Specified valves 
will not be installed at facilities. 

WULUER, G. E, Illinois Power Co. 81/07/08, lp. 09102:073. 


8107150107 Advises that IE Circular 81-09* "Containment Effluent Water 
That Bypasses Radioactivity Monitor, " was sent to listed 
licensees on 810710. 

CARROLL, D. E. Word Processing 8< Document Control Section. 81/07/10. 
2pp. 09026:026. 
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8107170236 Advises that IE Info Notice 81-20, "Test Failures of 
Electrical Penetration Assemblies." was sent to listed utils 
on 810713. 

CARROLL, D. E. Word Processing & Document Control Section. 81/07/13. 
2pp. 09051:028. 


8107240206 Responds to IE Bulletin 81-03, "Flow Blockage of Cooling 
Water to Safety 5ys Components by Corbicula Sp (Asiatic 
Clam) & liytilus Sp (Mussel)." Util has adequate warning sys 
re presence of Corbicula before plant safety is affected. 

WULLER, <5. E. Illinois Power Co. 81/07/14. 2pp. 09139:272. 


8107170245 Advises that IE Info Notice 81-20, "Test Failures of 
Electrical Penetration Assemblies," was forwarded to 
listed licensees. 

* Region 3, Chicago, Office of the Director (81/03/01). 81/07/15. 

Ip. 09051:001. 


8107170251 Advises that IE Circular 81-09, "Containment Effluent Water 
That Bypasses Rad ioactivity Monitor," was forwarded to 
listed licensees. 

* Region 3, Chicago, Office of the Director (Bl/03/01). 81/07/15. 

Ip. 09058:209. 


8103300402 IE Info Notice 81-21, "Potential Loss of Direct Access to 
Ultimate Heat Sink. " 

* Director's Office, Office of Inspection and Enforcement. 
81/07/21. 5pp. 09162:348. 


8107270246 Advises that IE Info Notice 81-21, "Potential Loss of Direct 
Access to Ultimate Heat Sink," was sent to listed licensees 
on 810721. 

CARROLL. D. E. Word Processing & Document Control Section. 81/07/21. 
2pp. 09160:112. 


8107270218 Advises that IE Circular 81-12, "Inadequate Periodic Test 
Procedure of PWR Protection Sys," was sent to listed 
licensees on 810722. 

CARROLL, D. E. Word Processing & Document Control Section. 81/07/22, 
2pp. 09160:131. 


8107270253 Advises that IE Circular 81-12, "Inadequate Periodic Test 
Procedure of PWR Protection Sys," was sent to listed 
licensees. 

* Region 3, Chicago, Office of the Director (81/03/01). 81/07/24. 

Ip. 09160: 107. 


8107280196 Notifies that IE Circular 81-11, "Inadequate Decay Heat 
Removal During Reactor Shutdown," was sent to licensees on 
810724. 

CARROLL, D. E. Word Processing Sc Document Control Section. 81/07/24. 
2pp. 09169:010. 


8107280626 Advises that IE Circular 81-11, "Inadequate Decay Heat 
Removal During Reactor Shutdown, " has been forwarded to 
listed licensees. 

* Region 3, Chicago, Office of the Director (81/03/01). 81/07/24. 

Ip. 09181:001. 


S. Reportable occurrences, LERs Sc related correspondence 


8107020328 Part 21 rept re missile penetration analysis, initially 
reported on 810605. Penetration of subj housings by missiles 
cannot be determined as substantial safety haxard St 
classification best decided by utils. Utils notified, 

JORGENSEN, R. Buffalo Forge Co. 81/06/10. 2pp. 0B952: 028. 


8107210245 Interim deficiency rept re inadequate const controls for 
electrical raceway hanger instal lation. Procedures for 
drafting St review of as-built drawings have been issued. 

Final rept will be submitted by end of Aug 1981. 

KOCH, L. J. Illinois Power Co. 81/07/09. Ip. 09101:295. 


DOCKET 50-463 FULTON GENERATING STATION, UNIT 1 
A. Application/construction stage documents S< correspondence 


8i 2TSi2? 75 Submit * ™view of possible HTGR applications in response to 
810526 request. Lists items developed as result of facility 
operating experience associated w/NUREG-0737. 
of*!!??,- 0ffic# of **»• Executive Director for Operations. 

81/06/12. 16pp. 09107:302. 


8107080308 Informs that study completion St final rept submittal re 
bl * stiT *fl * concrete curing are scheduled for Sept 
£* s P° n *« to NRC 810421 request for addl info. 

BRADLEY, E. J. Philadelphia Electric Co. 81/07/02. ip. 08972:042. 


G, Adjudicatory correspondence 


B107240074 Notice of ASLAB reconsti tut ion. AS Rosenthal, chairman & 
WR Johnson Sc CN Kohl, members. 

BISHOP, C. J. Atomic Safety and Licensing Appeal Panel 81/07/20 
lp. 09137: 191. 


DOCKET 50-464 FULTON GENERATING STATION, UNIT 2 


A. Application/construction stage documents Sc correspondent 


B107210075 Submits review of possible HTGR applications in response to 
810526 request. Lists items developed as result of facility 
operating experience associated w/NUREG-0737. 

DIRCKS, W. Office of the Executive Director for Operations 
81/06/12. 16pp. 09107:302. 


8107080308 Informs that study completion Sc final rept submittal re 
quarry blasting Sc concrete curing are scheduled for Sept 
1931, in response to NRC 810421 request for addl info. 

BRADLEY, E, J. Philadelphia Electric Co. 81/07/02. lp. 08972:042, 


G. Adjudicatory correspondence 


8107240074 Notice of ASLAB rec onsti tution. AS Rosenthal, chairman Sc 
WR Johnson & CN Kohl, members. 

BISHOP, C. J. Atomic Safety and Licensing Appeal Panel 81/07/20 
lp. 09137: 191. 


DOCKET 50-466 ALLENS CREEK NUCLEAR STATION, UNIT 1 


A. Applicati on/construction stage documents & correspondence 


8107080444 Submits clarification of util position re use of ACI/ASME 
ftd code for concrete reactor vessels it ''containments. Code 
provision re stress limit increase for test conditions is 
appropriate. Requests NRC review w/ASME code committee. 

GOLDBERG, J. H. Houston Lighting & Power Co. 81/06/26. lp. 

08973: 071. 


0107140418 Commits to compliance w/final resolution of core 
thermocouple issue to be determined by NRC in near future. 
GOLDBERG, J. H. Houston Lighting it Power Co. 81/07/07 lp 
09013: 330. 


G. Adjudicatory correspondence 


8107020412 Requests that 810511-22,0601-12 evidentiary hearings on 
health & safety issues be rescheduled for 810713-17 Sc 20-24 
subj to ASLB avai lability. Lists of contentions will be 
provided by 810518. 

CULP, R. H. Lowenstein, Newman. Reis, Axelrad & Toll. CULP, R. H. Houston 
Lighting & Power Co. 81/05/01. 2pp. 08936:282. 


8107020195 Forward* proposed schedule for presentation of witnesses for 
810511-22 hearings. Other parties concur. Related 
correspond once. 

COPELAND, J. G. Baker Sc Bott*. COPELAND, J. G. Houston Lighting St 
Power Co. 81/05/05. 2pp. 08935:357. 


8107020309 Notice of appearance re facility. Certificate of Svc end. 
ROZZELL, 8, E. Houston Lighting tc Power Co. ROZZELL, S. E. Baker Sc 
Bott*.* 81/05/06. 3pp. 08954:222. 


8107080155 Request for leave to file St submission of Contention 57 re 
vulnerability of control sys to electromagnetic pulses. 

Issue has not been made public until recently. U/Crrtif ieate 
of Svc. 

DOHERTY, J. F. Affiliation Unknown. 81/06/22. 3pp. 08962: 078. 


8107020278 Forwards list of contentions St ASLB questions to b* 
addressed in Aug St Sept 1981. 

COPELAND, J. G. Baker & Botts. COPELAND, J. G. Houston Lighting & 
Power Co. 81/06/25. 2pp. 08954:216. 


8107150048 Informs that Doherty 810622 ltr, per ASLB 810422 ordetidoes 
not provide any substantive rebuttal to applicant Sc NRC 
pleadings re Doherty motion for reconsideration. 

COPELAND, J. G. Baker & Botts. COPELAND, J. G. Houston Lighting Ik 
Power Co. 81/07/07. 2pp. 09027:229. 


8107150052 Response in opposition to intervener Doherty 810622 request 
for leave to file Contention 57. No good cause shown for late 
filing & no specificity provided. W/Science News article tc 
Certificate of Svc. 

COPELAND, J. G. Houston Lighting Sc Power Co. COPELAND, J. 0. Baker St 
Bott*. Bl/07/07. 9pp. 09027:272. 
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8107140554 Informs that emergency planning issue has been scheduled 
for litigation in 810914 hearing session. per 810709 telcon. 
Testimony to be prefiled on 810825. Coordination of NRC & 

FEMA review efforts requested. 

B LACK. R. L. Hearing Branch 1. 81/07/10. Ip. 09015:119. 


8107280062 Transcript of RC lotti testimony 
Bishop Contention 6 & ASLB Question 12 re 
6-inch liquid petroleum gas pipeline. 
IOTTI. R. C. Houston Lighting 8< Power Co. 
Services. Inc. <subs. of Enserch Corp. ). 
09169: 032. 


on behalf of util on 
Shell Oil Co 

IOTTI. R. C. Ebasco 
81/07/20. 12pp. 


8107150049 Response opposing Doherty 810622 motion to file Contention 
57 re vulnerability of control sys in nuclear power plants 
tro electromagnetic pulses per nuclear detonations. Issue does 
not warrant license revisions. Certificate of Svc end. 

BLACK. R. L. Hearing Branch 1. 81/07/13. 15pp. 09027:214. 


8107280066 Transcript of G Martin testimony on behalf of util re 
Doherty Contention 40. 10CFR100 re 1 eases. Prof qualifications 
■ end. 

MARTIN.G. Houston Lighting & Power Co. MARTIN. G. Ebasco Services. 
Inc. (subs, of Enserch Corp. ). Bl/07/20. 10pp. 09172:272. 


8107240222 Order denying Doherty 810622 motion for untimely filing of 
Contention 57. No good excuse presented for not having filed 
contention in timely manner. 

LINENBERGER, G. . WOLFE. S. J. Atomic Safety and Licensing Board Panel. 
81/07/22. 4pp. 09139:290. 


8107280069 Transcript of G Martin testimony on behalf of util on 
McCorkle Contention 9 re chlorine monitoring. Prof 
qualifications end. 

MARTIN.G. Houston Lighting 8< Power Co. MARTIN.G. Ebasco Services. 
Inc. (subs, of Enserch Corp.). 81/07/20. 8pp. 09169:229. 


8107300009 Order that TX Public Interest Research Group advise by 
810804 whether reply will be filed to NRC 801002 supporting 
response. Reply must address only new facts it arguments not 
presented in applicant motion for summary disposition. 

(WOLFE. S. J. Atomic Safety and Licensing Board Panel. 81/07/28. 2pp. 
09191:001. 


8107280072 Transcript of WF Mercurio testimony on behalf of util re 
Doherty Contention 29, blockage of intake canal. 

MERCURIO. W. F. Houston Lighting 8. Power Co. MERCUR 10. W. F. Ebasco 
Services. Inc. (subs, of Enserch Corp. ). 81/07/20. 7pp. 09169:222. 


H. General correspondence 


8107140260 Requests that document distribution list be revised per end 
list. 

GOLDBERG, J. H. Houston Lighting it Power Co. 81/06/30. 3pp. 

09018:333. 


I. Financial information 


81 07310090 Forwards request for updated financial info. 

TEDESCO. R. L. Assistant Director for Licensing. 81/07/20. 12pp. 

09221:153. 


T. Hearing transcripts on non-ant itrust matters 


8107280078 Transcript of CG Robertson testimony re Doherty Contention 8 
Sc ASLB Question 3 on ATWS. Prof qualifications end. 

ROBERTSON, C. G. Houston Lighting Sc Power Co. 81/07/20, 6pp. 
09169:216. 


8107280205 Transcript of GW Oprea St JH Goldberg testimonies on 
technical qualifications it TX Public Interest Research Group 
addl Contention 31. Corporate nuclear organization chart 
end. 

OPREA, G. W. , GOLDBERG, J. H. Houston Lighting 8< Power Co. 81/07/20. 
27pp. 09172:335. 


8107280497 Transcript of DA Hamon testimony on behalf of util re TX 
Public Interest Research Group addl Contention 55 (rapid 
depressurization - steam break). Prof qualifications end. 

HAMON, D. A. Houston Lighting & Power Co. HAMON, D. A. General 
Electric Co. 81/07/20. 7pp. 09176:035. 


8 1 07020298 Transcript of 810518 CP hearing in Houston. TX. Pp 11,027- 
11,235. 

* Atomic Safety and Licensing Board Panel. 81/05/18. 180pp. 

08936: 038. 


8107280082 Transcript of RC lotti testimony on behalf of util on 
Bishop Contention 17 re TNT detonation. 

IOTTI, R. C. Houston Lighting it Power Co. IOTTI. R. C. Ebasco 
Services, Inc. (subs, of Enserch Corp. ). 81/07/24. 5pp. 09169:211. 


8107280014 Transcript of WF Mercurio testimony on behalf of applicant 
re ASLB Question 8 (reactor bldg subsurface soil mechanics). 

MERCURIO, W. F. Houston Lighting it Power Co. MERCURIO, W. F. Ebasco 
Services, Inc. (subs, of Enserch Corp.). 81/07/20. 4pp. 09173:007. 


■8107280016 Transcript of R Cheng testimony on behalf of applicant re 
ASLB Question 10 (drywell pressure testing ). Prof 
qualifications end. 

Ct-ENG, R. C. Houston Lighting it Power Co. CHENG, R. C. Ebasco 
Services, Inc. (subs, of Enserch Corp. ). 81/07/20. 3pp. 

09173:011. 


8107280021 Transcript of GL Sozzi on Doherty Contention 32 re ECCS 
vaporization rate. 

SOZZI, G. L. General Electric Co. 81/07/20. 6pp. 09173:001. 


8107280035 Transcript of MR Lane 810720 testimony re Doherty Contention 
41 (reactor water level ind icators ) . Prof qualifications 
and. 

LANE, M. R. General Electric Co. 81/07/20. 9pp. 09169:177. 


8107280037 Transcript of RL Call 810720 testimony on Doherty Contention 
26 (stud bolts). Prof qualifications end. 

CALL, R. L. General Electric Co. 81/07/20. 9pp. 09169:149. 


8107280040 Transcript of JC Elliott, TC Cheng, MD Weingart.PA Ranzau it 
CG Robertson B10720 testimony on TX Public Research 
Interest Group (PRIG) addl Contention 53, ASLB Questions 4B it 
4A it PIRG Contentions 28 & 52. W/prof qualifications. 

ELLIOTT, J. C. General Electric Co. RANZAU, P. A. Houston Lighting S< 
Power Co. 81/07/20. 19pp. 09169: 158. 


B107280045 Transcript of SA Hucilk it J J Boseman testimonies on Doherty 
Contention 17, RL Huang testimony on TX Public Research 
Interest Group addl Contention 41 & UN Bailey testimony on 
Doherty Contention 42. Prof qualifications end, 

HUC^S. A. , BOSEMAN, U. J. , HUANG, R. L. General Electric Co. 81/07/20. 
22pp. 09169:127. 


8107300093 Forwards testimony of TL Huang, KM Campe,CE McCracken, 
MB Fields, JR Pearing, CW Moon, RJ Schemel,MW Hodges, JBJ Reed, 

FR Allenspach & JW Gilray. 

BLACK, R. L. Hearing Branch 1. 81/07/27. 2pp. 09195:296. 


— 8107300097 Testimony of KM Campe re Bishop Contention 6 f* ASLB Question 
12. Potential effects of fire or explosion hazards due to 
release of propane gas from ruptured 6-inch pipeline are 
within acceptable limits. 

CAMPE, K. M. Siting Analysis Branch. Bl/07/27. 6pp. 09195:298. 


— 8107300103 Supplemental testimony of TL Huang re Doherty Contention 41 
& TX Public Interest Research Group addl Contention 54. 

Reactor water level indication sys differs from TMI. 

W/prof qualifications. 

HUANG, T. L. Core Performance Branch. 81/07/27. 9pp. 09195:304. 


— 8107300106 Testimony of CE McCracken re TX Public Interest Research 
Group Contention AC 52. Applicant commitments provide 
reasonable assurance that capability for sampling RCS will 
exist. Prof qual if ications end. 

MCCRACKEN, C. E. Chemical Engineering Branch. 81/07/27. 4pp. 
09195: 313. 


— 8107300108 Supplemental testimony of MB Fields re ASLB Question 4A. 
Facility post-accident inerting sys has potential to 
become suitable long-term solution to hydrogen mgt. 

Alternative sys will be assessed. Prof qualifications end. 

FIELDS, M. B. Containment Systems Branch. Bl/07/27. 4pp. 

09195: 317. 


— 8107300112 Testimony of JR Pearring re Doherty Contention 29. Applicant 
commitment to construct concrete retaining wing wall 
structure is acceptable assurance that there will not be 
blockage of intake canal. Prof qualifications end. 

PEARRING, J. R. Hydrologic & Geotechnical Engineering Branch. 

81/07/27. 4pp. 09195:321. 


— 8107300113 Testimony of CW Moon re Doherty Contention 26. Integrity of 
stud bolts is assured as applicant meets code requirements. 

Prof qualifications end. 

MOON, C. W. Licensing Branch 4. 81/07/27. 4pp. 09195:325. 
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— 8107300115 Testimony of RJ Schemel re TX Public Interest Research Group 
Contention AC 28. Control room design will insure operators 
can safely control plant under accident conditions. W/prof 
qualifications. 

SCHEMEL* R. J. Division of Human Factors Safety. 81/07/27. Spp. 
09195:329. 


— 8107300117 Testimony of MW Hodges re Doherty Contentions 8*17 it 22* TX 
Public Interest Research Group Contentions AC 41.53 & 55 & 

ASLB Questions 6 & 17. Prof qualifications end. 

HODGES* M. W. Reactor Systems Branch. 81/07/27. 23pp. 09195:337. 


G. Adjudicatory correspondence 


8107080153 First set of requests for production of documents re 
emergency planning directed to ut i 1 . Cert i f icate of Svc 
end. Related correspondence. 

* Massachusetts* State of. 81/07/01. 5pp. 08962:073. 


8107080174 First set of interrogatories directed to NRC re emergency 
p lanning. C ertif icate of Svc end. Related correspondence. 

SHOTWELL* J. Massachusetts* State of. 81/07/01. 36pp. 08963:349. 


— 8107300119 Testimony of FR Allenspach & JW Gilray re TX Public Interest 
Research Group Contention AC 31. Effective implementation of 
QA programs will provide necessary assurance that QA/QC 
criteria & requirements will be met. W/prof qualif ications. 

ALLENSPACH* F. R. Licensee Qualifications Branch. GILRAY*J.W. 

Quality Assurance Branch. 81/07/27. 25pp. 09195:360. 


— 8107300156 Supplemental testimony of JB Read on Doherty Contention 40, 
Dose consequences of release of radiogenic Xe-133 would not 
exceed code guidelines. Prof qualifications end. 

READ* J. B. Accident Evaluation Branch. 81/07/27. 12pp. 

09196: 023. 


■8107300157 Testimony of KM Campe re Bishop Contention 17 $c McCorkl* 
Contention 9. Toxic gas hazard evaluation should be extended 
to OL ph ase. Evaluation & conclusions re site suitability are 
not affected. 

CAMPE* K. M. Siting Analysis Branch. 81/07/27. 7pp. 09196:035. 


DOCKET STN-5 0—470 CESSAR SYSTEM 80. COMBUSTION-ENGINEERING 


A. Application/construction stage documents & correspondence 


8107170301 Summary of 810609 meeting w/C-E re scope & design for CESSAR 
std NSSS auxiliary sys. W/list of attendees it vieu/graphs. ‘ 

GRIMES. C. I . Standardization & Special Projects Branch. 81/07/06. 

4pp. 09062:212. 


8107210013 Summary of 810611 meeting ui/C-E re accident & transient 
analyses presented in Chapter 15 of CESSAR FSAR. 

GRIMES* C. I. Standardization & Special Projects Branch. 81/07/09. 
3pp. 09107: 1*4. 


8107080177 First set of interrogatories directed to applicant™ 
emergency p lanning. Certifi cate of Svc end. Related 
correspond ence. 

SHOTWELL* J. Massachusetts* State of. 81/07/01. 26pp. 08963:115 


8107080180 First set of requests for documents directed to NRC n 
emergency p lanning. Certificate of Svc end. Related 
correspondence. 

SHOTWELL* J. Massachusetts* State of. 81/07/01. 7pp. 08963:142. 


8107100050 Notice of appearance in proceeding. Certificate of Svc end, 
GAD* R. K. Boston Edison Co. GAD. R. K. Ropes & ©ray. 81/07/01, 3pn, 
08990:065. 


8107080275 Prehearing conference order overruling intervenor 
objections to discovery requirement & setting hearings for 
TMI-related issues. Hearings will proceed based on previous 
proposed rule consi derations. Schedule end. 

OOODHOPE* A. C. Atomic Safety and Licensing Board Panel. 81/07/02. 
2pp. 08973:281. 


8107080219 Brief in opposition to intervenors Commonwealth of HA.MA 
Wildlife Federation & A Cleeton exceptions to ASLB 810203 
partial initial dec ision* findings of fact it conclusion* of 
law. Certif i cate of Svc end. 

GOLDBERG* J. R. Operations tc Administrative Division. 81/07/06. 
57pp. 08965: 123. 


8107090291 Answer that petitioners do not object to NRC 810629 motion 
for leave to defer response to 810622 petition until 810731. 
Certificate of Svc end. 

REYNOLDS, N. S. Commonwealth Edison Co. REYNOLDS* N. S. Duke Power Co 
REYNOLDS* N. S. Duquesne Light Co, 81/07/07. 3pp. 08984:117. 


8107210015 Submits 810611 agreement between NRC tc C-E re approach to 
resolve concerns concerning format & content of Chapter 15 
of CESSAR FSAR. Viewgraphs end. 

MATTSON* R. Division of Systems Integration. SCHERER* A. E. 
Combustion Engineering* Inc. 81/06/11. 4pp. 09107:147. 


8107200069 Notification of 810729-30 meeting w/util it C-E in Bethesda* 
MD to discuss interface questions re instrumentation it 
control sys designs. 

KERRIGAN, J. Licensing Branch 3. GRIMES* C. Standardization & 
Special Projects Branch. 81/07/14. 3pp. 09079: 128. 


8107140564 Response to Commonwealth of MA 810701 first «at of 
interrogatories to NRC r* emergency planning tc motion For 
protective order. Interrogatories seek info not necessary to 
proper deci sion. Certif icate of Svc end. 

GOLDBERG, J. R. Operations & Administrat ive Division. 81/07/10. 
17pp. 09015:051. 


8107150286 Requests that NRC notify N Reynolds that 810622 petition 
for extension of deadline for compliance w/CLI-80-21 has 
been retit led. Svc should be made of all subsequent papers on 
parties to proceeding* including UCS. 

WEISS* E. R. Harmon & Weiss. 81/07/10. 3pp. 09025:156. 


DOCKET 50-471 PILGRIM NUCLEAR POWER STATION, UNIT 2 

E. NRC Safety Evaluation Report (SER). suppls & correspondence 


8107140834 Forwards Suppl 5 to SER for facility. W/o end. 

ADENSAM, E. G. Licensing Branch 4. 81/06/03. 2pp. 09029:083. 


8107090074 Forwards SER Suppl 6 re NRC evaluation of util compliance w/ 
TMI lessons learned requirements. No issues to be resolved 
prior to CP decision. W/o end. 

TEDESCO* R. L. Assistant Director for Licensing. 81/06/18. ip 


8107160171 Forwards ACRS 810713 ltr re application of TM1-2 action pla 
to facility. 

GOLDBERG, J. R. Operations & Administrative Division. 81/07/15. ip. 
09046: 030. 


8107160175 Discusses application of TMI-2 action plan to near-term C 
it mfg licenses. No objection to NRC approval of CP* sub j to 
conditions contained in 771012 ltr. Brief tng scheduled re 
resolution of hydrogen generation tc control questions. 

MARK, J. C. ACRS - Advisory Committee on Reactor Safeguards. 
81/07/13. Ip. 09046:031. 


8107090246 Forwards Suppl 6 to SER for facility. W/o end. 

ADENBAM, E. G. Licensing Branch 4. 81/06/18. 3pp. 08986:159. 


8107060002 SAFETY EVALUATION REPORT RELATED TO THE CONSTRUCTION 01 
PILGRIM NUCLEAR GENERATING STATION, UNIT NO. 2. Docket No. 

50-471. (Boston Edison Company* et all 
(Supplement 6 to NUREG-75/054) 

* of Nuclear Reactor Regulation* Director. NUREQ-0022. 

81/06/30. 65pp. Available at NTIS. *4.25, 08956:107. 


8107170051 Response to Commonwealth of MA B107O1 first sat of 
interrogatories directed to NRC re emergency planning it 
motion for protective order pursuant to 810710 objections. 
Affidavit it Certificate of Svc end. 

GOLDBERG, J.R. Operations & Administrative Division. 81/07/15. 
20pp. 09057:203. 


8107170170 Forwards SER suppl on amergency planning* 810715 
interrogatory answers it affidavit to be notarized. W/o and. 

R> Operations it Administrative Division. 81/07/15. ip. 

09053: 294. 


F. Security, medical, emergency tc fire protection plans 


8107300212 Accepts util schedule for submittal of updated oopulati 
data by 810801 tc evaluation estimates by B 10824. Data tc 

should conform to guidance in App 4 of NUREG-0654. 
0920B 2 R L Director for Licensing. 81/07/24. Spp. 


8107230088 Motion to modify prehearing conference order. Order should 
reflect Commonwealth objection to proceed w/eonference w/o 
court reporter* request for 2-month discovery period it 
ch * n #* date to 810831. W/Certif icate of Svc. 

SHOTWELL* J. A. Massachusetts* State of. 81/07/15. Spp. 09189:200. 
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8107200004 Forwards document referenced on Page 20 of SER Suppl 6, 
which NRC made available to applicants at 810408 meeting. W/o 

GOLDBERG, J. R. Operations & Administrative Division. 81/07/24. Ip. 
09173:017. 


T. Hearing transcripts on non— ant itrust matters 


8107100005 Transcript of ACRS Subcommittee on Pilgrim II 810708 
meeting in Washington DC. Pp 1-1 17. Viewgraphs end. 

* ACRS - Advisory Committee on Reactor Safeguards. 81/07/08. 
169pp. 08988:168. 


DOCKET STN-50-4S2 WOLF CREEK GENERATING STATION 


A. Application/construction stage documents it correspondence 


8107060203 Forwards response to NRC 810526 request for addl info re 
chemical technology. Info will be incorporated into FSAR 
Revision 5. 

PETRICK, N. A. Standardized Nuclear Unit Power Plant System. 
81/06/26. 4pp. 08890:095. 


8107310126 Summary of 810623 meeting w/utils & Bechtel in Gaithersburg, 
MD re facilities containment sys. 

EDISON, G. E. Licensing Branch 1. 81/07/23. 8pp. 09222:254. 


F. Security, medical, emergency 8t fire protection plans 


8107100320 Forwards Page 2-11 to NUREG, changing implementing schedule 
for submission & evaluation of upgraded emergency plans per 
Generic Ltr 81-25. 

EISENHUT, D. G. Division of Licensing. 81/06/13. 4pp. 08996:358. 


8107290002 Generic Ltr 81-27: requests that all emergency plans 8, 
implementing procedures be submitted w/pages marked to 
reflect privacy 8e proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT, D. G. Division of Licensing. 81/07/09. 5pp. 09189:059. 


G. Adjudicatory correspondence 


8107090230 Notice of appearance in proceeding. Certificate of Svc end. 
SIMPSON, J. M. Affiliation Unknown. SIMPSON, J. M. Kansans for 
Sensible Energy. SIMPSON, J. M. Simpson, J. M. 81/07/02. 3pp. 

08983: 274. 


8107060434 Responds to NRC 810612 request for add! info re containment 
spray sys. Enel info will be incorporated into FSAR 
Revision 5. 

PETRICK, N. A. Standardized Nuclear Unit Power Plant System. 

81/06/26. 3pp. 08899:220. 


8107070205 Forwards response to NUREG-0737, “Clarification of TMI 
Action Plan Requirements. " Response will be issued as 
Chapter 18 of FSAR Sc will be incorporated in FSAR, Revision 
5, currently scheduled for Jul 1981 publication. 

PETRICK, N. A. Standardized Nuclear Unit Power Plant System. 
81/06/30. 53pp. 08937:001. 


8107070335 Forwards response to NRC 810602 request for addl info re 
meteorolog y . Inf o will be incorporated into FSAR, Revi sion 4. 

Info incorporated into QL application. 

KOEOTER, G. L. Kansas Gas tt Electric Co. 81/06/30. 32pp. 08939:351. 


8107090017 Notification of 810721 it 22 meeting w/utils & SNUPPS in 
Gaithersburg, MD to discuss reactor sys review. 

EDI90N.G. E. Licensing Branch 1. 81/06/30. 3pp. 08979:237. 


B 107090495 Summary of 810616 it 17 meetings w/uti Is, SNUPPS, Bechtel Power 
Corp 8c Wes tinghouse in Gaithersburg, MD re instrumentation 
8c control sys. Attendance lists 8« agenda end. 

EDISON, G. , DROMERICK, A. W. Licensing Branch 1. 81/06/30. 15pp. 

08985: 173. 


B1 07090234 Intervenors W Christy, ME Salava 8< Kansans for Sensible 
Energy motion for addl 30 days to file first round discovery 
repts due to complexity of matter under consideration. 
Certificate of Svc end. 

SIMPSON, J. M. Affiliation Unknown. SIMPSON, J. M. Kansans for 
Sensible Energy. SIMPSON, J. M. Simpson, J. M. 81/07/02. 3pp. 
08983:267. 


8107140576 Response to W Christy, ME Salava 8< Kansans for Sensible 
Energy 010702 motion for addl time to file first round 
discovery requests. One month extension for requests & 
answers will not prejudice parties. Certificate of Svc end. 
KARMAN, M. Hearing Branch 2. 81/07/10. 4pp. 09023:358. 


8107170145 Answer to intervenors' 810702 motion for addl time to file 
first round discovery request. App 1 icants do not object to 
requested extensions provided that extensions are granted 
to other parties. Certificate of Svc end. 

81LBERG, J. E. Kansas Gas 8< Electric Co. SILBERG. J. E. 

Potts S< Trowbridge. 81/07/10. 3pp. 09059:200. 


Shaw, Pittman, 


8107200103 Order extending filing time for first round discovery 
requests until 810819. Responses should be filed by 81092 £- 
GLEABON, J. P. Atomic Safety and Licensing Board Panel. 81/07/15. 
Ip. 09069:130. 


H. General correspondence 


8107230288 Summary of 810609 it 10 meeting w/utils it SNUPPS in 
Gaithersburg, MD re reviaw of mechanical engineering. Meeting 
agenda 8c applicant responses end. 

DROMERICK, A. W. , EDISON, O. E. Licensing Branch 1. 81/07/06. 

09146: 217. 


60pp. 


8107070207 Informs that 810529 ltr forwarding constituent 810320 
comments on proposed rule 10CFR2 allowing interim licensing 
of nuclear reactors before safety procedure completion has 
been sent to NRC. _ 

BETANCOURT, B. Energy, Dept. of. 81/05/29. 3pp. 08960:356. 


8107310055 Generic Ltr 81-23A to all licensees it CP hoi ders, advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation, per Generic Ltr 81-23, are unnecessary. 

EISENHUT, D. G. Division of Licensing. 81/07/06. 6pp. 09222:215. 


8107140290 Forwards tables re monthly average cooling lake 
precipitation flow rates & runoff flow rates from 1949-64, in 
response to NRC question. 

HALL, M. D. Kansas Gas 8c Electric Co. 81/07/07. 3pp. 09011:146. 


8107140163 Notification of 810727 meeting w/utils 8c SNUPPS in 
Gaithersburg, MD to discuss matters re instrumentation it 
control sys. 

EDISON, G. E. Licensing Branch 1. 81/07/08. 3pp. 09029:345. 


8107310011 Forwards request for addl info re SNUPPS FSAR. Response 
needed by 810810. 

TEDESCO, R. L. Assistant Director for Licensing. 81/07/09. 4pp. 
09242:031. 


— 81042208B9 Forwards branch SER input re status of unresolved safety 
issues in responss to ALAB-444. Project manager should 
provide SER suppl ssetion re plant-specific implementation 
of generic resolutions to unresolved issues. 

KNIEUK. Generic Issues Branch. 81/04/08. 2ipp. 09242:035. 


8107280591 Responds to NRC Generic Ltr 81-01 requesting commitments to 
Regulatory Positions C. 5-8 8t 10 of Reg Guide 1 . 58, Revision 
1 8c Reg Guide 1.46 8c planned date for meeting commitments. 

FSAR Revision 3 described commitments. 

K0E8TER, 0. L, Kansas Gas !c Electric Co. 81/07/22. 2pp. 09177:319. 


K. Utility Final Safety Analysis Report (FSAR) 8c amends 


8107010276 Forwards amend to FSAR submitted as Revision 4 to SNUPPS 
FSAR. Revision consists of updated fire hazards analyses. 

PETRICK, N. A. Standardized Nuclear Unit Power Plant System. 
81/06/29. Ip. 08911:001. 


— 8107010278 Amend to FSAR submitted as Revision 4 to 
* Standardized Nuclear Unit Power Plant System. 
08911:002. 


SNUPPS FSAR. 
81/06/29. 309pp. 


0107170246 Forwards Revision 4 to FSAR addendum, to be incorporated 
into OL application. Included in Revision 4 are responses to 
requests for addl info re health physics program, fire 
protection 8< meteorology 8c update on 

K0E8TER, G. L. Kansas Gas 8c Electric Co. 81/07/15. 3pp 


09057: 344. 


—8107170247 Revision 4 to FSAR 
application. 

* Kansas Gas lc Electric Co. 


addendum, to be 'incorporated into 
81/07/15. 195pp. 09057:347. 


OL 


Q. Inspection reports, IE Bulletins 8c correspondence 


8107270398 Inform, that IB Info N.tic. 81 - 10 , “InaJv.rt.nt Containm.nt 
Spray Dua to Personnel Error, “ was sent to listed licensee^ 

MADSEN, G. L. Reactor Projects Branch. 


81/03/26. Ip. 09167:305. 
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8107130328 Forwards IE Insp Rapt 50-4B2/81-06 on 810401-0515. No 
noncompliance noted. 

MADSEN* 0. L, Reactor Projects Branch. 81/06/04. 2pp. 08999:068. 


— 8107130332 IE Insp Rept 50-482/81-06 on 810401-051 5. No noncompliance 
noted. Major areas inspected: allegation re counterfeit 
hanger* observation of control room panel & console welding 8« 
review of piping welding concerns. 

VANDEL* T. E. * CROSSMAN, W. A. Project Section 3. 81/06/01. 4pp. 

08999: 070. 


8107290576 Forwards IE Insp Rept 50-482/81-09 on 810520-22. No 
noncompliance noted. 

MADSEN* G. L. Reactor Projects Branch. 81/06/15. 2pp. 09176:091. 


— 8107280583 IE Insp Rept 50-482/81-09 on 610520-22. No noncompliance 
noted. Ma jor areas inspected: aspects of GA program re 
equipment testing* design & procurement activities tt conduct 
of audit program. 

VANDEL, T.E. * MARTIN, L. E. , HANSEN* W. A. Project Section 3. 
81/06/12. 7pp. 09176:093. 


8107090251 Forwards IE Insp Rept 50-482/81-11 on 810601-05. No 
noncompliance noted. 

SEXDLE*W. C. Engineering Inspection Branch. 81/06/16. 2pp. 
08984: 063. 


— 8107090255 IE Insp Rept 50-482/81-11 on 810601-05. No noncompliance 
noted. Major areas inspected: licensee action on previous insp 
findings* site tour* observation of work & review of records 
for RCPB & other safety-related piping. 

GILBERT* L. D. * HALL* R. E. Engineering & Materials Section. 
81/06/16. 4pp. 08984:065. 


8107240319 Responds to IE Bulletin 81-02* "Failure of Gate Type Valves 
to Close Against Differential Pressure. " Bulletin has been 
reviewed & is applicable to facilities. Response will be 
provided within 2 wks. 

PETRICK* N. A. Standardized Nuclear Unit Power Plant System. 

81/07/08. 2pp. 09141:121. 


8107300010 Responds to IE Bulletin 81-02. Borg-Warner valves are not 
included in SNUPPS design. Corrective action for Westinghouse 
valves will be completed prior to fuel load. Approx 300 
manhours expended on rept. Table end. 

PETRICK* N. A. Standardized Nuclear Unit Power Plant System. 
81/07/22. 3pp. 09191:003. 


S. Reportable occurrences* LERs & related correspondence 


8107090184 Interim deficiency rept re undersized socket welds found in 
facility piping. Due to quality of welds involved* corrective 
actions will not be completed until 811230, at which time 
‘final rept will be submitted. 

KOESTER, G.L. Kansas Gas & Electric Co. 81/06/29. Ip. 08984:051. 


8107090239 Interim deficiency rept* original ly reported on 810527* re 
Dravo piping spool welds. Radiograph review identified no 
film w/weld defects. Rechecked welds found to be acceptable. 

Weld indications to be further evaluated in early Jul 1981. 

KOESTER* 0. L. Kansas Gas & Electric Co. 81/06/29. Ip. 08984:018. 


8107090351 Interim deficiency rept re concrete block walls in control 
bldg. Duct work on four wall sections listed in KMLNRC-042 
will be completed by 810801. Final rept scheduled for 811130. 
KOESTER* G. L. Kansas Gas & Electric Co. 81/06/29. Ip. 08984: 153. 


8107090352 Interim deficiency rept re weld discrepancies in main 
control panels tt auxiliary relay racks furnished by Comsip 
Customline Corp.AE evaluation of seismic testing expected to 
be completed by 811130. 

KOESTER, 0. L. Kansas Gas Sc Electric Co. 81/06/29. Ip. 08984:152. 


8107160370 PN0-1V-B1-18: on 810710* two workmen injured by explosion of 
water tank. Caused by ignition of paint fumes during painting 
oparations. Workmen admitted to hosp.No safety-related 
equipment affected. 

HUBACEK*U. G. Region 4* Dallas* Office of the Director (81/03/01) 
81/07/10. Ip. 09034:128. 


8107210248 Interim deficiency rept* initially reported on 800724* re 
defective Corner S( Lada pipe support sway struts. Addl 
measures are being taken to preclude disengagement of 
paddle/bushing assembly. 

8EXKEN*S. J. Standardized Nuclear Unit Power Plant System. 81/07/13 
2pp. 09101:296. 


8107280539 Interim deficiency rept re nuclear coatings in reactor bldg. 
AE recommends that if missing supporting documentation of 
affected areas cannot be obtained* adh’esion pull tests should 
be performed. Next rept expected by 811002. 

KOESTER, G. L. Kansas Gas tt Electric Co. 81/07/15. Ip. 09176:176, 


8107280589 Interim deficiency rept re flood damaged equi pment. Pipe 
spools* mec hanical components tt electrical equipment are 
being restored to original condition. Final rept expected by 
811015. 

KOESTER* G. L. Kansas Gas tt Electric Co. 81/07/15. Ip. 09176:100. 


DOCKET STN-50-483 CALLAWAY PLANT, UNIT 1 


A. Application/construction stage documents & correspondence 


8107100032 Advises that interim review of Westinghouse owners group 
submittal for Action Plan Item I.C. 1 re guidance for' 

•valuation tt development procedures for transients & 
accidents is complete. D Eisenhut 810528 ltr forwarded. 

YOUNGBLOOD, B. J. Licensing Branch 1. 81/06/11. 2pp. 09001:205. 


8107060203 Forwards response to NRC 810526 request for addl info re 
chemical technology. Info will be incorporated into FSAR 
Revision 5. 

PETRICK, N. A. Standardized Nuclear Unit Power Plant System. 
81/06/26. 4pp. 08890:095. 


8107060434 Responds to NRC 810612 request for addl info re containment 
spray sys. Enel info will be incorporated into FSAR 
Revision 5. 

PETRICK, N. A. Standardized Nuclear Unit Power Plant 8ystem. 

81/06/26. 3pp. 08899:220. 


8107070205 Forwards response to NUREG-0737, "Clarification of TMI 
Action Plan Requirements." Response will be issued as 
Chapter 18 of FSAR & will be incorporated in FSAR* Revision 
5* currently scheduled for Jul 1981 publication. 

PETRICK. N. A. Standardized Nuclear Unit Power Plant System. 
81/06/30. 53pp. 0B937 : 00 1 . 


8107090017 Notification of 810721 it 22 meeting w/utils tt SNUPPS in 
Gaithersburg, MD to discuss reactor sys review. 

EDISON, G. E. Licensing Branch 1. 81/06/30. 3pp. 08979:237. 


8107090495 Summary of 810616 & 17 meetings w/utils* SNUPPS* Bechtel Power 
Corp & Westinghouse in Gaithersburg* MD re instrumentation 
& control sys. Attendanc e lists 8< agenda end. 

EDISON* G. , DROMERICK, A. W. Licensing Branch 1. 81/06/30. 15pp. 

08985: 173. 


8107080191 Forwards addl info on facility FSAR re hypothetical floodi 
per NRC 810610 request. Info will be incorporated in next 
revision to FSAR. 

BRYAN, J. K. Union Electric Co. 81/07/06. 20pp. 08963:057. 


8107230288 Summary of 810609 tt 10 meeting w/utils & SNUPPS in 
Gaithersburg, MD re review of mechanical eng ineering. Meet ing 
agenda tt applicant responses end. 

DRQtCRlCK, A. W. , EDISON* G. E. Licensing Branch 1. 81/07/06. 60pp. 

09146:217. 


8107310055 Generic Ltr 81-23A to all licensees & CP holders* advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation* per Generic Ltr 81-23/are unnecessary. 

EISENHUT* D. G. Division of Licensing. 81/07/06. 6pp. 09222:215. 


8107140163 Notification of 810727 meeting w/utils tt SNUPPS in 
Gaithersburg, MD to discuss matters re instrumentation St 
control sys. 

EDISON, 0. E. Licensing Branch 1. 81/07/08. 3pp. 09029:345. 

8107310011 Forwards request for addl info re SNUPPS FSAR. Response 
needed by 810810. 

TEDEBCQ, R. L. Assistant Director for Licensing. 81/07/09. 4pp. 


8107210404 Forwards responses to NRC questions re FSAR. 

BRYAN, J. K. Union Electric Co. 81/07/16. 4pp. 09103:319. 


8107310079 Responds to 810504 request to review util proposal of 
cultural resources survey & assessment. Proposal dtd 810504 St 
SI? 6 * 3 response to MO Dept of Natural Resources satisfies 
NRC request for program. 

YOUNGBLOOD* B. J. Licensing Branch 1. 81/07/21. 2pp. 09222:302. 
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— 8107310082 Comments on research proposal for cultural resources survey 
& assessment of plant site. Proposal is under ref & 
demonstrates lack of familiarity w/pertinent research 
questions. 

RUDY.J. R. Interior, Dept, of, National Park Service. 81/07/01. 

2pp. 09222:304. 


8107290179 Application to amend CPPR-139, extend ing completion date 
from 820228 to 831231 to facilitate Apr 1983 inservice 
date. Class II amend fee end. 

BRYAN, J. K. Union Electric Co. 81/07/22. 4pp. 09185:303. 


— 8107080297 Memorandum of points & authorities in support of motion to 
compel discovery from joint interveners. App 1 icant will not 
be able to prepare for & refute testimony “from undisclosed 
sources. W/Certif i cate of Svc & proposed order. 

BAXTER, T. A. Union Electric Co. BAXTER, T. A. Shaui, Pittman, Potts 
it Trowbridge. 81/07/02. 13pp. 08973:358. 


8107080346 Response to joint intervenors' 810624 objections to NRC 
interrogatories it motion to compel intervenors to respond 
to Interrogator ies 1(h) (a) it (b> it 13. Certificate of Svc 
end. 

LESSY, R. P. Antitrust Division. 81/07/06. 18pp. 08972:293. 


8107310126 Summary of 810623 meeting w/utils & Bechtel in Gaithersburg, 
tlD re facilities containment sys. 

EDISON, G. E. Licensing Branch 1. 81/07/23. 8pp. 09222:254. 


C. Utility Environmental Report (ER), amends it correspondence 


8107140175 Forwards request for addl info requiring response by 810717 
for completion of environ rept evaluation re aquatic 
ecology it maint of licensing review schedule. 

TEDESCO, R. L. Assistant Director for Licensing. 81/07/01. 3pp. 

09031 : 322. 


8107140558 Answers to joint intervenors' first set of interrogatories & 
requests for production of documents. Affidavits it 
Certificate of Svc end. 

LESSY, R.P. Antitrust Division. 81/07/10. 38pp. 09015:132. 


8107150165 Response that documents will be made available per joint 
intervenor first request for production of documents except 
Document Requests 13,42,43,48,49,51-55,6,7,28.30-32 it 38. 

Certificate of Svc end. Related correspondence. 

BAXTER, T. A. Union Electric Co. BAXTER, T. A. Shaw, Pittman, Potts & 
Trowbridge. 81/07/10. 7pp. 09026:064. 


8107300137 Forwards response to NRC 800701 request for addl info re 
environ rept. Info incorporated into facility OL application. 

BRYAN, J. K. Union Electric Co. 81/07/24. 6pp. 09195:019. 


F. Security, medical, emergency & fire protection plans 


8107100320 Forwards Page 2-11 to NUREG, chang ing implementing schedule 
for submission it evaluation of upgraded emergency plans per 
Generic Ltr 81-25. 

EISENHUT, D. G. Division of Licensing. 81/06/13. 4pp. 08996:358. 


8107140316 Forwards request for addl info re emergency response plan 
review. Revised plan should be submitted by 810715. 

TEDESCO, R. L. Assistant Director for Licensing. Bl/06/29. 11pp. 

09031:290. 


8107140570 Forwards response to questions re guard training & 
qualification plan. Revision to guard training it 
qualification plan, which includes mods requested, wi 1 1 follow 
under separate cover. Response withheld (ref 10CFR2. 790). 
BRYAN, J. K. Union Electric Co. 81/07/08. 4pp. 09015:230. 


8107290002 Generic Ltr 81-27: requests that all emergency plans it 
implementing procedures be submitted w/pages marked to 
reflect privacy h proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT, D. G. Division of Licensing. 81/07/09. 5pp. 09189:059. 


8107200362 Advises that licensees must submit three copies of emergency 
plans, procedures it revisions to NRC regional ofc.All copies 
should be sent to Region 3 incident response ctr. 

KEPPLER, J. G. Region 3, Chicago, Office of the Director (81/03/01). 
81/07/10. 2pp. 09070:215. 


8107240443 Forwards response to 810612 questions re physical security 
plan. Revis ion to physical security plan, which includes mods 
requested, wi 11 follow under separate cover. Response withheld 
(ref 10CFR2. 790). 

BRYAN, J. K. Union Electric Co. 81/07/20. 3pp. 09142:255. 


8107310094 Informs that NRC completed review of evacuation time 
estimates forwarded in 810312 ltr. Review performed against 
criteria in NUREG-0654. Addl info requested. Response should 
be submitted by 810807. 

TEDESCO, R. L. Assistant Director for Licensing, 81/07/22. 4pp. 
09221: 143. 


G. Adjudicatory correspondence 


8107020489 Forwards draft applicant response to 810324 document 
production request. Related correspondence. 

BAXTER, T. A. Shaw, Pittman, Potts it Trowbridge. BAXTER, T. A. Union 
Electric Co. 81/05/06. 2pp. 08935:031. 


—8107020494 Response to intervenor J Reed document production request. 
Current draft of facility radiological emergency response 
plan end. W/o end. W/Certificate of Svc. 

BAXTER, T. A. Union Electric Co. BAXTER, T. A. Shaw, Pittman, Potts 
* Trowbridge. 81/05/06. 3pp. 08935:033. 


8107080293 Notion to compel discovery from joint intervenors. App licant 
seeks info re identity it location of persons having 
knowledge of discoverable matters. Related correspondence. 

BAXTER, T. A. Union Electric Co. 3AXTER, T. A. Shaw, Pittman, Potts & 
Trowbridge. 81/07/02. 2pp. 08973:356. 


8107150250 Response to util interrogatories 8c request for document 
production (Set 1) directed to joint intervenors on 
Contention 1. Certificate of Svc end. Related correspondence. 
CHACKES, K. M. Joint Intervenors-Callaway. CHACKES, K. M. Chackes 8c 
Hoare. 81/07/10. 29pp. 09028:030. 


8107150276 Answers to joint intervenors' first set of interrogatories 
directed to util. Affidavit end. Related correspondence. 

* Union Electric Co. 81/07/10. 124pp. 09028:090. 


8107220124 Response to NRC interrogatories 8c request for production of 
documents directed to joint intervenors on Contention 2. 

Certificate of Svc end. Related correspondence. 

CHACKES, K. M. Joint Intervenors-Callaway . CHACKES, K. M. Chackes & 
Hoare. 81/07/16. 25pp. 09119:180. 


8107220128 Response to util interrogatories 8c request for document 
production (Set 1) directed to joint intervenors on 
Contention 2. Certificate of Svc end. 

CHACKES, K. M. Joint Intervenors-Callaway . CHACKES, K. M. Chackes 8< 
Hoare. 81/07/16. 70pp. 09119:111. 


8107220199 Response in opposition to applicant & NRC motions to compel 
re Objection l.Due to min need for identity of persons Sc 
possibility of reprisal against such persons, mot ion should 
be denied. Certificate of Svc end. 

CHACKES, K. M. Joint Intervenors-Callaway. CHACKES, K. M. Chackes 8c 
Hoare. 81/07/16. 6pp. 09118:092. 


—8107220204 Opinions 8c award ordering that U Smart be reinstated w/back 
pay 8c all incidents of employment that would have been his 
from 780321 onward. Company did not establish that Smart was 
discharged for insubordination. 

BERNSTEIN, M. C. Affiliation Unknown. 78/11/01. 15pp. 09118:098. 


— 8107220203 Affidavit re Joint Intervenor opposition to applicant & NRC 
motion to compel. Discusses consequences of whistleblowing. 

DREY, K, Joint Intervenors-Callaway. 81/07/16. 4pp. 09118:113. 


I. Financial information 


8107220263 Forwards addl info re financial qualification, in response to 
NRC 810430 ltr. 

BRYAN, J. K. Union Electric Co. 81/07/17. 151pp. 09118:123. 


—8107220266 Direct testimony of WE Cornelius on 810205 before Public Svc 
Commission of MO. Exhibit end. 

CORNELIUS, W. E. Union Electric Co. 81/02/05. 45pp. 09118:272. 


— 8107220270 Direct testimony of JE Birdsong on 810203 before Public Svc 
Commission of MO. Exhibit end. 

BIRDSONG, J. E. Union Electric Co. 81/02/03, 36pp. 09118:317. 


—8107220277 Prepared testimony of RL Shackelford of MD Public Svc 
Commission on 810527 before MO Public Svc Commission. 

Exhibit end. 

SHACKELFORD, R. L Missouri, State of. 81/05/27. 67pp. 09118:353. 


K. Utility Final Safety Analysis Report (FSAR) 8 1 amends 


8107010276 Forwards amend to FSAR submitted as Revision 4 to SNUPPS 
FSAR. Revision consists of updated fire hazards analyses. 

PETRI CK,N. A. Standardized Nuclear Unit Power Plant System. 
81/06/29. Ip. 08911:001. 



326 


— 8107010278 Amend to FSAR submitted as Revision 4 to SNUPPS FSAR. 

* Standardized Nuclear Unit Power Plant System. 81/06/29. 309pp. 

08911:002. 


8107130415 Forwards revised FSAR Tables 12.5-1 & 12.5-2 per S Block 
request. Info will be incorporated in next FSAR revision & is 
now incorporated in QL application. 

BRYAN# J. K. Union Electric Co. Sl/07/01. 7pp. 08997:061. 


G. Inspection reports# IE Bulletins 8< correspondence 


8107060334 Forwards IE Insp Rept 50-483/81-11 on 810501-29. No 
noncompliance noted. 

HEISHMAN# R. F. Division of Resident & Project Inspection. 81/06/17. 
2pp. 08894:334. 


— 8107060337 IE Insp Rept 50-483/81-11 on 810501-29. No noncompliance 
noted. Major areas inspected: safety-related const activities# 
including protection of reactor vessel# electrical work & 
welding of piping sys. 

HANSEN# U. A. Reactor Projects Section 2A. KONKLIN# J. E. Reactor 
Project Section 2A. 81/06/09. 4pp. 08894:336. 


8107140734 Forwards IE Insp Rept 50-482/81-10 on 810505-07 & notice of 
violation. 

HEISHMAN, R. F. Division of Resident Sc Project Inspection. 81/06/24. 
2pp. 09018:275. 


— 8107140738 Notice of violation from insp on 810505-07. 

HEISHMAN# R. F. Division of Resident 8e Project Inspection. 
81/06/24. 2pp. 09018:277. 


— 8107140743 IE Insp Rept 50-483/81-10 on 810505-07. Noncomp liance noted: 
failure to provide appropriate documented procedures 
including quantitative or qualitative criteria. 

NEISLER# J. H. Reactor Projects Section 2A. MARTIN# L. E. . 

VANDEL, T.E. Region 4, Dallas# Office of the Director (81/03/01). 
81/06/17. 7pp. 09018:279. 


8107060251 Forwards IE Investigation Rept 50-483/81-04 on B10220# 
0303-06 & 23-27 8c notice of violation. 

KEPPLER# U. C. Region 3# Chicago. Office of the Director (81/03/01). 
81/06/25. 2pp. 08891:022. 


— 8107060253 Notice of violation from investigation on 810220,0303-06 8c 
23-27. 

KEPPLER# J. S. # Region 3# Chicago# Office of the Director (Bl/03/01). 
81/06/25. Ip. 08891:024. 


— 8107060255 IE Investigation Rept 50-483/81-04 on 810220,0303-06 8c 
23-27. Non comp liance noted: apparent incomplete fusion 8c 
excess reinforcement w/pipe piece not judged unacceptable or 
repaired. Exhibits I-XIII end. 

FOSTER, J. E. # KEY# U. J. # HANSEN# W. Projects Branch 2. 81/06/25. 

86pp. 08891:025. 


8107240409 Advises that IE Circular 81-10# "Steam Voiding in RCS During 
Heat Removal Cooldown#" was forwarded to listed utils. 

* Region 3# Chicago# Office of the Director (81/03/01). 81/07/02. 

Ip. 09148:206. 


8107100217 Notifies that IE Circular 81-10, "Steam Voiding in RCS 
During Decay Heat Removal Cooldown#" was sent to listed 
licensees on 810702. 

CARROLL# D. E. Word Processing 8c Document Control Section. 81/07/06. 
2pp. 08994:342. 


8107240306 Advises that IE Info Notice 81-19# “Lost Parts in Primary 
Coolant Sys#'* was forwarded to listed utils. 

* Region 3# Chicago# Office of the Director (81/03/01). 81/07/06. 

Ip. 09148:203. 


8107160247 Responds to IE Bulletin 81-03# "Flow Blockage of Cooling 
Water to Safety Sys Components by Corbicula Sp (Asiatic 
Clam) & Mytilus Sp (Mussel). " Sys susceptible to infestation 
have not been filled. 

BRYAN# J. K. Union Electric Co. Bl/07/07. 5pp. 09046:285. 


8107200402 Notifies that IE Info Notice 81-19# "Lost Parts in Primary 
Coolant Sys#" was sent to listed utils on 810706. 

CARROLL# D. E. Word Processing 8c Document Control Section. 81/07/07. 
2pp. 09073:323. 


8107210215 Forwards IE Insp Rept 50-483/81-15 on 810601-30. No 
noncompl lance noted. 

HEISHMAN# R. F. Division of Resident & Project Inepection. 81/07/07. 
2pp. 09102:052. 


! 


—8107210218 IE Insp Rept 50-483/81-15 on 810601-30. No noncompliance 
noted Major areas inspected : safety-related const activities 
including protection of reactor vessel & other NSSS 
components. . _ . 

H/WSEN# W. A. # KONKLIN# J. E. Reactor Projects Section 2A. Ql/07/06- 

4pp. 09102:054. 

8107240319 Responds to IE Bulletin 81-02, "Failure of Date Type Valves 
to Close Against Differential Pressure. " Bulletin has been 
reviewed & is applicable to fac i 1 it ies. Response will be 
provided within 2 wks. 

PETRICK# N. A. Standardized Nuclear Unit Power Plant System. 

81/07/08. 2pp. 09141:121. 

8107150107 Advises that IE Circular 81-09# "Containment Effluent Water 
That Bypasses Radioactivity Monitor," was sent to listed 
licensees on 810710. 

CARROLL# D. E. Word Processing & Document Control Section. 81/07/10 
2pp. 09026:026. 

8107170236 Advises that IE Info Notice 81-20# "Test Failures of 
Electrical Penetration Assemblies," was sent to listed utils 
on 810713. 

CARROLL# D. E. Word Processing & Document Control Section. 81/07/13. 
2pp. 09051:028. 


8107170245 Advises that IE Info Notice 81-20# "Test Failures of 
Electrical Penetration Assemblies#" was forwarded to 
listed licensees. 

* Region 3# Chicago# Office of the Director (81/03/01). 81/07/10. 

Ip. 09051:001. 


8107170251 Advises that IE Circular 81-09# "Containment Effluent Water 
That Bypasses Radioactivity Monitor# " was forwarded to 
listed licensees. 

# Region 3# Chicago.# Office of the Director (81/03/01). 81/07/10- 

lp. 09058:209. 


8103300402 IE Info Notice 81-21. "Potentia; Loss of Direct Access to 
Ultimate Heat Sink. " 

* Director's Office. Office of Inspection and Enforcement. 
81/07/21. 5pp. 09162:348. 


8107270246 Advises that IE Info Notice 81-21, "Potential Loss of Direct 
Access to Ultimate Heat Sink#" was sent to listed licensees 
on 810721. 

CARROLL, D. E. Word Processing & Document Control Section. 81/07/21. 
2pp. 09160:112. 


8107270218 Advises that IE Circular 81-12# "Inadequate Periodic Test 
Procedure of PWR Protection Sys# " was sent to listed 
licensees on 810722. 

CARROLL, D. E. Word Processing Document Control Section. 81/07/22. 
2pp. 09160: 131. 


8107300010 Responds to IE Bulletin 81-02. Borg-Warner valves are not 
included in SNUPPS design. Corrective action for Westinghouse 
valves will be completed prior to fuel load. Approx 300 
manhours expended on rept. Table end. 

PETRICK# N. A. Standardized Nuclear Unit- Power Plant System. 
81/07/22. 3pp. 09191:003. 


8107270253 Advises that IE Circular 91-12# "Inadequate Periodic Test 
Procedure of PWR Protection Sys#" was sent to listed 
licensees. 

* Region 3, Chicago# Office of the Director (81/03/01). 81/07/24. 

lp. 09160: 107. 


8107280391 Forwards IE Insp Rept 50-438/81-12 on 810520-22. No 
noncompliance noted. 

HEISHMAN# R. F. Division of Resident fc Project Inspection. 81/07/24. 
2pp. 09175:143. 


—8107280398 IE Insp Rept 50-483/81-12 on 810520-22. No noncomplianc* 
noted. Major areas inspected: aspects of GA program re 
equipment testing# design & procurement activities & conduct ■ 
of audit program. 

HANSEN# W. Reactor Projects Section 2A. VANDEL# T. # .MARTIN* L. 
Region 4, Dallas. Office of the Director (81/03/01). 81/07/22. 

7pp. 09175:145. 


S. Reportable occurrences# LERs 6 related correspondence 


8107210248 Interim deficiency rept# initially reported on 800724# re 
defective Corner & Lada pipe support sway struts. Addl 
measures are being tmken to preclude disengagement of 
paddle/bushing assembly. 

SEIKEN# 8. J. Standardized Nuclear Unit Power Plant System. 81/07/13, 
2pp. 09101:296. 
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8107240024 Interim deficiency rept re weld discrepancies in mein 
control panels & auxiliary relay racks furnished by Cocntip 
Customline Corp. Results of panel Sc rack weld insp will be 
evaluated by 811130. 

BRYAN, J. K. Union Electric Co. 81/07/13. Ip. 09137:188. 


DOCKET STN-30-484 TYRONE ENEROY PARK, UNIT 1 


Q. Adjudicatory correspondence 


8107090291 Answer that petitioners do not object to NRC 810629 motion 
for leave to defer response to 810622 petition until 810731. 
Certificate of Svc end. 

REYNOLDS, N. S. Commonwealth Edison Co. 81/07/07. 3pp. 08984:117. 


8107190286 Requests that NRC notify N Reynolds that 810622 petition 
for extension of deadline for compliance w/CLX-80-21 has 
been retitled. Svc should be made of all subsequent papers on 
parties to proceeding, including UC8. 

WEISS, E. R. Harmon Sc Weiss. 81/07/10. 3pp. 09023:156. 


DOCKET STN-30-483 STERLING POWER NUCLEAR PROJECT, UNIT 1 


G. Impaction reports, IE Bulletins Sc correspondence 


8107270217 Advises that IE Info Notice 81-05, "Degraded DC Sys at 
Palisades, " was sent to listed licensees. 

* Region 1, Philadelphia, Office of the Director (81/03/01). 
81/03/13. 4pp. 09167:273. 


8107270270 Advises that IE Info Notice 81-08, "Repetitive Failures of 
Limitorque Operator SMB-4 Motor-to-Shaf t Key, " was sent to 
listed licensees. 

* Region 1, Philadelphia, Office of the Director (81/03/01). 
81/03/20. 4pp. 09178:163. 


8107270243 Advises that IE Info Notice 81-10. "Inadvertent Containment 
Spray Due to Personnel Error, “ was sent to listed licensees. 

* Region 1, Philadelphia, Office of the Director (81/03/01). 
81/03/23. 4pp. 09167:296. 


8107270192 Advises that IE Info Notice 81-09, "Degradation of Residual 
Heat Removal (RHR) Sys, " was sent to listed licensees. 

* Region 1, Philadelphia, Office of the Director (81/03/01). 
81/03/26. 4pp. 09167:267. 


8107230297 Advises that IE Bulletin 81-02, "Failure of Gate Type 
Valves to Close Against Differential Pressure, " was 
sent to listed licensees. 

* Region 1, Philadelphia, Office of the Director (81/03/01). 
81/04/09. 4pp. 09146:349. 


8107270296 Advises that IE Circular 81-06, "Potential Deficiency 
Affecting Certain Foxboro 10 to 30 Milliampere 
Transmitters," was sent to listed licensees. 

• Region 1, Philadelphia, Office of the Director (Bl/03/01). 
81/04/14. 4pp. 09167:280. 


DOCKET STN-50— 486 CALLAWAY PLANT, UNIT 2 


A. Applieati on/construction stage documents Sc correspondence 


8107060203 Forwards response to NRC 810526 request for addl info re 
chemical technology. Info will be incorporated into F8AR 
Revision 5. 

PETRXCK, N. A. Standardised Nuclear Unit Power Plant System. 
81/06/26. 4pp. 08890:093. 


8107040434 Responds to NRC 810612 request for addl info re containment 
spray sys. Enel info will be Incorporated into F8AR 
Revision 3. 

PETRXCK, N. A. Standardised Nuclear Unit Power Plant 8yste«. 

81/06/26. 3pp. 08899:220. 


8107070203 Forwards response to NURE0-0737, "Clarification of TMI 
Action Plan Requiraments. 11 Response will be issued as 
Chapter 18 of F8AR 6 will be incorporated in FSAR, Revision 
5, currently scheduled for Jul 1981 publication. 

PETRICK* N. A. Standardised Nuclear Unit Power Plant System. 
81/06/30. 33pp. 08937:001. 


8107080191 Forwards addl info on facility FSAR ra hypothetical floods 
psr NRC 810610 request. Info will be Incorporated in next 
revision to FSAR. 

BRYAN, J.K. Union Electric Co. 81/07/06. 20pp. 08963:037. 


B107310033 Generic Ltr 81-23A to ell licensees & CP holders, advising 
that direct submittals of plant-spacif ic Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation, per Generic Ltr 81-23, ere unnecessary. 

EISENHUT, D. G. Division of Licensing. 81/07/06. 6pp. 09222:215. 


B107210404 Forwards responses to NRC questions re FSAR. 

BRYAN, J. K. Union Electric Co. 81/07/16. 4pp. 09103:319. 


8107310001 Forwards matl supporting position that compliance is being 
met w/h«C, federal 6 state regulatory requirements re 
cultural resources, in response to NRC 801224 ltr. Enel 
withheld per Privacy Act. 

BRYAN, J. K. Union Electric Co. 81/07/20. 4pp. 09268:226. 


8107310079 Responds to 810504 request to review util proposal of 
cultural rssources survey 6 assessment. Proposal dtd 810504 & 
810623 response to HO Dept of Natural Resources satisfies 
NRC request for program. 

YQUNOBLOOD. B. J. Llcansing Branch 1. 81/07/21. 2pp. 09222:302. 


—8107310082 Comments on research proposal for cultural resources survey 
6 assessment of plant si te. Proposal is under ref & 
demonstrates lack of familiarity w/pertinent research 
questions. 

RU)Y, J. R. Interior, Dept, of, National Park Service. 81/07/01. 

2pp. 09222: 304. 


C. Utility Environmental Report (ER), amends & correspondence 


8107300137 Forwards response to NRC 800701 request for addl info re 
environ rept. Info incorporated into facility OL application. 

BRYAN, J. K. Union Electric Co. 81/07/24. 6pp. 09193:019. 


F. Security, medical, emergency tc fire protection plans 


8107100320 Forwards Page 2-11 to NUREO, chang ing implementing schedule 
for submission 6 evaluation of upgraded emergency plans per 
Generic Ltr 81-23. 

EISENHUT, D.Q. Division of Licensing. 81/06/13. 4pp. 08996:358. 


8107140316 Forwards request for addl info re emergency response plan 
review. Revised plan should be submitted by 810713. 

TEDEBCO, R. L. Assistant Director for Licensing. 81/06/29. 11pp. 

09031:290. 


8107140370 Forwards response to questions re guard training & 
qualification plan. Revision to guard training 6 
qualification plan, which Includes mods requested, wi'll follow 
under separate cover. Response withheld (ref 10CFR2. 790). 
BRYAN, J. K. Union Electric Co. Bl/07/08. 4pp. 09013:230. 


8107290002 Generic Ltr 81-27: requests that all emergency plans & 
implementing procedures be submitted w/pages marked to 
reflect privacy t< proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EI8ENHUT, D. 0. Division of Licensing. 81/07/09. 3pp. 09189:039. 


8107200362 Advises that licensees must submit three copies of emergency 
p Ians, procedures 6 revisions to NRC regional ofc. All copies 
should be sent to Region 3 incident response ctr. 

KEPPLER, J. G. Region 3, Chicago, Office of the Director (81/03/01). 
81/07/10. 2pp. 09070:213. 


8107240443 Forwards response to 810612 questions re physical security 
plan. Revision to physical security plan, which includes mods 
requested, will follow under separate cover. Response withheld 
(ref 10CFR2. 790). 

BRYAN, J. K. Union Electric Co. Bl/07/20. 3pp. 09142:233. 


8107310094 Informs that NRC completed review of evacuation time 
estimates forwarded in 810312 ltr. Review performed against 
criteria in NUREG-0634. Addl info requested. Response should 
be submitted by 810807. 

TEDEBCO, R. L. Assistant Director for Licensing. 81/07/22. 4pp. 
09221: 143. 


0. Adjudicatory correspondence 


8107080346 Response to joint interveners' 810624 objections to NRC 
interrogatories Si motion to compel interveners to rsspond 
to Interrogatories 1(h) (a) Sc (b) It 13. Certificate of 8vc 
enel. 

LE88Y, R. P. Antitrust Division. 81/07/06. 18pp. 08972:293. 


8107140338 Answers to joint interveners' first set of interrogatories 6 
requests for production of documents. Affidavits Sc 
Csrtlficate of Svc end. 

LESBY.R.P. Antitrust Division. Bi/07/10. 38pp. 09013:132. 
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Final Safety Analysis Report ( FSAR ) & amends 


81 2I?I°5 76 ForwaT ' d s amend to FSAR submitted as Revision 4 to SNUPPS 
DCTDf!J VlSlon consists of updated fire hazards analyses. 

«« * N< Standardized Nuclear Unit Power Plant System. 
81/06/29. Ip. 08911:001. 


-8107010278 Amend to FSAR submitted as Revision 4 to SNUPPS FSAR. 

* Standardized Nuclear Unit Power Plant System. 81/06/29. 309pp. 

08911: 002. 


8107130413 Forwards revised FSAR Tables 12.5-1 & 12.5-2 per S Block 
request. Info will be incorporated in next FSAR revision & is 
now incorporated in OL application. 

BRYAN, J. K. Union Electric Co. 81/07/01. 7pp. 08997:061. 


Q. Inspection reports, IE Bulletins & correspondence 


8107240409 Advises that IE Circular 81-10, “Steam Voiding in RCS During 
Heat Removal Cooldown," was forwarded to listed utils. 

* Region 3, Chicago, Office of the Director (81/03/01). 81/07/02. 

Ip. 09148:206. 


8107100217 Notifies that IE Circular 81-10, "Steam Voiding in RCS 
During Decay Heat Removal Cooldown," was sent to listed 
licensees on 810702. 

CARROLL, D. E. Word Processing & Document Control Section. 81/07/06. 
2pp. 08994:342. 


8107240306 Advises that IE Info Notice 81-19, "Lost Parts in Primary 
Coolant Sys," was forwarded to listed utils. 

* Region 3, Chicago, Office of the Director (81/03/01). 81/07/06. 

Ip. 09148:203. 


8107160247 Responds to IE Bulletin 81-03, "Flow Blockage of Cooling 
Water to Safety Sys Components by Corbicula Sp (Asiatic 
Clam) & Mytilu* Sp (Mussel)." Sys susceptible to infestation 
have not been filled. 

BRYAN, J. K. -Union Electric Co. 81/07/07. 5pp. 09046:285. 


8107200402 Notifies that IE Info Notice 81-19, "Lost Parts in Primary 
Coolant Sys," was sent to listed utils on 810706. 

CARROLL, D. E. Word Processing & Document Control Section. Bl/07/07. 
2pp. 09073:323. 


8107240319 Responds to IE Bulletin 81-02, "Failure of Gate Type Valves 
to Close Against Differential Pressure. " Bulletin has been 
reviewed & is applicable to fac i 1 ities. Response will be 
provided within 2 wks. 

PETHICK. N. A. Standardized Nuclear Unit Power Plant System. 

01/07/08. 2pp. 09141: 121. 


8107130107 Advises that IE Circular 81-09, "Containment Effluent Water 
That Bypasses Radioactivity Monitor," was sent to listed 
licensees on 810710. 

CARROLL, D. E. Word Processing & Document Control Section. 81/07/10. 
2pp. 09026:026. 


8107270218 Advises that IE Circular 81-12, "Inadequate Periodic Tsst 
Procedure of PWR Protection Sys, " was, sent to listed 
licensees on 810722. 

CARROLL, D. E. Word Processing Sc Document Control Section. 81/07/22 
2pp. 09160: 131. 


8107300010 Responds to IE Bulletin 81-02. Borg-Warntr valves art not 
included in SNUPPS design. Corrective action for Westinghouse 
valves will be completed prior to fuel load. Approx 300 
manhours expended on rept. Table end. 

PETRICK, N. A. Standardized Nuclear Unit Power Plant System. 
81/07/22. 3pp. 09191:003. 


8107270253 Advises that IE Circular 81-12, "Inadequate Periodic Test 
Procedure of PWR Protection Sys," was sent to listed 
1 icensees. 

* Region 3, Chicago, Office of the Director (81/03/01). 81/07/24. 

Ip. 09160:107. 


8. Reportable occurrences, LERs & related correspondence 


8107210248 Interim deficiency rept, ini tial ly reported on 800724, re 
defective Corner Sc Lada pipe support sway struts. Addl 
measures are being taken to preclude disengagement of 
paddle/bushing assembly. 

BE I KEN, S. J. Standardized Nuclear Unit Power Plant System. 81/07/13. 
2pp. 09101:296. 


8107240024 Interim deficiency rept re weld discrepancies in main 
control panels & auxiliary relay racks furnished by Comsip 
Customline Corp. Results of panel Sc rack weld insp will be 
evaluated by 811130. 

BRYAN, J. K. Union Electric Co. 81/07/13. Ip. 09137:188. 


DOCKET STN-5 0-488 PERKINS NUCLEAR STATION. UNIT 1 


A. Applicati on/construction stage document? St correspondence 


8107140017 Authorizes use of ASME Code Cases 1481-2.1592-14 Sc 1644-8 in 
const of containment hydrogen recombiners; in response to 
util 810528 ltr. Conditions for use d iscussed. Use of code 
cases should be documented in FSAR. 

TEDESCO.R. L. Assistant Director for Licensing. 81/07/07. 3pp. 
09031 : 008. 


G. Adjudicatory correspondence 


8107020289 Response transmitting replies to ASLB 810428 order which 
inquired into impact conclusions in 810402 NUCLEONICS WEEK 
rept might have on future plans. Replies were previously 
submitted for similar requests. W/Certif icate of Svc. 

PORTER, W. L. Duke Power Co. 81/05/05. 4pp. 08933:313. 


8107090291 Answer that petitioners do not object to NRC 810629 motion 
for leave to defer response to 810622 petition until 810731. 
Certificate of Svc end. 

REYhOLDS, N. S. Commonwealth Edison Co. Bl/07/07. 3pp. 08984:117. 


8107170236 Advises that IE Info Notice 81-20, "Test Failures of 
Electrical Penetration Assemblies." was sent to listed utils 
on 010713. 

CARROLL, D. E. Word Processing Sc Document Control Section. 81/07/13. 
2pp. 09031:028. 


8107130286 Requests that NRC notify N Reynolds that 810622 petition 
for extension of deadline for compliance w/CLI-80-21 has 
been retitled. Svc should be mode of all subsequent papers on 
parties to proceeding, including UC8. 

WEISS, E. R. Harmon * Weiss. 81/07/10. 3pp. 09025:156. 


8107170243 Advises that IE Info Notice 81-20, "Test Failures of 
Electrical Penetration Assemblies," was forwarded to 

i *Region C 3r*Chicago, Office of the Director (81/03/01). 81/07/13. 

ip. 09051:001. 

8107170231 Advises that IE Circular 81-09, "Containment Effluent Water 
That Bypasses Radioactivi ty Monitor." was forwarded to 

i 4$ R»gion C ^Chicago, Office of the Director (81/03/01). 81/07/13. 

Ip, 09038:209. 


8103300402 IE Info Notice 81-21, 
Ultimate Heat Sink. “ 
e Director '* Office, Office of 
8 1 / 07/21 . 3pp. 09162: 34B. 


"Potential Loss of Direct Access to 
Inspection and Enforcement. 


0107270246 Advises that IE Info Notice 81-21. "Potential Loss of Direct 
Access to Ultimate Heat 8ink, " was sent to listed licensees 


CARROCL, D. C. Word Procassing 8c Document Control Section. 81/07/21. 
2pp. 09160:112. 


H. General correspondence 


8107020307 Informs that 810423 ltr is being referred to CA Barth for 
NRC response, per A3 Rosenthal request. 

BISHOP, C. J. Atomic Safety and Licensing Appeal Panel. 81/03/04. 
Ip. 08934:220. 


Q. Inspection reports, IE Bulletins St correspondence 


8107130277 Forwards IE Circular 81-06, "Potential Deficiency Affecting 
Certain Foxboro 10 to 30 Milliampere Transmitters." No 
written response required. 

0 'REILLY, J. P. Region 2, Atlanta, Office of the Director (81/03/01). 
81/04/14. Ip. 09033:333. 


8107240481 Responds to IE Bulletin 81-03 re blockage of cooling water 
to safety sys components by clams 8c mussels. Provisions will 
be mede to minimize introduction of clems into rew water 
sys. Fifteen menhours expended in preparation of bulletin. 

DAIUL.C. Duke Power Co. 81/07/00. 2pp. 09142:090. 
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8107270011 Forward* IE Circular 81-09, “Containment Effluent Water 
That Bgpa&se* Radioactivity Monitor. " Licensee action i* 
required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director (81/03/01). 
81/07/10. lp. 09136:286. 


—8107270026 Forward* IE Circular 81-09, "Containment Effluent Water That 
Bypasses Radioactivity Monitor. " Review Sc corrective action 
expected before plant licensing. List of recently issued XE 
circulars end. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director 
(81/03/01). 81/07/10. 4pp. 09136:287. 


8107240284 Forwards IE Info Notice 81-20, "Test Failures of Electrical 
Penetration Assemblies. " No licensee action or response is 
required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director (81/03/01). 
81/07/13. 4pp. 09148: 196. 


DOCKET STN-3 0-489 PERK1N8 NUCLEAR STATION, UNIT 2 


A. Application/construction stage documents & correspondence 


8107140017 Authorises use of A8ME Cod* Cases 1481-2. 1392-14 fc 1644-8 in 
const of containment hydrogen recombiner*, in response to 
util 810328 ltr. Conditions for us* discussed. Use of code 
cases should be documented in FSAR. 

TEDESCO, R. L. Assistant Director for Licensing. 81/07/07. 3pp. 
09031:008. 


0. Adjudicatory correspondence 


B 107020299 Response transmitting replies to ASLB 810428 order which 
inquired into impact conclusions in 810402 NUCLEONICS WEEK 
rept might have on future plans. Repl ies were previously 
submitted for similar requests. W/Certif icate of Svc. 

PORTER, W. L. Duke Power Co. 81/03/03. 4pp. 08933:313. 


8107090291 Answer that petitioner* do not object to NRC 810629 motion 
for leave to defer response to 810622 petition until 810731. 
Certificate of Svc end. 

REYNOLDS. N. 8. Commonwealth Edison Co. 81/07/07. 3pp. 08984:117. 


8107130286 Requests that NRC notify N Reynold* that 810622 petition 
for extension of deadline for compliance w/CLI-80-21 has 
been retitled. Svc should be mad* of all subsequent papers on 
parties to proceeding, including UC8. 

WEI8B.E. R. Harmon St Weiss. 81/07/10. 3pp. 09023:136. 


H. General correspondence 


8107020307 Informs that 810423 ltr is being referred to CA Barth for 
NRC response, per AS Rosenthal request. 

BISHOP, C. J. Atomic Safety and Licensing Appeal Panel. 81/03/04. 
lp. 08934:220. 


Q. Inspection reports, IE Bulletins It correspondence 


8107130277 Forwards IE Circular 81-06, "Potential Deficiency Affecting 
Certain Foxboro 10 to 30 Mllliampere Transmitters. " No 
written response required. 

0 'REILLY. U. P. Region 2. Atlanta, Office of the Director (81/03/01). 
81/04/14. lp. 09033:333. 


8107240481 Responds to IE Bulletin 81-03 re blockage of cooling water 
to safety sys components by clems Sc mussels. Provisions will 
be made to minimize introduction of dams into raw water 
sys. Fifteen manhours expended in preparation of bulletin. 

DAILL.C. Duke Power Co. 81/07/08. 2pp. 09142:090. 


8107270011 Forwards IE Circular 81-09, "Containment Effluent Water 
That Bypasses Radioactivity Monitor. " Licensee action is 
required. 

O'REILLY, J.P. Region 2, Atlanta, Office of the Director (81/03/01). 
81/07/10. lp. 09136:286. 


—8107270026 Forwards IE Circular 81-09, "Containment Effluent Water That 
Bypasses Radioactivity Monitor. 11 Review Sc corrective action 
expected before plant licensing. List of recently issued IE 
circulars enel. 

O'REILLY, J. P. Region 2. Atlanta, Office of the Director 
(81/03/01). 81/07/10. 4pp. 09156:287. 


8107240284 Forwards XE Info Notice 81-20, "Test Failures of Electrical 
Penetration Assemblies. " No licensee action or response is 
required. 

O'REILLY, J.P. Region 2, Atlanta, Office of the Director (81/03/01). 
81/07/13. 4pp. 09148: 196. 


DOCKET STN-5 0-490 PERKINS NUCLEAR STATION, UNIT 3 


A. Application/construction stage documents & correspondence 


B107140017 Authorizes use of ASME Code Cases 1481-2,1392-14 & 1644-8 in 
const of containment hydrogen recombiners, in response to 
util 81032S ltr. Condi tions for use discussed. Us* of code 
cases should be documented in FSAR. 

TEDESCO, R. L. Assistant Director for Licensing. 81/07/07. 3pp. 

09031 : 008. 


0. Adjudicatory correspondence 


8107020289 Response transmitting replies to ASLB 810428 order which 
inquired into impact conclusions in 810402 NUCLEONICS WEEK 
rept might have on futUT* plans. Replies were previously 
submitted for similar requests. W/Certif icate of Svc. 

PORTER, W. L. Duke Power Co. 81/03/03. 4pp. 08933:313. 


8107090291 Answer that petitioners do not object to NRC 810629 motion 
for leave to defer response to 810622 petition until 810731. 
Certificate of Svc end. 

REYNOLDS, N. S. Commonwealth Edison Co. 81/07/07. 3pp. 08984:117. 


8107130286 Request* that NRC notify N Reynold* that 810622 petition 
foT extension of deadline for compliance w/CLl-80-21 ha* 
been retitled. Svc should be mad* of all subsequent papers on 
parties to proceeding, includ ing UCS. 

WEISS. E. R. Harmon fc Weiss. 81/07/10. 3pp. 09025:136. 


H. Oeneral correspondence 


8107020307 Informs that 810423 ltr is being referred to CA Barth for 
NRC response, per AS Rosenthal request. 

BISHOP, C. J. Atomic Safety and Licensing Appeal Panel. 81/03/04. 
lp. 08934:220. 


Q. Inspection reports, IE Bulletins & correspondence 


8107130277 Forwards IE Circular 81-06, "Potential Deficiency Affecting 
Certain Foxboro 10 to 30 Mllliampere Transmitter*. " No 
written response required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director (81/03/01). 
81/04/14. lp. 09033:333. 


8107240481 Responds to IE Bulletin 81-03 re blockage of cooling water 
to safety sys components by clams 4c mussels. Provisions will 
be made to minimize introduction of clams into raw. water 
sys. Fifteen manhours expended in preparation of bulletin. 

DAIUL. C. Duke Power Co. 81/07/08. 2pp. 09142:090. 


8107270011 Forwards IE Circular 81-09. "Containment Effluent Water 
That Bypasses Rad ioac tivity Monitor." Licensee action is 
required. 

Q 'REILLY, J. P. Region 2, Atlanta, Office of the Director (81/03/01). 
81/07/10. lp. 09136:286. 


— 8107270026 Forwards IE Circular 81-09, "Containment Effluent Water That 
Bypasses Radioactivity Monitor. " Review 4c corrective action 
expected before plant licensing. List of recently issued IE 
circulars end. 

O'REILLY, vl. P- Region 2, Atlanta, Office of the Director 
(91/03/01). 81/07/10. 4pp. 09136:287. 


8107240284 Forwards IE Info Notice 81-20, "Test Failures of Electrical 
Penetration Assemblies. " No license* action or response is 
required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director (81/03/01). 
81/07/13. 4pp. 09148: 196. 


DOCKET STN-3 0-49 l CHEROKEE NUCLEAR STATION, UNIT 1 


A. Application/construction stage documents Sc correspondence 


8107310033 Generic Ltr 81-23A to all licensees, Sc CP holders, advising 
that direct submittals of plant-specific Inst foT Nuclear 
Power Operations evaluation rept* to Ofc of Nuclear Reactor 
Regulation, per Generic Ltr 81-23, are unnecessary. 

EX8ENHUT, D. 0. Division of Licensing. 81/07/06. 6pp. 09222:213. 


8107140017 Authorize* us* of ASME Cod* Cases 1481-2, 1392-i4 Sc 1644-8 in 
const of containment hydrogen recombiners, in response to 
util 810528 ltr. Conditions for use discussed. Us* of cod* 
cases should be documented in FSAR. 

TEDESCO, R. L. Assistant Director for Licensing. 81/07/07. 3pp. 
09031:008. 
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F. Security* medical* emergency & fire protection plans 


8107100320 Forwards Page 2-11 to NUREO* chang ing implementing schedule 
for submission St evaluation of upgraded emergency plans per 
Oeneric Ltr 81-25. 

EZSENHUT, D. G. Division of Licensing. 81/06/13. 4pp. 08996:308. 


8107290002 Generic Ltr 81-27: requests that all emergency plans & 
implementing procedures be submitted w/pages marked to 
reflect privacy 1< proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EZSENHUT* D. G. Division of Licensing. 81/07/09. 5pp. 09189:059. 


G. Adjudicatory correspondence 


8107090291 Answer that petitioners do not object to NRC 810629 motion 
for leave to defer response to 810622 petition until 810731. 
Certificate of Svc end. 

REYNOLDS. N. S. Commonwealth Edison Co. 81/07/07. 3pp. 08984:117. 


8107150286 Requests that NRC notify N Reynolds that 810622 petition 
for extension of deadline for compliance w/CLI-80-21 has 
been retitled. Svc should be made of all • subsequent papers on 
parties to proceeding* including UCS. 

WEISS* E. R. Harmon Sc Weiss. 81/07/10. 3pp. 09025:156. 


<3. Inspection reports. IE Bulletins It correspondence 


8107150277 Forwards IE Circular 81-06. “Potential Deficiency Affecting 
Certain Foxboro 10 to 50 Milliampere Transmitters. " No 
written -response required. 

O'REILLY. J. P. Region 2* Atlanta, Office of the Director <81/03/01). 
81/04/14. Ip. 09033:333. 

8107240481 Responds to IE Bulletin 81-03 re blockage of cooling water 
to safety sys components by clams Sc mussels. Provisions will 
be made to minimize introduction of clams into raw water * 
sys. Fifteen manhours expended in preparation of bulletin. 

DAIL.L. C. Duke Power Co. 81/07/08. 2pp. 09142:090. 


8107270011 Forwards IE Circular 81-09* "Containment Effluent Water 
That Bypasses Radioactivity Monitor. " Licensee action is 
required. 

O'REILLY, J. P. Region 2* Atlanta. Office of the Director (81/03/01). 
81/07/10. Ip. 09156: 2B6. 


— 8107270026 Forwards IE Circular 81-09* "Containment Effluent Water That 
Bypasses Radioactivity Monitor. " Review St corrective action 
expected before plant licensing. List of recently issued IE 
circulars end. 

O'REILLY, J. P. Region 2* Atlanta. Office of the Director 
(81/03/01). 81/07/10. 4pp. 09156:287. 


8107140017 Authorizes use of ASME Code Cases 1481-2*1592-14 It 1644-8 In 
const of containment hydrogen recombiners, in response to 
util 810528 ltr. Conditions for use discussed. Use of code 
cases should be documented in FSAR. 

TEDESCO, R. L. Assistant Director for Licensing. 81/07/07. 3pp, 
09031 : 008. 


F. Security, medical, emergency It fire protection plans 


8107100320 Forwards Page 2-11 to NUREG, changing implementing schedule 
for submission It evaluation of upgraded emergency plans per 
Generic Ltr 81-25. 

EISENHUT* D. G. Division of Licensing. 81/06/13. 4pp. 08996:358. 


8107290002 Generic Ltr 81-27: requeete thet all emergency plans It 
implementing procedures be submitted w/pages marked to 
reflect privacy St proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT, D. G. Division of Licensing. 81/07/09. 8pp. 09189:059. 


G. Adjudicatory correspondence 


8107090291 Answer that petitioners do not object to NRC 810629 motion 
for leave to defer response to 810622 petition until 810731. 
Certificate of Svc end. 

REYNOLDS, N. S. Commonwealth Edison Co. 81/07/07. 3pp. 08984:117. 


8107150286 Requests that NRC notify N Reynolds that 810622 petition 
for extension of deadline for compliance w/CLI-BO-21 has 
been retitled. Svc should be made of all subsequent papers on 
parties to proceeding, including UCS. 

WE188* E. R. Harmon * Weiss. 81/07/10. 3pp. 09025:156. 


Q. Inspection reports* IE Bulletins It correspondence 


8107150277 Forwards IE Circular 81-06* "Potantial Deficiency Affecting 
Certain Foxboro 10 to 50 Milliampere Transmitters. " No 
written response required. < 

0 'REILLY* J. P. Region 2, Atlanta, Office of the Director (81/03/01). 
81/04/14. Ip. 09033:333. 


8107240481 Responds to IE Bulletin 81-03 re blockage of cooling water 
to. safety sys components by clams It mussels. Provisions will 
be made to minimize introduction of clams into raw water 
sys. Fifteen manhours expended in preparation of bulletin. 

DAIL.L.C. Duke Power Co. 81/07/08. 2pp. 09142:090. 


8107270011 Forwards IE Circular 81-09, “Containment Effluent Wattr 
That Bypasses Radioactivity Monitor. “ Licensee action is 
required. 

O'REILLY, J. P. Region 2. Atlanta, Office of the Director (81/03/01). 
81/07/10. lp. 09156:286. 


8107240284 Forwards IE Info Notice 81-20, “Test Failures of Electrical 
Penetration Assemblies. " No licensee action or response is 
required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director (81/03/01). 
81/07/13. 4pp. 09148: 196. 


S. Reportable occurrences* LERs It related correspondence 


8107210216 Deficiency rapt on shutdown heat exchangers, initially 
reported on 801217. Unit 1A k IB exchangers removed from 
reactor bldg It returned to supplier for exam It repair. Exam 
results provided. Next rapt will be submitted by 811001. 

DAXL, L. C. Duke Power Co. 81/07/14. 2pp. 09102:213. 


6107310398 Interim deficiency rapt re NBS8 shutdown hsat exchanges, 
initially reported on 801217. Recladding of tube sheet 
required for Unit 1A. Clad surfaces acceptable for Unit IB. 

Next rapt will be submitted by 811001. 

DAXL, L. C. Duke Power Co. 81/07/14. 2pp. 09221:004. 


DOCKET 8TN-50-492 CHEROKEE NUCLEAR STATION, UNIT 2 


— 8107270026 Forwards IE Circular 81-09. "Containment Effluent Watsr Thet 
Bypasses Radioactivity Monitor. " Review It corrective action 
expected before plant licensing. List of recently issued IE 
circulars end. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director 
(81/03/01). 81/07/10. 4pp. 09156:287. 


8107240284 Forwards IE Info Notice 81-20, "Test Failures of Electrical 
Penetration Assemblies. " No licensee action or response is 
required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director <81/03/01). 
81/07/13. 4pp. 09148:196. 


DOCKET STN— 50— 493 CHEROKEE NUCLEAR STATION, UNIT 3 
A. Application/construction stage documents It correspondence 


8107310055 Oeneric Ltr 81-23A to ell licensees It CP holders, advising 
that d tract submittals of plant-spacif ic Znst for Nuclear 
Power Operations evaluation repts-to Ofc of Nuclear Reactor 
Regulation, per Oeneric Ltr 81-23, are unnecessary. ' 

EISENHUT, D. 0. Division of Licansing. 81/07/06. 6pp. 09222:215. 


A. Application/eonstruction stage documents St correspondence 


8107310055 Generic Ltr 81-23A to ell licensees It CP holders, advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation, per Generic Ltr 81-23, are unnecessary. 

EISENHUT, D. 0. Division of Licansing. 81/07/06. 6pp. 09222:215. 


8107140017 Authorizes use of ASME Code Cases 1481-2,1592-14 It 1644-8 in 
const of containment hydrogen recomb inert. In response to 
util 810528 ltr. Conditions for uso discussod. Ust of codo 
costs should be documented in FBAR. 

TEDESCO, R. L. Assistant Director for Licensing. 81/07/07. 3pp. 
09031:008. 
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F. Security* medical* emergency Sc fire protection plane 


8107100320 Forwards Page 2-11 to NUREO, changing implementing schedule 
for submission It evaluation of upgraded emergency plans per 
Generic Ltr 81-29. 

EISENHUT* D. 0. Division of Licensing. 81/06/13. 4pp. 08996:398. 


8107290002 Generic Ltr 81-27: requests that all emergency plans & 
implementing procedures be submitted u/pages marked to 
reflect privacy Sc proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EX8B9HUT*D.Q. Division of Licensing. 81/07/09. 9pp. 09189:059. 


G. Adjudicatory correspondence 


8107090291 Answer that petitioners do not object to NRC 810629 motion 
for leave to defer response to 810622 petition until 810731. 
Certificate of 8vc end. 

REYNOLDS* N. 8. Commonwealth Edison Co. 81/07/07. 3pp. 08984:117. 


8107190286 Requests that NRC notify N Reynolds that 810622 petition 
for extension of deadline for compliance w/CLI-80-21 has 
been retitled. Svc should be made of all subsequent papers on 
parties to proceeding* including UCS. 

WE 1 88* E. R. Harmon Sc Weiss. 81/07/10. 3pp. 09025:196. 


G. Inspection reports* IE Bulletins Sc correspondence 


8107190277 Forwards XE Circular 81-06* "Potential Deficiency Affecting 
Certain Foxboro 10 to 50 Milliampera Transmitters." No 
written response required. 

O'REILLY. J. P. Region 2. Atlanta. Office of the Director <81/03/01). 
81/04/14. Ip. 09033:333. 


8107240481 Responds to XE Bulletin 81-03 re blockage of cooling water 
to safety sys components by clams Sc mussels. Provisions will 
be made to minimize introduction of clams into raw water 
sys. Fifteen manhours expended in preparation of bulletin. 

DAXL* L. C. Duke Power Co. 81/07/08. 2pp. 09142:090. 


8107270011 Forwards IE Circular 81-09. "Containment Effluent Water 
That Bypasses Radioactivity Monitor. " Licensee action is 
required. 

O'REXLLY* J. P. Region 2* Atlanta. Office of the Director (81/03/01). 
81/07/10. Ip. 09196:286. 


— 8107270026 Forwards IE Circular 81-09* "Containment Effluent Water That 
Bypasses Radioactivity Monitor. " Review Sc corrective action 
expected before plant licensing. List of recently issued IE 
circulars end. 

O'REILLY* J. P. Region 2* Atlanta* Office of the Director 
(81/03/01). 81/07/10. 4pp. 09156:287. 


8107240284 Forwards IE Info Notice 81-20. "Test Failures of Electrical 
Penetration Assemblies. " No licensee action or response is 
required. 

O'REILLY* J. P. Region 2* Atlanta. Office of the Director (81/03/01). 
81/07/13. 4pp. 09148: 196. 


DOCK ET 90- 496 MONTAGUE NUCLEAR POWER STATION. UNIT 1 
0. Adjudicatory correspondence 


8107090291 Answer that petitioners do not object to NRC 810629 motion 
for leave to defer response to 810622 petition until 810731. 
Certificate of Svc end. j 

REYNOLDS, N. 8. Commonwealth Edison Co. 81/07/07. 3pp. 08984:117. 


8107190286 Requasts that NRC notify N Reynolds that 810622 petition 
for extension of deadline for compliance w/CLI-80-21 has 
been retit led. 8vc should be made of all subsequent papers on 
parties to proceeding* including UC8. 

WEX96* E. R. Harmon It Weiss. 81/07/10. 3pp. 09025:196. 


DOCKET 90- 497 MONTAGUE NUCLEAR POWER STATION. UNIT 2 
0. Adjudicatory correspondence 


8107090291 Answer that petitioners do not object to NRC 810629 motion 
for leave to defer response to 810622 petition until 810731. 
Certificate of Svc end. 

REYNOLDS* N. 8. Commonwealth Edison Co. 81/07/07. 3pp. 08984:117. 


8107190286 Requests that NRC notify N Reynolds that 810622 petition 
for extension of deadline for compliance w/CLX-80-21 has 
been retitled. Svc should be made of all subsequent papers on 
parties to proceeding. including UCS. 

WEISS. E. R. Harmon & Weiss. 81/07/10. 3pp. 09025:196. 


DOCKET STN-5 0-498 SOUTH TEXAS PROJECT, UNIT 1 


A. Application/construction stage documents Sc correspondence 


9107090339 Advises of delay of submittal of application for license to 
receive, possess & store initial fuel load to June 1983. 

Certain design areas must be resolved prior to review. 

GOLDBERG* J. H. Houston Lighting Sc Power Co. 81/07/02. Ip. 

08984: 147. 


8107310095 Generic Ltr 81-23A to all licensees St CP holders, advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation, per Generic Ltr 81-23, are unnecessary. 

EISENHUT, D.G. Division of Licensing, 81/07/06. 6pp. 09222:215. 


8107140141 Advises that project meetings will be held on monthly basis 
w/all assigned technical reviewers. First meeting to be held 
810720. Meetings will provide overall project coordination on 
schedules St technical issues St status. 

SELLS, D. E. Licensing Branch 3. 81/07/07. 2pp. 09031:098. 


8107240314 Forwards "Review of Soil-Structure Interaction St Seismic 
Analysis of Category I Structures, South TX Project, Units 1 8< 

2. " Rept supports util view that use of finite element 
analysis technique was appropriate. 

GOLDBERG, J. H. Houston Lighting St Power Co. 81/07/21. 4pp. 
09141:329. 


— 8107240318 "Review of Soil-Structure Interaction St Seismic Analysis of 
Category I Structures, South TX Project Units 1 St 2. " 

CHANG, C. Y. , IDRISS, I. M. Woodward-Clyde Consultants. Inc. LEE, J. P. 

Brown St Root Corp. (subs, of Halliburton Corp. ). NRC-9028-1-3. 

81/05/17. 20pp. 09141:333. 


— 8107240490 "Review of Soil-Structure Interaction St Seismic Analysis 
of Catagory I Structures. South TX Project." 

CHOPRA, A. K. California, Univ. of. Berkeley. ROESSET, J. M. Texas. 
Univ. of. WHITMAN, R. V. Massachusetts Institute of Technology. 
WCR-9028— 3-1. 81/05/31. 11pp. 09141:352. 


F. Security, medical* emergency St fire protection plans 


B107100320 Forwards Page 2-11 to NUREG* changing implementing schedule 
for submission St evaluation of upgraded emergency plans per 
Generic Ltr 81-25. 

EISENHUT, D. G. Division of Licensing. 81/06/13. 4pp. 08996:358. 


8107290002 Generic Ltr 81-27: requests that all emergency plans Sc 
implementing procedures be submitted w/pages marked to 
reflect privacy St proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EX8ENHUT, D. G. Division of Licensing. 81/07/09. 5pp. 09189:059. 


8107240175 Forwards Amend 2 to physical security plan. Amend withheld 
(ref 10CFR2. 790). 

GOLDBERG, J. H. Houston Lighting St Power Co. 81/07/17. 3pp. 

09139: 201. 


G. Adjudicatory correspondence 


8107060166 Memorandum of law on issues re competence St character 
criteria for evaluating managerial competence. Hearing record 
demonstrates that util possesses requisite competence to 
operate facility. W/Certif icate of Svc. 

AXEURAD, M. Houston Lighting Sc Power Co. AXELRAD, M. 

Lowen stein, Newman, Reis, Axelrad St Toll. 81/05/02. 43pp. 08889:128. 


8107020394 Interrogatories directed to NRC re partial SER* NUREG-0780, 
pursuant to ASLB 810421 order. Certificate of £vc end. 

Related correspondence. 

JORDAN, W. S. Citizens for Equitable Utilities. JORDAN* W. S. Harmon S< 
Weiss. 81/05/04. 10pp. 08950:106. 


8107020366 Statement outlining concept of "character" of license 
applicant as guide to evidentiary questions at OL hearing. 

Certificate of Svc end. 

CQY,P. Citizens Concerned About Nuclear Power* Inc. 81/05/05. 7pp. 
08992:350. 
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8107060125 Motion for leave to file Citizens Concerned About Nuclear 
Power brief on character out of time. 

* Citizens Concerned About Nuclear Power. Inc. 81/05/07. ip. 
08889: 035. 


8107020465. Prehearing brief in form of pleading. Util must establish 
through specific evidence that applicant can be relied upon 
to meet responsibilities that mgt has previously failed to 
meet. Certificate of Svc end. 

JORDAN. W. S. Citizens for Equitable Utilities. JORDAN. W. S. Harmon 8c 
Weiss. 81/06/05. 15pp. 08934:287. 


8107060415 Requests to make limited appearance statement at 810622 
hearing. 

NIX.P. San Antonio Manufacturers Association. 81/06/15. Ip. 
08920: 004. 


8107100169 Advises that reasons for twice denying request for siting of 
hearings for South TX Nuclear Project are insignificant 
compared to reasons which prompted request. Urges decision 
not to hold hearings in Austin. TX be reconsidered. 

TENEBAUM. R. B. Affiliation Unknown. 81/06/29. Ip. 08992:219. 

8107080200 Memorandum advising all parties that listed witnesses will 
be questioned re alleged participation in or knowledge of 
card games involving certain GA/GC inspectors. 

BECmOEFFER. C. Atomic Safety and Licensing Board Panel. Bl/07/02. 
2pp. 08965:203. 


SI 07220068 Requests reconsideration of decision to hold Sept 19B1 
project hearings in Houston. TX rather than in Austin. 

VAN COPPENOLLE Affiliation Unknown. 81/07/11. Ip. 09114: 1B8. 


8107210311 Brief on ASLB authority to require NRC to disclose 
identities of informants & use of statements as evidence. 

Info not essential to fair determination of cause. 

Certificate of Svc end. 

NEWMAN. J. R. Houston Lighting 8c Power Co. NEWMAN. J. R. 

Lowenstein, Newman. Reis, Axelrad 8c Toll. 81/07/16. 28pp. 09102:148. 


8107200344 Response to ASLB 810620 questions 8c requests for briefs. 
Requirements of due process clause are flexible 8< require 
only such procedural protections as particular situation 
demands. Certificate of Svc end. 

GUTIERREZ, J. M. Hearing Branch 3. Bl/07/17. 28pp. 09076: 2B4. 


H. General correspondence 


8107130083 Supports licensing of facilities. 

EASTMAN, K. Affiliation Unknown. 81/06/26. 2pp. 08999:169. 


810713008B Supports licensing of facilities. 

JOHNSON, C. Affiliation Unknown. Bl/06/26. 3pp. 08999:186. 


8107100219 Requests revision to docket document distribution list# per 
end. 

GOLDBERG. J. H. Houston Lighting 8c Power Co. 81/06/29. 2pp. 

08993: 220. 


8107220067 Requests continuation of public hearings. 

LEVEINiC. D. Affiliation Unknown. 81/07/06. ip. 09114:189. 


8107240011 Requests licensing hearings be held in Austin. TX. 
BINDER, B. Affiliation Unknown. 81/07/15. Ip. 09137:183. 


M. Antitrust correspondence 


8107130098 Advises that 8H Lewis. AP Hodgdon 8c MB Blume will represent 
NRC in proceeding 8c FD Chanania should be removed from svc 
list. AL Toalston should be substituted for J Saltzman. 

Certificate of Svc end. 

HODGDON# A. P. Office of the Executive Legal Director. 81/07/08. 

4pp. 08999: 177. 


Q. Inspection reports, IE Bulletins 8c correspondence 


8107270398 Informs that IE Info Notice 81-10. "Inadvertent Containment 
Spray Due to Personnel Error, " was sent to listed licensees. 

MADSEN# G. L. Reactor Projects Branch. 81/03/26. Ip. 09167:305. 


8107130218 Forwards IE Insp Rapts 50-498/81-20 8c 50-499/81-20 on 
810501-31, No noncompliance noted. 

MADSEN# G. L. Reactor Projects Branch. 81/06/08. 2pp. 08999:308. 


—8107130222 IE Insp Repts 50-498/81-20 8c 50-499/81-20 on 810501-31. No 
noncompliance noted. Major areas . inspected: indapandent 8c 
followup insp re unresolved items, noncompliances 8c show 
cause order items. 

PHILLIPS, H. S. , CROSSMAN# W. A. Project Section 3. S1/C6/05. 5pp. 

08999: 310. 


8107280559 Ack receipt of 810604 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-498/81-10 8c 
50-499/81-10. 

SEIDLE, W. C. Engineering Inspection Branch. 81/06/24. Ip. 
09177:272. 


— 8107280567 Responds to NRC 810507 ltr re violations noted in IE Imp 
Repts 50-498/81-10 8c 50-499/81-10. Protests violation. 

Sufficient controls exist to assure that matl incorporated 
into safety-related structures have required quality. 

OPREA# G. W. Houston Lighting 8c Power Co. 81/06/04- 5pp. 

09177: 273. 


8107090301 Forwards IE Investigation Repts 50-498/81-18 8c 50-499/81-1B 
on 810513-28. No noncompliance noted. 

GAGLIARDO# J. E. Investigation 8c Enforcement Staff. 81/06/25. 2pp. 
08984: 197. 


—8107090311 IE Investigation Repts 50-498/81-18 8c 50-499/81-18 on 
810513-28. No noncompliance noted. Major areas investigated: 
allegations of intimidation/harassment by Brown 8c Root 
electrical foreman 8c of improper personnel practices. 

HERR, R. K. « GAGLIARDO# J. E. Investigation 8c Enforcement 8taff. 
BACI.P. Investigation Staff. 81/06/15. 9pp. 08984:199. 


8107280366 Ack receipt of 810601 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-498/81-11 8c 
50-499/81-11. 

COLLINS, J. T. Region 4. Dallas, Office of the Director (81/03/01). 
81/07/02. lp. 09175:089. 


— 8107280372 Responds to NRC 810410 ltr re" violations noted in IE Insp 
Repts 50-498/81-11 8t 50-499/81-11. Corrective actions: Brown 8c 
Root 810520 investigation rept end. Steps taken to assure 
open communications between personnel. . 

OPREA, G. W. Houston Lighting 8c Power Co. 81/06/01. 13pp. 

09175: 090. 


S. Reportable occurrences# LERs 8c related correspondence 


8107020255 Potential Part 21 rept re personnel air loc k* initially 
reported on 810420. All deviations have been or will be 
corrected prior to shipment of air locks. Determined defect 
not reportabla. 

0 *DEAY» C. A. U. J. Woolley Co. 81/06/03. lp. 08935:359. 


8107280600 Interim deficiency rept re heating, venti lation 8c air 
conditioning deeign# initial ly reported 810508. Conceptual 
design for sys should be available by 810701. Specif ie mods 
will be based on evaluations. Next rept expected by 810730. 

OPREA, 0. W. Houston Lighting 8c Power Co. 81/06/09. 3pp. 09176:119, 


8107020389 Third interim Part 21 rept re kwik-bolt expansion anchors 
supplied by HILTI# Inc, initially reported 801212. Final test 
results are being evaluated for safety significance 8c need 
for corrective action. Next rapt will be submitted by 810904. 

OPREA, G. W. Houston Lighting 8c Power Co. 81/06/10. 4pp. 08954:192. 


8107020306 Part 21 rept re potential problem w/overcurrent relays 
ITE-50H 8c ITE-50D series produced from 1976 to Oct 1980. 

Relays may not drop out upon reduction in current. Company 
taking steps to notify relay users. 

DUVALL#D. D. Brown Boveri Corp. (subs. Brown Boveri 8c Co.# Ltd. ). 
81/06/16. 3pp. 08935:340. 


8107280622 Interim deficiency rept re concrete repair program of 
reactor containment bldgs# par NRC 810520 request. Containment 
liner sounded in order to map potential void areas. 
Exploratory drilling performed. No voids found. 

GOLDBERG# J. H. Houston Lighting 8c Power Co. 81/06/22. 3pp. 
09177: 112. 


8107080162 Part 21 rept re failure to provide sufficient environ 
cooling in conceptual design of supplemental heating# 
ventilating 8c air conditioning sys# initially reported 
810512. Safety cooling capability will be provided. 

R1C£#W. M. Brown 8c Root Corp. (subs, of Halliburton Corp. ). 
81/06/30. 2pp. 08965:277. 


8107160414 Advisas that 801007 Part 21 rept re reportable defect was 
unfounded. NRC determined rept closed. Requests ack of ltr. 

WEIL# E. S. Power Conversion Products# Inc. 81/07/02. 3pp. 
09034:344. 
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8107290175 Final deficiency rept re design of containment gas analysis 
sys supplied by Comsip* Inc# originally submitted per Part 21 
by Comsip on 800403. Repairs to sys have been completed 
utilizing repair kits furnished by Comsip. 

OPREA, Q. W. Houston Lighting 8< Power Co. 81/07/02. 3pp. 09172:267. 


8107290046 Transcript of 810724 QL hearing in Houston* TX. 

Pp 7*837-7,993. 

* Atomic Safety and Licensing Board Panel. 81/07/24. 164pp, 

09183:358. 


8107280183 Final deficiency rept re reactor cavity ventilation design* 
originally reported on 801017. Neu) analysis demonstrates that 
design, as released for const* is adequate. No corrective 
action necessary. 

OPREA, 0. W. Houston Lighting 8< Power Co. 81/07/08. 3pp. 09169:001. 


B107160381 PNO-IV-81-17: on 810703* util requested expansion of 
previously authorized ASME safety-related welding. Request 
granted. 

HUBACEK* W. , CROSSMAN# W. Region 4* Dallas# Office of the Director 
(81/03/01). 81/07/10. Ip. 09034:127. 


8107230086 Part 21 rept re wedge-type expansion anchors, initially 
reported on 810601. No safety hazards identified (ref util 
810610 deficiency rept re test results for anchor bolts 
installed in concrete ). Next rept will be provided by 810904. 
RICE, W. M. Brown & Root Corp. (subs, of Halliburton Corp. ). 
81/07/17. 2pp. 09129:205. 


8107280530 Final deficiency rept re welding of main steam line pipe 
whip restraint* initially reported B00926. Signif icant weld 
deviations were reworked. Reworked restraints will be 
released for const upon repair completion. 

OPREA* 0. W. Houston Lighting & Power Co. 81/07/17. 4pp. 09175:269. 


8107280532 Final deficiency rept re HILTI industries QA program* 
initially reported 810410. Item does not meet reportability 
requirement. 

OPREA* 0. W. Houston Lighting & Power Co. 81/07/17. 5pp. 09175:264. 


8107280525 PN0-IV-80-34©: on 810629* licensee provided program for 
verifying tendon sheathing location within radial tolerance 
in dome concrete* in response to NRC 810416 request. 

Placements CS1-R1*R2 8t N-3 of reactor containment approved. 

CROSBMAN, W. A. * HUBACEK, W. O. Region 4* Dallas* Office of the Director 
(81/03/01). 81/07/21. Ip. 09177:036. 


T. Hearing transcripts on non-antitrust matters 


8107010156 Transcript of 810622 OL hearing in San Antonio. TX. 

Pp 5,551-5913. 

# Atomic Safety and Licensing Board Panel. 81/06/22. 375pp. 

08886:001. 


8107010168 Transcript of 810623 OL hearing in San Antonio. TX. 

Pp 5*914-6,218. 

* Atomic Safety and Licensing Board Panel. 81/06/23. 305pp. 

08887:312. 


8107010188 Transcript of 810624 OL hearing in San Antonio* TX. 

Pp 6, 219-6. 433, Prof qualifications of JF Artuso* TJ Reading* 

RC Mielenz * AN Northern Sc JL Folks end. 

* Atomic Safety and Licensing Board Penal. 81/06/24. 225pp. 

08903: 118. 


8107010151 Transcript of 810625 OL hearing in San Antonio* TX. 

Pp 6,436-6,733. 

* Atomic Safety and Licensing Board Panel. 81/06/25. 400pp. 

08904: 250. 


8107010141 Transcript of 810626 QL hearing in San Antonio* TX. 

Pp 6*734-6,913. 

* Atomic Safety and Licensing Board Panel. 81/06/26. 180pp. 

08906: 008. 


8107290043 Transcript of 810720 OL hearing in Houston, TX. 

Pp 6*914-7,019. 

* Atomic Safety and Licensing Board Panel. 81/07/20. 105pp. 

09104: 156. 


8107290037 Transcript of 810721 OL hearing in Houston* TX. 

Pp 7,020-7*291. 

* Atomic Safety and Licensing Board Panel. 81/07/21. 271pp. 

09182: 010. 


8107290033 Transcript of 810722 OL hearing in Houston* TX. Pp 7*292- 
7, 5B5. 

* Atomic Safety and Licensing Board Panel. 81/07/22. 293pp. 

09181:007. 


8107290036 Transcript of 810723 OL hearing in Houston, TX. Pp 7,586- 
7 , 836. 

* Atomic Safety and Licensing Board Panel. 81/07/23. 250pp. 

09183: 044. 


DOCKET STN— 50-499 SOUTH TEXAS PROJECT* UNIT 2 


A. Application/construction stage documents & correspondence 


8107090339 Advises of delay of submittal of application for license to 
receive, po ssess fc store initial fuel load to June 1983. 

Certain design areas must be resolved prior to review. 

GOLDBERG, J. H. Houston Lighting & Power Co. 81/07/02. Ip. 

08984: 147. 


8107310055 Generic Ltr 81-23A to all licensees 8t CP holders, advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation* per Generic Ltr 81-23, are unnecessary. 

EISENHUT* D. G. Division of Licensing. 81/07/06. 6pp. 09222:215. 


8107140141 Advises that project meetings will be held on monthly basis 
w/all assigned technical reviewers. First meeting to be held 
810720. Meetings will provide overall project coordination on 
schedules & technical issues & status. 

SELLS, D. E. Licensing Branch 3. 81/07/07. 2pp. 09031:098. 


8107240314 Forwards "Review of Soil-Structure Interaction & Seismic 
Analysis of Category I Structures, South TX Pro jec t* Units 1 & 

2." Rept supports util view that use of finite element 
analysis technique was appropriate. 

GOLDBERG* J, H. Houston Lighting Sc Power Co. 81/07/21. 4pp. 

09141: 329. 


— 8107240318 "Review of Soil-Structure Interaction & Seismic Analysis of 
Category I Structures* South TX Project Units 1 St 2. " 

CHANG, C. Y. , IDRISS, I.M. Woodward-Clyde Consultants, Inc. LEE, J. P. 

Brown Sc Root Corp. (subs, of Halliburton Corp. ). NRC-9028-1-3. 

81/05/17. 20pp. 09141:333. 


— 8107240490 "Review of Soil-Structure Interaction 8« Seismic Analysis 
of Category I Structures, South TX Project." 

CHOPRA, A. K. California, Univ. of# Berkeley. ROESSET. J. M. Texas, 
Univ. of. WHITMAN, R. V. Massachusetts Institute of Technology. 
WCR-902S -3- 1 . 81/05/31. 11pp. 09141:352. 


F. Security, medical, emergency St fire protection plans 


8107100320 Forwards Page 2-11 to NUREG. chang ing implementing schedule 
for submission St evaluation of upgraded emergency plans per 
Generic Ltr 81-25. 

EISENHUT, D. G. Division of Licensing. 81/06/13. 4pp. 08996:358. 


8107290002 Generic Ltr 81-27: requests that all emergency plans St 
implementing procedures be submitted w/pages marked to 
reflect privacy S< proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT* D. G. Division of Licensing. 81/07/09. 5pp. 09189:059. 


8107240175 Forwards Amend 2 to physical security plan. Amend withheld 
(ref 10CFR2. 790). 

GOLDBERG, J. H. Houston Lighting St Power Co. 81/07/17. 3pp. 
09139:201. 


G. Adjudicatory correspondence 


8107060166 Memorandum of law on issues re competence St character 
criteria for evaluating managerial competence. Hearing record 
demonstrates that util possesses requisite competence to 
operate facility. W/Certif icate of Svc. 

AXELRAD, M. Houston Lighting 8c Power Co. AXELRAD, M. 

Lowenstein* Newman* Reis* Axelrad 8c Toll. 81/05/02. 43pp. 0B889: 128. 


8107020354 Interrogatories directed to NRC re partial SER* NUREG-0780. 
pursuant to ASLB 810421 order. Certificate of Svc end. 

Related correspondence. 

JORDAN* W. S. Citizens for Equitable Utilities. JORDAN, W. S. Harmon 8c 
Weiss. 81/05/04. 10pp. 08950:106. 


8107020366 Statement outlining concept of "character" of license 
applicant as guide to evidentiary questions at OL hearing. 

Certificate of Svc end. 

COY* P. Citizens Concerned About Nuclear Power* Inc. - 81/05/05. 7pp. 
08952:350. 


8107060125 Motion for leave to file Citizens Concerned About Nuclear 
Power brief on character out of time. 

* Citizens Concerned About Nuclear Power, Inc. 81/05/07. Ip. 
08809: 035. 
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8107020465 Prehearing brief in form of pleading. Uti 1 must establish 
through specific evidence that applicant can be relied upon 
to meet responsibilities that mgt has previously failed to 
meet. Certi f icate of Svc end. 

JORDAN. W. S. Citizens for Equitable Utilities. JORDAN, W. S. Harmon * 
Weiss. 81/06/05. 15pp. 08934:287. 


8107100169 Advises that reasons for twice denying request for siting of 
hearings for South TX Nuclear Project are insignificant 
compared to reasons which prompted request. Urges decision 
not to hold hearings in Austin. TX be reconsidered. 

TENEBAUM. R. B. Affiliation Unknown. 81/06/29. Ip. 08992:219. 


8107080200 Memorandum advising all parties that listed witnesses will 
be questioned re alleged participation in or knowledge of 
card games involving certain QA/QC inspectors. 

BECHHOEFFER. C. Atomic Safety and Licensing Board Panel. 81/07/02. 
2pp. 08965:203. 


8107220068 Requests reconsideration of decision to hold Sept 1981 
project hearings in Houston. TX rather than in Austin. 

VAN COPPENOLLE Affiliation Unknown. 81/07/11. Ip. 09114:188. 


8107210311 Brief on ASLB authority to require NRC to disclose 
identities of informants & use of statements as evidence. 

Info not essential to fair determination of cause. 

Certificate of Svc end. 

NEWMAN. J. R. Houston Lighting 8c Power Co. NEWMAN. J. R. 

Lowenstein. Newman. Reis. Axelrad & Toll. 81/07/16. 28pp. 09102:148. 


8107200344 Response to ASLB 810620 questions fc requests for briefs. 
Requirements of due process clause are flexible 8c require 
only such procedural protections as particular situation 
demands. Certificate of Svc end. 

GUTIERREZ. J. M. Hearing Branch 3. 81/07/17. 28pp. 09076:284. 


H. General correspondence 


8107130083 Supports licensing of facilities. 

EASTMAN, K. Affiliation Unknown. 81/06/26. 2pp. 08999:169. 


8107130088 Supports licensing of facilities. 

JOHNBON, C. Affiliation Unknown. 81/06/26. 3pp. 08999:186. 


8107100219 Requests revision to docket document distribution list. per 
end. 

GOLDBERG. J. H. Houston Lighting 8c Power Co. 81/06/29. 2pp. 

08993: 220. 


8107220067 Requests continuation of public hearings. 

LEVEIN.C. D. Affiliation Unknown. 81/07/06. Ip. 09114:189. 


8107240011 Requests licensing hearings be held in Austin. TX. 
BINDER, B. Affiliation Unknown. 81/07/15. Ip. 09137:183. 


M. Antitrust correspondence 


8107130098 Advises that SH Lewis. AP Hodgdon 8c MB Blume will represent 
NRC in proceeding 8c FD Chanania should be removed from svc 
list. AL Toalston should be substituted for J Saltzman. 

Certificate of Svc end. 

HODQDQN, A. P. Office of the Executive Legal Director. 81/07/08. 

4pp. 08999: 177. 


Q. Inspection reports. IE Bulletins 8c correspondence 


8107270398 Informs that IE Info Notice 81-10, "Inadvertent Containment 
Spray Due to Personnel Error," was sent to listed licensees. 

MADSEN, 0. L. Reactor Projects Branch. 81/03/26. Ip. 09167:305. 


8107130218 Forwards ZE Insp Repts 50-498/81-20 8c 50-499/81-20 on 
810501-31. No noncomplianct notad. 

MADSEN, 0. L. Reactor Projacts Branch. 81/06/08. 2pp. 08999:308. 


—8107130222 IE Insp Rapts 50-498/81-20 8c 50-499/81-20 on 810501-31. No 
noncompliance noted. Mejor areas inspected: independent 8c 
followup insp re unresolved items. noncompliances 8c show 
cause order items. 

PHILLIPS, H. 8. , CROSSMAN, W. A. Project 8ection 3. 81/06/05. 3pp. 

08999:310. 


8107280559 Ack receipt of 810604 ltr Informing NRC of steps taksn to 
correct violations noted in IE Insp Repts 50-498/81-10 8c 
50-499/81-10. 

SEIDLE, W. C. Engineering Inspection Branch. 81/06/24. Ip. 
09177:272. 


—8107280567 Responds to NRC 810507 ltr rs violations notsd in IE Imp 
Repts 50-498/81-10 8c 30-499/81-10. Protests violation. 

Sufficisnt controls exist to assure that matl incorporated 
into safety-related structures have required quality. 

OPREA, 0. W. Houston Lighting 8c Power Co. 81/06/04. 5pp. 

09177: 273. 


8107090301 Forwards IE Investigation Repts 30-498/81-18 8c 50-499/81-18 
an 810513-28. No noncompliance noted. 

GAGLIARDO, J. E. Investigation 8c Enforcement Staff. 81/06/25. Spp. 
08984: 197. 


— 8107090311 IE Investigation Repts 50-498/81-18 8c 50-499/81-18 on 
810513-28. No noncomp lienee noted. Major areas investigated: 
allegations of intimidation/harassment by Brown 8c Root 
electrical foreman 8c of improper personnel practices. 

HERR, R. K. , GAGLIARDO, J. E. Investigation 8c Enforcement Btaff. 
BACI.P. Investigation Staff. 81/06/15. 9pp. 08984:199. 


8107280366 Ack raceipt of 810601 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-498/81-11 Sc 
50-499/81-11. 

COLLINS, J. T. Region 4, Dalles, Office of the Director (81/03/01). 
81/07/02. Ip. 09175:089. 


— 8107280372 Responds to NRC 810410 ltr rs violations noted in IE Intp 
Repts 50-498/81-11 8c 50-499/81-11. Corrective actions: Brown 8c 
Root 810520 investigation rapt end. Steps teksn to assure 
open communications between personnel. 

OPREA, 0. W. Houston Lighting 8c Power Co. 81/06/01. 13pp. 

09175: 090. 


S. Reportable occurrences, LERs 8c related correspondence 


8107280600 Interim deficiency rapt re heating, ventilation Sc air 
conditioning design, initially reported 810508. Conceptual 
design for sys should be available by 810701. Specif ic mods 
will be based on evaluations. Next rept expected by 810730. 

OPREA, Q. W. Houston Lighting 8c Power Co. 81/06/09. 3pp. 09176:119. 


8107020389 Third interim Part 21 rept re kwik-bolt expansion anchor* 
supplisd by HILTI, Inc, initially reported 801212. Final test 
results are being evaluated for safety significance 8c need 
for corrective action. Next rept will be submitted by 810904. 

OPREA, 0. W. Houston Lighting 8c Power Co. 81/06/10. 4pp. 0B954:192. 


8107020306 Pert 21 rept re potential problem w/overcurrent relay* 
ITE-50H 8c ITE-50D series produced from 1976 to Oct 1980. 

Relays may not drop out upon reduction in current. Company 
taking steps to notify relay users. 

DUVALL, D. D. Brown Boveri Carp. (subs. Brown Boveri 8c Co., Ltd.). 
81/06/16. 3pp. 08935:340. 


8107280622 Interim deficiency rept re concrete repair program of 
reactor containment bldgs, per NRC 810520 request. Containment 
liner sounded in order to map potantial void areas. 

Exploratory drilling parformed. No voids found. 

GOLDBERG, J. H. Houston Lighting 8c Powar Co. 81/06/22. 3pp. 
09177: 112. 


8107080162 Part 21 rept re failure to provide sufficient environ 
cooling in conceptual design of supplemental heating, 
ventilating 8c air conditioning sys, initially reported 
810512. Safety cooling capability will be provided. 

RICE<W.M. Brown 8c Root Corp. (subs, of Halliburton Corp. ). 
81/06/30. 2pp. 08965:277. 


8107160414 Advises that 801007 Part 21 rept re reportable defect wet 
unfqunded. NRC determined rept closed. Requests ack of ltr. 

WEIL, E. 8. Power Conversion Products, Inc. 81/07/02. 3pp. 

09034: 344. 


8107280175 Final deficiency rept re design of containment gas analysis 
sys supplied by Comsip, Inc, originally submitted per Part 21 
by Comsip on 800403. Repairs to sys have been completed 
utilizing repair kits furnished by Comsip. 

OPREA, 0. W. Houston Lighting 8c Power Co. 81/07/02. 3pp. 09172:867. 


8107280183 Final deficitncy rept re reactor cavity ventilation design, 
originally reported on. 801017. New analysis damonstrates that 
design, as released for const, is adequate. No corrective 
action necessary. 

OPREA, G. W. Houston Lighting 8c Power Co. 81/07/08. 3pp. 09169:001. 


8107160381 PNO— IV— 81-17: on 810703, util requested expansion of 
previously authorized A8ME safety-related welding. Request 
granted. 

HUSACEK, W. , CROSSMAN, W. Region 4, Dallas, Office of the Director 
<81/03/01). 81/07/10. Ip. 09034:127. 
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81072X086 Part 21 rept re wedge-type expansion anchors* ini tial ly 
reported on 810601. No safety hazards identified (ref util 
810610 deficiency rept re test results for anchor bolts 
installed in concrete). Next rept will be provided by 810904. 
RICE* W. M. Brown & Root Corp. (subs, of Halliburton Corp. >. 
81/07/17. 2pp. 09129:205. 


— 8107020410 Forwards public version of revisions to supporting 
procedures for emergency plan* consisting of Revision 108 to 
index & revised Administrative Procedure AD 1827. 10* 
"Emergency Offsite Dose Estimates. " 

* Toledo Edison Co. 81/05/21. Ip. 07806:001. 


81072X530 Final deficiency rept re welding of main steam line pipe 
uhip restraint* initially reported 800926. Significant weld 
deviations were reworked. Reworked restraints will be 
released for const upon repair completion. 

OPREA. 0. W. Houston Lighting it Power Co. 81/07/17. 4pp. 09175:269. 


— 8107020416 Public version of revisions to supporting procedures for 
emergency p lan* consisting of Revision 108 to index it revised 
Administrative Procedure AD 1827. 10* "Emergency Offsite Dose 
Estimates. " 

* Toledo Edison Co. 81/05/21. 24pp. 07806:001. 


81072X532 Final deficiency rept re H1LTI industries QA program* 
initially reported 810410. Item does not meet reportability 
requirement. 

OPREA, 0. W. Houston Lighting it Power Co. 81/07/17. 5pp. 09175:264. 


81070X422 Releases public version of revisions to supporting 
procedures for facility emergency plan. 

FELTON* J. M. Division of Rules and Records. 81/06/26. Ip. 
07806: 001. 


81072X525 PN0-IV-S0-34G: on 810629* 1 icensee provided program for 
verifying tendon sheathing location within radial tolerance 
in dome concrete* in response to NRC 810416 request. 

Placements CS1-R1*R2 8t N-3 of reactor containment approved. 

CROSSMAN* W. A. . HU8ACEK* W. 0. Region 4* Dallas* Office of the Director 
(81/03/01). 81/07/21. Ip. 09177:036. 


T. Hearing transcripts on non-antitrust matters 


— 8107020425 Forwards public version of revisions to supporting 
procedures for emergency plan. 

* Toledo Edison Co. 81/05/06. Ip. 


— 8107020427 Public version of revisions to supporting procedures for 
emergency p lan. Includes Revision 109 to index it Revision 11 
to Administrative Memo 42-11. 

* Toledo Edison Co. 81/05/06. 2pp. 07806:001. 


8107010156 Transcript of 810622 OL hearing in San Antonio, TX. 

Pp 5*551-5913. 

* Atomic Safety and Licensing Board Panel. 81/06/22. 375pp. 

08886:001. 


8107010168 Transcript of 810623 OL hearing in San Antonio, TX. 

Pp 5,914-6,218. 

* Atomic Safety and Licensing Board Panel. 81/06/23. 305pp. 

08887: 312. 


B107010168 Transcript of 810624 OL hearing in San Antonio. TX. 

Pp 6, 219-6, 435. Prof qualifications of JF Artuso, TJ Reading* 

RC Mielenz.AW Wortham St JL Folks end. 

* Atomic Safety and Licensing Board Panel. 81/06/24. 225pp. 

08903: 118. 


8107010151 Transcript of 810625 OL hearing in San Antonio, TX. 

Pp 6*436-6*733. 

* Atomic Safety and Licensing Board Panel. 81/06/25. 400pp. 

08904: 250. 


8107010141 Transcript of 810626 OL hearing in Ban Antonio. TX. 

Pp 6*734-6*913. 

* Atomic Safety and Licensing Board Panel. 81/06/26. 180pp. 

08906: 008. 


8107290043 Transcript of 810720 OL hearing in Houston. TX. 

Pp 6,914-7,019. 

* Atomic Safety and Licensing Board Panel. 81/07/20. 105pp. 

09184: 156. 


81072X037 Transcript of 810721 OL hearing in Houston* TX. 

Pp 7* OX-7, 291. 

* Atomic Safety and Licensing Board Panel. 81/07/21. 271pp. 

09182: 010. 


81072X033 Transcript of 810722 OL hearing in Houston, TX. Pp 7*292- 
7* 9B5. 

* Atomic Safety and Licensing Board Panel. 81/07/22. 293pp. 

09181:007. 


81072X036 Transcript of 810723 OL hearing in Houston, TX. Pp 7,586- 
7*836. 

* Atomic Safety and Licensing Board Panel. I 81/07/23. 250pp. 

091X: 044. 1 


81072X046 Transcript of 810724 OL hearing in Houston. TX. 

Pp 7,837-7*993. 

* Atomic Safety and Licensing Board Panel. 81/07/24. 164pp. 

091X: 358. 


DOCKET 50-500 DAVIS— BESSE NUCLEAR POWER STATION, UNIT 2 
F. Security* medical* emergency Sc fire protection plans 


81070X405 Releases public version of revisions to supporting 
procedures for facility emergency plan. 

FELTON* J. M. Division of Rules and Records. 81/06/26. Ip. 
07806: 001. 


8107240147 Releases public version of revisions to emergency plan 
supporting procedures for facility. 

FELTON, J. M. Division of Rules and Records. 81/07/02. Ip. 
07806: 001. 


— 8107240151 Forwards public version of revisions to emergency plan 
supporting procedures* consisting of Revision 113 to index it 
revised Administrative Procedure AD 1827. 12* "Protective 
Action Guidelines." 

* Toledo Edison Co. 81/06/25. 3pp. 07806:001. 


— 8107240155 Public version of revisions to emergency plan supporting 
procedures, consisting of Revision 113 to index 8c revised 
Administrative Procedure AD 1827. 12. "Protective Action 
Guidelines. " 

DOYEL, C. , GREEN, W. . BRIDEN, D. W. Toledo Edison Co. 81/06/25. 

11pp. 07806:001. 


8107240197 Releases public version of revision to emergency plan 
supporting procedures for facility. 

FELTON* J. M. Division of Rules and Records. 81/07/02. Ip. 
07806:001. 


— 8107240201 Forwards public version of revision to emergency plan 
supporting procedures* consisting of Revision 12 to 
Administrative Memo 42-12 re radiation monitoring teams 8c 
Revision 112 to index. 

* Commonwealth Edison Co. 81/06/18. Ip. 07806:001. 


— 8107240204 Public version of revision to emergency plan supporting 
procedures* consisting of Revision 12 to Administrative Memo 
42-12 re radietion monitoring teams 8< Revision 112 to index, 
a Commonwealth Edison Co. 81/06/18. 2pp. 07806:001. 


8107310243 Forwards emergency planning info for placement in LPDR. W/o 
8106230257 

SOUDER* J. L. Division of Rules and Records. 81/07/21. Ip. 

09222: 354. 


8107310245 Forwards emergency planning info for placement in LPDR. W/o 
8107020425. 

SOUDER* J. L. Division of Rules and Records. 81/07/21. Ip. 

09222: 353. 


8107310249 Forwards emergency planning info for placement in LPDR. W/o 
8107020410. 

SOUDER, J. L. Division of Rules and Records. 81/07/21. Ip. 

09222: 352. 


H. General correspondence 


8107140828 Forwards FR notice re LPDR relocation from Port Clinton, OH 
to Toledo* OH. 

FELTON, J.M. Division of Rules and Records. 81/07/07. Ip. 

09029: 317. 


— 8107140832 Notice of relocation of LPDR from Port Clinton* OH to Toledo* 
OK 

FELTON* J.M. Division of Rules and Records. 81/07/07. 2pp. 
0X29:318. 
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DOCKET 50-501 DAVIS-BESSE NUCLEAR POWER STATION, UNIT 3 

F. Security# medical# emergency it fire protection plans 


8107020405 Releases public version of revisions to supporting 
procedures for facility emergency plan. 

FELTON# J. M. Division of Rules and Records. 81/06/26. ip. 
07806:001. 


— 8107020410 Forwards public version of revisions to supporting 
procedures for emergency plan# consisting of Revision 108 to 
index & revised Administrative Procedure AD 1827. 10# 
"Emergency Offsite Dose Estimates. " 

* Toledo Edison Co. 81/05/21. Ip. 07806:001. 


H. General correspondence 


8107140828 Forwards FR notice re LPDR relocation from Port Clinton#OH 
to To ledo# OH. 

FELTON# J. M. Division of Rules and Records. 81/07/07. Ip. 
09029:317. 


8107140832 Notice of relocation of LPDR from Port Cl inton# OH to Toledo# 

OK 

FELTON# J. M, Division of Rules and Records. 81/07/07. 2pp. 

09029: 318. 


DOCKET STN-50-502 HAVEN NUCLEAR PLANT# UNIT 1 


— 8107020416 Public version of revisions to supporting procedures 
emergency plan# consisting of Revision 108 to ind ** ** .^ ev i sed 
Administrative Procedure AD 1827. 10. "Emergency Offsite Dose 


Estimates. " 

* Toledo Edison Co. 81/05/21. 24pp. 


07806: 001. 


for 


8107020422 Releases public version of revisions to supporting 
procedures for facility emergency plan. 

FELTON. J. M. Division of Rules and Records. 81/06/26. Ip. 
07806:001.. 

— 8107020425 Forwards public version of revisions to supporting 
procedures for emergency plan. 

* Toledo Edison Co. 81/05/06. Ip. 


— 8107020427 Public version of revisions to supporting procedures for 
emergency plan. Includes Revision 109 to index & Revision 11 
to Administrative Memo 42-11. 

* Toledo Edison Co. 81/05/06. 2pp. 07806:001. 

8107240147 Releases public version of revisions to emergency, plan 
supporting procedures for facility. 

FELTON# J. M . Division of Rules and Records. 81/07/02. Ip. 

07806: 001. 


— 8107240151 Forwards public version of revisions to emergency plan 
supporting procedures# consisting of Revision 113 to index & 
revised Administrative Procedure AD 1S27. 12. "Protective 
Action Guidelines. " 

* Toledo Edison Co. 81/06/25. 3pp. 07806:001. 


— 8107240155 Public version of revisions to emergency plan supporting 
procedur es# consi sting of Revision 113 to index 1* revised 
Administrative Procedure AD 1827.12, "Protective Action 
Guidelines. " „ 

DCJYEL# C. # GREEN# W. # BRIDEN# D. W. Toledo Edison Co. Bl/06/25. 

Upp. 07806:001. 


G. Adjudicatory correspondence 


8107090291 Answer that petitioners do not object to NRC 810629 motion 
for leave to defer response to 810622 petition until 810731. 
Certificate of Svc end. 

REYNOLDS, N. S. Commonwealth Edison Co. 81/07/07. 3pp. 08984:117. 


8107150286 Requests that NRC notify N Reynolds that 810622 petition 
for extension of deadline for compliance w/CLI-80-21 has 
bean retitled. Svc should be made of all subsequent papers on 
parties to proceeding# including UCS. 

WEISS# E. R. Harmon & Weiss. 81/07/10. 3pp. 09025:156. 


DOCKET STN-50-508 WPPSS NUCLEAR PROJECT, UNIT 3 


A. Application/construction stage documents it correspondence 


8107310055 Generic Ltr 81-23A to all licensees it CP holders# advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation# per Generic Ltr 81-23# are unnecessary. 

EISENHUT# D. G. Division of Licensing. 81/07/06. 6pp. 09222:215. 


8107150005 Informs that reactor vessel setting is scheduled for 810822. 
Extends invitation to observe milestone event. 

BOUCHEY, G. D. Washington Public Power Supply System. 81/07/08. xp. 
09027:307. 


8107210435 Forwards QA program for design 8c const. No change in const 
mgt has occurred. _ 

BOUCHEY# G. D. Washington Public Power Supply System. 81/07/16. Zpp. 
09103: 196. 


—8107210438 QA program for facilities. 

* Washington Public Power Supply System. 81/07/16. 
09103: 198. 


100pp. 


8107240197 Releases public version of revision to emergency plan 
supporting procedures for facility. 

FELTON# J. M. Division of Rules and Records. 81/07/02. Ip. 
07806:001. 


— 8107240201 Forwards public version of revision to emergency plan 
supporting procedures# consisting of Revision 12 to 
Administrative Memo 42-12 re radiation monitoring teams 8< 
Revision 112 to index. 

* Commonwealth Edison Co. 81/06/18. Ip. 07806:001. 


— 8107240204 Public version of revision to emergency plan supporting 
procedur es# consisting of Revision 12 to Administrative Memo 
42-12 re radiation monitoring teams 8c Revision 112 to index. 

* Commonwealth Edison Co. 81/06/18. 2pp. 07806:001. 


F. Security# medical# emergency 8c fire protection plans 


8107100320 Forwards Page 2-11 to NUREG# changing implementing schedule 
for submission 8c evaluation of upgraded emergency plans per 
Generic Ltr 81-25. . ___ 

EISENHUT. D. G. Division of Licensing. 81/06/13. 4pp. 08996:358. 


8107290002 Generic Ltr 81-27: requests that all emergency plans 8c 
implementing procedures be submitted w/pages marked to 
reflect privacy 8c proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT, D. G, Division of Licensing. 81/07/09. 5pp. 


09189:059. 


0. Adjudicatory correspondence 


8107310243 Forwards emergency planning info for placement in LPDR. W/o 
8106230257. 

SOUDER# J. L. Division of Rules and Records. 81/07/21. ip. 

09222: 354. 


8107090291 Answer that petitioners do not object to NRC 810629 motion 
for leave to defer response to 810622 petition until 810731. 
Certificate of Svc enel. 

REYNOLDS# N. S. Commonwealth Edison Co. 81/07/07. 3pp. 08984.117. 


8107310245 Forwards emergency planning info for placement in LPDR. W/o 
8107020425. 

SOUDER# J. L. Division of Rules and Records. 81/07/21. Ip. 

09222: 353. 


8107310249 Forwards emergency planning info for placement in LPDR. W/o 
8107020410. 

SOUDER. J. L. Division of Rules and Records. 81/07/21. Ip. 

09222: 352. 


8107150286 Requests that NRC notify N Reynolds that 810622 Petition 
for extension of deadline for compliance w/CLI-80-21 has 
been retitled. Svc should be made of all subsequent papers on 
parties to proceeding# including UCS. .... 

WEISS, E.R. Harmon *c Weiss. 81/07/10. 3pp. 09025:156. 


H. General correspondence 


8107230333 FOIA request for 
concerning facilities. 
ROSQLIE, E. Coalition for 


documents re seven categories of info 
Safe Power. 81/05/12. Ip- 09145:228. 
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8107230319 Responds to FDI A request for document* re seven categories 
of Info concerning fac i litie*. Document* listed in App A are 
available in PDR. 

FELTON* J. M, Division of Rule* and Record*. 81/06/10, 4pp. 

09143: 224. 


Q. Inspection reports* IE Bulletins 6 correspondence 


8107130142 Respond* to IE Bulletin 80-03, "Vacuum Condition* Resulting 
in Damage to Chemical Vol Control By* (CVCS) Tank*. * Sys 
containing tanks Investigated to determine if partial vacuum 
would cause damage to tanks. No corrective actions needed. 

LEDDICK, R. S. Washington Public Power Supply System. 81/06/18. 4 dd 
09026: 039. 


8107130139 Forward* IE Circular 81-10, "Steam Voiding in RCS During 
Decay Heat Removal Cooldown. " 

* Region 3* San Francisco, Office of the Director (81/03/01). 
81/07/02, lp. 09027:207. 


8107190240 Advises that IE Info Notice 81-19* “Lost Perts in Primary 
Coolant Sy a# " was sent to listed licensees on 810706, 

* Region 3, San Francisco* Office of the Director (81/03/01). 
01/07/06. lp. 09028:214. 


8107140607 Advises of issuance of end IE Circular 81-09, "Containment 
Effluent Water That Bypasses Radioac tivity Monitor" to 
listed licensees. NRC 810710 transmittal ltr end. 
e Region 3. San Francisco, Office of the Director (81/03/01), 
81/07/10, Ip, 09013:221. 


8107170081 Advises that IE Info Notice Bl-20* "Test Feilure* of 
Electrical Penetration Assemblies," was sent to listed 
licensees on 810713. 

• R* 9 Ion 3* Ben Francisco, Office of the Director (81/03/01). 
81/07/13. Ip, 09033:211. 


8107270063 Advises that IE Info Notice 81-21, "Potential Loss of Direct 
Access to Ultimate Heat Sink," was forwarded to listed utils 
on 010721 

* Region 3, Ban Francisco, Office of the Director (81/03/01). 
81/07/21 lp 09138: 182. 


8. Reportable occurrences* LERs 6 related correspondence 


8107140690 Interim deficiency rapt re radiographic test indications on 
safety injection tanks fc reactor pump supports, originally 
reported on 010321 . Evaluation has not been completed. Interim 
or final rapt expected by 810913, 

LEDDICK. R Q. Washington Public Power Supply System. 81/07/02. lp. 
09017: 127 


8107280241 PNCHV-8 1-043: on 810724. license* committed to provide 
preliminary rapt on significant void* in auxiliary bldg 
concrete p lecement. discovered in NRC 810713-17 insp k 
810723 I. 24 tele ons, NRC site insp will begin on 810727, 

HA 1ST* D, , FAULKENBERRY, B. Region 3, Gan Francisco, Office of the 
Director (81/03/01), 81/07/24. lp, 09178:130, 


DOCKET 8TN-30-309 WPP88 NUCLEAR PROJECT, UNIT 3 


A. Application/construction stage documents 6 correspondence 


8107310033 Generic Ltr 81-23A to ell licensees «< CP holders* advising 
that direct submittal* of plant-specific Inst for Nuclear 
Power Operations evaluation rapt* to Ofc of Nuclear Reactor 
Regulation, per Generic Ltr 01-23, are unnecessary. 

EISENHUT • D . 0. Division of Licensing. 81/07/06. 6pp. 09222:213. 


8107 130003 Inform* that reactor vessel setting is scheduled for 810822. 
Extend* Invitation to observe milestone event. 

BQUCHEY, G, D, Washington Public Power Supply System. 91/07/08. Ip. 
09027: 307. 


6107210439 Forwards QA program for design & const. No chang# in const 
agt has occurred, 

BOUCHEY, 0. D. Washington Public Power Supply System. 81/07/16. 2pp. 
09103: 196, 


— 8107210438 <*A program for facilities. 

♦ Washington Public Power Supply System. 81/07/16. 100pp. 

09103: 190. 


F. Security, medical, emergency & fire protection plans 


8107100320 Forwards Page 2-11 to NUREG, changing implementing schedule 
for submission & evaluation of upgraded emergency plans per 
Generic Ltr 81-23. 

EISENHUT, D, G. Division of Licensing. 8i/06/13. 4pp. 08996:338. 


8107290002 Generic Ltr 81-27: requests that all emergency plans & 
implementing procedures be submitted w/pages marked to 
reflect privacy 6 proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT, D. G. Division of Licensing. 81/07/09. 3pp. 09189:059. 


G. Adjudicatory correspondence 


8107090291 Answer that petitioners do not object to NRC 810629 motion 
for leave to defer response to 810622 petition until 810731. 
Certificate of Svc end. 

REYNOLDS, N. S. Commonwealth Edison Co. 81/07/07. 3pp. 08984:117. 


8107130286 Request* that NRC notify N Reynold* that 810622 petition 
for extension of deadline for compliance w/CLI-80-21 has 
been retitled. Svc should be made of all subsequent papers on 
parties to proceeding, inc luding UCS. 

WEI88, E. R. Harmon 6 Weiss. 81/07/10. 3pp. 09023:156. 


H. General correspondence 


8107230333 FOIA request for documents re seven categories of info 
concerning facilities. 

ROSOLIE, E. Coalition for Safe Power. 81/03/12. lp. 09143:220. 


8107230319 Responds to FOIA request for documents re seven categories 
of info concerning fac i 1 ities. Documents listed in App A are 
available in PDR. 

FELTON, J, M. Division of Rule* end Records. 81/06/10. 4pp. 

09143: 224. 


Q. Inspection reports, IE Bulletins & correspondence 


8107130142 Responds to IE Bulletin 80-03, "Vacuum Conditions Resulting 
in Damage to Chemical Vol Control Sys (CVCS) Tanks. " Sys 
containing tank* investigated to determine if partial vacuum 
would cause damage to tanks. No corrective actions needed. 

LEDDICK, R. S. Washington Public Power Supply System. 81/06/18. 4pp. 

09026:039. 


8107130139 Forwards IE Circular 81-10, "Steam Voiding in RCS During 
Decay Heat Removal Cooldown. " 

* Region 3, San Francisco, Office of the Director (81/03/01). 
81/07/02. lp. 09027:287. 


8107130240 Advises that IE Info Notice 81-19, "Lost Parts in Primary 
Coolant Sys," was sent to listed licensees on 810706. 

* Region 3, Ban Francisco, Office of the Director (81/03/01). 
81/07/06. lp. 09028:214. 


8107140607 Advise* of issuance of end IE Circular 81-09, "Containment 
Effluent Water That Bypasses Radioactivity Monitor" to 
listed lie #n* ***. NRC 810710 transmittal ltr end. 

* Region 3, San Francisco, Office of the Director <81/03/01). 
81/07/10, ip. 09013:221. 


8107170081 Advises that IE Info Notice 81-20, "Test Failures of 
Electrical Penetration Assemblies, 11 was sent to listed 
licensees on 810713. 

* Region 3, San Francisco, Office of the Director (81/03/01). 
81/07/13. lp. 09033:211. 


8107270063 Advise* that IE Info Notice 81-21, "Potential Loss of Direct 
Access to Ultimate Heat Sink," was forwarded to listed utils 
on 810721. 

* Region 3, San Francisco, Office of the Director (Bl/03/01). 
81/07/21, lp. 09138: 182. 


8. Reportable occurrences, LERs 6 related correspondence 


8107140690 Interim deficiency rept re radiographic test indications on 
safety injection tanks Be reactor pump supports, originally 
reported on 810321. Evaluation has not been completed. Interim 
or final rept expected by 810913. 

LEDDICK, R. S. Washington Public Power Supply System. 81/07/02. lp. 
09017: 127. 
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DOCKETED ITEMS 


DOCKET 50-513 WPPSS NUCLEAR PROJECT. UNIT 4 


A. Application/construction stage documents & correspondence 


8107070131 Responds to 810428 ltr requesting NRC concurrence to omit 
FSAR Subsections 2. 5. 1-2. 3. 3 re geology it seismology. Request 
granted to eliminate unnecessary duplication. 

ADENSAM, E. G. Licensing Branch 4. 81/06/09. 2pp. 08963:336. 


8107310055 Generic Ltr 81-23A to all licensees & CP holders, advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation. per Generic Ltr 81-23. are unnecessary. 

EISENHUT, D. G. Division of Licensing. 81/07/06. 6pp. 09222:213. 


8107140253 Confirms that new info obtained from ongoing it previously 
completed geological & seismological studies will be 
provided on Unit 2 for use in licensing review of Units 
1 & 4. 

SOUCHEY. G. D. Washington Public Power Supply System. 81/07/09. Ip. 
09018:331. 


8107290177 Application to amend CPPR-134 it CPPR-174, ex tending Units 1 
& 4 completion dates from 820101 to 860601 S< from 831201 to 
870601. respectively. Class 1 & II amend fees end. 

BOUCHEY, G. D. Washington Public Power Supply System. 81/07/21. 4pp. 
09185:307. 


8107280361 Forwards design it const QA program, per NRC request. 

BOUCHEY, G. D. Washington Public Power Supply System. 81/07/22. 2pp. 
09176:236. 


— 8107280565 QA program for design & const. 

* Washington Public Power Supply System. 81/07/22. 100pp. 

09176: 238. 


F. Security, medical, emergency & fire protection plans 


8107100320 Forwards Page 2-11 to NUREG, changing implementing schedule 
for submission Sc evaluation of upgraded emergency plans per 
Generic Ltr 81-25. 

EISENHUT, D. G. Division of Licensing. 81/06/13. 4pp. 08996:338. 


8107290002 Generic Ltr 81-27: requests that all emergency plans & 
implementing procedures be submitted w/pages marked to 
reflect privacy & proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT, D. G. Division of Licensing. 81/07/09. 5pp. 091B9: 059. 


G. Adjudicatory correspondence 


8107090291 Answer that petitioners do not object to NRC 810629 motion 
for leave to defer response to 810622 petition until 810731. 
Certificate of Svc end. 

REYNOLDS, N. S. Commonwealth Edison Co. 81/07/07. 3pp. 08984:117. 


8107150286 Requests that NRC notify N Reynolds that B10622 petition 
for extension of deadline for compliance w/CLI-BO-21 has 
been retitled. Svc should be made of all subsequent papers on 
parties to proceeding, including UCS. 

WEISS, E. R. Harmon 8e Weiss. 81/07/10. 3pp. 09025:136. 


H. General correspondence 


8107230333 FOIA request for documents re seven categories of info 
concerning facilities. 

RQBOLIE, E. Coalition for Safe Power. 81/03/12. Ip. 09145:228. 


8107230319 Responds to FOIA request for documents re seven categories 
of info concerning facil ities. Documents listed in App A are 
available in PDR. 

FELTON, J. M. Division of Rules and Records. 81/06/10. 4pp. 

09145: 224. 


Q. Inspection reports, XE Bulletins St correspondence 


8107270200 Forwards IE Insp Repts 30-460/81-05 St 30-513/81-03 on 
810421-23. No noncompliance noted. 

ENOELKEN, R . H. Region 5, San Francisco, Office of the Director 
(81/03/01 > . 81/07/01. 2pp. 09160:021. 


— 8107270201 IE Insp Repts 50-460/81-05 S< 30-313/81-05 on 810421-23. No 
noncompliance noted. Major areas inspected: discussion of util 
equipment environ qualification program plan Sc review of 
portions of program re safety function S< equipment usage. 

NAIDU, K. R. Region 3, Chicago, Office of the Director (81/03/01). 
AGEE, J. R. Region 4, Dallas, Office of the Director (81/03/01). 
BENNETT Vendor St Special Projects Branch. 81/06/11. Bpp. 

09160: 023. 


8107130139 Forwards IE Circular 81-10, "Steam Voiding in RCS During 
Decay Heat Removal Cooldown. " 

a Region 5, San Francisco, Office of the Director (81/03/01). 
81/07/02. Ip. 09027:287. 


8107130240 Advises that IE Info Notice 81-19. "Lost Parts in Primary 
Coolant Sys, " was sent to listed licensees on 810706. 

# Region 5, San Francisco, Office of the Director (81/03/01). 
81/07/06. Ip. 09028:214. 


8107210333 Responds to IE Bulletin 81-02, "Failure of Gat* Type Valve* 
to Close Against Differential Pressure. " No specific subj 
valves sup p 1 i ed . Borg-Warner determined that bulletin is not 
applicable to similar Borg-Warner valves. 

MAZUR, D. W. Washington Public Power Supply System. 81/07/06. 2pp. 
09102:247. 


81072103B6 Forwards response to IE Bulletin 81-03. One Corbicula found 
on east shore of river approx 5 miles upstream from intakes. 

Intakes are on west shore. Mytilus not found in river. 

MAZUR, D. W. Washington Public Power Supply System. 81/07/07. 4pp. 
09102: 328. 


8107140607 Advises of issuance of end IE Circular 81-09, "Containment 
Effluent Mater That Bypasses Radioactivity Monitor 11 to 
listed licensees. NRC 810710 transmittal ltr end. 

♦ Region 5, San Francisco, Office of the Director (81/03/01). 
81/07/10. Ip. 09013:221. 


8107170081 Advises that IE Info Notice 81-20, "Test Failures of 
Electrical Penetration Assemblies, " was sent to listed 
licensees on 810713. 

* Region 3, San Francisco, Office of the Director (81/03/01). 
81/07/13. Ip. 09053:211. 


8107270063 Advises thet ZE Info Notice 81-21, “Potential Loss of Direct 
Access to Ultimate Heat Sink, " was forwarded to listed utils 
on 810721 . 

* Region 5, San Francisco, Office of the Director (81/03/01). 
81/07/21. Ip. 09138: 1B2. 


S. Reportable occurrences, LERs it related correspondence 


8107010193 Interim rept re combustion air intake design deficiency 
initially reported 801208. Very low water penetration-type 
AMCA certified louvers will be procured it installed. Final 
approval expacted by 810801. 

MAZUR, D. W. Washington Public Power 8upply System. 81/06/01. 3pp. 
08900: 336. 


8107010306 Interim deficiency rept, originally reported on 810107, re 
nonconservetive analysis of load limits of spent fuel cask 
handling crane. Mod to cranes to be seismically qualified, 
accompanied by mod to lifting device. 

MAZUR, D. W. Washington Public Power Supply System. 81/06/01. 2pp. 
08903: 323. 


8107020328 Part 21 rept re missile, penetration analysis, initially 
reported on 810605. Penetration of subj housings by missiles 
cannot be determined as substantial safety hazard it 
classification best decided by utils. Utils notified. 

JORGENSEN, R. Buffalo Forge Co. 81/06/10. 2pp. 08932:028. 


8107020306 Pert 21 rept re potential problem w/overcurrent relays 
ITE-30H it ITE—50D series produced from 1976 to Oct 1980. 

Relays may not drop out upon reduction in current. Company 
taking steps to notify relay users. 

DUVALL, D. D. Brown Boveri Corp. (subs. Brown Boveri & Co., Ltd.). 
81/06/16. 3pp. 08933:340. 


8107140497 Interim deficiency rept r* RCS attached piping, originally 
reported on 801113. BfcW analyses determined thet potential 
breaks at pump nozzles will not result in subsequent breaks 
in piping adjacent to pumps. Repts will be sent quarterly. 

MAZUR, D. W. Washington Public Power Supply System. 81/07/02. 3pp. 
09022: 320. 


8107140512 Final deficiency rept re decay beat removal heat exchanger 
tubing, originally reported 810117. Deficiency does not 
satisfy 1OCFR50. 55e criteria. No further action will be 
taken. 

MAZUR, D. W. Washington Public Power Supply System. 81/07/02. 3pp. 
09023: 316. 
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DOCKET SO— 51 4 PEBBLE SPRINGS NUCLEAR PLANT* UNIT 1 


0. Adjudicatory correspondence 


8107020193 Requests that submittal of argument on Class 9 be timed 1- 
uk following ASLB resolution of 810428 order requiring 
investigation of issues described in Nucleonics Week. 

MARBET* L. K. Forelaws on Board. 81/05/04. 2pp. 08935:355. 


8107020162 Interrogatories directed to intervenors Forelaws on Board & 
LK Marbet. Concerns contentions challenging adequacy of NRC 
revised alternative sites analysis in Final Suppl 1 to FES> 
NUR0G-75/O25, Suppl 1. W/Certificate of Svc. 

BORDENICK* B. M. Hearing Branch 4. 81/06/30. 12pp. 08926:241. 


DOCKET 50-515 PEBBLE SPRINGS NUCLEAR PLANT* UNIT 2 


G. Adjudicatory correspondence 


8107020193 Requests that submittal of argument on Class 9 be timed 1- 
wk following ASLB resolution of 810428 order requiring 
investigation of issues described in Nucleonics Week. 

MARBET, L. K. Forelaws on Board. 81/05/04. 2pp. 08935:355. 


8107020162 Interrogatories directed to intervenors* Forelaws on Board & 
LK Marbet. Concerns contentions challenging adequacy of NRC 
revised alternative sites analysis in Final Suppl 1 to FES, 
NURBB-75/025, Suppl 1. W/Certi f icate of Svc. 

BORDENICK. B. M. Hearing Branch 4. 81/06/30. 12pp. 08926:241. 


DOCKET STN-50-516 JAMESPORT NUCLEAR STATION* UNIT 1 


Q. Inspection reports* IE Bulletins & correspondence 


8107270217 Advises that IE Info Notice 81-05* "Degraded DC Sys at 
Palisades* " was sent to listed licensees. 

* Region 1, Philadelphia* Office of the Director (81/03/01). 
81/03/13. 4pp. 09167:273. 


8107270270 Advises that IE Info Notice 81-08* "Repetitive Failures of 
Limitorque Operator SMB-4 Motor-to-Shaf t Key, " was sent to 
listed licensees. 

* Region 1, Philadelphia, Office of the Director (81/03/01). 
81/03/20. 4pp. 09178: 165. 


8107270243 Advises that IE Info Notice 81-10. "Inadvertent Containment 
Spray Due to Personnel Error," was sent to listed licensees. 

* Region 1* Philadelphia* Office of the Director (81/03/01). 
81/03/25. 4pp. 09167:296. 


8107270192 Advises that IE Info Notice 81-09. "Degradation of Rasidual 
Heat Removal (RHR) Sys," was sent to listed licensees. 

* Region i* Philadelphia* Office of the Director (81/03/01). 
81/03/26. 4pp. 09167:267. 


8107230297 Advises that IE Bulletin 81-02. "Failure of Gate Type 
Valves to Close Against Differential Pressure, " was 
sent to listed licensees. 

* Region 1. Philadelphia* Office of the Director (81/03/01). 
81/04/09. 4pp. 09146:349. 


8107270256 Advises that IE Circular 81-06* "Potential Deficiency 
Affecting Certain Foxboro 10 to 50 Milliampere 
Transmitters* " was sent to listed licensees. 

* Region 1* Philadelphia* Office of the Director (81/03/01). 
81/04/14. 4pp. 09167:280. 


DOCKET BTN— 50-517 JAMESPORT NUCLEAR STATION, UNIT 2 
G. Inspection reports* IE Bulletins Sc correspondence 


8107270217 Advises that IE Info Notice 81-05* "Degraded DC 8ys at 
Palisades* " was sent to listed licensees. 

* Region 1* Philadelphia* Office of the Director (81/03/01). 
81/03/13. 4pp. 09167:273. 


8107270270 Advises that IE Info Notice 81-08* "Repetitive Failures of 
Limitorque Operator SMB-4 Motor-to-Shaft Key, ** was sent to 
listed licensees. 

* Region 1* Philadelphia. Office of the Director (81/03/01). 
81/03/20. 4pp. 09178: 165. 


8107270243 Advises that IE Info Notice 81-10, "Inadvertent Containment 
Spray Due to Personnel Error, " was sent to listed licensees. 

* Region 1, Philadelphia, Office of the Director (81/03/01). 
81/03/25. 4pp. 09167: 296. 


8107270192 Advises that IE Info Notice 81-09, "Degradation of Residual 
Heat Removal (RHR) Sys," was sent to listed licensees. 

* Region 1, Philadelphia, Office of the Director (81/03/01). 
81/03/26. 4pp. 09167:267. 


8107270256 Advises that IE Circular 81-06, "Potential Deficiency 
Affecting Certain Foxboro 10 to 50 Milliampere 
Transmitters," was sent to listed licensees. 

* Region 1, Philadelphia, Office of the Director (81/03/01). 
81/04/14. 4pp. 09167:280. 


8107230297 Advises that IE Bulletin 81-02* "Failure of Gate Type 
Valves to Close Against Differential Pressure* " was 
sent to listed licensees. 

* Region 1, Philadelphia, Office of the Director (81/03/01). 
81/04/09. 4pp. 09146:349. 


DOCKET STN-50-518 HARTSVILLE NUCLEAR PLANT* UNIT 1 


A. Application/construction stage documents & correspondence 


8107130220 Forwards info re implementation of NUREG-0313* Revision 1* in 
response to NRC 810226 ltr. Addl info for Hartsville & Phipps 
Bend will be provided in respective FSARs tentatively 
scheduled for Sept 1983 submittal. 

MILLS. L. M. Tennessee Valley Authority. 81/07/02. 10pp. 08999:319. 


8107310055 Generic Ltr 81-23A to all licensees & CP holders* advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation* per Generic Ltr 81-23* are unnecessary. 

EISENHUT, D. G. Division of Licensing. 81/07/06. 6pp. 09222:215. 


8107280587 Advises that planned start of excavation for intake & 
discharge in Cumberland River will be delayed until Aug 
1982* per Attachment C of CP. 

MILLS* L. M. Tennessee Valley Authority. 81/07/21. 2pp. 09176:104. 


C. Utility Environmental Report (ER>* amends & correspondence 


8107300244 Requests licensee consider more severe kinds of very low 
probability accidents that are physically possible in EIA 
required by NEPA. Copy of Class 9 accidents statement end. 

TEDESCO* R. L. Assistant Director for Licensing. 81/07/28. 6pp. 
09208: 087. 


F. Security* medical* emergency Sc fire protection plans 


8107100320 Forwards Page 2-11 to NUREG* changing implementing schedule 
for submission It evaluation of upgraded emergency plans per 
Generic Ltr 81-25. 

EISENHUT* D. G. Division of Licensing. 81/06/13. 4pp. 08996:358. 


8107290002 Generic Ltr 81-27: requests that all emergency plans 8< 
implementing procedures be submitted w/pages marked to 
reflect privacy & proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT* D. G. Division of Licensing. 81/07/09. 5pp. 09189:059. 


Q. Inspection reports* IE Bulletins & correspondence 


8107150277 Forwards IE Circular 81-06* "Potential Deficiency Affecting 
Certain Foxboro 10 to 50 Milliampere Transmitters." No 
written response required. 

O'REILLY, J. P. Region 2* Atlanta* Office of the Director (81/03/01). 
81/04/14. Ip. 09033:333. 


8107240520 Submits third interim response to IE Bulletin 80-20 re 
failure of Westinghouse W-2 control switches. Work 
continuing w/Westinghouse on resolution of control switches. 

QE collecting requested info. Final rept ready by 810814. 

MILLS* L. M. Tennessee Valley Authority. 81/06/15. Ip. 09139:176. 


8107240404 Forwards IE Insp Repts 50-518/81-09*50-519/81-09, 
50-520/81-09 Sc 50-521/81-09 on 810501-31. No poncomp 1 iance 
noted. 

LEWIS* R. C. Division of Resident S< Reactor Project Inspection. 
81/06/24. 2pp. 09138:305. 


—8107240414 IE Insp Repts 50-518/81-09* 50-519/81-09, 50-520/81-09 & 
50-521/81-09 on 810501-31. No noncompliance noted. Major 
areas inspected: safety-related piping* extended shutdown* 
open items Sc independent insp effort. 

SWAN* W. B. , CANTRELL* F. S. Division of Resident Sc Reactor Project 
Inspection. 81/06/21. 6pp. 09138:307. 
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8107240307 Responds to IE Bulletin Sl-02* "Failure of Gate Type Valves 
to Close Against Differential Pressure. " No deficient valves 
are being supplied for use at facility. Addl rept will be 
provided by 811016. 

MILLS* L. M. Tennessee Valley Authority. 81/07/08. ip. 09141:079. 


8107240510 Forwards response to IE Bulletin 81-03* "Flow Blockage of 
Cooling Mater to Safety Sys Components by Corbicula Sp 
(Asiatic Clam) 8c Mytilus Sp (Mussel)." 

MILLS* L. M. Tennessee Valley Authority. 81/07/08. 5pp. 09142:116. 


8107270011 Forwards IE Circular 81-09* "Containment Effluent Water 
That Bypasses Radioactivity Monitor." Licensee action is 
required. 

□ 'REILLY, J. P. Region 2, Atlanta* Office of the Director (81/03/01). 
81/07/10. Ip. 09156:286. 


— 8107270026 Forwards IE Circular 81-09* "Containment Effluent Water That 
Bypasses Radioactivity Monitor. " Review 8e corrective action 
expected before plant 1 icensing. Lis t of recently issued IE 
circulars end. 

0 'REILLY, J. P. Region 2* Atlanta* Office of the Director 
(81/03/01). 81/07/10. 4pp. 09156:287. 


8107240284 Forwards IE Info Notice 81-20* "Test Failures of Electrical 
Penetration Assemblies." No licensee action or response is 
required. 

O'REILLY. J. P. Region 2, Atlanta, Office of the Director (81/03/01). 
81/07/13. 4pp. 09148:196. 


S. Reportable occurrences, LERs & related correspondence 


8107310228 Second interim deficiency rept* initially reported 801027* re 
link rod a ssembly* Delavel diesels. Util will ensure that all 
diesels have been or will be inspected for dowel counterbore 
■defects before operation. Also reported per Part 21. 

MILLS, L. M. Tennessee Valley Authority. 81/03/03. 2pp. 09218:329. 


8107310281 Interim Defiency Rept 1 re Transamerica Delaval diesel 
generator turbocharger thrust bear ings, ini tial ly reported 
on 810130. Util awaiting vendor action. Part 21 considered 
applicab le . Final rept will be submitted by 810714. 

MILLS* L. M. Tennessee Valley Authority. 81/03/03. 2pp. 09219:201. 


8107310307 Final deficiency rept, initial ly reported 810127 8» 0203* re 
deficient drawing Sc document control. Site GA conducted audit 
of safety-related site-issued drawings. All superseded 
drawings Sc documents have been revised. 

MILLS* L. M. Tennessee Valley Authority. 81/03/16. 4pp. 09219:142. 


8107310408 Final interim deficiency rept re completion of as-built 
drawing/design/control. ini tially reported on 810122. Util 
currently revising procedures. Final rept expected by 810630. 

MILLS* L. M. Tennessee Valley Authority. 81/04/01. 3pp. 09220:099. 


8107310299 Part 21 deficiency rept* ini tial ly reported 801212* re 
standby gas treatment design. Corrective actions from CTI 
Nuclear for thcoming. Final rept to be submitted by 810930. 

MILLS* L. M. Tennessee Valley Authority. 81/05/26. Ip. 09219:205. 


8107310418 Interim deficiency rept re inconsistent establishment of 
insp program* initial ly reported 810324. Program of 
indentif ication/evaluation of const activities begun to 
correct de f iciency. Nex t rept expected by 811215. 

MILLS* L. M. Tennessee Valley Authority. 81/06/09, lp. 09220:105. 


8107310297 Third interim deficiency rept re link rod assemblies on 
Delaval d i esels* initially reported on 801126. Util will send 
annual repts to NRC to maintain documentation & ensure 
proper disposition. Also reported per Part 21. 

MILLS* L. M. Tennessee Valley Authority. 81/06/10. Ip. 09220:035. 


8107020306 Part 21 rept re potential problem w/overcurrent relays 
ITE-50H 8c ITE-50D series produced from 1976 to Oct 1980. 

Relays may not drop out upon reduction in current. Company 
taking steps to notify relay users. 

DUVALL* D. D. Brown Boveri Corp. (subs. Brown Boveri & Co.* Ltd. ). 
81/06/16. 3pp. 08935:340. 


8107020404 Part 21 rept re QA documentation discrepancies for drywell 
framed embedments* initially reported 810520. Contract w/mfg, 

Atlas Machine 8 < Iron Works* cancel led. Addl info by 811030. 

MILLS* L. M. Tennessee Valley Authority. 81/06/17. 2pp. 08920:291. 


8107310465 First interim deficiency rept re review of purchase request 
forms initiated by const* initially reported 810520. Copies of 
all purchase requests for QA matl requested. Extent of 
problem will be determined upon receipt of info. 

MILLS* L. M. Tennessee Valley Authority. 81/06/19. 2pp. 09220:341. 


8107310220 Interim deficiency rept re Rosemount Models 1152 8t 1151 
pressure transmitter defects* ini tial ly reported 800603. GE 
awaiting vendor response. Next rept expected by 811218. 

MILLS* L. M. Tennessee Valley Authority. 81/06/30. lp. 09218:320. 


0107310242 Third interim deficiency rept* initially reported on 801210, 
re pressure drop in essential svc water piping. Final rept 
will be submitted by 810731. 

MILLS, L. M. Tennessee Valley Authority. 81/06/30. lp. 09219: 13B, 


8107310333 Third interim deficiency rep t* or ig inal ly reported on 810122, 
re completion of as-built drawings. Licensee proposed 
corrective actions are being submitted to GE. Addl rept will 
be transmitted by 811215. 

MILLS, L. M. Tennessee Valley Authority. 81/06/30. lp, 09219:206. 


8107210372 Part 21 rept re Transamerica Delaval diesel generator 
turbocharger thrust bearings, ini tial ly reported on 
810130. Vendor design change involves mod of turbocharger 
lubrication piping. 

MILLS, L. M. Tennessee Valley Authority. 81/07/14. 2pp. 09102:263. 


DOCKET STN— 50-519 HARTSVILLE NUCLEAR PLANT, UNIT 2 


A. Application/construction stage documents 8< correspondence 


8107130220 Forwards info re implementation of NUREG-03 13* Revision 1* in 
response to NRC 810226 ltr. Addl info for Hartsville 8c Phipps 
Bend will be provided in respective FSARs tentatively 
scheduled for Sept 1983 submittal. 

MILLS* L. M. Tennessee Valley Authority. 81/07/02. 10pp. 08999:319. 


8107310055 Generic Ltr 81-23A to all licensees 8c CP holders* advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation, per Generic Ltr 81-23* are unnecessary. 

EI8ENHUT, D. G. Division of Licensing. 81/07/06. 6pp. 09222:215. 


8107280587 Advises that planned start of excavation for intake 8c 
discharge in Cumberland River will be delayed until Aug 
1982* per Attachment C of CP. 

MILLS, L. M. Tennessee Valley Authority. 81/07/21. 2pp. 09176:104. 


C. Utility Environmental Report (ER), amends 8c correspondence 


8107300244 Requests licensee consider more severe kinds of very low 
probability accidents that are physically possible in EIA 
required by NEPA. Copy of Class 9 accidents statement end. 
TEDEBCO, R. L. Assistant Director for Licensing, 81/07/28. 6pp. 
09208: 087. 


F. Security* medical* emergency 8c fire protection plans 


8107100320 Forwards Page 2-11 to NUREQ* chang ing implementing schedule 
for submission 8< evaluation of upgraded emergency plans per 
Generic Ltr 81-25. 

EISENHUT, D. Q. Division of Licensing. 81/06/13. 4pp. 08996:338. 


8107290002 Qeneric Ltr 81-27: requests that all emergency plans 8c 
implementing procedures be submitted w/pages marked to 
reflect privacy 8c proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT* D. G. Division of Licensing. 81/07/09. 5pp. 09189:059. 


Q. Inspection reports* IE Bulletins Sc correspondence 


8107150277 Forwards IE Circular 81-06* "Potential Deficiency Affecting 
Certain Foxboro 10 to 50 Milliampere Transmitters. " No 
written response required. 

O'REILLY, V. P. Region 2* Atlanta* Office of the Director (81/03/01). 
81/04/14. lp. 09033:333. 


8107240520 Submits third interim response to IE Bulletin 80-20 re 
failure of Westinghouse W-2 control switches. Work 
continuing w/Westinghouse on resolution of control switches. 

QE collecting requested info. Final rept ready by 810814. 

MILLS, L. M. Tennessee Valley Authority. 81/06/15. lp. 09139:176. 


8107240404 Forwards IE Insp Repts 50-518/81-09* 50-519/81-09* 
50-520/81-09 8c 50-521/81-09 on 810501-31. No noncompliance 
noted. 

LEWIS* R. C. Division of Resident 8c Reactor Project Inspection. 
81/06/24. 2pp. 09138:305. 
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■8107240414 IE Insp Repts 50-518/B1-09, 50-519/81-09, 50-520/81-09 & 
50-521/81-09 on 810501-31. No noncocnp 1 iance noted. Major 
areas inspected: safety-related pip ing# extended shutdown) 
open items & independent insp effort. 

SWANi W. B. # CANTRELL# F. S. Division of Resident & Reactor Project 
Inspection. 81/06/21. 6pp. 09138:307. 


8107240307 Responds to IE Bulletin 81—02# "Failure of Gate Type Valves 
to Close Against Differential Pressure. " No deficient valves 
are being supplied for use at fac i 1 i ty . Add 1 rept will be 
provided by 811016. 

MILLS# L. M. Tennessee Valley Authority. 81/07/08. Ip. 09141:079. 


8107240510 Forwards response to IE Bulletin 81-03# "Flow Blockage of 
Cooling Water to Safety Sys Components by Corbicula Sp 
(Asiatic Clam) 8c Mytilus Sp (Mussel). " 

MILLS, L. M. Tennessee Valley Authority. 81/07/08. 5pp. 09142:116. 


8107270011 Forwards IE Circular 81-09# "Containment Effluent Water 
That Bypasses Radioactivity Monitor. " Licensee action is 
required. 

O'REILLY, J. P. Region 2# Atlanta, Office of the Director (81/03/01). 
81/07/10. Ip. 09156:286. 


— 8107270026 Forwards IE Circular 81—09# "Containment Effluent Water That 
Bypasses Radioactivity Monitor." Review & corrective action 
expected before plant 1 icensing. Li st of recently issued IE 
circulars end. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director 
(81/03/01). 81/07/10. 4pp. 09156:297. 


8107240284 Forwards IE Info Notice 81-20# "Test Failures of Electrical 
Penetration Assemblies. " No licensee action or response is 
required. 

O'REILLY, J. P. Region 2# Atlanta# Office of the Director (81/03/01). 
81/07/13. 4pp. 09148: 196. 


S. Reportable occurrences# LERs & related correspondence 


B10731022B Second interim deficiency rept. initial ly reported B01027# re 
link rod assembly# Delavel diesels. Util will ensure that all 
diesels have been or will be inspected for dowel counterbore 
defects before operation. Also reported per Part 21. 

MILLS# L. M. Tennessee Valley Authority. 81/03/03. 2pp. 09218:329. 


8107310281 Interim Defiency Rept 1 re Transamerica Delaval diesel 
generator turbocharger thrust bearings, initial ly reported 
on 810130. Util awaiting vendor action. Part 21 considered 
applicable. Final rept will be submitted by 810714. 

MILLS, L. M. Tennessee Valley Authority. 81/03/03. 2pp. 09219:201. 


B1Q73 10307 Final deficiency rept# initially reported 810127 8c 0203# re 
deficient drawing 8c document control. Site QA conducted audit 
of safety-related site-issued drawings. All superseded 
drawings Sc documents have been revised. 

MILLS# L. M. Tennessee Valley Authority. 81/03/16. 4pp. 09219:142. 


8107310408 Final interim deficiency rept re completion of as-built 
drawing/design/control# ini tially reported on 810122. Util 
currently revising procedures. Final rept expected by 810630. 

MILLS, L. M. Tennessee Valley Authority. 81/04/01. 3pp. 09220:099. 


8107310299 Part 21 deficiency rept# initially reported 801212# re 
standby gas treatment design. Corrective actions from CTI 
Nuclear forthcoming. Final rept to be submitted by 810930. 

MILLS, L. M. Tennessee Valley Authority. 81/05/26. Ip. 09219:205. 


8107310418 Interim deficiency rept re inconsistent establishment of 
insp program, initial ly reported 810324. Program of 
indentif ication/evaluation of const activities begun to 
correct deficiency. Next rept expected by 811215. 

MILLS# L. M. Tennessee Valley Authority. 81/06/09. ip. 09220:105. 


8107310297 Third interim deficiency rept re link rod assemblies on 
Delaval di esels# initially reported on 801126. Util will send 
annual repts to NRC to maintain documentation & ensure 
proper disposition. Also reported per Part 21. 

MILLS, L. M. Tennessee Valley Authority. 81/06/10. Ip. 09220:035. 


8107020306 Part 21 rept re potential problem w/overcurrent relays 
ITE-50H & ITE-50D series produced from 1976 to Oct 1980. 

Relays may not drop out upon raduction in current. Company 
taking steps to notify relay users. 

DUVALL, D.D. Brown Boveri Corp. (subs. Brown Boveri 8c Co.# Ltd.). 
81/06/16. 3pp. 08935:340. 


8107020404 Part 21 rept re QA documentation discrepancies for drywell 
framed emb edments# initially reported 810520. Contract w/mfg# 

Atlas Machine 8c Iron Works, cancelled. AddI info by 811030. 

MILLS, L. M. Tennessee Valley Authority. 81/06/17. 2pp. 0B920:291. 


8107310220 Interim deficiency rept re Rosemount Models 1152 & 1151 
pressure transmitter defects, ini tial ly reported 800603. GE 
awaiting vendor response. Next rept expected by 811218. 

MILLS# L, M. Tennessee Valley Authority. 81/06/30. Ip. 09218:320. 


8107310242 Third interim deficiency rept# ini tial ly reported on 801210# 
re pressure drop in essential svc water piping. Final rept 
will be submitted by 810731. 

MILLS# L. M. Tennessee Valley Authority. 81/06/30. Ip. 09219:138. 

8107310333 Third interim deficiency rept# or iginally reported on 810122, 
re completion of as-built drawings. Licensee proposed 
corrective actions are being submitted to GE. Addl rept will 
be transmitted by 811215. 

MILLS# L. M. Tennessee Valley Authority. 81/06/30. Ip. 09219:206. 


8107210372 Part 21 rept re Transamerica Delaval diesel generator 
turbocharger thrust bearings, initially reported on 
810130. Vendor design change involves mod of turbocharger 
lubrication piping. 

MILLS, L. M. Tennessee Valley Authority. 81/07/14. 2pp. 09102:263. 


DOCKET STN-5 0-520 HARTSVILLE NUCLEAR PLANT, UNIT 3 


A. Application/construction stage documents 8c correspondence 


8107130220 Forwards info re implementation of NUREG-0313. Revision 1, in 
response to NRC 810226 ltr. Addl info for Hartsville 8< Phipps 
Bend will be provided in respective FSARs tentatively 
scheduled for Sept 1983 submittal. 

MILLS, L. M. Tennessee Valley Authority. 81/07/02. 10pp. 08999:319. 


8107310055 Generic Ltr 81-23A to all licensees 8c CP holders# advis ing 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation# per Generic Ltr 81-23, are unnecessary. 

EISENHUT, D. G. Division of Licensing. 81/07/06. 6pp. 09222:215. 


8107280587 Advises that planned start of excavation for intake 8< 
discharge in Cumberland River will be delayed until Aug 
1982# per Attachment C of CP. 

MILLS# L. M. Tennessee Valley Authority. 81/07/21. 2pp. 09176:104. 


C. Utility Environmental Report (ER)# amends 8c correspondence 


6107300244 Requests licensee consider more severe kinds of very low 
probability accidents that are physically possible in E1A 
required by NEPA. Copy of Class 9 accidents statement end. 

TEDESCO# R. L. Assistant Director for Licensing. 81/07/28. 6pp. 
09208: 0B7. 


F, Security# medical, emergency 8c fire protection plans 


8107100320 Forwards Page 2-11 to NUREG, chang ing implementing schedule 
for submission 8c evaluation of upgraded emergency plans per 
Generic Ltr 81-25. 

EISENHUT, D. C. Division of Licensing. 81/06/13. 4pp. 08996:358. 


B 107290002 Generic Ltr 81-27: requests that all emergency plans 8c 
implementing procedures be submitted w/pages marked to 
reflect privacy 8< proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT, D. G. Division of Licensing. 81/07/09. 5pp. 09189:059. 


Q. Inspection reports# IE Bulletins 8c correspondence 


8107150277 Forwards IE Circular 81-06# "Potential Deficiency Affecting 
Certain Foxboro 10 to 50 Milllampere Transmitters. " No 
written response required. 

O'REILLY, U. P. Region 2# Atlanta, Office of the Director (81/03/01). 
81/04/14. ip. 09033:333. 


8107240520 Submits third interim response to IE Bulletin 80-20 re 
failure of Westinghouse W-2 control switches. Work 
continuing w/Westinghouse on resolution of control switches. 

GE collecting requested info. Final rept ready btj 810814. 

MILLS, L. M. Tennessee Valley Authority. 81/06/15. Ip. 09139:176. 


8107240404 Forwards IE Insp Repts 50-518/81-09,50-519/81-09, 
50-520/81-09 8c 50-521/81-09 on 810501-31. No noncompliance 
noted. 

LEWIS# R. C. Division of Resident 8< Reactor Project Inspection. . 
81/06/24. 2pp. 09138:305. 
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—8107240414 IE Insp Repts 50-318/81-09, 50-519/81-09, 50-520/81-09 Sc 
50-821/81-09 on 810501-31. No noncompliance noted. Major 
areas inspected: safety-related piping- extended shutdown- 
open items & independent insp effort. 

SWAN. W. B., CANTRELL. F. S. Division of Resident & Reactor Project 
Inspection. 81/06/21. 6pp. 09138:307. 


8107240307 Responds to IE Bulletin 81-02. "Failure of Gate Type Valves 
to Close Against Differential Pressure. " No deficient valves 
are being supplied for use at facil ity. Addl rept will be 
provided by 811016. 

MILLS, L. M. Tennessee Valley Authority. 81/07/08. Ip. 09141:079. 


8107240510 Forwards response to IE Bulletin 81-03, “Flow Blockage of 
Cooling Water to Safety Sys Components by Corbicula Sp 
(Asiatic Clam) & Mytilus Sp (Mussel). 11 

MILLS, L. M. Tennessee Valley Authority. 81/07/08. 5pp. 09142:116. 


6107270011 Forwards IE Circular 81-09, ''Containment Effluent Water 
That Bypasses Radioactivi ty Monitor. 11 Licensee action is 
required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director (81/03/01). 
81/07/10. Ip. 09156:286. 


— B107270026 Forwards IE Circular 81-09, "Containment Effluent Water That 
Bypasses Radioactivity Monitor. " Review & corrective action 
expected before plant licensing. List of recently issued IE 
circulars end. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director 
(81/03/01). 81/07/10. 4pp. 09156:287. 


8107240284 Forwards IE Info Notice 81-20, "Test Failures of Electrical 
Penetration Assemblies. 11 No license^ action or response is 
required. 

O 'REILLY, J. P. Region 2, Atlanta, Office of the Director (81/03/01). 
81/07/13. 4pp. 09148: 196. 


S. Reportable occurrences, LERs & related correspondence 


8107310228 Second interim deficiency rept, ini tial ly reported 801027, re 
link rod assembly. Delavel diesels. Util will ensure that all 
diesels have been or will be inspected for dowel counterbore 
defects before operation. Also reported per Part 21. 

MILLS, L. M. Tennessee Valley Authority. 81/03/03. 2pp. 0921 B: 329. 


8107310281 Interim Defiency Rept 1 re Transamerica Delaval diesel 
generator turbocharger thrust bearings, initially reported 
on 810130. Util awaiting vendor action. Part 21 considered 
applicable. Final rept will be submitted by 810714. 

MILLS, L. M. Tennessee Valley Authority. 81/03/03. 2pp. 09219:201. 


8107310307 Final deficiency rept, initially reported 810127 8< 0203, re 
deficient drawing & document control. Site QA conducted audit 
of saf ety-related site-issued drawings. All superseded 
drawings & documents have been revised. 

MILLS, L. M. Tennessee Valley Authority. 81/03/16. 4pp. 09219:142. 


B1073 10408 Final interim deficiency rept re completion of as-built 
drawing/de sign/control, initially reported on 810122. Util 
currently revising procedures. Final rept expected by 810630. 

MILLS, L. M. Tennessee Valley Authority. 81/04/01. 3pp. 09220:099. 


8107310299 Part 21 deficiency rept, initially reported 801212, re 
standby gas treatment design. Corrective actions from CTI 
Nuclear forthcoming. Final rept to be submitted by 810930. 

MILLS, L. M. Tennessee Valley Authority. 81/05/26. Ip. 09219:205. 


8107310418 Interim deficiency rept re inconsistent establishment of 
insp program, initially reported 810324. Program of 
indantif ication/evaluation of const activities begun to 
correct deficiency. Next rept expected by 811215. 

MILLS, L. M. Tennessee Valley Authority. 81/06/09. Ip. 09220:105. 


8107310297 Third interim deficiency rept re link rod assemblies on 
Delaval di esels, initially reported on 801126. Util will send 
annual repts to NRC to maintain documentation 8c ensure 
proper disposition. Also reported per Pert 21. 

MILLS, L. M. Tennessee Valley Authority. 81/06/10. Ip. 09220:035. 


8107020306 Part 21 rept re potential problem w/overcurrent relays 
ITE-50H Sc 1TE-50D series produced from 1976 to Oct 1980. 

Relays may not drop out upon reduction in current. Company 
taking steps to notify relay users. 

DUVALL, D.D. Brown Boveri Corp. (subs. Brown Boveri 8c Co., Ltd. ). 
81/06/16. 3pp. 08933:340. 


8107310465 First interim deficiency rept re review of purchase request 
forms initiated by const, initially, reported 810520. Copies of 
all purchase requests for QA matl requested. Ex tent of 
problem will be determined upon receipt of info. 

MILLS, L. M. Tennessee Valley Authority. 81/06/19. 2pp. 09220; 34 1 


8107310220 Interim deficiency rept re Rosemount Models 1152 Sc H5i 
pressure transmitter defects, initially reported 800603. GE 
awaiting vendor response. Next rept expected by 811218. 

MILLS, L. M. Tennessee Valley Authority. 81/06/30. Ip. 09218:320. 


8107310242 Third interim deficiency rept, initially reported on 80l2io, 
re pressure drop in essential svc- water piping. Final rept 
will be submitted by 810731. 

MILLS, L. M. Tennessee Valley Authority. 81/06/30. Ip. 09219:130. 


8107310333 Third interim deficiency rept, or ig inal ly reported on B1012S 
re completion of as-built drawings. Licensee proposed 
corrective actions are being submitted to GE. Addl rept will 
be transmitted by 811215. 

MILLS, L. M. Tennessee Valley Authority. 81/06/30. Ip. 09219:206. 


8107210372 Part 21 rept re Transamerica Delaval diesel generator 
turbocharger thrust bearings, initial ly reported on 
810130. Ven dor design change involves mod of turbocharger 
lubrication piping. 

MILLS, L. M. Tennessee Valley Authority. 81/07/14. 2pp. 09102:263. 


DOCKET STN-50-521 HARTSVILLE NUCLEAR PLANT. UNIT 4 


A. Applicati on/construction stage documents 8c correspondence 


8107130220 Forwards info re implementation of NUREG-0313, Revision l, ir 
response to NRC 810226 ltr. Addl info for Hartsville 8c Phipps 
Bend will be provided in respective FSARs tentatively 
scheduled for Sept 1983 submittal. 

MILLS, L. M. Tennessee Valley Authority. 81/07/02. 10pp. 08999: 3 H 


8107310055 Generic Ltr 81-23A to all licensees 8c CP holders, advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation, per Generic Ltr 81-23, are unnecessary. 

EISBNHUT, D. G. Division of Licensing. 81/07/06. 6pp. 09222:21 3. 


8107280587 Advises that planned start of excavation for intake 8< 
discharge in Cumberland River will be delayed until Aug 
1932, per Attachment C of CP. 

MILLS, L. M. Tennessee Valley Authority. 81/07/21. 2pp. 09176:104. 


C. Utility Environmental Report (ER), amends 8c correspondence 


8107300244 Requests licensee consider more severe kinds of very low 
probability accidents that are physically possibla in EIA 
required by NEPA. Copy of Class 9 accidents statement end. 

TEDESCO, R. L. Assistant Director for Licensing. 81/07/28. 6pp. 
09208: 087. 


F. Security, medical, emergency 8c fire protection plans 


8107100320 Forwards Page 2-11 to NUREO, chang ing implementing schedule 
for submission & evaluation of upgraded emergency plans per 
Generic Ltr 81-25. 

EXSENHUT, D. G. Division of Licensing. 81/06/13. 4pp. 08996:330. 


8107290002 Generic Ltr 81-27: requests that all emergency plans 8c 
implementing procedures be submitted w/pages marked to 
reflect privacy 8c proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EXSENHUT, D. G. Division of Licensing. 81/07/09. 5pp. 09189:039. 


Q. Inspection reports, IE Bulletins 8< correspondence 


8107150277 Forwards IE Circular 81-06, "Potential Deficiency Affactfinj 
Certain Foxboro 10 to 30 Milliampere Transmitters. " No' 
written response required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director (81/03/01). 
81/04/14. Ip. 09033:333. 


8107240320 Submits third interim response to IE Bulletin 80-20 r» 
failure of Westinghouse W-2 control switches. Work 
continuing w/Westinghouse on resolution of control switches. 

GE collecting requested info. Final rept ready by 810814. 

MILLS, L. M. Tennessee Valley Authority. 81/06/15. Ip. 09139:176. 


8107020404 Part 21 rept re QA documentation discrepancies for dry well 
framed emb edments, initially reported 810320. Contract w/mfg, 

Atlas Machine 8c Iron Works, cancelled. Addl info by 811030. 

MILLS, L. M. Tennessee Valley Authority. 81/06/17. 2pp. 08920:291. 
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0107240404 Forward* IE In*p Repts 50-518/81-09,50-519/81-09, 
30-320/81-09 b 30-321/81-09 on 810501-31. No noncompliance 
noted. 

LEWIS, R. C. Division of Resident b Reactor Project Inspection. 
81/06/24. 2pp. 09138:303. 


—8107240414 IE Insp Repts 30-518/81-09, 50-519/81-09, 50-520/81-09 b 
30-321/81-09 on 810501-31. No noncompliance noted. Major 
areas inspected: safety-related piping, extended shutdown, 
open items b independent insp effort. 

SUANiW. B. Division of Resident b Reactor Project Inspection. 
81/06/21. 6pp. 09138:307. 


8107240307 Responds to IE Bulletin 81-02, "Failure of Gate Type Valves 
to Close Against Differential Pressure." No deficient valves 
are being supplied for use at facility. Addl rept will be 
provided by 811016. 

MILL3, L. M. Tennessee Valley Authority. 81/07/08. Ip. 09141:079. 


8107240310 Forwards response to IE Bulletin 81-03, "Flow Blockage of 
Cooling Water to Safety Sys Components by Corhicula Sp 
(Asiatic Clam) b Mytilus Sp (Mussel)." 

MILLS, L. M. Tennessee Valley Authority. 81/07/08. 5pp. 09142:116. 


810727P01 1 Forwards IE Circular 81-09, "Containment Effluent Water 
That Bypasses Radioactivity Monitor. “ Licensee action is 
required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director (81/03/01). 
81/07/10. Ip. 09136:286. 


— 8107270026 Forwards IE Circular 81-09, "Containment Effluent Water That 
Bypasses Radioactivity Monitor. " Review b corrective action 
expected before plant licansing. List of recently issued IE 
circulars end. 

O'REILLY, J. P. Region 2, Atlanta, Off lea of the Director 
(81/03/01). 81/07/10. 4pp. 09136:287. 


8107240284 Forwards IE Info Notica 81-20, "Test Failures of Electrical 
Penetration Assemblies." No licensee action or response is 
required. 

O'REILLY, J.P. Region 2. Atlanta, Office of the Director (81/03/01). 
81/07/13. 4pp. 09148: 196. 


8. Reportable occurrences, LERs b related correspondence 


8107310228 Second interim deficiency rept, initially reported 801027, re 
link rod assembly, Delaval diesels. Util will ensure that all 
diesels have been or will be inspected for dowel counterbore 
defects before operation. Also raported par Part 21. 

MILLS, L.M. Tannessae Valley Authority. B1/03/O3. 2pp. 0921 B: 329. 


8107310281 Interim Defiency Rept 1 re Transamerica Delaval diesel 
generator turbocharger thrust bearings, initial ly reported 
on 810130. Util awaiting vendor action. Part 21 considered 
applicable. Final rapt will be submitted by 810714. 

MILLS, L. M. Tennessee Valley Authority. 81/03/03. 2pp. 09219:201. 


8107310307 Final deficiency rapt, initial ly reported 810127 b 0203, re 
deficient drawing b document control. Site QA conducted audit 
of safety-related site-issued drawings. All superseded 
drawings b documents have been revised. 

HILLS, L. M. Tennessee Valley Authority. 81/03/16. 4pp. 09219:142. 


8107310408 Final interim deficiency rept re completion of as-built 
drawing/design/control, initially reported on 810122. Util 
currently revising procedures. Final rept expected by 810630. 

MILLS, L. M, Tannessae Valley Authority. 81/04/01. 3pp. 09220:099. 


8107310299 Part 21 deficiency rept, initially reported 801212, re 
standby gas treatment design. Corrective action* from CT1 
Nuclear forthcoming. Final rapt to be submitted by 810930. 

MILLS, L. M. Tannessae Valley Authority. 81/03/26. Ip. 09219:205. 


8107310418 Interim deficiency rept re inconsistent establishment of 
insp program, initially raported 810324. Program of 
indentif ication/evaluation of const activities begun to 
correct deficiency. Next rept expected by 811215. 

MILLS, L. M. Tennessee Valley Authority. 81/06/09. Ip. 09220:103. 


8107310297 Third interim deficiency rapt ra link rod assemblies on 
Dalaval diesels, initially reported on 801126. Util will sand 
annual repts to NRC to maintain documentation b ensure 
proper disposition. Also reported per Part 21. 

MILLS, L. M. Tennessee Valley Authority. 81/06/10. Ip. 09220:035. 


8107020306 Part 21 rapt ra potential problem w/overcurrent relays 
ITEH50M b ITE-30D series produced from 1976 to Oct 1980. 

Relays may not drop out upon reduction in currant. Company 
taking steps to notify relay users. 

DUVALL, D. D. Brown Bovtri Corp. (subs. Brown Boveri b Co., Ltd.).' 
81/06/16. 3pp. 08933:340. 


8107020404 Part 21 rept re QA documentation discrepancies for drywell 
framed emb edments, initially reported 810520. Contract w/mfg. 

Atlas Machine b Iron Works, cancelled. Addl info by 811030. 

MILLS, L. M. Tennessee Valley Authority. 81/06/17. 2pp. 08920:291. 


8107310220 Interim deficiency rept re Rosemount Models 1152 & 1151 
pressure transmitter defects, initially reported 800603. GE 
awaiting vendor response. Next rept expected by 811218. 

MILLS, L. M. Tennessee Valley Authority. 81/06/30. Ip. 09218:320. 


8107310242 Third interim deficiency rept, initially reported on 801210, 
re pressure drop in essential sve water piping. Final rept 
will be submitted by 810731. 

MILLS, L. M. Tennessee Valley Authority. 81/06/30. Ip. 09219:138. 


8107310333 Third interim deficiency rept, originally reported on 810122, 
re completion of as-built drawings. Licensee proposed 
corrective actions are being submitted to GE. Addl rept will 
be transmitted by 811215. 

MILLS, L.M. Tennessee Valley Authority. 81/06/30. Ip. 09219:206. 


8107210372 Part 21 rept re Transamerica Delaval diesel generator 
turbocharger thrust bearings, initially reported on 
810130. Vendor design change involes mod of turbocharger 
lubrication piping. 

MILLS, L.M. Tennessee Valley Authority. 81/07/14. 2pp. 09102:263. 


DOCKET 30-522 SKAOIT NUCLEAR POWER PROJECT, UNIT 1 


G. Adjudicatory correspondence 


8107010395 Requests that addl copy of all matls be sent to L Marbet at 
listed address. Related correspondence. 

BELL, N. Coalition for Safe Power. 81/06/22. Ip. 08911:362. 


8107020304 Submits fourth quarterly status rept, per ASLB 800827 order. 
Amend preparation for environ rept 8e PSAR proceeding on 
schedule. Related correspondence. Svc list end. 

THOMSEN, F. T. Perkins. Coie, Stone, Olsen b Williams. THOMSEN, F. T. 
Puget Sound Power b Light Co. 81/06/25. 2pp. 08954: 196. 


DOCKET 50-323 SKAGIT NUCLEAR POWER PROJECT, UNIT 2 


G. Adjudicatory correspondence 


8107010395 Requests that addl copy of all matls be sent to L Marbet at 
listed address. Related correspondence. 

BELL, N. Coalition for Safe Power. 81/06/22. Ip. ' 08911:362. 


8107020304 Submits fourth quarterly status rept. per ASLB 800827 order. 
Amend preparation for environ rept b PSAR proceeding on 
schedule. Related corresp ondence. Svc list end. 

THOMBEN, F. T. Perkins, Coie, Stone, Olsen b Williams. THOMSEN, F. T. 
Puget Sound Power b Light Co. 81/06/25. 2pp. 08954: 196. 


DOCKET 30-524 BARTON, UNIT 1 


A. Application/construction stage documents b correspondence 


8107140008 Forwards FR notice of withdrawal of application for CPs. 
YOUNGBLOOD, B. J. Licensing Branch 1. 81/07/07. Ip. 09030:355. 


—8107140011 Notice of withdrawal of application for CPs. 

YOUNGBLOOD, B. J. Licensing Branch 1. 81/07/07. 4pp. 09030:356. 


DOCKET 30-523 BARTON, UNIT 2 


A. Application/construction stage documents b correspondence 


8107140008 Forwards FR notice of withdrawal of application for CPs. 
YOUNGBLOOD, B. J. Licensing Branch 1. Bl/07/07. Ip. 09030:335. 


— 8107140011 Notice of withdrawal of application for CPs. 

YOUNGBLOOD, B. J. Licansing Branch 1. 81/07/07. 4pp. 09030:356. 


DOCKET 50-526 BARTON, UNIT 3 


A. Application/construction stage document* b correspondence 


8107140008 Forwards FR notice of withdrawal of application for CPs. 
YOUNGBLOOD, B. J. Licansing Branch 1. 81/07/07. ip. 09030:355. 
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— 8107140011 Notice of withdrawal of application for CPs. 

YOUNGBLOOD. B. J. Licensing Branch 1. 81/07/07. 4pp. 09030:336. 


DOCKET 50-527 BARTON. UNIT 4 


A. Application/construction stage documents it correspondence 


8107140008 Forwards FR notice of withdrawal of application for CPs. 
YOUNGBLOOD, B. J. Licensing Branch 1. 81/07/07. Ip. 09030:333. 


— 8107140011 Notice of withdrawal of application for CPs. 

YOUNGBLOOD. B. J. Licensing Branch 1. 81/07/07. 4pp. 09030:356. 


DOCKET STN-50-32S PALO VERDE NUCLEAR STATION. UNIT 1 


A. Application/construction stage documents St correspondence 


8107070083 Forwards Reactor Sys Branch request for addl info re 
description of design features to be used to mitigate 
consequences of overpressur i zation events. Requests submittal 
schedule for responses within seven days. 

TEDESCO. R. L. Assistant Director for Licensing. 81/06/22. 88pp. 

08963: 182. 


8107100344 Notification of 810714-16 meeting w/Bechtel it util in 
Norwalk. CA to discuss open issues in mechanical engineering 
review areas. 

KERRIGAN. J. Licensing Branch 3. 81/06/24. 2pp. 09002:136. 


8107090226 Discusses 810617-18 . independent design review in Phoenix. AZ. 
Industry it NRC are learning to integrate operating, emergency 
it test procedures it plant Tech Specs w/hardware. 

ROSENTHAL. J. E. Instrumentation it Control Systems Branch. 81/07/02. 
4pp. 08984:209. 


8107310053 Generic Ltr 81-23A to all licensees *c CP holders, advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation. per Generic Ltr 81-23. are unnecessary. 

EISENHUT, D. G. Division of Licensing. 81/07/06. 6pp. 09222:213. 


8107150002 Clarifies 810511 response to Criteria 6 & 13 re control 
room design review contained in NRC 810416 ltr. Upon issuance 
of C-E owners group guidel ines. uti 1 will develop final 
procedures. 

VAN BRUNT. E. E. Arizona Public Service Co. 81/07/07. Ip. 

09027: 310. 


8107200333 Summary of 810627 meeting w/utll reviewers re status of 
plant review concerning emergency preparedness, containment 
sys. operator 1 icensing. procedures & test review. licensee 
qualifications it Class 9 evaluation. 

KERRIGAN. J. D. Licensing Branch 3. 81/07/07. 2pp. 09079:322. 


8107170244 Requests extension for completion of EPRI safety fc relief 
Valve test program to allow for testing of Dresser 31709NA 
safety valves. Evaluations & other plant-specific data will 
be submitted per schedule transmitted by 801215 ltr. 

VAN BRUNT. E. E. Arizona Public Service Co. Bl/07/10. Ip. 

09057: 224. 


8107300033 Submits questions to be addressed on facilities docket. 
Responses will be provided by 810807. 

VAN BRUNT. E. E. Arizona Public Service Co. 81/07/13. ip. 
09191:272. 


8107200069 Notification of 810729-30 meeting w/utll it C-E in Bethesda, 
MD to discuss interface questions re inetrumentation & 
control sys designs. 

KERRIGAN. J. Licensing Branch 3. GRIMES. C. Standardization it 
Special Projects Branch. 81/07/14. 3pp. 09079:128. 


8107280430 Requests addl info re end outstanding issues. Schedule of 
response required within seven days of receipt of ltr. W/o 
end. 

TEDESCO. R. L. Assistant Director for Licensing. 81/07/14, Ip. 
09100: 158. 


8107280679 Requests addl info re compliance of reactor containment 
pressure boundary matls w/General Design Criterion 31. 

TEDESCO. R. L. Assistant Director for Licensing. 81/07/14. Ip. 
09188: 182. 


8107290137 Requests info re status of unresolved safety issues. Info 
should involve summary description of relevant programs fc 
interim measures taken. 

TEDESCO. R. L. Assistant Director for Licensing. 81/07/14, lp. 
09190: 333. 


8107310046 Notification of 810805-06 meeting w/util in Pheonix.Ai 
discuss util mgt capabilities it organization per FSAR 
Chapter 13. 

KERRIGAN. J. Licensing Branch 3. 81/07/27. 3pp. 09221:079. 


8107310033 Notification of 810804-05 meeting w/util in Pheonix.Ai 
discuss NRC 810710 info request. 

KERRIGAN. J. Licensing Branch 3. 81/07/27. 3pp. 09221:090. 


E. NRC Safety Evaluation Report <S£R). suppls & correspondence 


8107140838 Forwards draft SER input for dc power tys. Requests sc! 
for response to open issues within 7 days. W/exception of 
items discussed.dc current power sys is acceptable. 

TEDESCO, R. L. Assistant Director for Licensing. 81/06/16. 9p 
09029: 073. 


8107140709 Informs that applicant will provide resolutions to op 
items identified in draft SER input re ac power sys by 
810803. 

VAN BRUNT, E. E. Arizona Public Service Co. 81/06/30. lp. 
09017: 234. 


8107220230 Responds to draft 8ER input re power sys. Battery high 
discharge rat# alarm not necessary. Zero ctr ammeter for 
batteries, charger output current ammeter, charger output 
voltmeter it undervoltage alarm provide same intent as alarm. 
VAN BRUNT, E. E. Arizona Public Sarvice Co. 81/07/13. 3pp. 
09117: 331. 


F. Security, medical, emergency it fire protection plans 


8107100320 Forwards Page 2-11 to NUREG, changing implementing sch 
for submission it evaluation of upgraded emergency plans per 
Generic Ltr 81-23. 

EISENHUT. D. G. Division of Licensing. 81/06/13. 4pp. 0B996: 


8107070043 Submits revised 810323 schedule for independent desig 
review meetings to resolve open items. Cites need for 
meetings an fire protection, accident analysis & security 
guard training plans. 

TEDESCO, R. L. Assistant Director for Licensing. 81/06/18. 2p 
08960: 170. 


8107090245 Forwards guard training Sc qualification p lan. Af f idavi 
Plan withheld <r#f 10CFR2.790). 

VAN BRUNT, E. E. Arizona Public Service Co. 81/07/07. 2pp. 
08904: 052. 


8107290002 Generic Ltr 81-27: requests that all emergency plan* & 
implementing procedures be submitted w/pages marked to 
reflect privacy Sc proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT, D. G. Division of Licensing. 81/07/09. 3pp. 09189: 


8107290113 Requests verification that public notification sys hz 
installed prior to issuance of OL. 

TEDESCO, R. L. Assistant Director for Licensing. 81/07/17. lp 
09189:300. 


Q. Adjudicatory correspondence 


8107020303 Notice of entrance of appearance on behalf of PL Hour 
MEYER SON. B . Arizona Center for Law in the Public Interest. 
81/03/01. 2pp. 08954:218. 


8107010198 Joint applicant answers to intervenor first set of 
interrogator ies. Resumes of individuals listed in 
Interrogatory 335 !c Certificate of Svc end. Related 
correspond ence. 

BISCHOFF, C. A. Arizona Public Service Co. BISCHOFF, C. A. Sne) 
Wilmer. 81/06/22. 186pp. 08904:062. 


8107020373 Answers to applicant first set of interrogatories. 
Certificate of Svc end. Related correspondence. 

MEYERSON, B . Center for Law in the Public Interest. 81/06/26. 
08936:323. 


8107020381 Answers to NRC first set of interrogatories. Certifiei 
Svc tc index to documents end. Related correspondence. 
MEYERSON, B. Center for Law in the Public Interest. 81/06/26. 
08921:184. 


8107190198 Motion by joint applicants to compel intervenor PL H< 
answers to 810922 interrogatories under oath. Responses ere 
deficient for failure to comply W/10CFR2. 740b (b). 

Certificate of Svc end. 

BISCHOFF, C. A. Arizona Public 8ervice Co. BISCHOFF, C. A. Bit< 
C. A. 81/07/06. 3pp. 09026:019. 
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8107190211 Motion by joint applicant* to compel intrrvanor PL Hourihan 
rt*pon*a to Interrogator!** 63-63. Certificate of Svc end. 

BISCHOFF, C. A. Arizona Public Service Co. BI8CHOFF, C. A. Bischoff, 
C.A. 81/07/06. 9pp. 09026:093. 


— 8107190244 Forward* IE Info Notice 81-19, "Lost Part* in Primary 
Coolant By*. " No response required. 

ENOELKEN, R. H. Region 9* San Francisco, Office of the Director 
<81/03/01). 81/07/06. Ip. O902B: 219. 


8107270091 Notice of withdrawal a* counsel for intervenor PL Hourihan. 
Certificate of Svc end. 

MEYERSON, B. Arizona Center for Law in the Public Interest. 

81/07/20. 2pp. 09196:339. 


8107270238 Affidavit supporting intervenor 810626 answers to 
interrogatories. Certificate of Svc end. 

HOURIHAN* P. L. Affiliation Unknown. 81/07/20. 2pp. 09160:128. 


8107240190 Response in support of joint applicant 810706 motion to 
compel intervenor to answer interrogatories Sc to compel 
answers under oath. Broad brush objections to request are 
improper. W/Certif icate of Svc. 

MCOURRENi H. J. Hearing Branch 1. 81/07/21. 7pp. 09139:240. 


8107210363 Forwards "Flow Interruption Test for Part 77910" & "Flow 
Interruption Test on Gate Valve Assembly* " in response to 
IE Bulletin 81-02* "Failure of Gate Type Valves to Close 
Against Differential Pressure. ° No corrections required. 

VAN BRUNT* E. E. Arizona Public Service Co. 81/07/07. 2pp. 

09102: 227. 


-—8 1 072 1 0367 Revision A to "Flow Interruption Test for Part 77910 
Supplied to C-E. 11 

PATEL, B. A.* BRALEYiC. * R1AZ* IT. Borg-Warner Corp. 1843 R A. 
81/03/29. 6pp. 09102:229. 


—8107210370 "Flow Interruption Test on Oate Valve Assembly. " 
HXCKQK, N. * BAME* D. * CLARK, H. E. Approved Engineering Test 
Laboratories. 948-9142. 81/03/08. 12pp. 09102:239. 


8107240226 Second set of interrogatories Sc request for document* 
directed to PL Hourihan re Contentions 1 Sc 8. Certi f icate of 
Svc end. 

MCQURREN* H. J. Hearing Branch 1. 81/07/21. 6pp. 09140:171. 


8107280032 Second set of interrogatories Sc requests for production of 
documents directed to intervenor Hourihan. Certif icate of 

B ISCHOFF, C . A. Arizona Public Service Co. BISCHOFFi C. A. 9n*ll Sc 
Uilmor. B 1/07/21. 16pp. 09169:186. 


0. Inspection reports* IE Bulletins Sc correspondence 


8107010419 Forwards IE Insp Rept* 90-928/81-06,90-329/91-06 Sc 
90-930/81-06 on 810428-0901. No noncomp 1 lane * noted. 

FAULKENBERRY* B. Reactor Construction Project* Branch. 81/06/12. 
2pp. 08909:303. 


8107140607 Advises of issuance of end IE Circular 81-09* "Containment 
Effluent Hater That Bypasses Radioactivity Monitor" to 
listed licensees. NRC 810710 transmittal ltr end. 

* Region 9* San Francisco* Office of the Director <81/03/01). 
81/07/10. Ip. 09019:221. 


—8107140634 Forwards IE Circular Bl-09* "Containment Effluent Water That 
Bypasses Radioactivity Monitor. " Response required prior to 
plant licensing. 

ENOELKEN, R. H. Region 3, San Francisco* Dffice of the Director 
<81/03/01). 81/07/10. Ip. 09019:222. 


0107170081 Advise* that IE Info Notice 81-20* "Test Failures of 
Electrical Penetration Assemblies," was sent to listed 
licensees on 810713. 

* Region 9* San Francisco, Office of the Director <81/03/01). 
81/07/13. Ip. 09093:211. 


— 8107010424 IE Insp Repts 30 - 328 / 81 - 06 , 30-929/B1-06 & 30-930/81-06 on 
810428-0901. No noncomp 1 lane * noted. Major areas inspected: 
welder qualification testing, post-weld heat treatment* 
concrete placement St tendon button heading. 

ECKHARDT , J. H. * BURDQIN. J. F. Reactor Projects Section 1. 81/06/10. 

9pp. 08903:303. 


—8107170099 Forwards IE Info Notice 81-20, "Test Failures of Electrical 
Penetration Assemblies. " Notice should be reviewed for 
possible applicability to facility. No specific action or 
response required at present. 

ENOELKEN, R. H. Region 3, San Francisco, Office of the Director 
<81/03/01). 81/07/13. Ip. 09093:212. 


8107010404 Forwards IE Insp Repts 30-928/81-03* 30-929/81-03 St 
90-930/81-09 on 810302-27 Si notice of violation. 

FAULKENBERRY* B. R)eactor Construction Projects Branch. 81/06/19. 
2pp. 08909:294. 


— 8107010409 Notice of violation from insp on 810302-27. 

VdRDERBR UEOOEN Region 3, San Francisco* Office of the Director 
(81/03/01). 81/06/13. Ip. 08903:296. 


— 8107010412 IE Insp Rept* 30-328/81-03,30-329/81-03 St 30-330/81-09 on 
810302-27. Noncomp lianc* noted: weld not stamped w/welder 
identification. 

VDRDERBR UEOOEN, ECKHARDT, J. H. Reactor Project* Section 1. 

81/06/ IS, 6pp. 08903:297- 


8107170219 Forward* IE Insp Rept* 30-928/81-07.30-929/81-07 it 
90-930/81-07 on 810401-10 it 0304-29. No noncompiianc* noted. 
FAULKENBERRY. B. Reactor Construction Projects Branch. 81/07/01. 
2pp. 09099: 206. 


—8107170223 IE Insp Repts 30-328/81-07,30-329/81-07 it 30-330/81-07 on 
810401-10 it 0304-29. No noncompiianc* noted. Major areas 
inspected: pressurizer/saf ety injection tanks, diesel 
generator oil storage tanks it control panel. 

VQRDERBR UEOOEN, ECKHARDT* J. H. Reactor Projects Section 1. 

81/06/26. 7pp. 09099:208. 


8107190139 Forwards IE Circular 81-10, "Steam Voiding in RC8 During 
Decay Heat Removal Cooldown. 11 

* Region 9, San Francisco, Office of the Director <81/03/01). 
81/07/02. ip. 09027:287. 


8107270063 Advise* that IE Info Notice Bl-21, "Potential Los* of Direct 
Access to Ultimate Heat Sink," was forwarded to listed utils 
on 810721. 

a Region 9* San Francisco, Office of the Director <81/03/01). 
81/07/21. Ip. 09198:182. 


— 8107270068 Forwards IE Info Notice 81-21, "Potential Loss of Direct 
Access to Ultimate Heat Sink. " No response requested. 

ENOELKEN, R. H. Region 3, Ban Francisco. Office of the Director 
<81/03/01). Bl/07/21. Ip. 09138:183. 


S. Reportable occurrences, LER* St related correspondence 


8107010314 Interim Deficiency Rept 81-10, originally reported on 810312, 
re hardened washers not used under bolt heads it mechanical 
shock suppressors. ITT Grinnell performing test* it analysis 
to resolve condition. Final rept will be filed by 811213. 

VAN BRUNT, E. E. Arizona Public Service Co. 81/06/09. 4pp. 

08909: 329. 


8107280223 Final deficiency rept re rejected pip* weld radiograph, 
originally reported 810312. Matter considered not reportable. 

VAN BRUNT, E. E. Arizona Public Service Co. 81/06/12. 2pp. 
09172:227. 


8107140990 Interim deficiency rept re turbine driven pump which cannot 
provide auxiliary feedwater flow within 10 seconds w/offsite 
power available tc failure of motor driven pump, originally 
reported on 810609. Evaluation completion expected by 820201. 

VAN BRUNT, E. E. Arizona Public Bervic* Co. 81/06/26. 3pp. 

09019: 107. 


—8107190144 Forwards IE Circular 81-10, "Steam Voiding in RCS During 
Decay Heat Removal Cooldown. " No response requested. 

ENOELKEN, R. H. Region 9. San Francisco, Office of the Director 
<81/03/01). 81/07/02. Ip. 09027:288. 


8107190240 Advises that IE Info Notice 81-19. "Loet Parts in Primary 
Coolant Sys, " was sent to listed licensees on 810706. 

* Region 3, San Francisco. Office of the Director (81/03/01). 
81/07/06. Ip. 09028:214. 


T. Hearing transcript* on non-antitrust matters 


8107230124 Forward* Vols 1 tc 2 of transcript of 810617-18 independent 
design review of facility instrumentation St control sys 
before Instrumentation St Control Sys Review Board in 
Phoenix, AZ. 

VAN BRUNT, E. E. Arizona Public Service Co. 81/07/19. 2pp. 
09131:244. 
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— 8107230132 Transcript Vol 1* of 810617-18 independent design review of 
facility instrumentation it control sys before 
Instrumentation & Control Sys Review Board in Phoenix* AZ. 

Pp 1-215. 

* Arizona Public Service Co. * Bechtel Corp. * Combustion 
Engineering* Inc. 81/06/18. 220pp. 09131:246. 


— 8107230144 Transcript Vol 2* of 810617-18 independent design review of 
facility instrumentation it control sys before 
Instrumentation & Control Sys Review Board in Phoenix* AZ. 

Pp 215-346. Addendum of open items end. 

* Arizona Public Service Co. * Bechtel Corp. * Combustion 
Engineering* Inc. 81/06/18. 135pp. 09132:106. 


DOCKET STN-50-529 PALO VERDE NUCLEAR STATION, UNIT 2 


A. Application/construction stage documents it correspondence 


8107070083 Forwards Reactor Sys Branch request for addl info re 
description of design features to be used to mitigate 
consequences of overpressurization events. Requests submittal 
schedule for responses within seven days. 

TEDESCQ* R. L. Assistant Director for Licensing. 81/06/22. 88pp. 

08963: 182. 


8107100344 Notification of 810714-16 meeting w/Bechtel it util in 
Norwalk* CA to discuss open issues in mechanical engineering 
review areas. 

KERRIGAN* J. Licensing Branch 3. 81/06/24. 2pp. 09002:156. 


8107090226 Discusses 810617-18 independent design review in Phoenix* AZ. 
Industry Sc NRC are learning to integrate operating* emergency 
Sc test procedures Sc plant Tech Specs w/hardware. 

ROSENTHAL* J. E. Instrumentation Sc Control Systems Branch. 81/07/02. 
4pp. 08984:209. 


8107310055 Generic Ltr 81-23A to all licensees Sc CP holders* a’dvising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation* per Generic Ltr 81-23* are unnecessary. 

EISENHUT* D. G. Division of Licensing. 81/07/06. 6pp. 09222:215. 


8107150002 Clarifies 810511 response to Criteria 6 Sc 13 re control 
room design review contained in NRC 810416 ltr. Upon issuance 
of C-E owners group guidelines* util will develop final 
procedures. 

VAN BRUNT* E. E. Arizona Public Service Co. 81/07/07. Ip. 

09027: 310. 


8107200533 Summary of 810627 meeting w/util reviewers re status of 
plant review concerning emergency preparedness* c ontainment 
sys»operator 1 icensing* procedures St test review* licensee 
qualif icat ions Sc Class 9 evaluation. 

KERRIGAN* J. D. Licensing Branch 3. 81/07/07. 2pp. 09079:322. 


8107170244 Requests extension for completion of EPRI safety it relief 
valve test program to allow for testing of Dresser 31709NA 
safety val ves. Evaluations Sc other plant-specific data will 
be submitted per schedule transmitted by 801215 ltr. 

VAN BRUNT* E. E. Arizona iPublic Service Co. 81/07/10. Ip. 

09057: 224. 


8107300033 Submits questions to be addressed on facilities docket. 
Responses will be provided by 810807. 

VAN BRUNT. E. E. Arizona Public Service Co. 81/07/13. Ip. 
09191:272. 


8107200069 Notification of 810729-30 meeting w/utll Sc C-E in Bethesda* 
MD to discuss interface questions re instrumentation St 
control sys designs. 

KERRIGAN* J. Licensing Branch 3. GRIMES. C. Standardization it 
Special Projects Branch. 81/07/14. 3pp. 09079:128. 


8107280430 Requests addl info re end outstanding issues. Schedule of 
response required within seven days of receipt of ltr. W/o 
end. 

TEDE8C0. R. L. Assistant Director for Licensing. 81/07/14. Ip. 
09180: 158. 


8107280679 Requests addl info re compliance of reactor containment 
pressure boundary mat Is w/General Design Criterion 51. 

TEDESCQ* R . L. Assistant Director for Licensing. 81/07/14. ip. 
09188: 182. F 


8107290137 Requests info re status of unresolved safety issues. Info 
should involve summary description of relevant programs fe 
interim measures taken. 

TEDESCQ, R. L. Assistant Director for Licensing. 81/07/14. Ip. 

nOI OA* r 


8107310046 Notification of 810805-06 meeting w/util in Pheonix.AZ to 
discuss util mgt capabilities it organization per FSAR 
Chapter 13. 

KERRIGAN* J. Licensing Branch 3. 81/07/27. 3pp. 09221:079. 


8107310053 Notification of 810804-05 meeting w/util in Pheonix.AZ to 
discuss NRC 810710 info request. 

KERRIGAN* J. Licensing Branch 3. 81/07/27. 3pp. 09221:090. 


E. NRC Safety Evaluation Report (SER). suppls it correspondence 


8107140709 Informs that applicant will provide resolutions to opsn 
items identified in draft SER input re ac power sys by 
810803. 

VAN BRUNT* E. E. Arizona Public Service Co. 81/06/30. Ip. 
09017:234. 


8107220230 Responds to draft SER Input re power sys. Battery high 
discharge rate alarm not necessary. Zero ctr ammeter for 
batteries* charger output current ammeter* charger output 
voltmeter it undervoltage alarm provide same intent as alarm. 
VAN BRUNT. E. E. Arizona Public Service Co. 81/07/15. 3pp. 
09117:331. 


F. Security, medical* emergency it fire protection plans 


8107100320 Forwards Page 2-11 to NUREG. changing implementing schedul* 
for submission St evaluation of upgraded emergency plans per 
Generic Ltr 81-25. 

EISENHUT, D. G. Division of Licensing. 81/06/13. 4pp. 08996: 33B. 


8107070043 Submits revised 810323 schedule for independent design 
review meetings to resolve open items. Cites need for 
meetings on fire protection, accident analysis St security 
guard training plans. 

TEDEBCO, R. L. Assistant Director for Licensing. 81/06/18. 2pp. 
08960: 170. 


8107090245 Forwards guard training St qual if ication plan. Affidavit end. 
Plan withheld (ref 10CFR2. 790). 

VAN BRLWT* E. E. Arizona Public Service Co. 81/07/07. 2pp. 

08984: 052. 


8107290002 Generic Ltr 81-27: requests that all emergency plans & 
implementing procedures be submitted w/pages marked to 
reflect privacy St proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT* D. G. Division of Licensing. 81/07/09. 5pp. 09109:059. 


8107290113 Requests verification that public notification sys has been 
Installed prior to Issuance of OL. 

TEDEBCO* R. L. Assistant Director for Licensing. 81/07/17. Ip. 
09189: 300. 


G. Adjudicatory correspondence 


8107020305 Notice of entrance of appearance on behalf of PL Hourihen. 
MEYERSON* B . Arizona Center for Law in the Public Interest. 
81/05/01. 2pp. 08954:218. 


8107010198 Joint applicant answers to intervenor first set of 
interrogatories. Resumes of individuals listed in 
Interrogatory 335 it Certificate of Svc end. Related 
correspondence. 

BISCHOFF* C. A. Arizona Public Service Co. BISCHOFF* C. A. Snell It 
Wilmer. 81/06/22. 186pp. 08904:062. 


8107020373 Answers to applicant first set of interrogatpries. 
Certificate of Svc end. Related correspondence. 

MEYERSON, B. Center for Law in the Public Interest. 81/06/26. 22pp. 

08936:025. 


8107020381 Answers to NRC first set of interrogatories. Certificate of 
Svc it index to documents end. Related correspondence. 

MEYERSON* B. Center for Law in the Public Interest. 81/06/26. 16pp. 

08921:184. 


8107150158 Motion by joint applicants to compel intervenor PL Hourihan 
answers to 810522 Interrogatories under oath. Responses are 
deficient for failure to comply W/10CFR2. 740b <b ). 

Certificate of Svc end. 

BISCHOFF* C. A. Arizona Public Service Co. BISCHOFF* C. A. Bisehoff# 
C. A. 81/07/06. 3pp. 09026:019. 


8107150211 Motion by joint applicants to compel intervenor PL Hourihan 
response to Interrogatories 63-65. Csrtificate of Svc end. 

BISCHOFF* C. A. Arizona Public 8orvice Co. BI8CH0FF* C. A. Bischoff* 
C.A. 81/07/06. 9pp. 09026:055. 
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9107270091 Notice of withdrawal as counsel for intervenor PL Hourihan. 

MEYERS04B* °Ari !ona"cent S r for Lou in the Public Interest. 

81/07/20. 2pp. 09136:339. 

B 107270238 Affidavit supporting intervenor 810626 answers to 

interr ooat or i es. Cer t i f icate of Svc end. _ 4 __ 

HOURIHAN, P. L. Affiliation Unknown. 81/07/20. 2pp. 09160:128. 

8107240190 Response in support of joint applicant 810706 motion to 
comoel intervenor to answer interrogatories & to compel 
answers under oath. Broad brush objections to request are 
improper. W/Certif icate of Svc. ___ __ 

MCGURREN, H. J. Hearing Branch 1. 81/07/21. 7pp. 09139:240. 

8107240226 Second set of interrogatories 8c request f or documents 
directed to PL Hourihan re Contentions 1 & 8. Certi f icate of 

MCOURREN, H. J. Hearing Branch 1. 81/07/21. 6pp. 09140:171. 

8107280032 Second set of interrogatories & requests for production of 
documents directed to intervenor Hour ihan. Certificate of 

BISCHOF^C.A. Arizona Public S.rvic. Co BISCHOFF, C. A. Snell St 
Wilmer. 81/07/21. 16pp. 09169:186. 

Q. Inspection reports, IE Bulletins ^correspondence 

8107010419 Forwards IE Insp Repts 30-328/81-06, 50-529/81-06 «< 

30-330/81-06 on 810428-0301. No noncompliance noted et/OA/ifl 

FAULKENBERRY, B. Reactor Construction Projects Branch. 81/06/12. 

2pp. 08903:303. 

—0107010424 IE Insp Repts 30-328/81-06,30-329/81-06 S< 50-330/81-06 on 
810428-0301. No noncompliance noted. Major areas inspected, 
welder qualif icetion testing, post-uield heat treatment, 
concrete placement b tendon button heading. 

ECKHARDT. J. H. , BURDOIN, J. F. Reactor Projects Section 1. 

3pp. 08905: 303. 


Bl/06/10. 


8107010404 Forwards IE Insp Repts 50-328/81-05,50-329/81-05 8c 

30-330/81-03 on 810302-27 8< notice of violation. ... 

FAULKENBERRY, B. Reactor Construction Projects Branch. Bi/06/13. 

2pp. 08903:294. 

—0107010409 Notice of violation from insp on ®i? 302 “? 7 V. . 

VORDERBR UEOOEN Region 3, San Francisco, Office of the Director 
(81/03/01). 81/06/13. Ip. 08903:296. 

-8107010412 IE in.p Rapt. 50-528/81-05. 30-529/81-05 t. 50-MO/BI-OS on 
810302-27. Noncompliance noted: weld not stamped w/welder 
identification. , 

VORDERBR UEOOEN, ECKHARDT, J. H. Reactor Projects Section 1. 

81/06/ 13. 6pp. 08903 : 297 . 

8107170219 Forwards IE Insp Repts 30-328/81-07, 30-S29/B 1-07 8c 
30-330/81-07 on 810401-10 * 0504-29. No noncompliance noted. 
FAULKENBERRY, B. Reactor Construction Projects Branch. 81/07/01. 

2pp. 09059:206. 

—8107170223 IE Insp Repts 30-328/81-07,30-529/81-07 8c 30-330/81-07 on 
810401-10 8c 0304-29. No noncompliance noted. Major areas 
inspected: pressurlxer/safety injection tanks, diesel 
generator oil storage tanks 8c control panel. 

VORDERBR UEOOEN, ECKHARDT, J. H. Reactor Projects Section 1. 

81/06/26. 7pp. 09039:208. 

8107190139 Forwards IE Circular 81-10, "Steam Voiding in RCS During 
Decay Heat Removal Cooldown." ....... 

# Region 3, San Francisco, Office of the Director (81/03/01). 
81/07/02. Ip. 09027: 287. 

8107190240 Advises that IE Info Notice 81-19, "Lost in Prim * ry 
Coolant 8ys» “ was sent to listed licensees on 810706. 

# Region 9, San Francisco, Office of the Director (81/03/01). 
81/07/06. Ip. 09028: 214. 


—8107190244 Forwards IE Info Notice 81-19, 
Coolant Sys. " No response “ required. 
ENOELKEN, R. H. Region 9, San Francisco, 
(81/03/01). 81/07/06. Ip. 09028:219. 


"Lost Parts in Primary 
Office of the Director 


8107210363 Forwards "Flow Interruption Test for Part 77910* 8< Flow 
Interruption Test on ©ate Valve Assembly* " in response to 
IE Bulletin 81-02, "Failure of ©ate Type Valves to Close 
Against Differential Pressure. " No corrections required. 

VAN BRUNT, E. E. Arixona Public Service Co. 81/07/07. 2pp. 

091GB: 227. 


— 8107210367 Revision A to "Flow Interruption Test for Part 77910 
Supplied to C-E. " „ OA 

PATEL, B. A. i BRALEY, C. , RIAZ,M. Borg-Warner Corp. 1843 RA. 

81/03/25. 6pp. 09102:229. 

— 8107210370 "Flow Interruption Test on ©ate Valve Assembly." 

HICKOK, N. , BAME, D. , CLARK, H. E. Approved Engineering Test 
Laboratories. 548-9142. 81/05/08. 12pp. 09102:233. 

8107140607 Advises of issuance of end IE Circular 81-09, "Containment 
Effluent Water That Bypasses Radioactivity Monitor to 
listed licensees. NRC 810710 transmittal ltr incl. 

* Region 3, San Francisco, Office of the Director (81/03/01). 

81/07/10. Ip. 09015:221. 

—8107140634 Forwards IE Circular 81-09. "Containment Effluent Water That 
Bypasses Radioactivity Monitor. " Response required prior to 

eJoeLKEN^^H. ^Region 5, San Francisco, Office of the Director 
(81/03/01). 81/07/10. Ip. 09013:222. 

8107170081 Advises that IE Info Notice 81 - 20 , "Test Failures of 
Electrical Penetration Assemblies." was sent to listed 
licensees on 810713. .. 

* Region 3, San Francisco, Office of the Director (81/03/01). 

81/07/13. Ip. 09033:211. 

—8107170095 Forwards IE Info Notice 81-20, "Test Failures of Electrical 
Penetration Assemblies." Notice should be reviewed for 
possible applicability to facility. No specific action or 
response required at present. 

ENOELKEN, R. H. Region 5, Ban Francisco, Office of the Director 
(81/03/01). 81/07/13. Ip. 09033:212. 

8107270063 Advi... th.t IE In,o Notlc. 81-21, “PDt.ntl.l Lo.s of Diroct 
Access to Ultimate Heat Sink," was forwarded to listed utils. 

2° Region 3, San Francisco, Office of the Director (81/03/01). 

81/07/21. Ip. 09138:182. 

— 8107270068 Forwards IE Info Notice 81-21. "Potential Loss of Direct 
Access to Ultimate Heat Sink. " No response Dlr#ctor 
ENOELKEN, R. H. Region 3, San Francisco. Office of the Director 
(81/03/01). 81/07/21. Ip. 09158:183. 

8. Reportable occurrences, LERs & related correspond en ce 

8107010314 Int.rim D.fici.ncy R.pt Bl- 10 . oTl jin.llg r,p=rt.d on 810512. 
re hardened washers not used under bolt heads & 
shock suppressors. ITT ©rinn.ll performing test. analysis 
to resolve condition. Final rept will b * Jil 818 *-. 

VAN BRUNT; E. E. Arixona Public Service Co. 81/06/09. 4pp. 

08903: 323. 

8107280223 Flnol d.fici.ncy r.pt r. r.j.ct.d J 1 "* 
originally r.port.d B 10312 . Mott.r con.id.rod not 
VAN BRUNT, E. E. Arixona Public Service Co. 81/06/12. 2pp. 

09172:227. 

8107140550 Int.rim d.fici.ncy r.pt r. turbin. driv.n PO«j «hlch «nnot 
provide auxiliary feedwater flow within 10 
power available * failure of motor driven . 

reported on 810605. Evaluation completion 

VAN BRUNT. E. E. Arixona Public Service Co. 81/06/26. 3pp. 

09013: 107. 

T. Hearing transcripts on non-antitrust mat ter s 

8107230124 For U .rd. V.l. 122.* tr.n.crlpt.f 810617-18 Ind.p.nd.nt 
design review of facility instrumentation * control sys 
before Instrumentation * Control Sys Review Board in 

viS*8RUNT?E. E. Aril on. Public S.rvlc. Co. 81/07/15. 2pp. 

09131:244. 

-8107230132 Tr.n.cript Vol 1. of 810417-18 ind.p.nd.nt d..ign r.vi« of 
docility in.trum.nt.tion ^control «y» b.f.r. 

In.trum.nt.tion 6 Control By. R.vl.ui Bo.rd in Phoonlx.AZ. 

? Irul*. Public a.rvic. Co. . KrtWfcj. * Combu.tl.n 
Engin..ring, Inc. 81/06/18. 220pp. 09131:246. 

-8107230144 Tron.cript Vol 2. of 810417-18 lnd.ptndont d..ign r.vio» of 

^Ui:inti^:T^ir.i%5: B S r .w.: g BoSrd » 

r^is^u; u s.;ii:s , So lt ;r;rcit. 1 corp . c-Mi- 

Eng inciting. Inc. 81/04/18. 135pp. 09132:104. 
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PALD VERDE NUCLEAR STATION, UNIT 3 
A * C<> ^ :> ' ^/construction stage documents Sc correspondence 


8107070083 Forwards Reactor Sys Branch request for addl info re 
description of design features to be used to mitigate 
consequences of overpressurization events. Requests submittal 
*°, U le f or responses within seven days. 

?' R ‘ L ’ A **i«tant Director for Licensing. 81/06/22. 88pp. 


8107100344 Notification of 810714-16 meeting w/Bechtel 8< util in 
Norwalk, CA to discuss open issues in mechanical engineering 
review areas. 

KERRIOAN, J. Licensing Branch 3. 81/06/24. 2pp. 09002:106. 


8107090226 Discusses 810617-18 independent design review in Phoenix* AZ. 
Industry 8c NRC are learning to integrate operating* emergency 
P roc * d u r »* *< plant Tech Specs w/hardware. 

ROSENTHAL, J. E. Instrumentation 8c Control Systems Branch. 81/07/02. 
4pp. 08984:209. 


8107310030 Generic Ltr 81-23A to all licensees 8c CP hoi ders, advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation # per Generic Ltr Bl-23, are unnecessary. 

EI8ENHUT, D. O. Division of Licensing. 81/07/06. 6pp. 09222:213. 


8107130002 Clarifies 810311 response to Criteria 6 8c 13 re control 
room design review contained in NRC 810416 ltr. Upon issuance 
of C—E owners group guidelines, util will develop final 
procedures . 

VAN BRUNT, E, E. Arizona Public Service Co. 81/07/07. ip. 

09027: 310. 


8107200333 Summary of 810627 meeting w/util reviewers re status of 
plant review concerning emergency preparedness, containment 
sys, operator 1 icensing, procedures 8c test review, licensee • 
qualif icat ions 8c Class 9 evaluation. 

KERRIOAN, J. D. Licensing Branch 3. 01/07/07. 2pp. 09079:322. 


8107170244 Requests extension for completion of EPR1 safety 8c relief 
valve test program to allow for testing of Dresser 31709NA 
safety val ves. Evaluations 8c other plant-specific data will 
be submitted per schedule transmitted by 801213 ltr. 

VAN BRUNT. E. E. Arizona Public Service Co. 81/07/10. Ip. 

09037: 224. 


8107300033 Submits questions to be addressed on facilities docket. 
Responses will be provided by 810807. 

VAN BRUNT, E. E. Arizona Public Service Co. 81/07/13. ip. 

09191: 272. 


8107200069 Notification of 810729-30 meeting w/util 8c C-E in Bethesda, 
HD to discuss interface questions re instrumentation 8< 
control sys designs. 

KERRIOAN. J. Licensing Branch 3. 81/07/14. 3pp. 09079:128. 


8107280430 Requests addl info re end outstanding issues. Schedule of 
response required within seven days of receipt of ltr. W/o 
end. 

TEDEBCO, R. L. Assistant Director for Licensing. 81/07/14. Ip. 
09180: 138. 


8107280679 Requests addl info re compliance of reactor containment 
pressure boundary matls w/Oeneral Design Criterion 31. 

TEDEBCO, R. L. Assistant Director for Licensing. 81/07/14. Ip. 
09188: 182. 


8107290137 Requests info re status of unresolved safety issues. Info 
should involve summary description of relevant programs 8c 
interim measures taken. 

TEDEBCO, R, L. Assistant Director for Licensing. 81/07/14. Ip. 
09190: 333. 


8107310046 Notification of B10803-06 meeting w/util in Pheonix.AZ to 
discuss util mgt capabilities 8< organization per F8AR 
Chapter 13. 

KERRIOAN, J. Licensing Branch 3. 81/07/27. 3pp. 09221:079. 


0107310093 Notification of 810804-03 meeting w/util in Pheonix.AZ to 
discuss NRC 810710 info request. 

KERRIOAN, J, Licensing Branch 3. 81/07/27. 3pp. 09221:090. 


E. NRC Safety Evaluation Report ( 8ER ) , suppls 8c correspondence 


8107140838 Forwards draft SER input for dc power sys. Requests scheduH 
for response to open issues within 7 days. W/exception of 
items discussed.de current power sys is acceptable. 

TEDEBCO, R. L. Assistant Diractor for Licanslng. 81/06/16. 9pp. 
09029: 073. 


8107140709 Informs that applicant will provlda rasolutions to opsn 
items identified in draft SER input re ac power sys by 
810803. 

VAN BRUNT, E. E. Arizona Public Service Co. 81/06/30. Ip. 

09017: 234. 


8107220230 Responds to draft SER input re power sys. Battery high 
discharge rate alarm not ntcessary. Zero ctr ammeter for 
batteries, charger output current ammeter, charger output 
voltmeter 8c undervoltage alarm provide same intent as alarm. 
VAN BRUNT, E. E. Arizona Public Service Co. 81/07/19. 3pp. 
09117:331. 


F. Security, medical, emergency 8c fire protection plans 


8107100320 Forwards Page 2-11 to NUREO, changing implamantlng schidul* 
for submission 8c avaluation of upgraded emergency plans per 
Oeneric Ltr 81-29. 

EISENHUT, D. 0. Division of Licensing. 81/06/13. 4pp. 08996:358. 


8107070043 Submits revised 810323 schedule for independent design 
review meetings to resolve open items. Cites need for 
meetings on fire protec tion, accident analysis 8c security 
guard training plans. 

TEDEBCO, R. L. Assistant Director for Licensing. 81/06/18. 2pp. 
08960: 170. 


8107090249 Forwards guard training 8c qualif ication plan. Affidavit end 
Plan withheld (ref 10CFR2.790). 

VAN BRUNT, E. E. Arizona Public Service Co. 81/07/07. 2pp. 

08984: 032. 


8107290002 Oeneric Ltr 81-27: requests that all emergency plans & 
implementing procedure, s be submitted w/pages marked to 
reflect privacy 8c proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT, D. 0. Division of Licensing. 81/07/09. 3pp. 09189:039. 


8107290113 Requests verification that public notification eys has beef 
installed prior to issuance of OL. 

TEDEBCO, R. L. Assistant Director for Licensing. 81/07/17. Ip. 
09189: 300. 


0. Adjudicatory correspondance 


8107020303 Notice of entrance of appearance on behalf of PL Hourlhen. 
MEYERSON, B. Arizona Center for Law in the Public Interest. 
81/03/01. 2pp. 08934:218. 


8107010198 Joint applicant answers to intervenor first set of 
interrogat ories. Resumes of individuals listed in 
Interrogatory 339 ic Certificata of Svc and. Related 
correspond ence. 

BI8CH0FF, C. A. Arizona Public Service Co. BI8CH0FF, C. A. Snell fc 
Wilmer. 81/06/22. 186pp. 08904:062. 


8107020373 Answers to applicant first set of interrogatories. 
Certificate of Svc end. Related correspondence. 

HEYERSON, B. Center for Law in tha Public Interest. 81/06/26. 22pi 
08936:323. 


8107020381 Answers to NRC first set of interrogatories. Certificate d 
Svc 8c index to documents end. Related correspondence. 

HEYER80N, B . Center for Law in tha Public Interest. 81/06/26, l6p 
08921:184. 


8107190198 Motion by joint applicants to compel intervenor PL Hourly 
answers to 810922 interrogatories under oath. Rasponsas are 
deficient for failure to comply W/10CFR2. 740b(b>. 

Certificate of Svc end. 

B18CH0FF, C. A. Arizona Public 8ervict Co. BISCHOFF, C. A. Bitchoff, 
C.A. 81/07/06. 3pp. 09026:019. 


8107190211 Motion by joint applicants to compel intervenor PL Houritu 
response to Interrogatories 63-69. Cart if icata of Svc end. 

BISCHOFF, C.A. Arizona Public Service Co. BISCHOFF, C. A. Bischo#*, 
C.A. 81/07/06. 9pp. 09026:033. 
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8107270091 Notice of withdrawal as counsel for intervenor PL Hourihan. 
Certificate of Svc end. 

MEYERSONiB. Arizona Center for Law in the Public Interest. 

81/07/20. 2pp. 09156: 339. 


8107270238 Affidavit supporting intervenor 810626 answers to 
Interrogatories. Certificate of Svc end. 

HOURIHAN* P. L. Affiliation Unknown. 81/07/20. 2pp. 09160:128. 


8107240190 Response in support of joint applicant 810706 motion to 
compel intervenor to answer interrogatories Sc to compel 
answers under oath. Broad brush objections to request are 
improper. W/Certif icate of Svc. 

MCOURREN* H. J. Hearing Branch 1. 81/07/21. 7pp. 09139:240. 


8107240226 Second set of interrogatories Sc request for documents 
directed to PL Hourihan re Contentions 1 Sc 8. Certificate of 
Svc end. 

MCQURREN, H. J. Hearing Branch 1. 81/07/21. 6pp. 09140:171. 


8107280032 Second set of interrogatories Sc requests for production of 
documents directed to intervenor Hourihan. Certificate of 
Svc end. 

BISCHOFF, C. A. Arizona Public Service Co. BISCHOFF* C. A. Snell Sc 
Mi lmer. 81/07/21. 16pp. 09169:186. 


Q. Inspection reports* IE Bulletins & correspondence 


8107010419 Forwards IE Insp Repts 50-528/81-06, 50-529/81-06 & 
50-330/81-06 on 810428-0501. No noncompliance noted. 

FAULKENBERRY, B. Reactor Construction Projects Branch. 81/06/12. 
2pp. 08905:303. 


—8107010424 IE Insp Repts 50-528/81-06,50-529/81-06 Sc 50-530/B1-06 on 
8 10428-0 501. No noncompliance noted. Major areas inspected: 
welder qualification testing* post-weld heat treatment, 
concrete placement & tendon button heading. 

ECKHARDT, J. H. . BURDOIN. J. F. Reactor Projects Section 1. 81/06/10. 

5pp. 08905:305. 


8107010404 Forwards IE Insp Repts 50-328/81-05,50-529/81-05 Sc 
30-530/81-03 on 810302-27 Sc notice of violation. 

FAULKENBERRY* B. Reactor Construction Projects Branch. 81/06/15. 
2pp. 08905:294. 


—8107010412 IE Insp Repts 50-528/81-05*50-529/81-03 8c 50-330/81-05 on 
810302-27. Noncompliance noted: weld not stamped w/welder 
identification. 

VORDERBRUECGEN, ECKHARDT. J. H. Reactor Projects Section 1. 

81/06/13. 6pp. 08905:297. 


8107170219 Forwards IE Insp Repts 50-52B/81-07, 50-329/B1-07 Sc 
30-530/81-07 on 810401-10 Sc 0504-29. No noncompliance noted. 
FAUUKENBERRY* B. Reactor Construction Projects Branch. 81/07/01. 
2pp. 09059:206. 


—8107170223 IE Insp Repts 50-528/81-07.50-529/81-07 Sc 50-330/81-07 on 
810401-10 Sc 0304-29. No noncompliance noted. Major areas 
inspected: pressur i zer/safety injection tanks, diesel 
generator oil storage tanks Sc control panel. 

VQRDERBR UEOOEN, ECKHARDT, J. H. Reactor Projects Section 1. 

81/06/26. 7pp. 09059:208. 


8107150139 Forwards IE Circular 81-10, u Steam Voiding in RCS During 
Decay Heat Removal Cooldown. " 

* Region 5, San Francisco, Office of the Director <81/03/01). 
81/07/02. Ip. 09027:287. 


8107150240 Advises that IE Info Notice 81-19. "Lost Parts in Primary 
Coolant Sys*“ was sent to listed licensees on 810706. 

* Region 5, San Francisco* Office of the Director (Bl/03/01). 
81/07/06. ip. 09028:214. 


— 8107150244 Forwards IE Info Notice Bi-19, "Lost Parts in Primary 
Coolant Sy s. " No response required. 

ENBELKEN* R. H.. Region 3, San Francisco, Office of the Director 
(81/03/01). 81/07/06. Ip. 09028:213. 


8107210363 Forwards "Flow Interruption Test for Part 77910" Sc "Flow 
Interruption Test on Qate Valve Assembly, 11 in response to 
IE Bulletin 81-02, "Failure of ©ate Type Valves to Close 
Against Differential Prassure. " No corrections required. 

VAN BRUNT* E. E. Arizona Public Service Co. 81/07/07. 2pp. 

09102: 227. 


—8107210367 Revision A to "Flow Interruption Test for Part 77910 
Supplied to C-E. " 

PATEL, B. A., BRALEY* C. , RIAZ,M. Borg-Warner Corp. 1843 R A. 
81/03/25. 6pp. 09102:229. 


■8107210370 "Flow Interruption Test on ©ate Valve Assembly." 
HICKOK* N. , BAME, D. » CLARK* H. E. Approved Engineering Test 
Laboratories. 548-9142. 81/05/08. 12pp. 09102:235. 


8107140607 Advises of issuance of end IE Circular 81-09* "Containment 
Effluent Water That Bypasses Radioactivity Monitor" to 
listed 1 ic ensees. NRC 810710 transmittal ltr end. 

* Region 5, San Francisco, Office of the Director <81/03/01). 
81/07/10. lp. 09015:221. 


—8107140634 Forwards IE Circular 81-09* "Containment Effluent Water That 
Bypasses Radioactivity Monitor. " Response required prior to 
plant licensing. 

ENQELKEN* R. H. Region 5* San Francisco* Office of the Director 
(81/03/01). 81/07/10. lp. 09015:222. 


8107170081 Advises that IE Info Notice 81-20* "Test Failures of 
Electrical Penetration Assemblies," was sent to listed 
licensees on 810713. 

* Region 5, San Francisco. Office of the Director (81/03/01). 
81/07/13. lp. 09053:211. 


— 8107170095 Forwards IE Info Notice 81-20, "Test Failures of Electrical 
Penetration Assemblies. 11 Notice should be reviewed for 
possible applicability to facility. No specific action or 
response required at present. 

ENOELKEN* R. H. Region 5* San Francisco, Office of the Director 
(81/03/01). 81/07/13. lp. 09053:212. 


8107270063 Advises that IE Info Notice 81-21, "Potential Loss of Direct 
Access to Ultimate Heat Sink, " was forwarded to listed utils 
on 810721. 

* Region 5, San Francisco* Office of the Director (81/03/01). 
81/07/21. lp. 09158: 1B2. 


— 8107270068 Forwards IE Info Notice 81-21, "Potential Loss of Direct 
Access to Ultimate Heat Sink. " No response requested. 

ENOELKEN* R. H. Region 5* San Francisco, Office of the Director 
<81/03/01). 81/07/21. lp. 09158:183. 


S. Reportable occurrences* LERs & related correspondence 


8107010314 Interim Deficiency Rept 81-10* originally reported on 810512* 
re hardened washers not used under bolt heads & mechanical 
shock suppressors. ITT ©rinnell performing tests Sc analysis 
to resolve condition. Final rept will be filed by 811215. 

VAN BRUNT* E, E. Arizona Public Service Co. 81/06/09. 4pp. 

08905: 325. 


8107280223 Final deficiency rept re rejected pipe weld radiograph* 
originally reported 810512. Matter considered not reportable. 

VAN BRUNT, E, E. Arizona Public Service Co. 81/06/12. 2pp. 
09172:227. 


8107140550 Interim deficiency rept re turbine driven pump which cannot 
provide auxiliary feedwater flow within 10 seconds w/offsite 
power available & failure of motor driven pump, or iginal ly 
reported on 810605. Evaluation completion expected by 820201. 

VAN BRUNT* E. E. Arizona Public Service Co. 81/06/26. 3pp. 

09015: 107. 


T. Hearing transcripts on non-antitrust matters 


8107230124 Forwards Vols 1 & 2 of transcript of 810617-18 independent 
design review of facility instrumentation & control sys 
before Instrumentation Sc Control Sys Raview Board in 
Phoenix* AZ. 

VAN BRUNT* E. E. Arizona Public Service Co. 81/07/15. 2pp. 
09131:244. 


—8107230132 Transcript Vol 1* of 810617-18 indepandent design review of 
facility instrumentation Sc control sys before 
Instrumentation Sc Control Sys Review Board in Phoenix* AZ. 

Pp 1-215. 

4 Arizona Public Service Co. * Bechtel Corp. * Combustion 
Engineering* Inc. 81/06/18. 220pp. 09131:246. 


— 8107230144 Transcript Vol 2* of 310617-18 independent design review of 
facility instrumentation Sc control sys before 
Instrumentation St Control Sys Review Board in Phoenix, AZ. 

Pp 215-346. Addendum of open items enel. 

* Arizona Public Service Co. # Bechtel Corp. # Combustion 
Engineering* Inc. 81/06/18. 135pp. 09132:106. 
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DOCKET STN-50-535 GASSAR-6 


A. Application/construction stage documents it correspondence 


8107210075 Submits review of possible HTGR applications in response to 
810526 request. Lists items developed as result of facility 
operating experience associated w/NUREG-0737. 

DIRCKS, W. Office of the Executive Director for Operations. 

81/06/12. 16pp. 09107:302. 


DOCKET 50-537 CLINCH RIVER BREEDER REACTOR 


A. Application/construction stage documents it correspondence 


8107010448 QUANTIFIED FAULT TREE MODELS FOR THE CLINCH RIVER BREEDER 
REACTOR ENGINEERED SAFETY SYSTEMS. 

COPUB, E. R. Sandia Laborator ies. FIN A-1197. NUREG/CR-1923. 
81/06/30. 35pp. Available at NTIS. 08917:160. 


S. Reportable occurrences. LERs it related correspondence 


8107240070 Part 21 rept re defects in Lamco Industries guide tube 
assemblies. Mark 27-30 to Mark 27-32 uield on Guide Tube 
S/N 1683 rejected for incomplete fusion. Repair will be 
completed by 811001. 

NOLES.R.B. Babcock 8* Wilcox Co. 81/07/15. 5pp. 09137:159. 


DOCKET 50-538 MEMPHIS STATE UN IV. RESEARCH REACTOR 


S. Reportable occurrences. LERs & related correspondence 


8107310131 RO 81-1: on 810608» unschedul ed power outage resulted in 
reactor sh utdouin. Caused by loss of reactor control power# 
interrupting electrical current to control rod holding 
magnets. Magnet assemblies returned to correct position. 

JONES. D. W. Memphis State Univ. Bl/06/11. 4pp. 09218:207. 


DOCKET STN— 50-546 MARBLE HILL NUCLEAR STATION, UNIT 1 


A. Application/construction stage documents 8< correspondence 


8107080164 Forwards Parameter, Inc, Hamm Eng ineers, Inc "Review of 
Evaluation of Concrete at Marble Hill Nuclear Generating 
Station, Un its 1 & 2, ** supporting NRC graduated recision of 
790815 order confirming suspension of const at facilities. 

KEPPLER, J. G. Region 3, Chicago, Office of the Director <81/03/01). 
81/07/01. 2pp. 08965:279. 


— 8107080165 "Review of Evaluation of Concrete at Marble Hill Nuclear 
Generating Station* Units 1 & 2. " 

HAMM, R. C. Hamm Engineers, Inc. PARME, A. L. Affiliation Unknown. 
* Parameter, Inc. NRC -05-80-251. 81/06/25. 25pp. 08965: 2B1. 


8107310055 Generic Ltr 81-23A to all licensees & CP holders, advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation, per Generic Ltr 81-23* are unnecessary. 

EISENHUT, D. G. Division of Licensing. 81/07/06. 6pp. 09222:215. 


8107270059 Forwards response to 810326 ltr re homogeneity of in-place 
concrete at facility site. Quality of in-place concrete has 
been adequately assessed. 

KEPPLER, J. G. Region 3* Chicago, Office of the Director (81/03/01). 
01/07/22. 7pp. 09158: 196. 


8107290045 Responds to 810504 Generic Ltr 81-01 re qualification of 
insp* exam, testing 8c audit personnel. Project QA manual 
commits to AN8I/ABME N45. 2. 23-1978, ANSSI N45. 2, N45. 2. 9 8t 
N45.2. 10 as identified in Reg Guide 1.146. 

SHIELDS, S. W. Public Service Co. of Indiana, Inc. 81/07/22. Ip. 
09184: 155. 


F. Security, medical* emergency Sc fire protection plans 


8107100320 Forwards Page 2-11 to NUREG. changing implementing schedule 
for submission & evaluation of upgraded emergency plane per 
Generic Ltr 81-25. 

EISENHUT, D. G. Division of Licansing. 81/06/13. 4pp. 08996:398. 


8107290002 Generic Ltr 81-27: requests that all emergency plans 8c 
implementing procedures ba submitted w/paget marked to 
reflect privacy 8c proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT, D. G. Division of Licensing. 81/07/09. 5pp. 09189:059. 


8107200362 Advises that licensees must submit three copies of emergency 
p Ians, proc edures 8c revisions to NRC ragional ofc. All copies 
should be sent to Region 3 incident response ctr. 

KEPPLER, J. G. Region 3, Chicago, Office of the Director <81/03/01). 
81/07/10. 2pp. 09070:215. 


G. Adjudicatory correspondence 


8107150223 Addendum to 810414 petition for Commission review of NRC 
810327 order to resume const at faci lity. Independent 
engineers must defend determination of 95% reliability. 
Certificate of Svc encl. Related correspondence. 

DATTILO, T. M. Save the Valley - Save Marble Hill. DATTILO, T. M. 
Dattilo, T.M. 81/07/10. 4pp. 09028:065. 


8107240022 Order granting extension until 810805 for Commission to 
review Director's Decision DD-81-10. 

CHILK, 8. J. Office of the Secretary of the Commission. 81/07/21. 
Ip. 09137:190. 


H. General correspondence 


8107140747 Forwards 810614 resolution opposing facility const. 

WIDLAKiF. M. Izaak Walton League of America* Indians Div. 81/07/02. 
2pp. 09017:181. 


Q. Inspection reports, IE Bulletins 8i correspondence 


8107060258 Forwards IE Insp Repts 50-546/81-06 Si 50-547/81-06 on 
810407-10, 14-17,21-25,27-30,0508 8t 12-13. No noncompliance 
noted. 

NORELIUS, C . E. Division of Engineering 8t Technical Inspection. 
81/06/03. 2pp. 08891:263. 


— 8107060259 IE Insp Repts 50-546/81-06 8c 50-547/81-06 on 810407-10, 
14-17,21-25.27-30,0508 it 12-13. No noncompliance noted. Major 
areae inspected: previously identified fnep findings 8i 
observation of work 8c review of quality records. 

HAWKINS, F. C. , NORTON, J. F. , WILLIAMS* C. C. Plant Systems Section. 
81/06/02. 11pp. 08891:285. 


8107060311 Forwards IE Insp Repts 50-546/81-08 Ic 50-547/81-08 on 
810505-07. No noncompliance noted. 

HE18HMAN* R . F. Division of Resident 8c Project Inspection. 81/06/16. 
2pp. 08892: 178. 


— 8107060315 IE Insp Repts 50-546/81-08 8c 50-547/81-08 on 810905-07. No 
noncompliance noted. Major areae inspected: followup on 
10CFR90. 95e reportable items. 

SCHWEIBI NZ, E. R. * LITTLE, W. S. Reactor Projects Section 2C. 
81/06/15. 3pp. 08892: 180. 


8107140696 Forwards IE Insp Repts 50-546/81-09 8i 50-547/81-09 on 
810501-31. No noncompliance noted. 

HEX9HMAN* R . F. Division of Raeident 8c Project Inspection. 81/06/19. 
2pp. 09017:141. 


-—8107140705 IE Insp Repts 90-546/81-09 8c 50-547/B1-09 on 810501-81. No 
noncompliance noted. Major areas inspected: storage Sc meint 
activities for safety-related items 8c const activities 
conducted by mechanical Sc civil contractors. 

HARRISON, J. J. * LITTLE* W. 8. Reactor Project* Section 2C. 81/06/08. 

8pp. 09017; 143. 


8107140694 Forwards IE Insp Repts 80-846/81-10 Si 80-847/81-10 on 
810610-12. No noncompl iance noted. 

NORELIUS* C. E. Division of Engineering Si Technical Inspection. 
81/06/30. 2pp. 09017: 133. 


—8107140700 IE Insp Repts 50-846/81-10 8c 80-547/81-10 on 810610-12. No 
noncompl iance noted. Major areas inspected: followup on 
previously identified insp findings 8< observations of work 
re corrective actions for SPP-6 (cadwelds). 

HAWKIN8, F. C. * HARRISON* J. J. , LANDSMAN* R. B. Plant Systems Section. 
81/06/23. 5pp. 09017: 135. 


8107240409 Advise* that IE Circular 81-10* "Steam Voiding in RCS Durinj 
Heat Removal Cooldown* " was forwarded to listed utils. 

* Region 3* Chicago, Office of the Director <01/03/01). Bl/07/02, 

lp. 09148:206. 


8107210388 Responds to IE Bulletin 81-03 re flow blockage caused by 
Corbicula Sp Sc Mytilus Sp . No ‘ potential ly affected sys have 
been filled w/river water. Preventive methods will be 
submitted by 010821. 

8HIELD8, 8. W. Public Service Co. of Indiana* Inc. Bl/07/03. Ip, 
09104:060. 
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8107100217 Notifies that IE Circular 81-10* "Steam Voiding in RCS 
During Decay Heat Removal Cooldown*" was sent to listed 
licensees on 810702. ^ , . _ . 

CARROLL* D. E. Word Processing & Document Control Section. 81/07/06. 

2pp. 08994:342. 


8107240306 Advises that IE Info Notice 81-19* "Lost Parts in Primary 
Coolant Su s* " was forwarded to listed utils. 

* Region 3* Chicago* Office of the Director <81/03/01). 81/07/06. 

lp. 09148:203. 


DOCKET STN-50-S47 MARBLE HILL NUCLEAR STATION, UNIT 2 
A. Applicati on/construction stage documents & correspondence 


8107080164 Forwards Parameter* Inc* Hamm Eng ineers* Inc "Review of 
Evaluation of Concrete at Marble Hill Nuclear Generating 
Station* Units 1 it 2, " supporting NRC graduated recision of 
790815 order confirming suspension of const at facilities. 

KEPPLER, J. G. Region 3* Chicago. Office of the Director <81/03/01). 
81/07/01. 2pp. 08963:279. 


8107160341 Responds to IE Bulletin 81-02. Westinghouse informed 
that 12 W-EMD mfg valves requiring closure at differential 
pttMures greater than limits set forth in Table 1 of 
bulletin have been identified. List of affected valves end. 
SHIELDS, S. W. Public Service Co. of Indiana. Inc. 81/07/07. 
09041:347. 


util 


3pp. 


8107200402 Notifies that IE Info Notice 81-19. "Lost Parts in Primary 
Coolant Sys, " was sent to listed utils on 810706. 

CARROLL, D. E. Word Processing it Document Control Section. 

2pp. 09073: 323. 


81/07/07. 


8107150107 Advises that IE Circular 81-09, "Containment Effluent Water 
That Bypasses Radioactivity Monitor," was sent to listed 
licensees on 810710. 

CARROLL* D. E. Word Processing & Document Control Section. Bl/07/10. 
2pp. 09026:026. 


8107170236 Advises that IE Info Notice 81-20* "Test Failures of 
Electrical Penetration Assemblies* " was sent to listed utils 

CARRDLL^d! E. Word Processing it Document Control Section. 81/07/13. 
2pp. 09051:028. 


—8107080163 "Review of Evaluation of Concrete at Marble Hill Nuclear 
Generating Station* Units 1 it 2. " 

HAMM, R. C . Hamm Engineers, Inc. PARME, A. L. Affiliation Unknown. 
* Parameter, Inc. NRC -05-80-231. 81/06/25. 23pp. 08965:281. 


8107310055 Generic Ltr 81-23A to all licensees 8< CP holders* advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation, per Generic Ltr 81-23* are unnecessary. 

EI8ENHUT* D. G. Division of Licensing. Bl/07/06. 6pp. 09222:213. 


8107270059 Forwards response to 810326 ltr re homogeneity of in-place 
concrete at facility site. Quality of in-place concrete has 
been adequately assessed. 

KEPPLER, J. G. Region 3* Chicago* Office of the Director (81/03/01). 
81/07/22. 7pp. 09138:196. 


8107290043 Responds to 810304 Generic Ltr 81-01 re qualification 
insp* exam, test ing it audit personnel. Project QA manual 
commits to ANSI/ASME N43. 2. 23-1978, AN8SI N43. 2* N43. 2. 9 it 
N43.2. 10 as identified in Reg Guide 1.146. 

SHIELDS* 8. W. Public Service Co. of Indiana, Inc. 81/07/22. 
09184: 153. 


of 


Ip- 


8107170243 Advises that IE Info Notice 81-20, "Test Failures of 
Electrical Penetration Assemblies," was forwarded to 

listed licensees. _ . .. 

* Region 3* Chicago* Office of the Director <81/03/01). 81/07/13. 

lp. 09031:001. 


8107170251 Advises that IE Circular 81-09* "Containment Effluent Water 
That Bypasses Radioactivity Monitor." was forwarded to 

listed licensees. _ v _ 4 _ 

# Region 3* Chicago* Office of the Director <81/03/01). Bl/07/13. 

lp. 09058:209. 


8107280223 Forwards IE Insp Repts 30-546/81-11 & 30-347/81-11 on 

810601-30. No noncomplianc# noted. 

HEI9HMAN* R . F. Division of Resident it Project Inspection. 81/07/13. 
2pp. 09172: 229. 


— 8107280229 IE Insp Repts 50-546/81-11 Sc 50-347/81-11 on 810601-30. No 
noncompliance noted. Major areas inspected: verification 
that activities complied w/790815 NRC confirming stop work 
order Sc subsequent graduated recission of order. 

HARRISON* V. J. * LITTLE* W. S. Reactor Projacts Section 2C. 

6pp. 09172:231. 


81/07/13. 


8103300402 IE Info Notice 81-21* "Potential Loss of Direct Access to 
Ultimate Heat Sink. " 

* Director's Office, Office of Inspection and Enforcement. 
81/07/21. 3pp. 09162:348. 


F. Security, medical, emergency Sc fire protection plans 


8107100320 Forwards Page 2-11 to NUREG* changing implementing schedule 
for submission 8« evaluation of upgradad emergency plans per 
Oeneric Ltr 81-25. ___ 

EISENHUT* D. G. Division of Licensing. 01/06/13. 4pp. 08996:338. 


8107290002 Gsneric Ltr 81-27: requests that all emergency plans it 
implementing procedures be submitted w/pages marked to 
reflect privacy 8c proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT, D. G. Division of Licensing. 81/07/09. 5pp. 09189:0 


8107200362 Advises that licensees must submit three copies of emergency 
p Ians, proc ed ures 8< revisions to NRC regional ofc. All copies 
should be sent to Region 3 incident response ctr. 

KEPPLER, J. G. Region 3, Chicago* Office of the Director (81/03/01). 
81/07/10. 2pp. 09070:213. 


G. Adjudicatory correspondence 


8107130223 Addendum to 810414 petition for Commission review of NRC 
810327 order to resume const at facility. Independent 
engineers must defend determination of 935i reliability. 

Certificate of Svc end. Related correspondence. 

DATTILO, T. M. Save the Valley - Save Marble Hill. DATTILOiT.M. 
Dattilo* T.M. 81/07/10. 4pp. 09028:063. 


8107270246 Advises that IE Info Notice Bl-21* "Potential Loss of Direct 
Access to Ultimate Heat Sink* " was sent to listed licensees 

CARROLL* D. E. Word Processing it Document Control Section. 81/07/21. 
2pp. 09160: 112. 


8107270218 Advises that IE Circular 81-12. "Inadequate Periodic Test 
Procedure of PWR Protection Sys*" was sent to listed 
licensees on 810722. 

CARROLL* D. E. Word Processing it Document Control Section. 81/07/2B. 
2pp. 09160: 131. 


8107240022 Order granting extension until 810803 for Commission to 
review Director's Decision DD-81-10. 

CHILK, S. J. Office of the Secretary of the Commission. 81/07/21. 
lp. 09137: 190. 


H. General correspondence 


8107140747 Forwerdt 810614 resolution opposing fac i 11 * on * t - , 

W1DLAK* F. W, Izaek Walton League of America* Indiana Div. 81/07/02, 
2pp. 09017: 181. 


8107270233 Advises that IE Circular 81-12* "Inadequate Periodic Test 
Procedure of PWR Protection Sys*" was sent to listed 
licensees. ... 

* Region 3* Chicago, Offica of the Director <81/03/01). 81/07/24. 

lp. 09160: 107. 


Q. Inspection reports* IE Bulletins it correspondence 


07060258 Forwards IE Insp Repts 50-346/81-06 & 50-347/81-06 on 
810407-10,14-17*21-23,27-30,0508 it 12-13. No noncompliance 

NORELIUS, C, E. Division of Engineering fc Technical Inspection. 




-8107060239 IE Insp RiptS 50-346/81-06 it 50-347/81-06 on 810407-10, 
14-17*21-25*27-30*0308 it 12-13. No noncomplianee noted. Major 
treat inspected: previously identified insp findings 4t 
observation of work * review of quality ^fords. 

HAWKINS, F. C. , NORTON, J. F. , WILLIAMS* C. C. Plant Systems Section. 
81/06/02. 11pp. 08891:283. 
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8107060311 Forwards IE Insp Repts 50-346/81-08 8< 50-547/B1-0S on 
810505-07. No noncompliance noted. 

HEISHMAN, R. F. Division of Resident & Project Inspection. 81/06/16. 
2pp. 08892: 178. 


—8107060315 IE Insp Repts 50-546/81-08 & 50-547/81-08 on 810505-07. No 
noncompliance noted. Major areas inspected: followup on 
10CFR50. 55e reportable items. 

SCHWEIBINZi E. R. , LITTLE, W. S. Reactor Projects Section 2C. 

81/06/15. 3pp. 08892:180. 


8107140696 Forwards IE Insp Repts 50-546/81-09 it 50-547/81-09 on 
810501-31. No noncompliance noted. 

HEISHMAN, R. F. Division of Resident it Project Inspection. 81/06/19. 
2pp. 09017:141. 


—8107140705 IE Insp Repts 30-346/81-09 & 50-547/81-09 on 810301-51. No 
noncompliance noted. Major areas inspected: storage it maint 
activities for safety-related items & const activities 
conducted by mechanical & civil contractors. 

HARRISON, J. J. , LITTLE, W. S. Reactor Projects Section 2C. 81/06/08. 

3pp. 09017: 143. 


8107140694 Forwards IE Insp Repts 50-546/81-10 & 50-547/81-10 on 
810610-12. No noncompliance noted. 

NORELIUS, C. E. Division of Engineering it Technical Inspection. 
81/06/30. 2pp. 09017:133. 


—8107140700 IE Insp Repts 50-546/81-10 it 50-547/81-10 on 810610-12. No 
noncompliance noted. Major areas inspected: followup on 
previously identified insp findings it observations of work 
re corrective actions for SPP-6 (cadwelds). 

HAWKINS, F. C. , HARRISON, J. J. , LANDSMAN, R. B. Plant Systems Section. 
81/06/23. 5pp. 09017: 135. 


8107240409 Advises that IE Circular 81-10, "Steam Voiding in RCS During 
Heat Removal Cooldown, " was forwarded to listed utils. 

* Region 3, Chicago, Office of the Director (81/03/01). .81/07/02. 

Ip. 09148:206. 


8107210388 Responds to IE Bulletin 81-03 re flow blockage caused by 
Corbicula Sp it Mytilus Sp .No potentially affected sys have 
been filled w/river water. Preventive methods will be 
submitted by 810821. 

SHIELDS, S. W. Public Service Co. of Indiana, Inc. 81/07/03. Ip. 
09104:060. 


8107100217 Notifies that IE Circular 81-10, "Steam Voiding in RCS 
During Decay Heat Removal Cooldown," was sent to listed 
licensees on 810702. 

CARROLL, D. E. Word Processing & Document Control Section. 81/07/06. 
2pp. 08994:342. 


8107240306 Advises that IE Info Notice 81-19, "Lost Parts in Primary 
Coolant Sys," was forwarded to listed utils. 

* Region 3, Chicago, Office of the Director <81/03/01). 81/07/06 

lp. 09148:203. 


8107160341 Responds to IE Bulletin 81-02. Westinghouse informed util 
that 12 W-EMD mfg valves requiring closure at differential 
pressures greater than limits set forth in Table 1 of 
bulletin have been identified. List of affected valves end. 

S ’ W ' Public Service Co. of Indiana, Inc. Bl/07/07. 3pp. 
09041:347 rr 


8107200402 Notifies that IE Info Notice 81-19, "Lost Parts in Primary 
Coolant Sys," was sent to listed utils on 810706. 

CARROLL, D. E. Word Processing Sc Document Control Section. 81/07/07. 
2pp. 09073:323. 


8107170251 Advises that IE Circular 81-09, "Containment Effluent Wet*r 
That Bypasses Radioactivity Monitor, " was forwarded to 
listed licensees. 

* Region 3, Chicago, Office of the Director (81/03/01). 81/07/13. 

lp. 09058:209. 


8107280225 Forwards IE Insp Repts 50-546/81-11 it 50-547/81-11 on 
810601-30. No noncompliance noted. 

HEISHMAN, R . F. Division of Resident it Project Inspection. 81/07/13 
2pp. 09172:229. 


— 8107280229 IE Insp Repts 50-546/81-11 it 50-547/81-11 on 810601-30. No 
noncompliance noted. Major areas inspected: verification 
that activities complied w/790815 NRC confirming stop work 
order & subsequent graduated recission of order. 

HARRISON, J. J. * LITTLE, W. S. Reactor Projects Section 2C. Bl/07/13 

6pp. 09172:231. 


8103300402 IE Info Notice 81-21, "Potential Loss of Direct Access to 
Ultimate Heat Sink. " 

* Director's Office, Office of Inspection and Enforcement. 
81/07/21. 5pp. 09162:348. 


8107270246 Advises that IE Info Notice 81-21, "Potential Loss of Direct 
Access to Ultimate Heat Sink," was sent to listed licensees 
on 810721. 

CARROLL, D. E. Word Processing it Document Control Section. 81/07/21. 
2pp. 09160:112. 


8107270218 Advises that IE Circular 81-12, "Inadequate Periodic Test 
Procedure of PWR Protection Sys, " was sent to listed 
licensees on' 810722. 

CARROLL, D. E. Word Processing it Document Control Bection. 81/07/22. 
2pp. 09160: 131. 


8107270253 Advises that IE Circular 81-12, "Inadequate Periodic Test 
Procedure of PWR Protection Sys," was sent to listed 
1 icensees. 

* Region 3, Chicago, Office of the Director <81/03/01). 81/07/24 

lp. 09160:107. 


DOCKET 50-548 FORT CALHOUN STATION, UNIT 2 


A. Application/construction stage documents it correspondence 


8107060421 Responds to 810609 request for balance due on review costs 
incurred prior to application withdrawal. NRC has no legal 
basis to collect costs beyond previous application fee. Cost 
recovery practice under review. 

VOIOT, H. H. LeBoeuf, Lamb, Leiby & MacRae. 81/07/01. lp. 

08920: 022. 


DOCKET 50-549 OREENE COUNTY NUCLEAR POWER PLANT 


Q. Adjudicatory correspondence 


8107090291 Answer that petitioners do not object to NRC 810629 motion 
for leave to defer response to 810622 petition until 810731. 
Certificate of Svc end. 

REYNOLDS, N. S. Commonwealth Edison Co. 81/07/07. 3pp. 08984:117. 


8107150286 Requests that NRC notify N Reynolds that 810622 petition 
for extension of deadline for compliance w/CLI-90-21 has 
been retitled. Svc should be made of all subsequent papers on 
parties to proceeding, including i)CS. 

WEISS, E. R. Harmon it Weiss. 81/07/10. 3pp. 09025:156. 


81 2r i ®°i 07 Advi **» that IE Circular 81-09, "Containment Effluent Water 
That Bypasses Radioactivity Monitor," was sent to listed 
licensees on 810710, 

^ 0rd Proc# ** in 9 & Document Control Section. Bi/07/10. 


8107170236 Advises that IE Info Notice 81-20, "Test Failures of 
E1 *oJli cal Penetration Assemblies," was sent to listed utils 
OTI 8X0713. 

CARROLUD. E. Word Processing it Document Control Section. 81/07/13. 
*PP. 09051:028. 


DOCKET STN— 50-553 PHIPPS BEND NUCLEAR STATION, UNIT 1 


** A PPlicati on/construction stage documents Sc correspondence 


81071X220 Forwards info re implementation of NURE0-03 13, Revision 1 , tn 
response to NRC 810226 ltr. Addl info for Hartsville * Phipps 
Bend will be provided in respective FSARs tentatively* 
scheduled for Sept 1983 submittal. 

MILLS, L. M. Tennessee Valley Authority. 81/07/02. 10pp. 08999:319. 


1". 1 "! *1!* IE In, ° Noti<: • 8l_ao ' " T ”* of 

Electrical Penetration Assemblies," was forwarded to 
listed licensees. 

* Chicago, Office of the Director <81/03/01). 81/07/15 

ip. 09051:001. 


8107310055 Generic Ltr 81-23A to all licensees * CP holders, advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
5?al l ,S, t i on,p#r 0#ntiric Ltr 81-23, are unnecessary. 

EISENHUT, D. 0. Division of Licansinfl. 81/07/06. 6pp. 09222:215, 
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F. Security* medical* emergency & fire protection plans 


8107100320 Forwards Page 2-11 to NUREG, changing implementing schedule 
for submission & evaluation of upgraded emergency plans per 
Generic Ltr 81-25. 

EISENHUT, D. G. Division of Licensing. 81/06/13. 4pp. 08996:358. 


8107290002 Generic Ltr 81-27: requests that all emergency plans & 
implementing procedures be submitted u/pages marked to 
reflect privacy & proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EXSENHUTi D. G. Division of Licensing. 81/07/09. 5pp. 09189:059. 


0. Inspection reports* IE Bulletins & correspondence 


8107150277 Forwards IE Circular 81-06* "Potential Deficiency Affecting 
Certain Foxboro 10 to 50 Milliampere Transmitters." No 
written response required. 

O 'REILLY* J. P. Region 2* Atlanta* Office of the Director (81/03/01). 
81/04/14. Ip. 09033:333. 


8107240520 Submits third interim response to IE Bulletin 80-20 re 
failure of Meetinghouse W-2 control switches. Work 
continuing w/Westinghouse on resolution of control switches. 

GE collecting requested info. Final rept ready by 810814. 

MILLS* L. M. Tennessee Valley Authority. 81/06/15. Ip. 09139:176. 


8107240307 Responds to IE Bulletin 81-02, "Failure of Gate Type Valves 
to Close Against Differential Pressure. " No deficient valves 
are being supplied for use at facility. Addl rept will be 
provided by 811016. 

MILLS, L. M. Tennessee Valley Authority. 81/07/08. Ip. 09141:079. 


8107240510 Forwards response to IE Bulletin 81—03* "Flow Blockage of 
Cooling Water to Safety Sys Components by Corbicula Sp 
(Asiatic Clam) S< Mytilus Sp (Mussel)." 

MILLS* L. M. Tennessee Valley Authority. 81/07/08. 5pp. 09142:116. 


8107270011 Forwards IE Circular 81-09. "Containment Effluent Water 
That Bypasses Radioactivity Monitor. “ Licensee action is 
required. 

O'REILLY* J. P. Region 2* Atlanta, Office of the Director (81/03/01). 
81/07/10. Ip. 09156:286. 


8107310299 Part 21 deficiency rept, initially reported 801212* re 
standby gas treatment design. Corrective actions from CTI 
Nuclear forthcoming. Final rept to be submitted by 810930. 

MILLS, L. M. Tennessee Valley Authority. 81/05/26. Ip. 09219:203. 


8107310418 Interim deficiency rept re inconsistent establishment of 
insp program, initially reported 810324. Program of 
indentifi cation/evaluation of const activities begun to 
correct deficiency. Next rept expected by 811215. 

MILLS, L. M. Tennessee Valley Authority. 81/06/09. Ip. 09220:103. 


8107310297 Third interim deficiency rept re link rod assemblies on 
Delaval d i esels, initial ly reported on 801126. Util will send 
annual repts to NRC to maintain documentation & ensure 
proper disposition. Also reported per Part 21. 

MILLS, L, M. Tennessee Valley Authority. 81/06/10. Ip. 09220:035. 


8107020306 Part 21 rept re potential problem w/overc urrent relays 
ITE-50H i< ITE-50D series produced from 1976 to Dct 1980. 

Relays may not drop out upon reduction in current. Company 
taking steps to notify relay users. 

DUVALL, D. D. Brown Boveri Corp. (subs. Brown Boveri & Co., Ltd. ). 
81/06/16. 3pp. 08935:340. 


8107310465 First interim deficiency rept re review of purchase request 
forms initiated by const* initially reported 810520. Copies of 
all purchase requests for QA matl requested. Extent of 
problem will be determined upon receipt of info. 

MILLS, L. M. Tennessee Valley Authority. 81/06/19. 2pp. 09220:341. 


8107310220 Interim deficiency rept re Rosemount Models 1152 8 < 1151 
pressure transmitter defects, initially reported 800603. GE 
awaiting vendor response. Next rept expected by 811218. 

MILLS, L. M. Tennessee Valley Authority. 81/06/30. Ip. 09218:320. 


8107310242 Third interim deficiency rept, ini tial ly reported on 801210, 
re pressure drop in essential svc water piping. Final rept 
will be submitted by 810731. 

MILLS, L. M. Tennessee Valley Authority. 81/06/30. Ip. 09219:138. 


8107310333 Third interim deficiency rept, or i g inal ly reported on 810122, 
re completion of as-built drawings. Licensee proposed 
corrective actions are being submitted to GE. Addl rept will 
be transmitted by 811215. 

MILLS, L. M. Tennessee Valley Authority. 81/06/30. Ip. 09219:206. 


-8107270026 Forward* IE Circular 81-09, "Containment Effluent Water That 
Bypasses Radioactivity Monitor. " Review corrective action 
expected before plant licensing. List of recently issued IE 
circulars end. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director 
(81/03/01). 81/07/10. 4pp. 09156:287. 


8107240284 Forwards IE Info Notice 81-20. "Test Failures of Electrical 
Penetration Assemblies. " No licensee action or response is 
required. 

O'REILLY, J. P. Region 2, Atlanta. Office of the Director (81/03/01). 
81/07/13. 4pp. 09148: 196. 


S. Reportable occurrences, LERs & related correspondence 


8107310231 Final deficiency rept, initially reported 810114, re base 
metel crack in drywell vent structure. Cracked area will be 
cut out . & replaced w/welded plete by 810228. 

MILLS, L. M. Tennessee Velley Authority. 81/02/13. 3pp. 09218:353. 


8107310228 Second interim deficiency rept. ini tial ly reported 801027,re 
link rod assembly, Delevel diesels. Util will ensure that all 
diesels have been or will be inspected for dowel counterbore 
defects before operation. Also reported per Part 21. 

MILLS, L. M. Tennessee Valley Authority. 81/03/03. 2pp. 09218:329. 


6107310281 Interim Defiency Rept 1 re Transamerica Delaval diesel 
generator turbocharger thrust bearings, initially reported 
on 810130. Util awaiting vendor action. Part 21 considered 
applicable. Final rept will be submitted by 810714. 

MILLS, L.M. Tennessee Valley Authority. 81/03/03. 2pp. 09219:201. 


8107310300 Final deficiency rept re undersized insert plates initially 
reported on 810213. Plates have been reworked to ensure 
adequacy. Deficiency also reported per Part 21. 

MILLS, L, M. Tennessee Valley Authority. 81/03/16. 2pp. 09219:203. 


8107310408 Final interim deficiency rept re completion of as-built 
dreuing/design/control, initially reported ort 810122. Util 
currently revising procedures. Final rept expected by 810630. 

MILLS, L. M. Tennessee Valley Authority. 81/04/01. 3pp. 09220:099. 


8107210372 Part 21 rept re Transamerica Delaval diesel generator 
turbocharger thrust bearings, initially reported on 
810130. Vendor design change involes mod of turbocharger 
lubrication piping. 

MILLS, L. M. Tennessee Valley Authority. 81/07/14.' 2pp. 09102:263. 


DOCKET STN— 50-554 PHIPPS BEND NUCLEAR STATION. UNIT 2 
A. Application/construction stage documents & correspondence 


8107130220 Forwards info re implementation of NUREG-0313* Revision 1, in 
response to NRC 810226 ltr. Addl info for Hartsville & Phipps 
Bend will be provided in respective FSARs tentatively 
scheduled for Sept 1983 submittal. 

MILLS. L. M. Tennessee Valley Authority. 81/07/02. 10pp. 08999:319. 


8107310055 Generic Ltr S1-23A to all licensees & CP holders, advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation , per Generic Ltr 81-23, are unnecessary. 

EISENHUT, D. G. Division of Licensing. 81/07/06. 6pp. 09222:215. 


F. Security, medical, emergency & fire protection plans 


8107100320 Forwards Page 2-11 to NUREG, Chang ing implementing schedule 
for submission *< evaluation of upgraded emergency plans per 
Generic Ltr 81-25. 

EISENHUT, D. Q. Division of Licensing. 81/06/13. 4pp. 08996:358. 


8107290002 Generic Ltr 81-27: requests that all emergency plans & 
implementing procedures be submitted w/pages marked to 
reflect privacy & proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT, D. G. Division of Licensing. 81/07/09. 5pp. 09189:059. 


GL Inspection reports, IE Bulletins & correspondence 


8107150277 Forwards IE Circular 81-06, "Potential Deficiency Affecting 
Certain Foxboro 10 to 50 Milliampere Transmitters. " No 
written response required. 

O'REILLY, J. P. Region 2. Atlanta, Office of the Director (81/03/01). 
81/04/14. Ip. 09033:333. 
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8107240520 Submits third interim response to IE Bulletin 80-20 re 
failure of Westinghouse W-2 control switches. Work 
continuing w/West inghouse on resolution of control switches. 

GE collecting requested info. Final rept ready by 810814. 

MILLS* L. li. Tennessee Valley Authority. 81/06/15. Ip. 09139:176. 


8107240307 Responds to IE Bulletin 81-02* "Failure of Gate Type Valves 
to Close Against Differential Pressure. " No deficient valves 
are being supplied for use at fac ility. Addl rept will be 
provided by 811016. 

MILLS* L. M. Tennessee Valley Authority. 81/07/08. Ip. 09141:079. 


8107240510 Forwards response to IE Bulletin 81-03* “Flow Blockage of 
Cooling Water to Safety Sys Components by Corbicula Sp 
(Asiatic Clam) & Mytilus Sp (Mussel)." 

MILLS# L. M. Tennessee Valley Authority. 81/07/08. 5pp. 09142:116. 


8107270011 Forwards IE Circular 81-09* "Containment Effluent Water 
That Bypasses Radioactivity Monitor." Licensee action is 
required. 

0 'REILLY* J. P, Region 2* Atlanta. Office of the Director (81/03/01). 
81/07/ 10. lp. 09156:286. 


— 8107270026 Forwards IE Circular 81-09, "Containment Effluent Water That 
Bypasses Radioactivity Monitor. “ Review & corrective action 
expected before plant licensing. List of recently issued IE 
circulars end. 

O'REILLY, J. P. Region 2# Atlanta* Office of the Director 
(81/03/01). 81/07/10. 4pp. 09156:287. 


8107240284 Forwards IE Info Notice 81-20* "Test Failures of Electrical 
Penetration Assemblies. " No licensee action or response is 
required. 

0 'REILLY# J, P. Region 2* Atlanta* Office of the Director (81/03/01). 
81/07/13. 4pp. 09148:196. 


S. Reportable occurrences* LERs & related correspondence 


8107310228 Second interim deficiency rept, initiall y reported B01027, re 
link rod assembly, Delavel diesels. Util will ensure that all 
diesels have been or will be inspected for dowel counterbore 
defects before operation. Also reported per Part 21. 

MILLS, L. M. Tennessee Valley Authority. 81/03/03. 2pp. 09218:329. 


8107310281 Interim Defiency Rept 1 re Transamerica Delaval diesel 
generator turbocharger thrust bearings* initially reported 
on 810130. Util awaiting vendor action. Part 21 considered 
applicable. Final rept will be submitted by 810714. 

MILLS* L. M. Tennessee Valley Authority. 81/03/03, 2pp. 09219:201. 


8107310408 Final interim deficiency rept re completion of as— built 
drauing/design/control# initially reported on 810122. Util 
currently revising procedures. Final rept expected by 810630. 

MILLS* L. M. Tennessee Valley Authority. 81/04/01. 3pp. 09220:099. 


8107310299 Part 21 deficiency rept# initially reported 801212# re 
standby gas treatment design. Corrective actions from CTI 
Nuclear forthcoming. Final rept to be submitted by 810930. 

MILLS, L. M. Tennessee Valley Authority. 81/05/26. lp. 09219:205. 


8107310418 Interim deficiency rept re inconsistent establishment of 
insp program* initially reported 810324. Program of 
indentif ication/evaluation of const activities begun to 
correct deficiency. Next rept expected by 811215. 

MILLS* L. M. Tennessee Valley Authority. 81/06/09. lp. 09220:105. 


8107310297 Third interim deficiency rept re link rod assemblies on 
Delaval di esels* initially reported on 801126. Util will send 
annual repts to NRC to maintain documentation 8e ensure 
proper disposition. Also reported per Part 21. 

MILLS* L. M. Tennessee Valley Authority. 81/06/10. lp. 09220:035. 


8107020306 Part 21 rept re potential problem w/overcurrent releys 
ITE-50H it ITE-50D series produced from 1976 to Oct 1980. 

Relays may not drop out upon reduction in current. Company 
taking steps to notify relay users. 

DUVALL«D. D. Brown Boveri Corp. (subs. Brown Boveri & Co.# Ltd.). 
81/06/16. 3pp. 08935: 340. 


8107310220 Interim deficiency rept re Rosemount Models 1152 fc 1151 
pressure transmitter defects* initially reported 800603. GE 
awaiting vendor response. Next rept expected by 811218. 

MILLS* L. M. Tennessee Valley Authority. 81/06/30. lp. 09218:320. 


8107310242 Third interim deficiency rept# initially reported on 801210* 
re pressure drop in essential svc water piping. Final rept 
will be submitted by 810731. 

MILLS* L.M. Tennessee Valley Authority. 81/06/30. lp. 09219:138. 


8107310333 Third interim deficiency rept* originally reported on B101S1 
re completion of es-built drawings. Licensee proposed 
corrective actions are being submitted to GE. Addl rept will 
be transmitted by 811215. 

MILLS* L. M. Tennessee Valley Authority. 81/06/30. lp. 09219:20b. 


8107210372 Part 21 rept re Transamerica Delaval diesel generator 
turbocharger thrust bearings# initially reported on 
810130. Vendor design' change involves mod of turbocharger 
lubrication piping. 

MILLS* L. M. Tennessee Valley Authority. 81/07/14. 2pp. 09102:263. 


DOCKET STN-50-556 BLACK FOX STATION* UNIT 1 


Q. Inspection reports* IE Bulletins 8c correspondence 


8107240510 Forwards response to IE Bulletin 81-03* "Flow Blockage of 
Cooling Water to 8afety Syt Components by Corbicula Sp 
(Asiatic Clam) * Mytilus Sp (Mussel). 11 

MILLS. L. M. Tennessee Valley Authority. 81/07/08. 5pp. 09142:116 


DOCKET STN-50-566 YELLOW CREEK NUCLEAR PLANT* UNIT 1 


A. Application/construction stage documents 8c correspondence 


8107310055 Generic Ltr 81-23A to all licensees 8e CP holders* advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation* per Generic Ltr 81-23. are unnecessary. 

EISENHUT# D. G. Division of Licensing. 81/07/06. 6pp. 09222:215. 


F. Security, medical# emergency 8c fire protection plans 


8107100320 Forwards Page 2-11 to NUREG* changing implementing schedulf 
for submission 8c evaluation of upgraded emergency plans per 
Generic Ltr 81-25. 

EISENHUT* D.G. Division of Licensing. 81/06/13. 4pp. 08996:338. 


8107290002 Generic Ltr 81-27: requests that all emergency plans & 
implementing procedures be submitted w/pages marked to 
reflect privacy 8c proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT* D. G. Division of Licensing. 81/07/09. 5pp. 09189:059. 


G. Inspection reports* IE Bulletins 8c correspondence 


8107150277 Forwards IE Circular 81-06* "Potential Deficiency Affecting 
Certain Foxboro 10 to 50 Milliampere Transmitters. M No 
written response required. 

O'REILLY* J.P. Region 2# Atlanta* Office of the Director (81/03/01). 
81/04/14. lp. 09033:333. 


8107240346 Forwards IE Insp Repts 50-566/81-06 8c 50-567/81-06 on 
810507-08. No noncompl iance noted. 

LEWIS, R. C. Division of Resident 8c Reactor Project Inspection. 
81/06/IB. 2pp. 09141:298. 


—8107240352 IE Insp Repts 50-566/81-06 8c 50-567/81-06 on 810507-08. Ho 
noncompliance noted. Major areas inspected: preservice insp of 
reactor vessel outlet nozzle utilizing collimated beam 
ultrasonic transducers. 

COLEY* J. L. Division of Engineering 8c Technical Inspection. 

HERDT, A. R. Engineering Inspection Branch. 81/06/16. 6pp. 
09141:300. 


8107240427 Forwards update to 800805 response to IE Bulletin 79-03Ai 
"Longitudinal Weld Defects in ASME SA-312* Type 304 Stainless 
Steel Pipe. " Further info on Watts Bar axpected by 810901. 

MILLS* L. M. Tennessee Valley Authority. 81/07/02. 2pp. 09139: 18S. 


8107240275 Responds to IE Bulletin 81-02* "Failure of Gate Type Valvw 
to Cloee Against Differential Pressure. w No specified valves 
in use at Sequoyah* Unit 2* Bellefonte* Units 1 & 2 lc Yellow 
Creek. Units 1 S< 2. Affected valves at Watts Bar* 1 It 2 1-isted. 
WI8ENBUR0* M. R. Tennessee Valley Authority. 81/07/08. 4pp. 
09140:273. 


8107270011 Forwards IE Circular 81-09* "Contalnmant Effluent Water 
That Bypassae Radioactivity Monitor. M Licensee action is 
required. 

0 'REILLY, J. p. Region 2* Atlanta* Office of the Director (81/03/01). 
81/07/10. lp. 09156:286. 
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— 8107270026 Forwards IE Circular 81-09, "Containment Effluent Water That 
Bypasses Radioactivity Monitor. 11 Review & corrective action 
expected before plant licensing. List of recently issued IE 
circulars end. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director 
(81/03/01). 81/07/10. 4pp. 09156:287. 


8107240284 Forwards IE Info Notice 81-20, "Test Failures of Electrical 
Penetration Assemblies. " No licensee action or response is 
required. 

O'REILLY, J. P. Region 2, Atlanta. Office of the Director (81/03/01). 
81/07/13. 4pp. 09148:196. 


S. Reportable occurrences, LERs & related correspondence 


8107310369 Final deficiency rept re FL Steel Corp undersized fillet 
welds w/craters, excessive undercut, lack of fusion & porosity 
initially reported 801121. Welds repaired by FL Steel 
following insp. 

MILLS, L.M. Tennessee Valley Authority. 81/04/21. 2pp. 09220:332. 


8107310325 Second interim deficiency rept re cooling tower makeup 
control, initially reported 810423. No addl info to rept at 
present. Next rept will be submitted by 810819. 

MILLS, L. M. Tennessee Valley Authority. 81/07/08. Ip. 09220:074. 


8107310213 Second interim deficiency rept, initially reported on 810212, 
re unverified seismic analysis for final design. Final 
seismic structural analysis has been checked 8c verified. Next 
rept will be submitted by 811028. 

MILLS, L. M. Tennessee Valley Authority. 81/07/17. 2pp. 09218:223. 


DOCKET STN— 50-567 YELLOW CREEK NUCLEAR PLANT. UNIT 2 
A. Application/construction stage documents & correspondence 


8107310055 Generic Ltr 81-23A to all licensees & CP holders, advising 
that direct submittals of plant-specific Inst for Nuclear 
Power Operations evaluation repts to Ofc of Nuclear Reactor 
Regulation, per Generic Ltr 81-23, are unnecessary. 

EISENHUT, D. 0. Division of Licensing. 81/07/06. 6pp. 09222:215. 


F. Security, medical, emergency & fire protection plans 


8107100320 Forwards Page 2-11 to NUREG, chang ing implementing schedule 
for submission & evaluation of upgraded emergency plans per 
Generic Ltr 81-25. 

EISENHUT, D. G. Division of Licensing. 81/06/13. 4pp. 08996:358. 


8107290002 Generic Ltr 81-27: requests that all emergency plans «c 
implementing procedures be submitted w/pages marked to 
reflect privacy & proprietary matl. Info to be deleted from 
previous documents should be requested by 810731. 

EISENHUT. D. G. Division of Licensing. 81/07/09. 5pp. 09189:059. 


Q. Inspection reports, IE Bulletins & correspondence 


8107150277 Forwards IE Circular 81-06, "Potential Deficiency Affecting 
Certain Foxboro 10 to 50 Milliampere Transmitters." No 
written response required. 

0 'REILLY, J. P. Region 2> Atlanta, Office of the Director (81/03/01). 
81/04/14. ip. 09033:333. 


8107240346 Forwards IE Insp Repts 50-566/81-06 Sc 50-567/81-06 on 
810507-08. No noncompliance noted. 

LEWIS, R. C. Division of Resident St Reactor Project Inspection. 
81/06/18. 2pp. 09141:298. 


—8107240352 IE Insp Repts 50-566/81-06 Sc 50-567/81-06 on 810507-08. No 
noncompliance noted. Major areas inspected: preservice insp of 
reactor vessel outlet nozzle utilizing collimated beam 
ultrasonic transducars. 

COLEY, J. L. Division of Engineering Sc Technical Inspection. 

HERDT, A. R. Engineering Inspection Branch. 81/06/16. 6pp. 
09141:300. 


8107240427 Forward^ update to 800805 response to IE Bulletin 79-03A, 
Longitudinal Weld Defects in A8ME SA-312, Type 304 Stainless 
Steel Pipe. " Further info on Watts Bar expected by 810901. 

MILLS, L. M. Tennessee Valley Authority. 81/07/02. 2pp. 09139:185. 


8107240275 Responds to IE Bulletin 81-02, "Failure of Gat* Type Valves 
to Close Against Differtntial Pressure. " No specified velvet 
in use at Sequoyah, Unit 2, Bellefonte, Units 1 Sc 2 Sc Yellow 
Creek, Units 1 Si 2. Affected valves at Watts Bar, 1 Sc 2 listed. 
WISENBURG, M. R. Tennessee Valley Authority. 81/07/08. 4pp. 

09140: 273. 


8107240510 Forwards response to IE Bulletin 81-03, "Flow Blockage of 
Cooling Water to Safety Sys Components by Corbicula Sp 
(Asiatic Clam) Sc Mytilus Sp (Mussel). " 

MILLS, L. M. Tennessee Valley Authority. 81/07/08. 5pp. 09142:116. 


8107270011 Forwards IE Circular 81-09, "Containment Effluent Water 
That Bypasses Radioactivity Monitor. ” Licensee action is 
required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director (81/03/01). 
8 1 /07/ 10. 1 p . 09156: 286. 


— 8107270026 Forwards IE Circular 81-09, "Containment Effluent Water That 
Bypasses Radioactivity Monitor. " Review Sc corrective action 
expected before plant licensing. List of recently issued IE 
circulars end. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director 
(81/03/01). 81/07/10. 4pp. 09156:287. 


8107240284 Forwards IE Info Notice 81-20, "Test Failures of Electrical 
Penetration Assemblies. 11 No licensee action or response is 
required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director (81/03/01). 
81/07/13. 4pp. 09148: 196. 


S. Reportable occurrences, LERs Sc related correspondence 


8107310369 Final deficiency rept re FL Steel Corp undersized fillet 
welds w/craters, excessive undercut, lac k of fusion Sc porosity 
initially reported 801121. Welds repaired by FL Steel 
following insp. 

MILLS, L. M. Tennessee Valley Authority. 81/04/21. 2pp. 09220:332. 


8107310302 Revised final deficiency rept re welds on gas stripper 
module, ini tially reported 801008. Piping which failed to meet 
ASME code requirements will be returned to supplier for 
repairs. De ficiency also reported per Part 21. 

MILLS, L. M. Tennessee Valley Authority. 81/04/22. 2pp. 09220:016. 


8107310325 Second interim deficiency rept re cooling tower makeup 
control, in itially reported 810423. No addl info to rept at 
present. Next rept will be submitted by 810819. 

MILLS, L. M, Tennessee Valley Authority. 81/07/08. Ip. 09220:074. 


8107310213 Second interim deficiency rep t, initial ly reported on 810212, 
re unverified seismic analysis for final design. Final 
seismic structural analysis has been checked Sc verified. Next 
rept will be submitted by 811028. 

MILLS, L. M. Tennessee Valley Authority. 81/07/17. 2pp. 09218:223. 


DOCKET 3TN-5 0—584 0IBB8AR, GIBBS Sc HILL 


A. Application/construction stage documents Sc correspondence 


8107280344 Forwards proposed changes to Amend 5 describing procurement 
at regional ofcs, in response to 810720 telcon. 

KEDDIS.N. N. Gibbs Sc Hill, Inc. (subs, of Dravo Corp.). 81/07/2i. 
5pp. 09173: 175. 


DOCKET STN-50-592 PALO VERDE NUCLEAR STATION, UNIT 4 


E. NRC Safety Evaluation Report (SER), suppls Sc correspondence 


8107140838 Forwards draft SER input for dc power sys. Requests schedule 
for response to open issues within 7 days. W/exc option of 
items discussed, dc current power sys is acceptable. 

TEDE8C0, R. L. Assistant Director , for Licensing. 81/06/16. 9pp. 
09029: 073. 


DOCKET STN-5 0-599 CARROLL FACILITY I 


H. General c orratpondance 


8107200469 Informs that LO DelGeorge named Director of Nuclear 
Licensing St replaces JS Abel as principal correspondent for 
NRC communications on all facilities. 

TRAMM, T. R. Commonwealth Edison Co. 81/07/13. Ip. 09068:001. 


DOCKET STN- 5 0-600 CARROLL FACILITY II 


H. General correspondence 


8107200469 Informs that LO DelGeorge named Director of Nuclear 
Licensing S< replaces JS Abel as principal correspondent for 
NRC communications on all facilities. 

TRAMM, T. R. Commonwealth Edison Co. 81/07/13. Ip. 09068:001. 
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DOMESTIC LICENSING OF SPECIAL NUCLEAR MATERIAL 

DOCKET 70-00 OB BATTELLE COLUMBUS LABORATORIES 


8107220403 Application for amend of License SNM-7, provid ing conditional 
exemption from 10CFR71 requirements for operations conducted 
at level less than 1 kg of unirradiated SNM. Fee end. 

TOY, H. L. Battelle Memorial Institute. Columbus Laboratories. 

81/04/06. 2pp. 09127:360. 


8107220160 Confirms preliminary agreement per 810507 meeting w/NRC re 
disposition of retired filter bed at West Jefferson sanitary 
sewage sys. Media remaining after excavation to be 
homogenized. Bed to be backfilled w/new soil. 

TOY. H. L. Battelle Memorial Institute. Columbus Laboratories. 
81/05/13. 3pp. 09126:317. 


8107160579 Issues Amend 17 to License SNM-7 adding Condition 26 to 
incorporate decontamination/decommissioning plans described 
in 781122. 1215.790425 * 801001 & 1215 submittals. Amend also 
adds Condition 22 to License 34-06854-05. 

ROUSE. L. C. Advanced Fuel & Spent Fuel Licensing Branch. 81/06/19. 
2pp. 09050: 110. 


8107010408 Immediate action ltr re B10624 telcon concerning problem of 
removable contamination on surface of NAC-1D cask. Cask will 
not be released from facility until measures have been taken 
to ensure that contamination levels do not exceed DOT limit, 

KEPPLER, J. 0. Region 3. Chicago, Office of the Director <81/03/011. 
81/06/25. Ip. 08903:293. 


8107080131 Immediate action ltr confirming 810629 telcon re measures 
to be taken to assure that external package contamination 
levels do not exceed DOT limits during transport of Model 
NAC—1D from facility to Turkey Point. 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director (81/03/01). 
81/06/30. 2pp. 08962:067. 


DOCKET 70-0023 ROCKWELL INTERNATIONAL CORP. 


8107010274 Ack receipt of 810604 ltr informing NRC of steps taken to 
correct deviation noted in IE insp of License SNM-21 on 
810303-06. 

BOOK.H.E. Radiological Safety Branch. 81/06/25. Ip. 08883:293. 


— 8107010277 Responds to NRC 810604 ltr re deviation noted in IE Insp of 
License SNM-21 on 810303-06. Corrective act ions: procedure for 
monitoring of incoming packages is being improved. 

REMLEYjM.E. Rockwell International Corp. 81/06/04. Ip. 

08885: 294. 


DOCKET 70-0027 BABCOCK & WILCOX CO. 


DOCKET 70-0036 COMBUSTION ENGINEER I NO, INC. 


8107270049 Requests extension of submission date for radiological 
contingency plan to 820131. Renewal application for License 
SNM— 33 which expires 820331, will be completed by 820131. 
ESKRIDGE, H. E. C-E Power Systems. 81/04/08. Ip. 09162:358. 


8107300041 Requests amend of License SNM-33 to allow storage of dry 
U oxide product in sealed stainless steel cans on roller 
conveyors. Criticality safety assured through moderation 
control. Revisions to license end. 

L I CHTENEER GER C-E Power Systems. 81/06/19. 4pp. 09207:252. 


DOCKET 70-0113 PENNSYLVANIA STATE UNIV. 


8107090030 Forwards renewed License SNM-95, incorporating matls 
previously authorized under Licenses SNM-123, 8NM-231 h 
SUD-428. 

PAGER. <3. Uranium Fuel Licensing Branch. 81/06/18. Ip. 08986:22? 


— 8107090041 Renewed License SNM-95, authoriz ing use of 60g U-233 in »*,- 
form,40g U-235 in foils, 1 mCi Pu-239 in plated alpha sourest 
& 2,500 kg natural U in cylindrical metal slugs canned in 
aluminum. 

PAGE, R. G. Uranium Fuel Licensing Branch. 81/06/18. 10pp. 

08986: 230. 


— 8107090422 Safety evaluation in support of 780421 appl icatiort. Licemu 
SMI-95, SNM- 125 8c SNM-231 to be combined in SNM-95 8c rtntwed. 

NIXON, W. A., CROW, W. T. Uranium Fuel Licensing Branch. 81/06/18 
9pp. 08986:241. 


8107160145 Issues Amend 1 to License SNM-95, changing Condition 6. D to 
read U-233. 

PAGE R. Q. Uranium Fuel Licensing Branch. 81/06/29. Ip. 09061:352 


DOCKET 70-0121 INTERIOR, DEPT. OF, GEOLOGICAL SURVEY 


8107220384 Submits amends to 810212 procedures for disposal of high 
level Pu wastes. 

RAY, E. L. Interior, Dept, of , Geological Survey. 81/06/12. Ip. 

09127:341. 


DOCKET 70-0124 TELEDYNE ISOTOPES 


8107230306 Forwards resubmittal of application to renew Licenst 8NM-1C? 
8c revised radiation safety code 8c QC manual. 

BLACK, S. A. Teledyne Isotopes. 81/04/15. Ip. 09147:029. 


8107220406 Application for amend of License SNM-42, permi tting sample 
analysis for one finished fuel lot to represent all sublots 
8c retainer samples traceable to finished lot. Fee end. 

C0RDAN1, R. A. Babcoc k 8c Wi lcox Co. 81/05/14. 3pp. 09133:165. 


8107210104 Discusses differences between revised form 8c separats 
instructions forwarded by NRC 8c DOE. Instructions needing 
clarification Sc methods of compliance are listed. 

CQRDANI, R. A. Babcoc k 8c Wi lcox Co. 81/06/03. 3pp. 09108:085. 


8107080382 Forwards IE Insp rept 70-0027/81-08 on 810511-13. No 
noncompliance noted. 

LEWIS, R. C. Division of Resident 8c Reactor Project Inspection. 
81/06/09. 2pp. 08974:096. 


— 8107230308 Resubmittal of application to renew License SNM-107. 
BLACK, S. A. Teledyne Isotopes. Bl/04/15. 17pp. 09147:030. 


— 8107230311 Revised radiation safety code 8c QC manual. 

* Teledyne Isotopes. IWL-0312-451. 81/04/15. 72pp. 09147:04® 


DOCKET 70-0135 BABCOCK 8c WILCOX CO. 


8107160571 Forwards IE Insp Repts 70-0135/81-03 8 t 70-0364/81-01 on 
810112-13. No noncompliance noted. Rept details withheld (ref 
10CFR2. 790). 

MARTIN, W.G. Region i, Philadelphia, Safeguards Branch. 81/02/25. 
2pp. 09050: 107. 


—8107080389 IE Insp Rept 70-0027/81-08 on 810511-13. No noncompliance 
noted. Ma j or areas inspected: fire protection/prevention. 

MILLER, W. H. , CONLON, T. E. Engineering Inspection Branch. 81/06/05. 
5pp. 08974: 098. 


8107070091 Notifies that refund due re 810526 revision to safeguards 
Amend MPP-l in response to 810514 application for amend. 

MILLER, W. 0. License Fee Management Branch. 81/06/10. Ip. 

08963: 274. 


8107280310 Forwards IE Safeguards Insp Rept 70-0027/81-10 on 810615-19. 
No noneompliance noted. Rapt withheld (ref 10CFR2. 790). 

LEWIS, R. C. Division of Resident 8c Reactor Project Inspection. 
81/07/10. 2pp. 09141:159. 


81 07310474 Ack receipt of 810507 ltr. Change in physical protection 
plan is acceptable for temporary period. 

MCCQRKLE, G. W. Physical Security Licensing Branch. 81/07/15. Ip. 
09225: 040. 


—8107160574 IE Insp Repts 70-0135/81-03 8c 70-0364/81-01 on 810112-13 « 
noncompliance noted. Major areas inspected : shipper/receiver 
differences for low enriched U»UF-6 receipts Sc licensee 
action on previous findings. Details withheld ( 10CFR2. 790). 
ZIBULSKY, H. Region 1, Philadelphia, Safeguards Branch. 

JOYNER, J.H. Safeguards Branch. 81/02/16. Ip. 09050:109. 


8107070059 Notifies that amend fee 
to License SNM- 124. 

WE 1 96, D. License Fee Management 


required re 801028 request for a»**i 
Branch. 81/06/22. 3pp. 08960: 


8107230080 Forwards summary of 810625 IE meeting re activities 
authorized by Licenses 8NM-145 8< SNM-414. Items addressed: 
status of State of PA operations saf ety/compliance history « 
newly formed Region 1 div re fuel facility operations. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/13. 3pp. 09132:251. 
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@ } 07230081 Summary of 810625 meeting w/licensee in King of Prussiaj PA 
recurrent enforcement ph i losophy, status of safety/ 
compliance history & newly formed Region I divs concerning 
fuel facility operations. 

flOTHiJ. Region 1, Philadelphia, Office of the Director <81/03/01). 
81/07/09, 2pp. 09132:252. 


DO C*& 7 70-0143 NUCLEAR FUEL SERVICES, INC. 


. 07280047 Application to amend License SNM-i 24, chang ing organizational 
* tructuTe. 

fA jCfEL, C. J. Nuclear Fuel Services, Inc. <subs. of Getty Oil Co.).. 
@1/05/28. 25pp. 09178:250. 


a1 n 7280655 Forwards airborne radioactive stack concentrations fOT May 
1981. 

flA NSER. W. C. Nuclear Fuel Services, Inc. <subs. of Getty Oil Co.). 
@1/06/12. 4pp. 09180:357. 


Qi.07^70087 Notifies that minor safety 8c environ amend fee due re 810528 
application to amend License SNM-124 to reflect 
organizational changes. 

UEIBS.D. License Fee Management Branch. 81/06/22. Ip. 08963:272. 


33.07310069 Forwards schedule Sc design/installation flow chart of 
actions planned to be taken for compliance w/Condition 66 of 
/tniand 9 to License SNM-124. 

MANSER, W. C. Nuclear Fuel Services, Inc. <subs. of Getty Oil Co.). 
Sl/07/01. 2pp. 09221:106. 


8107220349 Requests that portion of 810427 ltr limiting waste matl 
shipments to quantity less than 1 kg Pu be revised to permit 
waste matl shipments in quantities not exceeding limitations 
for SNM as defined in 10CFR73. 2<X). 

AUSTIN, M.A, Babcock & Wilcox Co. 81/06/05. 2pp. 09123:360. 


8107200522 Requests 810427 8c 0605 application for exemption from 
requirements of 10CFR73. 67<e) 8c 10CFR73. 72 for waste matl 
shipment be withdrawn. Matls safeguards amend classification 
form end. 

AUSTIN, M.A. Babcock 8c Wilcox Co., Nuclear Material Div. 81/06/18. 
2pp. 09079:326. 


8107160643 Ack receipt of 810609 ltr 8c check for amend to License 
SNM-414. Re quest classified as minor safety & environ amend. 

Addl payment should be submitted. 

WEISS, D. License Fee Management Branch. 81/06/25. Ip. 09061:194. 


8107230080 Forwards summary of 810625 IE meeting re activities 
authorized by Licenses SNM-145 8c SNM-414. Items addressed: 
status of State of PA operations safety/compliance history 8c 
newly formed Region 1 div re fuel facility operations. 

GRIER. B. H. Region 1, Philadelphia, Office of the Director 
(81/03/01 ) . 81/07/13. 3pp. 09132:251. 


— 8107230081 Summary of 810625 meeting w/licensee in King of Prussia, PA 
re current enforcement philosophy, status of safety/ 
compliance history 8< newly formed Region I divs concerning 
fuel facility operations. 

ROTH, J. Region 1, Philadelphia, Office of the Director (81/03/01). 
81/07/09. 2pp. 09132:252. 


3107300215 Forwards admission of violation in IE Insp Rept 70-0143/ 
31-16 re failure to specify 10CFR21 provisions on purchase 
orders for HEPA fi Iters. Purchasing dept instructed to follow 
procedures re placement of Part 21 statements on orders. 

MANSER, W. C. Nuclear Fuel Services, Inc. (subs, of Getty Oil Co.). 
31/07/09. 2pp. 09208:163. 


DOCKET 70-0144 PENNSYLVANIA STATE UNIV. 


8107090030 Forwards renewed License SNM-95, incorporating matls 
previously authorized under Licenses SNM-123, SNM-231 & 

SUD-428. 

PAGE, R. G. Uranium Fuel Licensing Branch. 81/06/18. Ip. 08986:229. 


8107090422 Safety evaluation in support of 780421 application. Licenses 

SNM-95, SNM— 125 8c SNM-231 to be combined in SNM-95 !< renewed. 

NIXON, W. A., CROW, W. T. Uranium Fuel Licensing Branch. 81/06/18. 

9pp. 08986:241. 


DOCKET 70-0242 PENNSYLVANIA STATE UNIV. 


DOCKET 70-0371 UNITED NUCLEAR CORP. 


8104210003 Forwards upgraded physical protection plan w/exception of 
Chapters 20 8< 21 which were forwarded on 810312. Also 
forwards five oversize drawings. Aperture cards will be in 
PDR. 

GUSTAFSON, R. B. United Nuclear Corp. , Naval Products Div. Bl/03/31. 
Ip. 08320:068. 


— 8104210006 Physical protection plan for SNM. 

a United Nuclear Corp. , Naval Products Div. 80/09/11. 104pp. 

08320: 069. 


8107080109 Forwards IE Insp Rept 70-0371/80-17 on 801203-05 8c notice of 
violation. 

SMITH, G. H. Region 1, Philadelphia, Fuel Facility 8c Materials Safety 
Branch. 81/01/20. 2pp. 08976:163. 


— 8107080112 Notice of violation from insp on 801203-05. 

SMITH, G. H. Region 1, Philadelphia, Fuel Facility 8c Materials 
Safety Branch. 81/01/21. 3pp. 08976:165. 


Q107090030 Forwards renewed License SNM-95, incorporating matls 
previously authorized under Licenses SNM-123, SNM-231 8< 

SUD-428. 

PAGE, R. G. Uranium Fuel Licensing Branch. 81/06/18. Ip. 089B6: 229. 


Q 107090422 Safety evaluation in support of 780421 application. Licenses 

SNM-95, SNM— 125 8c SNM-231 to be combined in SNM-95 & renewed. 

NIXON, W. A., CROW, W, T. Uranium Fuel Licensing Branch. 81/06/18. 

9pp. 08986:241. 


SOCKET 70-0364 PARKS TOWNSHIP SITE, BABCOCK 8< WILCOX CO. 


— 8107080116 IE Insp Rept 70-0371/80-17 on 801203-05. Noncompl iance noted: 
failure to document daily checks that determine no change 
parameters or conditions of operation that may affect 
safety. 

CLEMONS, P. , KNAPP, P. J. Region 1, Philadelphia, Fuel Facility 8c 
Materials Safety Branch. 81/01/16. 8pp. 08976:168. 


0107230212 Application for amend of License SNM-368, revising environ 
sampling for nonradioactive matls, insp 8c audits, licensed 
possession limits, reorientation training 8c deminimus U 
release concentrations. Application reviewed 8c classified. 

CROW, W. T. United Nuclear Corp., Naval Products Div. 81/04/30. 14pp. 

09146: 155. 


0X07160571 Forwards IE Insp Repts 70-0135/81-03 8c 70-0364/B1-01 on 
010112-13, No noncompliance noted. Rept details withheld (ref 
10CFR2.790). 

MARTIN, W. 0. Region 1, Philadelphia, Safeguards Branch. 81/02/25. 

2pp. 09050; 107. 


0107160574 IE Insp Repts 70-0135/81-03 8c 70-0364/81-01 on 810112-13. No 

noncompl lance noted. Major area* inspected: shipper/receiver 
differences for low enriched U, UF-6 receipts 8c licensee 
action on previous findings. Detail* withheld ( 10CFR2. 790). 

ZIBULSKY, H. Region 1, Ph iladelphia, Safeguards Branch. 

JOYNER, J, H. Safeguards Branch. 81/02/16. Ip. 09050:109. 


Ql D7290012 Requests exemption from physical protection 8c notification 
Requirements of 10CFR73. 67(e) I* 10CFR73. 72, respectively, for 
Waste matl shipments to licensed burial facility. Granting of 
Exemption should not endanger life or property. ^ , 

AUSTIN, M. A. Babcock Sc Wilcox Co, Bi/04/27. 2pp. 09189:064. 


81071X312 Forwards IE Insp Rept 70-0371/81-06 on 810319-27 8c notice of 
violation. Notice of violation withheld (ref 10CFR2. 790) 

JOYNER, J. H. Technical Inspection Branch. 81/05/07. 2pp. 

09002: 083. 


— 8107100315 IE Insp Rept 70-0371/81-06 on 810319-27. Noncomp 1 iance noted: 
failure to clean Bridgeport machine of enriched U metal 
chips. Details withheld (ref 10CFR2.790). 

COHEN, I. , DELLA RATTA, A. , ZIBULSKY, H. Technical Inspection Branch. 
81/04/30. Ip. 09002: 0B5. 


8107220394 Forwards revised Chapter 20 of security plan. Enci withheld 


(ref 10CFR2. 790). 

GUSTAFSON, R. B. United Nuclear Corp. 81/05/22. 


2pp. 09127:354. 


8107310558 Forward review of 810331 revised upgrade 
re Chapters 20 tc 21 requirements. W/o end. 
MCCORKUE, 0, W. Physical Security Licensing Branch. 
09223: 062. 


plan 8c 810313 ltr 
81/05/26. Ip. 
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8107280049 Application to amend Licenses SNM-368 8c 06-06884-01, chang ing 
name on licenses to UNC Naval Products, Div of UNC Resources, 

Inc. 

CUNNINGHAM, K. A. , GANLEY, 0. E. ' United Nuclear Corp. 81/06/16. 4pp. 
09178: 244. 


— 8107280051 Requests payment of amend fee. Related info encl. 
WEISS, D. License Fee Management Branch. 81/06/30. 2pp. 
09178:248. 


DOCKET 70-0378 ARMY, DEPT. OF 


8107060149 IE Insp Findings it Licensee Ack dtd 810616 of Licenses 
19-17250-01,03,04 & 05 & SNM-348. Insp findings: no items of 
noncompliance. 

FRIEDMAN, L. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/06/16. Ip. 08889:005. 


DOCKET 70-0398 COMMERCE, DEPT. OF 


8107220386 Requests that 810226 license amend request be maintained 
in active status until necessary documentation is acquired. 
Requested analysis will be forwarded at earliest 
opportunity. 

PEVEY, L. E. Commerce, Dept. of. 81/05/18. Ip. 09127:342. 


DOCKET 70-0416 COLORADO STATE UNIV. 


8107280606 IE Insp Findings & Licensee Ack dtd 810701 of License 
SNM-380. Insp findings: no noncompliance noted. 

* Region 4. Dallas, Office of the Director (81/03/01). 81/07/01. 

Ip. 09177:309. 


DOCKET 70-0474 UPSALA COLLEGE 


8107290092 Discusses IE insp of License SNM-450 on 810422 Sc forwards 
notice of violation. 

KINNEMAN, J. D. Materials Radiological Protection Section. 81/06/23. 
Ip. 09182:360. 


— 8107290093 Notice of violation from insp on 810422. Noncompliance noted: 
32 g Pu, encapsulated as Pu/Be neutron source, found in 
licensee possession after expiration of license on 800228. 

KINNEMAN, J. D. Materials Radiological Protection Section. 

81/06/23. lp. 09182:361. 


DOCKET 70-0498 EASTERN MICHIGAN UNIV. 


8107080433 Ack receipt of 810522 it 0619 ltrs informing NRC of steps 
taken to correct violations noted in IE insp of License 
21-06885-01 8c SNM-454 on 810428. 

SRENIAWSKI, D. J. Materials Radiation Protection Section 2. Bl/06/26. 

lp. 08973: 189. 


— 8107080441 Submits affirmation statement for attachment to 810522 
response to notice of violation from IE insp of Licenses 
21-06885-01 8c SNM-454 on 810428, per NRC 810619 request. 

SILVER, R. Eastern Michigan Univ. 81/06/19. Ip. 08973:190. 


DOCKET 70-0572 MONSANTO RESEARCH CORP. 


8107140623 Forwards IE Insp Rept 70-0572/81-01 per 810311 telcon re 
systematic assessment of license performance. 

KEPPLER, J. G. Region 3, Chicago, Office of the Director (81/03/01). 
81/06/16. lp. 09015:032. 


— 8107140627 IE Insp Rept 70-0572/81-01 on 810311. Areas discussed: 
systematic assessment of licensee performance program it 
licensee previous insp history re new policy. 

SRENIAWSKI. D. J. Materials Radiation Protection Section 2. 
GREGER, L. R. Technical Inspection Branch. 81/06/03. 2pp. 
09015:033. 


DOCKET 70-0687 UNION CARBIDE CORP. 


8107280652 Responds to NRC 810211 order to modify License SNM-369 to 
include radiological contigency plan. Extension of deadline 
for order requested. 

MCGOVERN, J. J. Union Carbide Corp. 81/06/19. lp. 09180:352. 


8107280673 Ack receipt of NRC 810604 ltr authorizing Amend 6 to Licenit 
SNM-639 8c denying requested exemption from 10CFR70. 24 for 
dry oxide or assay samples. Design it installation of 
criticality accident alarm sys ongoing. 

GEORGE, K. D. Union Carbide Corp. 81/06/26. 2pp. 09188:161. 


DOCKET 70-0698 WALTZ MILL SITE, WESTINGHOUSE ELECTRIC CORP. 


8107210155 Forwards revised application for renewal of License SNM-770 
in response to 810312 request for addl info. Major change 
incorporated is reduction of requested possession limits 
specified in Section 2.3 of application. 

NARDI , A. J. Westinghouse Electric Corp. 01/05/29. 5pp. 09108:096. 


— 8107210159 Revision 1 to application for renewal of License SNM-770. 
* Westinghouse Electric Corp. 81/03/29. 130pp. 09108:101. 


DOCKET 70—0734 GENERAL ATOMIC CO. 


8107270133 Submits status rept on major key items re implementation of 
upgrade rule p lan. Rearrangement 8c relocation of fuel 
fabrication equipment 8c facilities underway. Design of 
intrusion alarm it closed circuit television sys continues. 

MOWRY, W. R. General Atomic Co. (subs, of Gulf Oil Corp.). 81/06/03. 
3pp. 09139:276. 


8107210282 Confirms that GA Co no longer desires to have 
decommissioning plan protected as private data per 
10CFR2. 790. 

CROW, W. T. General Atomic Co. (subs, of Gulf Oil Co.). 81/06/19. 

lp. 09106:355. 


B 107080464 Forwards IE Insp Rept 70-0734/81-07 conducted on 810615-19. 
No noncompliance noted. Major areas inspected : activities re 
physical protection against radiological sabotage 8c theft of 
SNM.Encl withheld (ref 10CFR2.790). 

NORDERHAUG, L. R. Safeguards Branch. 81/06/30. 2pp. 08973:036. 


DOCKET 70-0741 NORWICH UNIV. 


—8 107080446 Forwards response to NRC 810429 ltr re violations noted in 
IE insp of Licenses 21-06883-01 8c SNM-454 on 810428. 

PORTER, J.W. Eastern Michigan Univ. 81/03/22. lp. * 08973:191. 


—8107080460 Responds to NRC 810429 ltr re violations noted in IE insp of 
Licenses 21-06885-01 it 8NM-434 on 810428. Corrective actions: 
written instructions for any users of Cf-252 source have 
been prepared 8c revised. Instructions encl. 

SILVER, R. Eastern Michigan Univ. 81/03/22. 7pp. 08973:192. 


8107070007 Discusses IE Insp Repts 30-01092/81-01 8c 70-0741/81-01 on 
810327 8c forwards notice of violation. 

KINNEMAN, V. D. Materials Radiological Protection Section. 81/04/28. 
2pp. 08960:167. 


— 8107070010 Notice of violation from insp on 810327. Noncomplianee nottfc 
failure to evaluate radiation dos.e to hands 8c fingers of 
personnel using P-32 from Mar 1979 to Aug 1980. 

KINNEMAN, J. D. Materials Radiological Protection Section. 

81/04/28. lp. 08960: 169. 


DOCKET 70-0371 INTERIOR, DEPT. OF, BUREAU OF MINES 


8107220389 Requests amend to Licenses SNM-513 8c 36-01 142-03, add ing 
BD Nash as backup radiation protection officer. 

BLOCK, F. E. Interior, Dept, of. Bureau of Mines. 81/03/01. lp. 
09127:343. 


DOCKET 70-0734 VALLECITOS NUCLEAR CENTER, GENERAL ELECTRIC CO. 


8107280028 Application to amend License SNM-960, reducing license 
possession limits 8c eliminating some activities no longer 
performed on site. Amend fee encl. 

CUNNINGHAM, G. E. General Electric Co. 81/03/08. 11pp. 09179:203. 
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8107310533 Confirms copies of security plan in NRC possession mere 
destroyed* per util 800903 ltr. 

MCCGRKLE, 0. W. Physical Security Licensing Branch. 81/03/11. Ip. 
09223: 063. 


8107240424 Forwards IE Insp Rept 70-0820/81-03 on 810511-15. No 
noncompliance noted. 

JOYNER* J. H. Technical Inspection Branch. 81/07/07. 2pp. 
09139: 180. 


8107270053 Issues Amend 20 to License SNM-960, revising authorized 
possession limits 6 activities per 810308 application. 

ROUSE* L. C. Advanced Fuel & Spent Fuel Licensing Branch. 81/06/19. 
3pp. 09163:322. 


— 8107270034 Advises that no action required by Matl Control 6 
Accountability Licensing Branch re License SNM-960. 

8RI0HT8EN* R. A. Material Control Si Accountability Development 
Branch. 81/06/19. 6pp. 09163:325. 


8107010442 Forwards substitutions of intervenor in pro per for 
atty of record for NC Lyon*EF Laub*J Turk* J Kamaoroff* 

J Buhowksy it J Skomer. Proof of svc end. 

80MXT* J. Ibershof it Bomit. 81/06/22. 10pp. 08918:306. 


DOCKET 70-0767 BETHLEHEM STEEL CORP. 


8107210374 Discusses IE insp of Licenses SNM-0703* 37-01861-01* 
37-01861-02, 37-01861-03 it 37-01061-12 on 810623. No 
noncompliance noted. Major areas inspected: selective exams of 
procedures Si representative records Si personnel interviews. 

KINNEMAN* J. D. Materials Radiological Protection Section. 81/07/15. 
Ip. 09102:294. 


DOCKET 70-0820 UNITED NUCLEAR CORP. 


8107060312 Forwards IE Insp Rept 70-0820/80-23 an 801217-19 Si notice of 
violation. 

SMITH, 0. H. Region 1, Philadelphia, Fuel Facility it Materials Safety 
Branch. 81/02/11. 2pp. 08939:168. 


— 8107060314 Notice of violation from insp on 80i217-?19. 

SMITH, 0. H. Region 1, Philadelphia* Fuel Facility Si Materials 
Safety Branch. 81/02/11. 3pp. 08999: 170. 


—8107240431 IE Insp Rept 70-0820/81-05 on 810311-13. No noncompliance 
noted. Major areas inspected: records Si repts not necessary. 

DELLA R ATT A* A. * WOLTNER, E. F. * JOYNER* J. H. Material Control it 
Accountability Section. 81/07/06. 3pp. 09139: 182. 


8107240432 Forwards IE Insp Rept 70-0820/81-27 Si 70-0820/81 -27A on 
801203-03,08-12,13-19 Si 810112-13 Si 0303. No noncompliance 
noted. 

CARLSON* R. T. Enforcement Si Investigation Staff. 81/07/07. 2pp. 
09142: 277. 


—8107240438 IE Insp Rept 7O-0B20/81-27A on 810303. No noncompliance 
noted. Major areas, inspected: soil at addl locations where 
licensee allegedly discharged lagoon liquid waste onto 
ground in 1978. 

CROCKER, H. W. . KINNEY* 14. W. * CARLSON* R. T. Fuel Facility Projects 
Section. 81/04/30. 6pp. 09142:279. 


—8107240469 IE Insp Rept 70-0820/81-27 .on 801203-05,08-12*13-19 Si 
810112-15; No noncompliance noted, Major areas inspected: 
allegations that licensee pumped radioactive liquid waste 
from evaporation lagoon onto ground during 1978. 

8HEPHERD, R. E. , CHRISTOPHER* R. K, CARLSON, R. J. Enforcement Si 
Investigation Staff. 81/07/30. 89pp. 09142:283. 


B107190032 Ack receipt of 810619 ltr documenting corrective actions in 
response to NRC 810320 ltr. Noncompl iance C. 2 re shipment of 
radwaste for burial is properly classified as violation. 

THOMPSON* D. Enforcement Si Investigation Staff. 81/07/08. 2pp. 
09048: 337. 


8107230104 Requests meeting u/NRC in June to discuss extent 8t 
scheduling of cleanup activities at Wood River Junction. 
ROCKWELL, J. Affiliation Unknown. 81/07/16. Ip. 09134:332. 


DOCKET 70-0824 BABCOCK Si WILCOX CO. 


-8107060337 IE Insp Rept 70-0820/B0-23 on 801217-19. Noncomp 1 iance noted: 
vacuum cleaner used in U process area did not have written 
approval by NIS. 

CLEMONS, P. , KNAPP, P. J. Region 1, Philadelphia, Fuel Facility Si 
Materials Safety Branch. 81/02/03. 9pp. 00939:173. 


8107240973 Confirms understanding re sampling S< compositing procedure 
for determining enrichment of 8NM contained in concrete Si 
floor tiles. NRC 810327 ltr is in complete agreement w/items 
discussed in 810313 telcon. 

L 'HEUREUX, J. H. United Nuclear Corp. , UNC Recovery 8ysteme Div. 
81/03/07. 2pp. 09148:212. 


8107210023 Issues Amend 19 to License 8NM-777, incorporating changes 
updating Section 200, organization, personnel Si 
administration, per 810203 application, supplemented on 
810313. Revised license page enel. 

PAGE* R. 0. Uranium Fuel Licensing Branch. 81/06/11. 2pp. 

09107: 164. 


B107220041 Submits Lynchburg Research Ctr plan for decontamination of 
soil located in unrestricted areas. 

OLSEN, A. F. Babcock Si Wilcox Co. 81/03/26. 2pp. 09127:283. 


8107080378 Ack receipt of 810613 ltr informing NRC of steps taken to 
correct violation noted in IE Insp Rept 70-0824/81-03. 

KELLOGG, P. J. Reactor Project Branch 2. 81/06/22.- Ip. 08973:089. 


—8107080383 Responds to NRC 810320 ltr re violation noted in IE Insp 
Rapt 70-0824/81-03. Corrective actions: ind ividuals 
rtsponsibls for obtaining approval signatures on work order 
forms have been reinstructed. 

ENGELDER, T. C. Babcock Si Wilcox Co. 81/07/13. 2pp. 08973:090. 


—8107080392 Forwards IE Insp Rapt 70-0824/81-03 on 810303-08 Si notice 
of violation. 

LEWIS, R. C. Division of Resident Si Reactor Project Inspection. 
81/03/20. 2pp. 08973: 092. 


—8107210033 Safety evaluation of 810203 amand application as 
supplamsntad 610313 to updata saction of 1 icons# on 
administration. Proposad changas raflact natura of activltias 
w/a daleting safaty assantials. Approval racommandad. 
STEVENSON, R. L. , CROW, W. T. Uranium Fual Licansing Branch. 
81/06/11. Ip. 09107:166. 


8107100076 PN0-I-B1-072: on 810613,2-inch holt was discovtrad in plywood 
box containing radwasta shipped from Beatty, NV burial sita. 

No contamination found. State of NV suspended UNC Recovery 
8ys permit to use site for 6-months. 

KINNEY, W. W. , CROCKER, H. W. , KEXMIG, R. R. Region 1, Philadelphia, 

Office of the Director <Bl/03/01>. 81/06/30. 2pp. 08990:124. 


— 8107080397 Notice of violation from insp on 810303-08. 

* Division of Resident Si Reactor Project Inspection. 81/03/20. 
Ip. 08973: 094. 


—8107080403 IE Insp Rept 70-0824/81-03 on 810303-08. Noncompliance noted: 
failure to obtain required approvals on work order* 
involving facility mods. 

CORYELL, 0. P. . KELLOGG, P. Rsactor Project Branch 2. 81/03/20. 

3pp. 08973:095. 


DOCKET 70-0870 APPLIED HEALTH PHYSICS 


8107240268 Forwards IE Insp Rept 70-0820/80-23 on 801117-21,1201-03, 
09, 10, 16-1 8. No noncompliance noted. 

CARLSON, R. T. Enforcement li Investigation 8taff. 81/07/07. 2pp. 
09140: 177, 


—8107240271 IE Insp Rept 70-0820/80-23 on 801117-21,0201-03,09*10,16-18. 
No noncompliance noted. Major areas inspected: waste packaging 
ti shipping operations Si allegation that licensee shipped 
unfiltered lagoon matl for burial. 

8HEPHERD, R. E. , KINNEY, W. W. , ROTH, J. Enforcement It Investigation 
Staff. B 1/04/22. 36pp. 09140:179. 


0107210326 Discusses IE insp of Liconses 37-09133-01,37-14606-01 Si 
BNM-eil on 810617. No noncompl iance noted. Majdr areas 
inspected: selective exams of procedures St representative 
records, interviews w/personnel 6 measurements by inspector. 

KINNEMAN, J. D. Materials Radiological Protaction Section. 81/07/13. 
Ip. 09104:194. 


DOCKET 70-0923 CIMARRON FACILITY 


8107060370 Issues Amend 9 to License BNM-928, changing Conditions 6-0 fc 
adding Condition 17. Condition* 6-8 clarify type, amount it 
form of SNM that licensee may pesetas. 

PAGE, R. G. Uranium Foal Licansing Branch. 81/06/09. Ip. 08938:331. 
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— 8107060374 Suggests that Kerr-McGee be given license condition to allow 
for discovery of small quantities of highly enriched U per 
Apr 1981 discovery & continuing problem re decommissioning 
activiti es. 

ALTMAN* W. D. Materials Control S< Accounting Section. 81/05/04. 

Ip. 08958:332. 


8107150295 Forwards IE Insp Repts 70-0925/81-02 & 70-1193/81-02 on 
810505-08. No noncompliance noted. Ends withheld (ref 
10CFR2. 790 > . 

NORELIUS, C. E. Division of Engineering & Technical Inspection. 
81/06/17. 2pp. 09028:229. 


DOCKET 70-0975 BALDW IN-WALLACE COLLEGE 


8107150278 Forwards IE Insp Findings & Licensee Ack dtd 810625 of 
License SNM-923. 

LASUK, 8. R. Region 3, Chicago, Office of the Director <81/03/01). 
81/07/10. Ip. 09028:086. 


—8107150282 IE Insp Findings it Licensee Ack dtd 810625 of License 
SMI-923. Insp findings; no noncompliance noted. 

LASUK, S. R. Region 3, Chicago, Office of the Director (81/03/01). 
81/06/25. Ip. 09028:087. 


DOCKET 70-0992 DAVID WITHERSPOON, INC. 


8107080388 Forwards IE Investigation Rept 70-0992/81-01 on 810309-10 & 
notice of violation. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director (81/03/01). 
81/06/15. Ip. 08973:100. 


— 8107080395 Notice of violation from insp on 810309-10. 

* Region 2, Atlanta, Office of the Director (81/03/01). 81/06/15. 

2pp. 08973: 101. 


—8107080407 IE Investigation Rept 70-0992/81-01 on 810309-10. 
Noncompliance noted: SNM transferred to unlicensed Knoxville 
Iron Co: Nuclear matl transaction repts were not submitted 
when required. 

HOWELL, J.C. Investigations. BROWN, R. A. Technical Inspection 
Branch. ALDERSON, C. E. Enforcement & Investigation Staff. 
81/06/04. 50pp. 08973: 103. 


DOCKET 70-1100 COMBUSTION ENGINEERING, INC. 


8107100323 Ack receipt of 800916 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 70-1 100/80-06. Add 1 
info re Item 2 required. 

MARTIN, W. 0. Region 1, Philadelphia, Safeguards Branch. 80/12/18. 
Ip. 09002:160. 


—8107100324 Responds to NRC 810825 ltr re violations noted in IE Insp 
Rept 70-1100/80-06. Corrective actions: audit of transfers in 
question being conducted &t nuclear matl transfer repts 
corrected. 

LICHTENBERGER Combustion Engineering, Inc. 80/09/16. Ip. 

09002: 161. 


—8107100325 Forwards IE Insp Rept 70-1100/80-06 on 800722-24 & notice of 
violation. Notice of violation withheld (ref 10CFR2. 790). 

MARTIN, W. G. Region 1, Philadelphia, Safeguards Branch. Bl/08/25. 

2pp. 09002: 162. 


•8107100326 IE Insp Rept 70-1100/80-06 on 800722-24. Non comp 1 i an ce noted: 
failure to maintain records of items within item control 
area Sc to follow instructions. Details withheld 
(ref 10CFR2, 790). 

COHEN,!., DELLA RATTA, A. , JOYNER, J. H. Region 1, Philadelphia, 
Safeguards Branch. 80/08/19. Ip. 09002:164. 


8107280054 Application for amend to License SNM-1067, revising Condition 
4.7 to authorize requirement that one std measurement be 
included w/each group of samples run for U percentage 
determination by gravimetric procedure. 

LICHTENBERGER C-E Power Systems. 81/02/02. 3pp. 09178:239. 


8107290009 Requests 60-day extension to comply w/NRC 810211 order to 
modify License SNM-1067. 

LICHTENBERGER C-E Power Systems. 81/04/08. Ip. 09189:126. 


8107280003 Application to amend License SNM-1067, all owing storage of 
sealed fuel rods in 3.7-inch slab arrangement in vault at 
Windsor site. Amend fee will be* forwarded. 

LICHTENBERGER C-E Power Systems. 81/05/11. 5pp. 091 BO: 008. 


8107160162 Forwards IE Insp Rept 70-1100/81-03 on 810225-27 St notice 
of violation. 

JOYhER, J. H. Division of Engineering Sc Technical Inspection. 
81/05/15. 2pp. 09062:052. 


— 8107160164 Notice of violation from insp on 810225-27. 

JOYNER, J. H. Division of Engineering St Technical Inspection. 
81/05/15. Ip. 09062:054. 


—8107160170 IE Insp Rept 70-1100/81-03- on 810225-27. Noncomp 1 iance notti 
failure to conduct environ monitoring program St failure to 
have procedures for opening packages of licensed matl. 

CLEMONS, P. , KNAPP, P. O. Division of Engineering St Technical 
Inspection. 81/05/08. 7pp. 09062:055. 


8107290235 Responds to 810318 ltr requesting addl info re application 
to amend License SNM-1067 covering pellet storage shelves. 

Forwards addl criticality analyses demonstrating that 
spacing boundary is conservative. 

LICHTENBERGER Combustion Engineering, Inc. 81/06/01. 4pp. 
09206:285. 


8107090123 Notifies that refund will be sent re 801223 Amend MPP-4 to 
License SNM-1067 concerning addition of Section 12 on 
physical protection requirements for SNM of low strategic 
s igni f icance. 

MILLER, W. O. License Fee Management Branch. 81/06/12. Ip. 
08979:339. 


8107100293 Ack receipt of 810608 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 70-1100/81-03. 

JOYhER, J. H. Technical Inspection Branch. 81/06/29. Ip. 08996:014. 


— 8107100295 Responds to NRC 810515 ltr re violations noted in IE Insp 
Rept 70- 1 100/81-03. Correct ive actions:all required environ 
samples have been analyzed Sc results reviewed. 

LICHTENBERGER Combustion Engineering, Inc. 81/06/08. 2pp. 

08996: 015. 


8107210087 Issues Amend 30 to License SNM-1067, author! z ing possession 
of 4.0 kg U, enriched to 93% U-235 in any form of waste Sc 
repackaging of wastes for disposal in licensed disposal 
fac il ity. 

PAGE, R.G. Uranium Fuel Licensing Branch. 81/06/29. Ip. 09107:336. 


— 8107210091 Safety evaluation re B01110 amend application Sc 810410 Sc 
0501 revi si ons, requesting authorization to possess Sc 
repackage U Sc thorium wastes Sc contaminated soil located on 
property . Recommends issuance of amend w/Conditions 29 Sc 30. 
KETZLACH, N. » CROW, W. T. Uranium Fuel Licensing Branch. 81/06/29. 
22pp. 09107:339. 

8107300267 Issues Amend 31 to License SNM-1067, authori zing increase in 
•ize of pellet storage shelves. 

PAGER.©. Uranium Fuel Licensing Branch. 81/07/15. Ip. 09209:329. 


— 8107300269 Safety evaluation approving 810318 Sc 0601 amend applicatlci 
to increase width of stacked trays of U oxide pellets on 
each shelf of storage array to 4.0 inches S < 30.0 inches, 
respectively. 

KETZLACH, N. , CROW, W. T. Uranium Fuel Licensing Branch. 81/07/15. 
3pp. 09209:330. 


DOCKET 70-1113 GENERAL ELECTRIC CO. 


8107220365 Forwards revised application for renewal of License SNM-1Q97 
for fuel fabrication plant in Wilmington, NC. 

VAUGHAN, C. M. General Electric Co. 81/05/27. Ip. 09121:284. 


— 8107220367 Revised application for renewal of License SNM-1097 for fu 
fabrication plant in Wilmington, NC. 

# General Electric Co. 81/05/27. 589pp. 09121:285. 


8107230379 Forwards addl info re request for amend of License SNM-1097 
concerning addition of U fluoride to U oxide conversion 
capacity.GE anticipates need for full production release by 
810701. Amend approval requested as soon as possible. 

VAUGHAN, C. M. General Electric Co. 81/06/01. 200pp. 09143:335. 


8107270133 Requests interim permission to operate new U fluoride to U 
oxide conversion lines one at a time for reasonable period 
to debug equipment St demonstrate productive capability of 
each line. Justification presented. 

VAUGHAN, C. M. General Electric Co. 81/06/01. 2pp. 09159:274. 
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8107160142 Trip rept of 810608-12 site visit to observe insp by 
JB Kahle(GE) 8c L Franklin(IE) re respiratory aspects of 
plant, radiation safety records for external exposure 8< 
computer programs utilizing info from GE testing procedures. 
K08LA. B. M. Uranium Fuel Licensing Branch. 81/06/18. 3pp. 
09062: 086. 


DOCKET 70-1207 NAVY. DEPT. OF 


8107160119 Forwards renewed License SNM-1147 8c safety evaluation. 
Renewed license consolidates Licenses SNM-1147 8c SNM-1298 
into one 1 icense, expiring 860630. 

PAGE. R. G. Uranium Fuel Licensing Branch. 81/06/16. Ip. 09060:300. 


DOCKET 70-1143 WESTINGHOUSE ELECTRIC CORP. 


8107220049 Forwards application for amend to Licensee SNM-1120. 
reflecting current operating status of faci lities. Fee end. 

NARDI.A. J. Westinghouse Electric Corp. 81/06/03. 3pp. 09126:339. 


8107220053 Application for amend to License SNM-1 120. ref lecting removal 

of glove boxes & glove box exhaust sys 8c disposal of 
enriched U in waste containers. 

# Westinghouse Electric Corp. 81/06/30. 17pp. 09126:342. 


8107300128 Forwards "Effluent Semiannual Rept First 8c Second Quarters. 
1981. M 

WQODBUM, H. C. Westinghouse Electric Corp. 81/07/23. Ip. 09195:014. 


—8107300130 "Effluent Semiannual Rept First 8< Second Quarters. 1981. " 
WOODSUM. H. C. Westinghouse Electric Corp. 81/07/23. Ip. 
09195:015. 


DOCKET 70-1151 WESTINGHOUSE ELECTRIC CORP. 


— 8107160118 Renewed License SNM-1 147. incorporating Licenses SNM-1147 
8< SNM-1 2 9B. 

PAGE. R. G. Uranium Fuel Licensing Branch. 81/06/16. Bpp. 

09060: 301. 


— 8107160121 Safety evaluation supporting renewal 8. consolidation of 
Naval Surface Weapons Ctr Licenses SNM-1147 8c SNM-1298 subj 
to noted conditions. 

KOBLA, B. M. Uranium Fuel Licensing Branch. 81/06/15. 9pp. 

09060: 309. 


—8107160124 Summary of 810107 meeting w/Naval Surfaca Weapons Ctr in 
White Oak.MD re revision of 791030 renewal application. 

Licensee agreed to complete 8c submit new application by 
810206. 

KOSLA, B. M. Uranium Fuel Licensing Branch. 81/01/27. Ip. 

09060: 318, 


—8103190013 Trip rept re 810219 site visit to view facility 8c discuss 
draft application for SNM license. 

K08LA, B. M. Uranium Fuel Licensing Branch. 81/03/11. 2pp. 

09060: 319. 


8107200044 Informs that approving procedures for low enriched U scrap 
for processing will not endanger common defense 8c security, 
per 810316 ltr. Util B10316 ltr contains proprietary info 8c 
will be withheld (ref 10CFR2. 790). 

BURNETT, R. F. Division of Safeguards. 81/05/22. Ip. 09079:127. 


DOCKET 70-1224 TELEFLEX. INC. 


8107230130 Requests that Condition 12 of License SNM-1164 be revised 
to incorporate personnel change re supervisor J Barlow. 

CURRAN. G.M. Teleflex. Inc. 81/05/13. Ip. 09134:358. 


8107240033 Application for amend to License 8NM-1 107. revising 
description of use of Borosilicate-glass raschig rings as 
secondary method for nuclear criticality control. Fee 8c 
revised license pages end. 

NARDI.A. J. Westinghouse Electric Corp. 81/06/10. 10pp. 


09150: 163. 


—8107230136 Requests amend fee for processing 810513 request for 
amend of License SNM-1164 per 10CFR170. 

JACKSON, G. License Fee Management Branch. 81/05/27. Ip. 
09134: 359. 


8107090218 Ack receipt of 810512 ltr re installation 8c use of 
decontamination facility inside waste storage bldg. Concurs 
that proposed const is covered by environ rept. Activity may 
be conductad w/o amend to License SNM-1 107. 

PAGE. R. 0. Uranium Fuel Licensing Branch. 81/06/24. Ip. OB9B6:001. 


8107310614 Submits info t» const 8c use of addl uranyl nitrate storage 
tank. Location of tank on axisting concrete storage pad will 
make addl const unnecessary. Current operating 8c safeguards 
parameters will remain unchangad. 

REITLER. E. K. Wastinghouse Electric Corp. 81/06/30. 3pp. 

09223: 042. 


8107300022 Application for amend of License 8NM-1107 to revise 
description of use of borosiiicate glass raschig rings as 
secondary method for nuclear criticality control. PTior 
application dtd 810610 superceded. 

NARDI.A. J. Westinghouse Electric Corp. 81/07/02. 10pp. 09207:257. 


DOCKET 70-1193 CIMARRON FACILITY, KERR-MCGEE CORP. 


8107150295 Forwards IE Insp Repts 70-0923/01-02 8c 70-1193/81-02 on 
810505-08. No noncompliance noted. Ends withheld (ref 
10CFR2. 790). 

NORELIUS, C. E. Division of Engineering 8c Technical Inspection. 
81/06/17. 2pp. 09020:229. 


DOCKET 70-1201 UF 6 CONVERSION FACILITY, BABCOCK 8c WILCOX CO. 


8107220333 Requests comments 8c recommendations ra B8cW license renewal 
application 8c notification of scheduled plant insps to meet 
major milestones in review schedule. 

CR0W.W. T. Uranium Recovery Licensing Branch. 01/07/08. Ip. 
09123:345. 


8107280395 Forwards effluent monitoring results for Jan-June 1901. 
ZEFFiD.M. Babcock 8c Wilcox Co.. Nuclear Material Div. 81/07/22. 
2pp. 09175:056. 


DOCKET 70-1277 AGRICULTURE, DEPT. OF, AGRIC. RESEARCH SERVICE 


8107240299 Discusses IE insp of Licenses SNM-1233, 19-00913-03 8c 
19-00913-06 on 810618-19. No noncompliance noted. Major areas 
inspected: radiation safety 8c selective exams of procedures 
8c representative records. 

KINNEMAN, J. D. Materials Radiological Protection Section. 81/07/15. 
2pp. 09141:093. 


DOCKET 70-1308 MORRIS OPERATIONS, GENERAL ELECTRIC CO. 


8107270069 Petition to intervene. 

WALSH, P.J. Affiliation Unknown. 81/05/05. 2pp. 09158:179. 


8107150454 Forwards request for addl info re application for renewal of 
License SNM-1265. 

ROUSE, L. C. Advanced Fuel 8c Spent Fuel Licensing Branch. 81/06/18. 
3pp. 09049: 257. 


8107020263 Forwards GE 810612 ltr providing addl info re emergency 
planning for operation. Related correspondence. 

ROOhEY, M. A. Mayer, Brown 8t Platt. 81/06/24. Ip. 08926:328. 


—8107020266 Forwards addl info re emergency planning in response to NRC 
810605 request. Appropriate sections of plan will be revised 
to incorporate emergency classes required by 10CFR50, App E, 
as applicable to operation. „„„ 

DAWSON, D. M. General Electric Co. 81/06/12. 5pp. 08926:329. 


8107020372 Forwards GE 810623 ltr, transmitting response to NRC 810617 
request for addl info re QA codes 8c stds. Related 


correspondence. 

ROONEY, M. A. Meyer. Brown 8c Platt. 


—i 8107020375 Forwards response to NRC 
codes 8c stds. Svc list end. 

DAWSON, D. M. General Electric Co. 


81/06/26. Ip. 08926:231. 

810617 request for addl info re QA 
81/06/23. 6pp. 08926:232. 


B107100174 Motion to reschedule prehearing conference until 810B06. 
Counsel will be out of country on original 810723 date. 

Certificate of Sve end. ^ . 

ROOhEYiM. A. General Elactric Co. ROONEY, M. A. Mayer, Brown 8c Platt. 
81/06/30. 3pp. 0B992: 057. 
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8107290073 Forwards tabla showing currant status of fuel storage 
facility operation space per 810701 inventory. 

DAWSON, D. M. General Electric Co. 81/07/01. 2pp. 09189:234. 


8107080277 Order cancelling 810723 prehearing conference, per GE 


request. Conference reset for 810806. 

LITTLE, L. W. Atomic Safety and Licensing Board Panel, 


81/07/02. 


08973:284. 


ip. 


— 8107170221 Notice of violation from insp on 810406-07. Noncompliance 
noted: fa ilure to make surveys per 10CFR20. 101(a) & failure 
of nuclear medicine personnel to uieqr gloves during 
admini stration of radiopharms. 

KINNEMAN, J. D, Materials Radiological Protection Section. 
81/06/30. 3pp. 09057: 134. 


DOCKET 70-1342 CORATOMIC 


8107000281 Answers to GE second set of interrogatories. Proposed 
Contention 5 not beyond scope of discovery. Contention 10 not 
directed toward GE receipt of undamaged spent fuel. Affidavit 
& proof of svc end. Related correspondence. 

VAN VRANKEN, J. Illinois, State of. 81/07/02. 11pp. 08973:321. 


8107220180 Requests temporary amend to License 8NM-1319 for shipment of 
two C101-P pacemakers to Washington Hosp Ctr. Fee end. 

KALLAS, D. Coratomic, Inc. 81/06/03. 3pp. 09126:323. 


8107080288 Responses to NRC second set of interrogatories re 
habitability of control room in event of accident or large 
release of radioactive matl. Affidavit & proof of svc end. 
Related correspondence. 

VAN VRANKEN, J. Illinois, State of. 81/07/02. 8pp. 08973:347. 


— 8107220187 Advises that partial refund of application fee is being 
processed by Controller ofc. Amend fee for 810603 application 
was in excess of Category 10A of Section 170. 

JACKSON, G. License Fee Management Branch. 81/06/19. Ip. 

09126: 326. 


8107240014 Forwards “SER re Renewal of Matls License SNM-1265 for 
Receipt, Storage & Transfer of Spent Fuel. Pursuant to 
10CFR72, " NUREG-0709, 

ROUSE, L. C. Advanced Fuel & Spent Fuel Licensing Branch. 81/07/13. 
Ip. 09150: 173. 


— 8107240017 SAFETY EVALUATION REPORT RELATED TO THE RENEWAL OF MATERIALS 
LICENSE SNM-1263 FOR THE RECEIPT, STORAGE AND TRANSFER OF 
SPENT FUEL PURSUANT TO 10 CFR PART 72. 

CLARK, A. T. , EMPSON, F. M. Office of Nuclear Material Safety & 
Safeguards, Director. NUREG-0709. 81/07/31. 90pp. Available at 

NTIS. S4. 50. 09150: 174. 


DOCKET 70-1355 ARMY. DEPT. OF 


8107290242 Forwards request for amend of License SNM-1327 to replace 
F Toyama w/H McGrew as radiation protection officer. 

TARAS, D. Army, Dept, of. Headquarters Materiel Development fc 
Readiness Command. 81/06/03. Ip. 09206:348. 


—8107290245 Application for amend to License SNM-1 324. Amend would 
replace F Toyama w/H McGrew as radiation protection officer. 
HORNE, S. A. Army, Dept, of. Headquarters Materiel Development fc 
Readiness Command. 81/01/21. 7pp. 09206:349. 


8107270179 Request that JV Van Vranken be allowed to present at 
prehearing conference addl contention to 800505 original 
contentions, per Mar 1980 limited appearance. Author to be 
out of town on rescheduled conference date. 

WALSH, E. Affiliation Unknown. 81/07/17. Ip. 09159:336. 


8107270325 Notification of 810730 meeting w/vendor in Silver Spring, MD 
to discuss proposed Tech Specs. 

CLARK, A. T. Advanced Fuel 8t Spent Fuel Licensing Branch. 81/07/21. 
2pp_, 09167:350. 


8107270176 Request that JV Van Vranken be allowed to present written 
argument at prehearing conference, supporting State of IL 
participation in hearings. Author will be out of town on 
rescheduled conference date.. 

WALSH, E. Affiliation Unknown. 81/07/23. 2pp. 09159:334. 


8107170235 SAFETY REVIEW OF THE DESIGN, OPERATION AND RADIATION SECTIONS 
OF THE GENERAL ELECTRIC MORRIS OPERATION CONSOLIDATED 
SAFETY ANALYSIS REPORT. 

MCBRIDE, J. P. , LUK, K. H. , HAMMOND, C. R. Oak Ridge National Laboratory. 
FIN B-0102. NUREG/CR— 1697. 81/07/31. 39pp. Aval labia at NTIS. 

*2. 75. 09067: 286. 


DOCKET 70-1325 NAVY, DEPT. OF 


8107160115 Forwards renewed License SNM-1 147 & safety evaluation. 
Renewed license consolidates Licenses SNM-1147 fe SNM-1298 
into one license, expiring B60630. 

PAGE, R. 0. Uranium Fuel Licensing Branch. 81/06/16. Ip. 09060:300. 


—8107160118 Renewed License 8NM-U47, incorporating Licenses SNM-1147 
It SNH—129B 

PAGE, R. G. Uranium Fuel Licensing Branch. 81/06/16. 8pp. 
09060:301. 


—8107160121 Safety evaluation supporting renawal fe consolidation of 
Naval Surface Weapons Ctr Licenses SNM-1147 Sc SNM-1298 subj 
to noted conditions. 

K08LA, B. M. Uranium Fuel Licensing Branch. 81/06/15. 9pp. 

09060: 309. 


DOCKET 70-1397 ST. MARY 'S HOSP. RICHMOND, VA 


8107240136 Responds to 810511 ltr re options on License BNM-1375. 
Radiation Safety Committee advised hosp to continue using 
License SNM-1375 Sc abide by conditions stated. 

TROVATOiG. H. St. Marys Hosp. Richmond, VA. 81/06/01. Ip. 
09148:331. 


DOCKET 71-1409 VET. ADMIN. HOSP. BUFFALO 


8107170218 Discusses IE insp of Licenses 31-00786-02,31-00786-03, 

SNM-1 305 8« SNM-1376 on 810406-07 Sc forwards notice of 
violation. 

KINhEMAN, J. D. Materials Radiological Protection Section. 81/06/30. 
2pp. 09057: 131. 


DOCKET 70-1703 EASTMAN KODAK CO. 


8107310562 Informs that licensee 801104 physical security plan for 
protection of SNM of moderate etretegic significance meets 
requirements. License SNM-1313 is emended to include end 
license conditions. 

MCCORKLE, 0. W. Physical Security Licensing Branch. 81/03/07. 2pp. 
09223:038. 


8107070138 Recommends that Eastman Kodak Co Licans# BNM-1513 be 
reissued for 6 months, expiring 810731. Reiesuing of license 
would permit licensee to submit consolidated renewal 

application to NRC. ____ 

800NQ, A. Uranium Fuel Licensing Branch. 81/06/05. Ip. 08963:338. 


DOCKET 70-1738 PACIFIC 0A8 * ELECTRIC CO. 


8107300143 Requests renewal of Licenees SNM-1503 *« BNM-1667, extending 
expiration dates to 811231. «««. 

MANEATIS, G. Pacific Gas 8 Electric Co. 81/05/13. Ip. 09207:322. 


DOCKET 70-1331 VET, ADMIN. HOSP. BUFFALO 


8107140673 Forwards IE Insp Rept 70-1738/81-02 on 810527. No 
noncompliance noted. Rept withheld (ref 10CFR2. 790). 

NORDERHAUO, L. R. Safeguards Branch. 81/07/08. 2pp. 09018:273. 


8107170218 Discusses IE insp of Licenses 31-00786-02, 31 -*00786-03, 

SNM-1 305 * SNM-1376 on 810406-07 * forwards notice of 
violation. 

KINhEMAN, J, D. Materials Radiological Protection Section. 81/06/30. 
2pp. 09057: 131. 


DOCKET 70-1739 TRI-STATE MOTOR TRANSIT CO. 

8107310402 Informs that additions * changes ere nseded to physical 
protection plan for stratagie SNM, submitted in SI 0423 l tr. t 

MCCORKLE, 0. W. Physical Security Licensing Branch. 81/07/14. ip. 
09225: 041. 
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DOCKET 70-1869 RADIATION MANAGEMENT CORP. 


8107230363 Summarizes burial site survey project activities for May 
1981. Site survey work continues at West Lake landfill in St 
Louis County* MO. Landfill operator will not allow access to 
Area 1 until area has been seeded & capped. 

BOOD-LL. F. Ramsey Construction Co. 81/06/11. 2pp 09145:288. 


DOCKET 70-2322 EDLOW INTERNATIONAL CO. 


8107090425 Requests amend to export License ISNM-1651,to extend 
expiration date to Jul 1985 & remove enrichment max. 

HARMON. D. Ed low International Co. 81/06/30. Ip. 08985:013. 


DOCKET 70-2141 RUTLAND HOSP. RUTLAND, VT 


8107090488 Discusses IE insp of Licenses SNM-1625 & 44-14121-01 on 
810326 It forwards notice of violation. 

K1NNEMAN, J. D. Materials Radiological Protection Section. 81/04/30. 
2pp. 09396:304. 


—8107090490 Notice of violation from insp on 810326. Noncompliance noted: 
personnel failed to wear liquid proof gloves while 
injecting radiopharms St failed to monitor hands It clothing 
for contamination before leaving dept. 

KINNEMAN. J. D. Materials Radiological Protection Section. 

81/04/30. 2pp. 


DOCKET 70-2375 PACIFIC GAS 8 t ELECTRIC CO. 


B 107300 143 Requests renewal of Licenses SNM-1503 & SNM-1667. extending 
expiration dates to 811231. 

MANEATIS, G. Pacific Gas St Electric Co. 81/05/15. Ip. 09207:322. 


DOCKET 70-2383 HOSP. DE DIEGO SANTURCE 


8107090482 Discusses IE insp of Licenses SNM- 1705, 37-06855-01 It 
37-06855-03 on 810326 8< forwards notice of violation. 

KINhEMAN, J. D. Materials Radiological Protection Section. 81/04/30. 
2pp. 08985:166. 


DOCKET 70-2205 ST. LUKE'S HOSP. MILWAUKEE, W I 


8107290007 Application for 5-yr renewal of License SNM- 1638, al lowing 
inplants of Pu-238 nuclear-powered Cordis Omni-Stanicor 
Model 184 A cardiac pacemakers. List of authorized users 
should be amended to delete L Davis Sc HD Friedberg. 

HOWE, 0. E. St. Lukes Hosp. Mi lwaukee, WI. 81/05/27. Ip. 09189:122. 


DOCKET 70-2213 CLEVELAND CLINIC 


8107270060 Requests renewal of License 8NM-1659 which expires on 
810731. No license fee needs to be included for renewal. 

Nuclear pacemaker has never been implanted nor intended in 
future for use. 

PAVLICEK. W. Cleveland Clinic Cleveland, OH. 81/05/14. Ip. 
09162: 362. 


DOCKET 70-2232 WEST JERSEY HOSP. CAMDEN, NJ 


8107220372 Certificate of disposition of matls:six cases performed by 
F Enriquez . License SNM-1646 will not be renewed. 

CENTRONE, J. F. West Jersey Hosp. Camden, NJ. 81/05/28. Ip. 
09121:237. 


8107060235 Discusses IE insp of Licenses 29-01862-02 St SNM-1646 on 
810513 It forwards notice of violation. 

KINNEMAN, J. D. Materials Radiological Protection Section. B1/06/1B. 
2pp. 08890: 166. 


—8107060237 Notice of violation from insp on 810513 . Noncompliance noted: 
measurements at 3 ft from package surface & wipe tests on 
packages received had not been performed for 3 months. 

KXIWEMAN , J. D. Materials Radiological Protection Section. 

81/06/18. Ip. 08890: 168. 


8107210039 Confirms 810624 telcon re intention to request continuation 
of License SNM-1646. Agrees w/all sections & conditions 
previously stated in 760630 license. 

BR0UN,B. D. West Jersey Hosp. Camden, NJ. 81/06/26. Ip. 

09107: 184. 


8107240132 Ack receipt of 810630 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 70-2232/81-01 I < 
30-02443/81-01. 

KINNEMAN, J. D. Materials Radiological Protection Section. 81/07/15. 
Ip. 09137:061. 


■8107240135 Responds to NRC 810513 ltr rs violations noted in IE Insp 
Repts 70-2232/81-01 It 30-02443/81-01. Corrective actionsiwipe 
test of surface performed It measurement recorded. 

CENTRONE, J. F. West Jersey Hosp. Camden, NJ. 81/06/30. Ip. 

09137: 062. 


DOCKET 70-2249 HUTZEL H08P. DETROIT, MI 


8107220369 Csrtifi cate of disposition of metis: one nuclear pacemaker 
obtained S < implanted under License 8NM-1639. No other matl 
for disposal or transfer. 

* Hutiel Hosp. Detroit, MX. 81/05/12. Ip. 09121:235. 


—8107090484 Notice of violation from insp on 810326. Noncompliance noted: 
failure to usa tray to transport patient dose from hot lab 
to patient room & failure to survey package containing 
radioactive matl. 

KINNEMAN, J. D. Materials Radiological Protection Section. 

81/04/30. 2pp. 08985: 168. 


8107130113 Ack receipt of 810519 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 70-2383/81-01, 
30-03078/81-01 & 30-13322/81-01. 

KINNEMAN, J. D. Materials Radiological Protection Section. 81/07/06. 
Ip. 08999:237. 


—8107130119 Responds to NRC 810430 ltr re violations noted in IE Insp 
Repts 70-2383/81-01, 30-0307B/81-01 * 30-13322/81-01. 

Corrective actions: nuclear medicine technicians reinstructed 
re transport of radioactive matls & surveys. 

KUBNERiD. , FLAMINI, J. Hosp. of Philadelphia Philadelphia, PA. 
81/05/19. 2pp. 08999:238. 


DOCKET 70-2479 TRANSNUCLEAR, INC. 


8107280018 Confirms telcon informing NRC of import of irradiated fuel 
elements arriving in Portsmouth, VA. Date of arrival withheld. 
STONEBURNER, W. Transnuclear, Inc. 81/05/27. Ip. 09180:036. 


DOCKET 70-2529 CARDINAL CUSHING GENERAL HOSP. BRECKTON, MA 


8107100181 Discusses IE Insp Rept 70-2529/81-01 conducted on 810611. No 
noncomplience noted. Major areas inspected: selective exam of 
procedures & representative records, interviews w/personnel & 
measurements St observations by inspector. 

KINNEMAN, J. D. Materials Radiological Protection Section. 81/06/29. 
Ip. 08992:036. 


DOCKET 70-2598 WISCONSIN, UNIV. OF 


8107290015 Application for amend to License 8NM-1760, chang ing 
address. 

KRONCKE, 0. M. Wisconsin, Univ. of* Madison. 81/06/24. Ip. 
09189: 258. 


— 8107290016 Application for extension of License SNM-1760. 

KRONCKE, G. M. Wisconsin, Univ. of, Madison. 81/06/24. 2pp. 
09189: 259. 


DOCKET 70-2609 COMMONWEALTH EDISON CO. 


8107220395 Application for amend of License SNMrl802, extending 
expiration date to 820430. 

ABEUJ. S. Commonwealth Edison Co. 81/05/20. 2pp. 09127:356. 


8107090550 Submits Amond 4 to License 8NM-1802, changing expiration date 
to 820430, or upon conversion of CPPR-99 to OL, whichever is 
earlier. 

PAGE, R. G. Uranium Fuel Licensing Branch. 81/06/10. ip. 08979:171. 


8107080294 Requests that rept numbers for 810518-21 safeguards insp be 
changed to read 70-2609/81-01 It 70-2885/81-01. 

N0RELXU8, C. E. Division of Engineering tc Technical Inspection. 
81/06/30. Ip. 08974:009. 
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DOCKET 70-2623 MCGUIRE SPENT FUEL POOL* DUKE POWER CO. 


8107060172 Response to IE summary of inquiry re util possibl# fall 
statement. ASLB should consider matter further or filing 
should be disregarded as unwarranted. Related correspondence. 
RILEY. J. L, Carolina Environmental Study Oroup. 81/05/09. 5pp. 
08889: 255. 


— 8107060175 Affidavit re former staff member. B Spitalny incorrectly 
named as member of staff in IE 810304 summary of inquiry. 

W/af f irmation of svc. 

RILEY, J. L. Carolina Environmental Study Oroup. 81/05/05. 3pp. 
08889: 260. 


DOCKET 70-2678 ST. AGNES MEDICAL HOSP. PHILADELPHIA. PA 


8107060186 Discusses IE insp of Licenses 37-13651-01 & SNM-1767 on 
810430 & forwards notice of violation. 

KINhEMAN. J. D. Materials Radiological Protection Section. 81/06/19. 
2pp. 08890:062. 


— 8107060192 Notice of violation from insp on 810430. Noncompliance noted: 
disposable gloves were not worn by technologists during 
administration of patient doses containing radioactive matl. 

KINNEMAN, J. D. Materials Radiological Protection Section. 

81/06/19. Ip. 08890:064. 


8107240309 Ack receipt of 810707 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 81-01. 

KINhEMAN. J. D. Materials Radiological Protection Section. 81/07/15. 
lp. 09141:156. 


—8107240311 Responds to NRC 810619 ltr re violation noted in IE Insp 
Rept 81-01. Corrective actions: disposable gloves will be 
worn during preparation 6 injection of radioactive matls. 
CALLAGHAN. T. P. St. Agnes Hosp. Fond duLac.WI. 81/07/07. 2pp. 
09141: 157. 


DOCKET 70-2753 HOLYOKE HOSP. HOLYOKE. MA 


8107100267 Discusses IE insp of Licenses 20-05271-01 & SNM-1791 on 
810223 & forwards notice of violation. 

KINNEMAN, V. D. Materials Radiological Protection Section. 81/03/30. 
2pp. 09001:049. 


— 8107100271 Notice of violation from insp on 810223. Noncompliance noted: 
failure to make necessary surveys to assure compliance 
w/authorized means of disposing of licensed matl contained 
in waste. 

KINNEMAN. J. D. Materials Radiological Protection 8ection. 

81/03/30. 2pp. 09001:051. 


8107130487 Ack receipt of 810415 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-01873/81-01 St 
70-2753/81-01. 

KINhEMAN, J. D. Materials Radiological Protection Section. 81/07/07. 
lp. 08997: 130. 


—8107130493 Responds to NRC 810330 ltr re violations noted in IE Insp 
Repts 30-01873/81-01 St 70-2753/81-01. Corrective actions:will 
mon it dr & record results of waste baskets before taking 
trash out of hot lab St calibr survey meters. 

ROBE, R, A. . BRAHMAVAR, 8. M. Holyoke Hosp. Holyoke, MA. 81/04/15. 

7pp. 08997: 131. 


DOCKET 70-2838 CINCINNATI GAS St ELECTRIC CO. 


8107020355 Forwards IE Safeguards Insp Rept 70-2838/81-02 on 810609-11. 
Rept withheld <ref 10CFR2. 790) St available in Central Files 
only. 

NORELIUS, C. E. Division of Engineering St Technical Inspection. 
81/06/25. 2pp. 08950:049. 


DOCKET 70-2872 REUTER-STQKES 


8107150305 Discusses IE insp of Licenses 34-18233-01.34-18156-01 St 
8NM-1826 on 810624-25 <t forwards notice of violation. 

8RENIAW8KI , D. J. Materials Radiation Protection Section 2. 81/07/10. 

lp. 09025:140. 


— 8107150309 Notice of violation from insp on 810624-25. Non comp liance 
noted: radiological survays not performed Sc sealad sources 
not leak tested. 

SRENIAWSKI, D. U. Materials Radiation Protection Section 2. 
81/07/09. 2pp. 09025:141. 


DOCKET 70-2885 COMMONWEALTH EDISON 


8107080294 Requests that rept numbers for 810518-21 safeguards in«p be 
changed to read 70-2609/81-01 St 70-2885/81-01. 

NORELIUS, C. E. Division of Engineering St Technical Inspection. 
81/06/30. lp. 08974:009. 


DOCKET 70-2909 WESTINGHOUSE ELECTRIC CORP. POWER SYSTEMS 


8107210456 Requests notification re availability of DES on proposed 
fuel fabrication facility. 

NORTHROP, J. Affiliation Unknown. 81/05/25. lp. 09108:342. 


8107270048 Notifias that Wastinghousa has indefinitely deferred plen to 
const U fuel fabrication plant near Prattville. AL. Requests 
withdrawal of license application for SNM. Wastinghousa 
public announcement re deferral end. 

SABO. A. T. Westinghouse Electric Corp. 81/06/10. 2pp. 09162:356. 


8107010175 Motion for indefinite deferral of response to petitioner C 
Donelson c ontentions. Westinghouse has deferred indefinitely 
plans to construct fuel facility. Contentions are moot due to 
applicant withdrawal of request. W/Certif icate of Svc. 

TURK, 8. E. Hearing Branch 2. 81/06/29. 5pp. 08888:274. 


8107150188 Informs that mimeographed inputs filed in prior proceeding 
must be refiled to become pert of record in newly instituted 
proceeding, should Westinghouse apply for SNM license. 

TURK, 8. E. Hearing Branch 2. 81/07/13. lp. 09027:347. 


DOCKET 70-2917 TENNESSEE VALLEY AUTHORITY 


8107240076 Advises that facility Indemnity Agreement B-89, Amend 1,1s 
acceptable. Amend end. 

PARRIS. H. 0. Tennessee Valley Authority. 81/07/17. 2pp. 09137:104. 


DOCKET 70-2937 PENNSYLVANIA POWER Sc LIGHT CO. 


8107240025 Order directing chairman of A8LB to designate ASLAB to 
review hearing requests. 

CHILK/S. J. Office of the Secretary of the Commission. 8i/07/22. 
2pp. 09137: 186. 


8107300036 Notice of ASLB constitution. UP Gleason, chairman Sc OG Bright 
Sc PW Purdom. members. 

LAZO, R. M. Atomic Safety and Licensing Board Panel. 81/07/24. 2pp. 
09192:082. 


DOCKET 70-2941 TENNESSEE VALLEY AUTHORITY 


8107290263 Forwards ona oversize drawing Sc nonproprietary version of 
"Bellefonte Spent Fuel Storage Rack Licensing Rept. " 

Requests that proprietary version submitted w/810506 ltr be 
returned. 

MILLS, L. M. Tennessee Valley Authority. 81/06/08. 2pp. 09206:158. 


—8107290265 Nonproprietary version of "Bellefonte Spent Fuel Storage 
Rack Licensing Rept. *' Aperture card will ba available in 
PDR. 

* Westinghouse Electric Corp. 81/05/22. 31pp. 09206:160. 


8107240588 Forwards Licensa SNM-1883, safaty evaluation Sc Amend 1 to 
Indemnity Agreement B-89. License authorizes receipt, * 
possession, insp Sc storage of U enriched in U-235 isotopa, 
contained in 270 fuel assemblies St 100 loose fuel rods. 

PAOBR. 0. Uranium Fuel Licensing Branch. 81/07/08. 2pp. 

09147: 345. 


—8107240591 License SNM-1883, authorizing receipt, possession, insp St 
storago of U enrichad in U-235 isotope, contained in 270 
fuel assemblies Sc 100 loose fuel rods. 

PAGE, R. G. Uranium Fuel Licensing Branch. 81/07/08. lp. 

09147: 347. 
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— 8107240593 Safety evaluation supporting issuance of License SNM-18S3. 
Amend 1 to Indemnity Agreement B-89 end. 

STEVENSON* R. L. . CROW* W. T. Uranium Fuel Licensing Branch. 

81/07/08 . 4pp. 09147:348. 

8107240076 Advises that facility Indemnity Agreement B-89* Amend 1* is 
acceptable. Amend end. 

PARRIS* H. G. Tennessee Valley Authority. 81/07/17. 2pp. 09137:104. 


DOCKET 70-2944 DUKE POWER CO. 


8107240095 Forwards application for SNM license. 

PARKER* W. 0. Duke Power Co. 81/05/18. Ip. 09150:263. 


— 8107240100 Application for SNM 1 icense* author i z ing receipt* possession* 
insp 8c storage of U enriched in U-235 isotope in fuel 
assemblies Sc fission chambers. L Lewis 8c TJ Keane resumes 
end. 

* Duke Power Co. 81/05/18. 25pp. 09150: 264. 


DOCKET 70-2945 UNION ELECTRIC CO. 


8107160616 Application for SNM license requesting receipt* possession it 
storage of unirradiated fuel assemblies & fission chambers 
for incore detection sys. 

BRYAN* J. K. Union Electric Co. 81/06/26. 36pp. 09061:196. 

PACKAGING OF RADIOACTIVE MATERIAL FOR TRANSPORT AND 
TRANSPORTATION OF RADIOACTIVE MATERIAL UNDER 
CERTAIN CONDITIONS 

DOCKET 71-0122 J. L. SHEPHERD S. ASSOCIATES 


8107220028 Forwards updated QA manual for transport of radioactive 
matls. 

SHEPHERD. M. F. J. L. Shepherd it Assoc iates* Inc. 81/06/11. Ip. 
09127: 191. 


— 8107220032 Updated QA manual for transport of radioactive matls. 
SHEPHERD* J. L. . PREHODA, C. H. * DONELSON. R. N. J. L. Shepherd & 
Associates. Inc. QA-RM-001-A. 81/06/08. 53pp. 09127:192. 


DOCKET 71-0258 NUCLEAR ENGINEERING CO.* INC. 


8107290144 Requests that QA program approval for Radiodactive Matl 
Package 0258 be revised to approved end QA manual. Revision 
3. 

SCOVILLE* J. J. US Ecology* Inc. (Formerly Nuclear Eng ineerirtg ) . 
81/06/10. Ip. 09190:226. 


— 8107290147 QA Manual. Revision 3. 

# US Ecology. Inc. (Formerly Nuclear Engineering). 81/06/01, 
40pp. 09190: 227. 


8107060032 Forwards QA program approval for Radioactive Matl 
Package 0258* Revision 1. 

MACDONALD* C. E. Transportation Branch. 81/06/26. Ip. 08956: 1 BO. 


—8107060033 QA program approval for Radioactive Matl Package 0258* 
Revision 1. 

MACDONALD* C. E. Transportation Branch. 81/06/26. Ip. 08956:181. 


DOCKET 71-0358 NAVY, DEPT. OF. USS SIERRA 


8107310107 Forwards QA program from USS SIERRA in response to NRC 
810209 ltr.Encl 1 of attachment re-defines approved QA 
program issued 791210. Requests approval of new QA program. 

SMITH, R. H. Navy, Dept. of. 81/05/15. Ip. 09221:167. 


— 8107310109 Forwards USS SIERRA (AD-18) QA program for packing It 
shipment of radiographic sources. ChAcklist for- packaging it 
shipment of radiographic sources end. 

KINGSLEY* S. S. Navy, Dept, of . 81/04/17. 1pp. 09221:168. 


— 8107310112 QA program for packing it shipment of radiographic sources. 
KINGSLEY, S. S. Navy, Dept, of . 81/04/14. 6pp. 09221:169. 


DOCKET 71-0430 ARCO PETROLEUM PRODUCTS 


8107280061 Discusses 800602 request for permission to prepare it ship 
Co-60 source under License 12-00140-05. Requests use of GE 
700 cask in replacement of GE 1600 cask. One oversize 
drawing en cl. Aperture card will be in PDR. 

UHL* G. A. Atlantic Richfield Co. (ARCO). 81/05/01. 2pp. 09179:083. 


DOCKET 71-0439 SUPERIOR INDUSTRIAL X-RAY CO. 


8107300257 Forwards Revision 1 to QA program. "Shipment of Radioactive 
Matl in Radiographic Exposure Device* " per NRC B10611 
request. 

TURNER, J. J. Superior Industrial X-Ray Co. 81/07/10. Ip. 

09208: 124. 


— 8107300259 "Shipment of Radioactive Matl in Radiographic Exposure 
Device* " QA program Revision 1. 

TURNER* J. J. Superior Industrial X-Ray Co. 81/07/10. 27pp. 

09208: 125. 


DOCKET 71-0441 LUKENS STEEL CO. 


8107230097 Forwards QA program for industrial radiography. 
SUNUKJIAN* J. P. Lukens Steel Co. 81/04/30. Ip. 09134:349. 


— 8107230100 QA program for industrial radiography. 

MARTINI, E. K. Lukens Steel Co. 81/04/27. 2pp. 09134:350. 


DOCKET 71-0443 JOHN DEERE CORP. 


8107200538 Requests registration as user of Technical Operations Inc 
Model 771 Type B shipping container to store Co-60 source 
during equipment maint it to receive 50 Ci Co-60 source for 
e xchange. 

HARTMAN* J. John Deere Foundry. 81/06/05. Ip. 09079:347. 


8107210154 Forwards revised QA program. 

HARTMAN, J. John Deere Foundry. 81/06/09. Ip. 09107:276. 


— 8107210156 Revised QA program. 

* John Deere Foundry. 81/06/30. 22pp. 09107:277. 


DOCKET 71-0446 ARMY, DEPT. OF 


8107230197 Forwards Tooele Army Depot reply to NRC 810323 inquiry re 
transporation activity status. Requests ac k of receipt of 
correspond ence. 

TARAS, D, N. Army, Dept, of* Headquarters Materiel Development S< 
Readiness Command. 81/04/29. Ip. 09146: 150. 


— 8107230201 Submits QA program for packaging of licensed matls for 
transportation for approval & registration. 

* Army* Dept, of* Headquarters Materiel Development 8c Readiness 
Command. 81/04/17. 3pp. 09146: 151. 


— 8107230207 Responds to 810323 ltr requesting status of transportation 
activities. Application for approval of QA program 8c 
registration for package design have been submitted under 
separate cover. 

HAYES, R. W. Army, Dept, of* Headquarters Materiel Development 8c 
Readiness Command. 81/04/16. Ip. 09146:154. 


DOCKET 71-0450 GORSIRA X-RAY* INC. 


8107270289 Forwards QA program for industrial radiography. 

GORSIRA* F. E. Gorisra X-Ray* Inc. 81/05/15. Ip. 09178:196. 

—8107270298 QA program for industrial radiography. 

GORSIRA* F. E. Gorisra X-Ray* Inc. 81/04/10. 6pp. 09178:197. 


8107130079 Forwards QA program approval for Radioactive Matl Package 
0450, Revision 0. 

MACDONALD* C. E. Transportation Branch. 81/06/26. Ip. 09024:307. 

— 8107130080 QA program approval for Radioactive Matl Package 0450* 
Revision 0. 

MACDONALD, C. E. Transportation Branch. Bi/06/26. Ip. 


09024: 308. 
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DOCKET 71-0451 CHERNE CONTRACTING CORP. 


8107100300 Forwards request for addl info re 810508 application for 
approval of QA program in support of transporting Ir-192 
sources between field sites. Requests response within seven 
dags of receipt of ltr. 

MACDONALD* C. E. Transportation Branch. 81/06/24. 2pp. 09002:071. 


8107290036 Forwards Revision 1 to QA program for transp ortati on of 
radioactive metis* in response to NRC 810624 ltr. 

ROSIER* G. A. Cherne Contracting Corp. 81/07/07. Ip. 09178:334. 

—8107280038 Revision 1 to QA program for transportation of radioactive 
mat Is. 

ROSIER, G. A. Cherne Contracting Corp. 81/07/07. 2pp. 09178:335. 

8107290104 Forwards QA program approval for Radioactive Matl Package 
0451* Revision 0. 

MACDONALD* C. E. Transportation Branch. 81/07/22. Ip. 09189:284. 


— 8107290106 QA program approval for Radioactive Matl Package 0451* 
Revision 0. 

MACDONALD. C. E. Transportation Branch. 81/07/22. Ip. 09189:285. 


DOCKET 71-0452 PITTSBURGH-DES MOINES CORP. 


8107280657 Forwards QA program re shipping packages for License 
04-02289-04. 

ROBERTSON* C. D. Pi ttsburgh-Des Moines Corp. 81/05/12. Ip. 

09188: 164. 


— 8107280660 QA program of Pittsburgh-Des Moines Corp. re shipping 
packages. 

* Pittsburgh-Des Moines Corp. 81/05/12. 5pp. 09188: 165. 


8107130076 Forwards QA program approval for Radioactive Matl Package 
0452, Revis ion 0. 

MACDONALD* C. E. Transportation Branch. 81/06/25. Ip. 09024:305. 


— 8107130077 QA program approval for Radioactive Matl Package 0452* 
Revision 0. 

MACDONALD* C. E. Transportation Branch. 81/06/25. Ip. 09024:306. 


DOCKET 71-0453 CATALYTIE* INC. 


8107130072 Forwards QA program approval for Radioactive Matl Package 
0453* Revis ion 6. 

MACDONALD* C. E. Transportation Branch. 81/06/25. Ip. 09024:303. 


— 8107130074 QA program approval for Radioactive Matl Package 0453* 
Revision 0. 

MACDONALD* C. E. Transportation Branch. 81/06/23. Ip. 09024:304. 


DOCKET 71-0455 COURTER * CO. 


8107290209 Requests registration as user of Tech/Ops Model 660 under 
Certificate of Compliance 9033* Revision 3. Forwards on# 
oversize drawing. Aperture card will be available in PDR. 

HORN* M. Counter & Co. * Inc. 81/04/29. Ip. 09206:144. 


—8107290210 QA program for industrial radiography. 

* Counter 6 Co. . Inc. 81/04/29. 4pp. 09206: 145. 


8107230374 Forwards QA program approval for Radioactive Matl Package 
0455, Revision 0. 

MACDONALD* C. E. Transportation Branch. 81/07/15. Ip. 09145:341. 


— 8107230279 QA program approval for Radioactive Matl Package 0455* 
Revision 0. 

MACDONALD, C. E. Transportation Branch. 81/07/13. Ip. 09145:341. 


DOCKET 71-0456 NAVY, DEPT. OF 


8107240107 Forwards QA program approval for Radioactive Matl Package 
0456* Revision 0. 

MACDONALD, C. E. Transportation Branch. 81/07/20. Ip. 09148:334. 


— 8107240111 QA program approval for Radioactive Matl Package 0456* 
Revision 0. 

MACDONALD, C. E. Transportation Branch. 81/07/20. Ip. 09148:335. 


DOCKET 71-0457 NAVY, DEPT. OF 


8107170003 Forwards QA program for USS McKee. 

VOGT* J. F. Navy* Dept. of. 81/06/04. Ip. 09062:166. 


—8107170004 QA program for USS McKee. 

GORHAM, D.S. Navy , Dept, of . 81/04/13. 4pp. 09062:167. 


DOCKET 71-0458 NAVY* DEPT. OF 


8107270040 Forwards QA program for industrial radiography. 

DUPLISSEY* J. F. Catalytic* Inc. (subs, of Air Products 6 Chemicals* 
Inc.). 81/05/07. Ip. 09162:321. 


— 8107270042 QA program for industrial radiography. 

LAMAY* U. R. * DUPLISSEY* J. F. * TITANO, J. A. Catalytic, Inc. (subs. 
Air Products & Chemicals* Inc.). CI-QAP-712. 5. 81/05/05. 15pp. 

09162: 322. 


8107230263 Forwards QA program info. 

VOGT* J. F. Navy* Dept. of. 81/06/10. Ip. 09146:169. 


— 8107230267 Discusses QA program for packaging of radioactive matl un**- 
certain conditions for transport 6 transportation of 
radioactive matl. 

LANGE. N. G. Navy, Dept, of . 81/05/29. Ip. 09146:170. 


DOCKET 71-0459 CONNECTICUT, STATE OF 


8107280668 Forwards QA program for transportation of radioactive matl* 
re License 06-06472-03. Two shipments required to transfer 
maint & calibr operation to Hartford* CT. Forwards three 
oversize drawings. Aperture cards will be availeble in PDR. 

MANCUSG. F. Connecticut* State of. 81/o£/10. Ip. 09180:110. 


— 8107280671 QA program for transportation of radioactive metis. 
Incomplete Amend 26 to Univ of Lowell License 20-07446-01 fc 
other supporting matl end. 

* Connecticut* State of. 81/06/10. 16pp. 09180: 111. 


8107240552 Forwards QA program approval for Radioactive Matl Package 
0439* Revis ion 0. 

MCDONALD* C. E. Transportation Branch. 81/07/20. Ip. 09148:232. 


— 8107240536 QA program approval for Radioactive Matl Package 0439* 
Revision 0. 

MACDONALD, C. E. Transportation Branch. 81/07/20. Ip. 09148:233 


DOCKET 71-5532 MODEL: GAS CYLINDER FIRE IMPACT 8HIELD. ENERGY. DEPT. OF 


8107280076 Forwards requested supplemental data re SAR for packaging 
QRNL gas cylinder fire & impact shield. Requests priority 
review. Seven oversize drawings and. Aperture cards will be 
available in PDR. 

TRAVIS, W. H. Energy, Dept. of. 81/07/10. 20pp. 09179:098. 


DOCKET 71-3593 MODEL: L&M ORNL URANIUM SHIELDED CASK, ENERGY, DEPT. Of 


8107230403 Forwards addl info re SAR for packaging re ORNL U-shielde« 
shipping cask* in response to NRC request. Requests secondary 
priority review. 

TRAVIS, W. H. Energy, Dept. of. 81/07/08. 3pp. 09143:347. 


DOCKET 71-5796 MODEL: 181373 * 181361* PICKER CORP. 


8107310008 Informs that L Bills has been assigned to address 
deficiencies noted in Feb 1981 ltr. 

STEIN* 8. 8. Advanced Medical Systems, Inc. 81/05/19. Ip. 
09221 : 034. 


8107240037 Requests 90-day extension of 810630 expiration date.Unabl* 
to complete evaluation of shipping package before 810330. 

Fee end. 

KELBLEY, N. D. Advanced Medical Systems, Inc. 81/03/26. 2pp. 
09150:293. 
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DOCKET 71-5938 MODEL: HNPF, GENERAL ATOMIC CO. 


8107220358 Confirms telcon re termination of shipment of Peach Bottom 
HTGR fuel elements in HNPF cask. Certificate of compliance 
for cask will not be renewed. 

MOWRYi W. R. General Atomic Co. (subs, of Gulf Oil Co. >. 81/04/30. 

Ip. 09123:362. 


DOCKET 71-5942 MODEL: GE-700, GENERAL ELECTRIC CO. 


8107280061 Discusses 800602 request for permission to prepare & ship 
Co-60 source under License 12-00140-05. Requests use of GE 
700 cask in replacement of GE 1600 cask. One oversize 
drawing end. Aperture card will be in PDR. 

UHL. G. A. Atlantic Richfield Co. (ARCO). 81/05/01. 2pp. 09179:083. 


8107090316 Amends Certificate of Compliance 5942, author izing addl 
contents of up to 1.000 Ci Co-60 as sealed source per 810501 
ltr. Author ization expires 810930. 

MACDONALD. C. E. Transportation Branch. 81/06/25. Ip. 08986:211. 


DOCKET 71-5957 MODEL: BMI-1, BATTELLE COLUMBUS LABS 


DOCKET 71-6375 MODEL: CNS 4-45. CHEM-NUCLEAR SYSTEMS. INC. 


8107220037 Informs that Model CNS 4-45 has been removed from svc.per 
NRC instructions. Evaluation will be performed to determine 
cause of cracks in heat shield. Internal licensee memo end. 

MARSH. C. A. Chem-Nuclear Systems, Inc. 81/06/12. 2pp. 09127:283. 


DOCKET 71-6601 MODEL: CNS 8-120, CHEM-NUCLEAR SYSTEMS, INC. 


8107230334 Notifies that UNC Nuclear Industries has no plans to use 
Chem Nuclear Shipping Cask LL 50-100. 

WINSOR.G, H. United Nuclear Corp. 81/05/27. Ip. 09145:223. 


8107280666 Notifies that util is planning to use Model CNS 8-120. 

YUNDT, C. P. Portland General Electric Co. 81/06/09. Ip. 09180:362. 


8107090005 Advises of registration as user of Model CNS 8-120. 

MACDONALD, C. E. Transportation Branch. 81/07/02. Ip. 08979:203. 


8107090007 Advises of registration as user of Model CNS 8-120. 

MACDONALD, C. E. Transportation Branch. 81/07/02. Ip. 08979:205. 


8107230125 Requests registration of Lynchburg Research Ctr as user of 
Model BMI-1. 

OLSEN, A. F. Babcock & Wilcox Co. 81/06/10. Ip. 09134:360. 


8107230331 Requests registration as user of BMI shipping cask BMI-1. 
COOK. G. M. Michigan, Univ. of. 81/06/15. Ip. 09145:124. 


8107090002 Advises of registration as user of Model BMI-1. 

MACDONALD, C. E. Transportation Branch. 81/07/02. Ip. 08979:200. 


8107090003 Advises of registration as user of Model BMI-1. 

MACDONALD, C. E. Transportation Branch. 81/07/02. Ip. 08979:201. 


DOCKET 71-5958 MODEL: ICPP KRYPTON, EXXON NUCLEAR IDAHO CO. 


8107230271 Forwards Certificate of Compliance 5938, safety evaluation of 
krypton shipping container mod Sc ENICC-1069, "Addendum to 
I CP— 1077 SAR for Packaging (SARP) Krypton Shipping Container 
U8A/5958/BL( DOE-ID). " 

ROSS,D.M. Energy, Dept. of. 81/05/27. Ip. 09147:001. 


— 8107230272 Certificate of Compliance 5958. Revis ion 1, for krypton 
shipping container. 

WILLIAMS, C. E. Energy, Dept. of. Idaho Operations Office. Bl/04/30. 
2pp. 09147:002. 


— 8107230274 Safety evaluation of krypton shipping container. Use of 
alternate gas cylinder Sc valve acceptable. 

FARKAS, S.W. Energy, Dept, of, Idaho Operations Office. 81/04/30. 
3pp. 09147:004. 


—8107230276 "Addendum to ICP-1077 SAR for Packaging (SARP) Krypton 
Shipping Container USA/S95B/BL(D0E-ID) . " 

MCRTIMER, S. R. , OLSEN, W. C. Exxon Nuclear Co., Inc. (subs, of Exxon 
Corp.). ENIC0-1069. 81/01/31. 21pp. 09147:007. 


DOCKET 71-6144 MODEL: B-2, U. S. ECOLOGY 


8107290217 Requests that amend to Condition 8 of certificate of 
compliance be terminated because leak test method to satisfy 
corporate Safety Review Board has not been determined. 

MAR9H, C. A. Chem-Nuclear Systems, Inc. Bl/04/23. Ip. 09206:215. 


DOCKET 71-6346 MODEL: FSV-1, GENERAL ATOMIC CO. 


8107300256 Forwards "Design Rept for Ft St Vrain Fuel Shipping Cask," 
in response to NRC 810129 request for info re Certificate 
of Compliance 6346, Model FSV-1 packaging. Info on inner 
closure bolt stress & containment seal performance end. 

MOMRY, W. General Atomic Co. (subs, of Gulf Oil Corp.). 81/06/30, 
8pp. 09208: 102. 


'8107300258 Addendum 2, Revision 1 to "Design Rept Ft St Vrain Fuel 
Shipping Cask. " 

MOORE, R. L. , BURGOYNE, R. M. , MOWRY, W. R. General Atomic Co. (subs, of 
Gulf Oil Corp. ). GADR-53 ADD 02 R01. 81/06/30. 14pp. 09208:110. 


DOCKET 71-6698 MODEL: NFS-4, NUCLEAR FUEL SERVICES, INC. 


8107280001 Application to amend Certificate of Compliance 6698 to 
provide for shipping model NFS-4 /NAC-1 w/plastic cover 
applied to outside surfaces. Amend fee encl. 

JOHNSON, C. R. Nuclear Assurance Corp. 81/06/03. 6pp. 09180:061. 


8107220292 Forwards Revision 2 to "Safety Analysis of Modified NAC-1 
Spent Fuel Shipping Cask" it responses to specific requests 
for addl info. 

JOHNSON, C. R. Nuclear Assurance Corp. 81/06/05. 13pp. 09124:001. 


— 8107220298 Revision 2 to "Safety Analysis of Modified NAC-1 Spent Fuel 
Shipping Cask. 11 

* Nuclear Assurance Corp. NAC-E-801 R02. *81/03/21. 585pp. 

09124: 019. 


8107310052 Forwards order prohibiting use of Model NFS-4 by licensees 
until reasonable determination made by NRC that DOT surface 
contamination limits will not be exceeded on subsequent 
shipments. 

DAVIS, J. G. Office of Nuclear Material Safety & Safeguards, Director. 
81/07/22. 3pp. 09221:083. 


— 8107310065 Order prohibiting use of Model NFS-4 until reasonable 
determination is made by NRC that DOT surface contamination 
levels will not be exceeded. 

DAVIS, J. Q. Office of Nuclear Material Safety 8< 

Safeguards, Director. 81/07/22. 4pp. 09221:086. 


DOCKET 71-6717 MODEL: 6717-B, GAMMA INDUSTRIES, INC. 


8107280663 Requests registration as user of Gamma Industries Model 
6717-B. IAEA certificate of competent authority 8k Gamma 
Industries certificate of compliance encl. 

ROBERTSON, C. D, Pittsburgh-Des Moines Corp. 81/05/12. 4pp. 
0918B: 149. 


8107230377 Informs that containers used by Bingham-Wil lametta Co for 
radioactive matl transport are owned it registered by Gamma 
Industries & Tech/Ops Corp. Certificate of Compliance 9107 
encl. 

MILLER, G. L. Bingham-Willamette Co. 81/03/28. 3pp. 09143:292. 


— 8107230380 Certificate of Compliance 9107, Revision O, f or Model 771. 
MACDONALD, C. E. Transportation Branch. 78/03/31. 3pp. 09145:295. 


B 107220354 Requests that Models 6717-B, 20, 20A, 50, 50A, 100. 100A, 200, 200A, 
C-B 8k Century be certified as unilateral per 'IAEA transport 
regulations. Packages tested & qualified as Type B. Test 
results encl. 

RIDDLE, D. H. Nuclear Systems, Gamma Industries Div. 81/06/01. 3pp. 
09125: 245. 


8107230362 Requests registration as user of Gamma Industries Model 
6717-B shipping package. 

MAGNO, A. C. Industrial Inspection Industries, Inc. 81/06/02. 2pp. 
09162:342. 


8107090009 Advises of registration as user of Model 6717-B. 

MACDONALD, C. E. Transportat ion Branch. 81/07/02. Ip. 08979:207. 
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DOCKET 71-6771 MODEL: SN-1, NUCLEAR ENGINEERING CO. 


8107300271 Requests removal from list of Model SN-1 users & 
dissociation from corresponding docket under Certificate of 
Compliance 6771. 

WRIGHTj S. V. US Ecology* Inc. (Formerly Nuclear Engineering). 
81/06/25. Ip. 09207:357. 


DOCKET 71-9001 MODEL: IF-300, GENERAL ELECTRIC CO. 


8107210093 Informs that Valve 73J-001, being fabricated for use on Model 
IF-300. fai led to meet leakage requirements following Target 
Rock Corp operational test. Cask withdrawn from wet shipment 
svc. 

DAWSON. D. M. General Electric Co. 81/06/22. 2pp. 09108:050. 


DOCKET 71-9006 MODEL: 500-SU. AUTOMATION INDUSTRIES. INC. 


8107220018 Registers Automation Industries Models 500-SU. source 
changer, & 520. exposure device. Exposure .devices Models 51B. 
152 & 151 were constructed prior to 750331 & are DOT Spec 
55. 

WOODRUFF, H. T. Kast Metals Corp. 81/06/11. Ip. 09127:169. 


8107140062 Advises of registration as user of Models 500-SU. 660. 683, 

520,715.650 & 750, per 810401 request. 

MACDONALD, C. E. Transportation Branch. Bl/07/02. Ip. 09030:273. 


DOCKET 71-9007 MODEL: 520, AUTOMATION INDUSTRIES, INC. 


8107230255 Notifies that Automation Industries Model 520 Irid itron. Part 
200-520-001, S/N 0299, DOT 55-40 used for in-plant 
radiography. Replacement sources supplied & spent sources . 
returned in source changer. 

REID, R. G. CAM Industries. 81/06/10. Ip. 09146:175. 


8107220018 Registers Automation Industries Models 500-SU, source 
changer. Sc 520, exposure device. Exposure devices Models 51B, 
152 Sc 151 were constructed prior to 750331 & are DOT Spec 
55. 

WOODRUFF, H. T. Kast Metals Corp. Bl/06/11. lp. 09127:169. 


8107140062 Advises of registration as user of Models 500-SU, 660, 683, 

520,715,650 Sc 750, per 810401 request. 

MACDONALD, C. E. Transportation Branch. 81/07/02. lp. 09030:273. 


DOCKET 71-9010 MODEL: NLI-1/2. NUCLEAR ASSURANCE CORP. 


8107270286 Requests amend to 810216 request for Revision 8 to 
Certificate of Compliance 9010. Forwards response to 
questions, replacement pages Sc two oversize drawings. Aperture 
cards will be available in PDR. 

CARLSON, R. W. Nuclear Assurance Corp. 81/06/15. 39pp. 09161:006. 


8107210477 Forwards request for addl info re 810216 application 
requesting addl contents in Model NL-1/2 packaging. 

MACDONALD, C. E. Transportation Branch. 81/07/15. 2pp. 09108:351, 


DOCKET 71-9015 MODEL: TN-8, TRANSNUCLEAR, INC. 


8107280023 Forwards Revision 1 to addendum to ''TN-8 & TN-9 SAR. “ 
Revision 1 addresses structural significance of decreasing 
number of copper fins for Model TN-8. 

GOLDMAN, K. Transnuc lear, Inc. 81/06/17. 2pp. 09179:214. 


—8107280026 "TN-8 & TN-9 SAR," addendum for TN-8L packaging. Revision 1. 
* Transnuclear, Inc. E-2362 R01. 81/06/16. 4pp. 09179:216. 


8107150348 Forwards Revision 3 to Certificate of Compliance 9015 for 
Models TN-8 Sc TN-SL. 

MACDONALD, C. E. Transportation Branch. 81/07/07. lp. 09033:114. 


— 8107150350 Certificate of Compliance 9015, Revision 3, for Models TN-B & 
TN-SL. 

MACDONALD, C. E. Transportation Branch. 81/07/07. 4pp. 09033:115. 


DOCKET 71-9016 MODEL: TN-9, TRANSNUCLEAR, INC. 


8107280023 Forwards Revision 1 to addendum to "TN-8 & TN-9 SAR." 
Revision 1 addresses structural significance of decreasing 
number of copper fins for Model TN-8. 

©OLDMAN, K. Transnuclear, Inc. 81/06/17. 2pp. 09179:214. 


DOCKET 71-9019 MODEL: BU-7, GENERAL ELECTRIC CO. 


8107220021 Application for revision of Certificate of Compliance 9019. 
Revision would add back in net weights for U oxide powder 
contents, c hange net weights of U oxide pellets & change max 
gross weight of package. 

VAUGHAN, C. M. General Electric Co. 81/06/03. 158pp. 09126:004. 


8107290219 Forwards amended Attachment 3 to 810603 application to amend 
Certificate of Compliance 9019 for Model BU-7. 

VAUGHAN, C. M. General Electric Co. 81/06/19. lp. 09206:216. 


— 8107290221 Proposed revisions to Certificate of Compliance 9019, for 
Model BU-7 transport package. 

VAUGHAN, C. M. General Electric Co. 81/06/19. 5pp. 09206:217. 


8107300291 Forwards amended pages & updated consolidated application 
for revision of Certificate of Compliance 9019 re BU-7 
transport package. 

VAUGHAN, C. M. General Electric Co. 81/06/25. lp. 09209:319. 


— 8107300293 Updated consolidated application for revision of Certificeti 
of Compliance 9019 correcting select tables t* clarifying 
cross refs re BU-7 transport package. 

VAUGHAN, C. M. General Electric Co. 81/06/25. 9pp. 09209:320. 


B1Q7160017 Forwards Revision 7 to Certificate of Compliance 9019 for 
Model BU-7. 

MACDONALD, C. E. Transportation Branch. £1/07/06. 2pp. 09061:317. 


— B107160018 Certificate of Compliance 9019, Revision 7, for Model BU-7. 
MACDONALD, C. E. Transportation Branch. 81/07/06. 3pp. 09061:319. 


DOCKET 71-9021 MODEL: 750, TECHNICAL OPERATIONS. INC, 


8107140062 Advises of registration as user of Models 500-SU, 660, 683, 

520,715.650 & 750, per 810401 request. 

MACDONALD, C. E. Transportation Branch. 81/07/02. lp. 09030:273. 


DOCKET 71-9022 MODEL: CE-250-2, COMBUSTION ENGINEERING CO. , INC. 


8107230385 Requests that Certificate of Compliance 9022, Revision 5* 
(Model CE-250-2) be amended to allow U oxide contents of 
package to be contained within sealed steel containers. 

BROUN, C. 0. Exxon Nuclear Co., Inc. (subs, of Exxon Corp.). 
81/05/13. 2pp. 09145:335. 


— 8107230386 Forwards original licensing amend request re minor change 
to Certificate of Compliance 9022, Revision 5 (Model 
CE-250-2 shipping container) & licensing fees. 

BROMN,C. O. Exxon Nuclear Co., Inc. (subs, of Exxon Corp.). 
Bl/06/09, lp. 09145:337. 


B107100024 Requests fee for administrative amend to Certificate of 
Compliance 9022, per 810513 ltr. 

JACKSON, G. License Fee Management Branch. 81/06/11. lp. 

09001: 195. 


DOCKET 71-9023 MODEL: NH-10/24, NL INDUSTRIES, INC. 


8107150353 Forwards Revision 2 to Certificate of Compliance 9023 for 
Model NLI-10/24. 

MACDONALD, C. E. Transportation Branch. 81/07/06. lp. 09033: 127. 


—8107150356 Certificate of Compliance 9023, Revision 2, for Model 
NLI-10/24. 

MACDONALD, C. E. Transportation Branch. 81/07/06. 3pp. 09033:128. 
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DOCKET 71-9032 MODEL: 630, TECHNICAL OPERATIONS, INC. 


8107290209 Requests registration as user of Tech/Ops Model 660 under 
Certificate of Compliance 9033, Revision 3. Forwards one 
oversize drawing. Aperture card will be available in PDR. 

HORN, M. Counter it Co. , Inc. 81/04/29. Ip. 09206:144. 


8107270215 Requests registration as user of Tech/Ops Models 660,650 & 
713. 

HARRIS. R. L. Tennessee Valley Authority. 81/03/18. Ip. 09165:362. 


8107140062 Advises of registration as user of Models 500-SU, 660, 683, 
520,715,650 it 750, per 810401 request. 

MACDONALD, C. E. Transportation Branch. 81/07/02. Ip. 09030:273. 


DOCKET 71-9033 MODEL: 660 it 660E, TECHNICAL OPERATIONS, INC. 


8107290209 Requests registration as user of Tech/Ops Model 660 under 
Certificate of Compliance 9033, Revision 3. Forwards one 
oversize drawing. Aperture card will be available in PDR. 

HORN, M. Courter it Co. , Inc. 81/04/29. Ip. 09206:144. 


— 8107290210 QA program for industrial radiography. 

* Courter & Co. , Inc. 81/04/29. 4pp. 09206:145. 


8107270215 Requests registration as user of Tech/Ops Models 660*650 S< 
713. 

HARRIS, R. L. Tennessee Valley Authority. 81/05/18. Ip. 09163:362. 


8107140062 Advises of registration as user of Models 500-SU, 660, 683, 
320,715,650 it 730, per 810401 request. 

MACDONALD, C. E. Transportation Branch. 81/07/02. Ip. 09030:273. 


DOCKET 71-9037 MODEL: TR IGA-2, GENERAL ATOMIC CO. 


8107090006 Advises of registration as user of Model TR IGA-2. 

MACDONALD, C. E. Transportation Branch. 81/07/02. Ip. 08979:204. 


DOCKET 71-9039 MODEL: 713, TECHNICAL OPERATIONS, INC. 


8107270213 Requests registration as user of Tech/Ops Models 660,630 & 
HARRIS, R. L. Tennessee Valley Authority. 81/03/18. Ip. 09163:362. 


8107140062 Advises of registration as user of Models 500-SU, 660, 683, 
320,715,630 it 750, per 810401 request. 

MACDONALD, C. E. Transportation Branch. 81/07/02. Ip. 09030:273. 


DOCKET 71-9044 MODEL: GE-1600, GENERAL ELECTRIC CO. 


8107210541 Requests notification when leak tightness of Models 
GE-1600 ic CN8-1600 packaging has been demonstrated. 

MACDONALD, C. E. Transportation Branch. 81/07/15. Ip. 09108:362. 


DOCKET 71-9053 MODEL: 683, TECHNICAL OPERATIONS, INC. 


8107140062 Advises of registration as user of Models 500-SU, 660, 683, 
320,715,630 Sc 750, per 810401 request. 

MACDONALD, C. E. Transportation Branch. 81/07/02. Ip. 09030:273. 


DOCKET 71-9070 MODEL: N-35, ENERGY, DEPT. OF 


8107300023 Requests that Monsanto Research Corp be registered as user 
of Model N-55. 

PURCHASE, W. C. Energy, Dept. of. 81/05/28. Ip. 09207:256. 


8107290014 Requests authorization to use Model N-55. 

MCCLELLAN, R. 0. Inhalation Toxicology Research Institute. 81/07/06. 
Ip. 09189: 117. 


DOCKET 71-9071 MODEL: AP-101, CHEM-NUCLEAR SYS, INC. if 


DOCKET 71-9074 MODEL: AP-100, ANEFCO, INC. 


8107210004 Requests registration of El DuPont de Nemours it Co it 
Westinghouse as users of Model AP-100. 

MURPHY, J. D. Anefco, Inc. 81/06/22. Ip. 09106:361. 


DOCKET 71-9079 MODEL: HN-100 SERIES 2, HITTMAN NUCLEAR it DEVELOPMENT 


8107230353 Requests registration as user of Chem-Nuclear Sys, Inc Model 
CNSI 14-170. 

UTLEY, E. E. Carolina Power & Light Co. 81/04/28. Ip. 09143:187. 


8107090010 Advises of registration as user of Model HN-100 Series 2. 
MACDONALD, C. E. Transportation Branch. 81/07/02. Ip. 08979:208. 


8107090011 Advise* of registretion as user of Model HN-100 Series 2. 
MACDONALD, C. E. Transportation Branch. 81/07/02. Ip. 08979:209. 


DOCKET 71-9081 MODEL: CNS-1600, CHEM-NUCLEAR SYSTEMS, INC. 


8107210341 Requests notification when leak tightness of Models 
GE-1600 it CNS-1600 packaging has been demonstrated. 

MACDONALD, C. E. Transportation Branch. 81/07/15. Ip. 09108:362. 


DOCKET 71-9088 MODEL: NLS-RF, TRANSPORTATION, DEPT. OF 


8107240049 Forwards amended application for revision of Certificate of 
Compliance 9088. Ltr to DOT dtd 810313 end. 

8HAPIR0, R. M. Schlumberger Well Services. 81/05/13. 2pp. 

09130:010. 


— 8107240033 Amended application for revision of Certificate of 
Compliance 9088 to include addl styles of neutron source 
sys, Mode Is NLS-KL it NLS-LM. Key drawings end. 

* Schlumberger Well Services. 81/05/15. 121pp. 09150:012. 


— 8107240034 Forwards fee requested by NRC 810327 ltr re 810515 
application for revision of Certificate of Compliance 90B8. 
SHAPIRO, R. M. Schlumberger Well Services. 81/06/03. 3pp. 
09130: 160. 


8107210488 Notifies that Certificate of Compliance 9088 has been 
amended to authorize two addl types of neutron source sys 
< NLS-KL it NLS-LM). New package meets IAEA requirements for 
Type B(u> packages. 

MACDONALD, C. E. Transportation Branch. 81/07/17. Ip. 09108:283. 


8107210333 Forwards Revision 1 to Certificate of Compliance 90BB for 
Models NLS-RF, NLS-KL it NLS-LM. 

MACDONALD, C. E. Transportation Branch. 81/07/17. Ip. 09110:349. 


— 8107210559 Certificate of Compliance 9088, Revision 1, for Models NLS-RF, 
NLS-KL it NLS-LM. 

MACDONALD, C. E. Transportation Branch. 81/07/17. 2pp. 09110:350. 


DOCKET 71-9094 MODEL: CNS 14-193-H, CHEM-NUCLEAR SYSTEMS, INC. 


8107090001 Advises of registration as user of Model CNS-14-193-H. 
MACDONALD, C. E. Transportation Branch. 81/07/02. Ip. 08979:199. 


DOCKET 71-9096 MODEL: CNS 21-300, CHEM-NUCLEAR SYSTEMS, INC. 


8107280664 Requests registration as user of Model CNSI 21-300. 

COONEY, M. J, Philadelphia Electric Co. 81/03/12. Ip. 09180:361. 


8107210028 Requests registration as user of Chem-Nuclear Sys, Inc Model 
CNSI 21-300. All future correspondence should be forwarded 
to RH Graves. ' 

GRAVES, R. H. Connecticut Yankee Atomic Power Co. Bl/06/10, lp. 
09107: 160. 


8107090008 Advises of registration as user of Model CNS 21-300. 

MACDONALD, C. E. Transportation Branch. 81/07/02. lp. 08979:206. 


8l 2T 2 i2 530 Adv **»» of registration as user of Model AP-101, per NRC 
810522 request. 

MACDONALD, C. E. Transportation Branch. 81/07/06. ip. 09110:326. 
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DOCKET 71-9100 MODEL: KKP-20-4950, KERR-MCGEE CORP. 


8107300282 Requests registration as user of Model KKP-20-4950. 
MAYS, W. M. Everest Minerals Corp. 81/06/30. !p. 09208:361. 


DOCKET 71-9107 MODEL: 771, TECHNICAL OPERATIONS, INC. 


8107230377 Informs that containers used by Bingham-Ui llamette Co for 
radioactive matl transport are owned & registered by Gamma 
Industries & Tech/Ops Corp. Certificate of Compliance 9107 
end. 

MILLER, G. L. Bingham-Wi llamette Co. 81/05/28. 3pp. 09145:292. 


—8107230380 Certificate of Compliance 9107, Revision 0, for Model 771. 
MACDONALD, C. E. Transportation Branch. 78/03/31. 3pp. 09145:295. 


8107200538 Requests registration as user of Technical Operations Inc 
Model 771 Type B shipping container to store Co-60 source 
during equipment maint & to receive 50 Ci Co-60 source for 
exchange. 

HARTMAN, J. John Deere Foundry. 81/06/Q5. Ip. 09079:347. 


8107080593 Advises that Technical Operations, Inc application re Model 
771, author i zed by Certificate of Compliance 9107, meets IAEA 
requirements for Type B(U) package. Review is in response to 
810519 request. 

MACDONALD, C. E. Transportation Branch. 81/06/17. Ip. 08979:198. 


8107090004 Advises of registration as user of Model 771. 

MACDONALD, C. E. Transportation Branch. 81/07/02. Ip. 08979:202. 


DOCKET 71-9111 MODEL: CN6-80A, CHEM-NUCLEAR SYSTEMS, INC. 


8107290001 Forwards changed drawing BC-20-200D which clearly defines 
bolt thread engagement, per request. Changes made under 
Revision G. 

HANSEN, L. J. Nuclear Packaging, Inc. 81/05/28. 3pp. 09189:054. 


8107280674 Confirms 810623 request for registration as user of Model 
CN6-80A. 

SHAFER, P. W. Dairyland Power Cooperative. 81/06/25. Ip. 09188:163. 


DOCKET 71-9126 MODEL: 20, 20A, 50, 50A. GAMMA INDUSTRIES, INC. 


8107220354 Requests that Models 6717-B, 20, 20A, 50, 50A, 100, 100A, 200, 200A, 
C-8 t* Century be certified as unilateral per IAEA transport 
regulations. Packages tested & qualified as Type B. Test 
results encl. 

RIDDLE, D. H. Nuclear Systems, Gamma Industries Div. 81/06/01. 3pp. 
09125:245. 


DOCKET 71-9127 MODEL: 100, 100A, 200, 200A, GAMMA INDUSTRIES, INC. 


8107220354 Requests that Models 6717-B. 20, 20A, 50, 50A, 100, 100A. 200, 200A, 
C-8 Sc Century be certified as unilateral per IAEA transport 
regulations. Packages tested Sc qualified as Type B. Test 
results encl. 

RIDDLE, D. H. Nuclear Systems, Gamma Industries Div. 81/06/01. 3pp. 
09125: 245. 


DOCKET 71-9143 MODEL: 920, TECHNICAL OPERATIONS, INC. 


8107230161 Requests registration as user of Tech Ops Model 920 
exposure devices/shipping containers & Model 850 source 
changers/shipping containers. 

MOBERG, A. J. Newport News Shipbuilding & Dry Dock Co. (subs, of 
TENNECO Corp. >. 81/06/09. Ip. 09136:349. 


DOCKET 71-9147 MODEL: 850, TECHNICAL OPERATIONS, INC. 


8107230161 Requests registration as user of Tech Ops Model 920 
exposure devices/shipping containers it Model 850 source 
changers/shipping containers. 

MOBERG, A. J. Newport News Shipbuilding it Dry Dock Co. (subs, of 
TENhCCO Corp. ). 81/06/09. Ip. 09136:349. 


8107090012 Advises of registration as user of Model 850. 

MACDONALD, C. E. Transportation Branch. 81/07/02. Ip. 08979:210. 


DOCKET 71-9149 MODEL: 910 TYPE B. TECHNICAL OPERATIONS, INC. 


8107070125 Notifies that Model 910, authori zed by Certificate of 
Compliance 9149, meets IAEA requirements for Type B(U) 
packages. 

MCDONALD, C. E. Transportation Branch. 81/06/23. Ip. 08963:334. 


DOCKET 71-91 50 MODEL: PAT-2, ENERGY, DEPT. OF 


8107240037 Forwards revised pages for 810403 SAR. Pages revised to 
satisfy concerns discussed in 810416 meeting re salient 
aspects of SAR developed for lightweight air-transportable 
accident resistant container. 

WEISZ, G. Energy, Dept. of. 81/05/27. Ip. 09149:322. 


— 8107240041 Replacement pages to "PAT-2 (Pu Air-Transportable Model 2) 
SAR. “ 

ANDERSON, J. A. , DAVIS, E. J. , DUFFEY, T. A. Sand i a Laboratories. 
SANDS1— OOOl ERR. 81/03/31. 29pp. 09149:323. 


DOCKET 71-9152 MODEL: CNS 1-13CII, CHEM-NUCLEAR SYSTEMS, INC. 


8107230305 Submits application for certificate of compliance for Model 
CNS 1-13CII package. SAR re info requirements of 10CFR71.21 
it fee determination encl. 

MARSH, C. A. Chem-Nuclear Systems, Inc. 81/06/10. 2pp. 09136:001. 


— 8107230307 Advises that addl fee is required for 810618 application 
for certificate of compliance for Model CNS 1-13CII package. 
JACKSON, G. License Fee Management Branch. 81/06/30. Ip. 

09136: 003. 


— 8107230310 Forwards addl fee re 810618 application for certificate of 
compliance for Model CNS 1-13CII shipping package. 

MARSH, C. A. Chem-Nuclear Systems, Inc. 81/06/25. ip. 09136:004. 


— 8107230313 Safety analysis rept supporting application for certificate 
of compliance for Model CNS 1-13CII package, Vol 1. 

* Chem-Nuclear Systems, Inc. 81/06/18. 400pp. 09136:005. 


DOCKET 71-9128 MODEL: C-8 GAMMA INDUSTRIES, INC. 


8107220354 Requests that Models 6717-B, 20, 20A, 50, 50A, 100, 100A, 200, 2O0A, 
C-8 it Century be certified as unilateral per IAEA transport 
regulations. Packages tested fc qualified as Type B. Test 
results encl. 

RIDDLE, D. H. Nuclear Systems, Gamma Industriss Div. 81/06/01. 3pp. 
09125:245. 


DOCKET 71-9135 MODEL: CENTURY, GAMMA INDUSTRIES 


8107220354 Requests that Models 6717-B, 20, 20A, 50, 50A, 100, 100A, 200, 2O0A, 
C-8 it Century be certified as unilateral per IAEA transport 
regulations. Packages tested it qualified as Type B. Test 
results encl. 

RIDDLE, D. H. Nuclear Systems, Gamma Industries Div. 81/06/01. 3pp. 
09125: 245. 


FUEL CYCLES AND MATERIAL SAFETY 

DOCKET 72-0001 MORRIS OPERATIONS, GENERAL ELECTRIC CO. 


8107270069 Petition to intervene. 

WALSH, P. J. Affiliation Unknown. 81/05/05. 2pp. 09158:179. 


8107150454 Forwards request for addl info re application for renewal of 
License SNM-1265. 

ROUSE, L. C. Advanced Fuel 8c Spent Fuel Licensing Branth. 81/06/18. 
3pp. 09049:257. 


8107020263 Forwards GE 810612 ltr providing addl info re emergency 
planning for operation. Related correspondence. 

ROONEY, M. A. Mayer, Brown 8e Platt. 81/06/24. Ip. 08926:328. 


—8107020266 Forwards addl info re emergency planning in response to NRC 
810605 request. Appropriate sections of plan will be revised 
to incorporate emergency classes required by 10CFR50, App E, 
as applicable to operation. 

DAWSON, D. M. General Electric Co. 81/06/12. 5pp. 08926:329. 
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8107020372 Forwards GE 810623 ltri transmitting response to NRC 810617 
request for addl info re QA codes Sc stds. Related 
correspond ence. 

ROONEY* M. A. Mayer. Brown 8 < Platt. 81/06/26. Ip. 08926:231. 


— 8107020375 Forwards response to NRC 810617 request for addl info re QA 
codes Sc stds. Svc list end. 

DAMSON. D. M. General Electric Co. 81/06/23. 6pp. 08926:232. 


8107240014 Forwards "SER re Renewal of Matls License SNM-1265 for 
Receipt. Storage & Transfer of Spent Fuel Pursuant to 
10CFR72, " NURE0-0709. 

ROUSE. L. C. Advanced Fuel Sc Spent Fuel Licensing Branch. 81/07/13. 
Ip. 09150: 173. 


—8 1072400 17 SAFETY EVALUATION REPORT RELATED TO THE RENEWAL OF MATERIALS 
LICENSE SNM-1265 FOR THE RECEIPT. STORAGE AND TRANSFER OF 
SPENT FUEL PURSUANT TO 10 CFR PART 72. 

CLARK. A. T. . EMPSON. F. M. Office of Nuclear Material Safety Sc 
Safeguards. Director. NUREG-0709. 81/07/31. 90pp. Available at 

NTIS. S4. 50. 09150:174. 


8107270325 Notification of B10730 meeting w/vendor in Silver Spring. MD 
to discuss proposed Tech Specs. 

CLARK. A. T. Advanced Fuel & Spent Fuel Licensing Branch. 81/07/21. 
2pp. 09167:350. 
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10CFR COMMISSION MEETING RECORDS 


8106090002 Transcript of 810521 public meeting re briefing on SECY-81- 
240i draft NUREG-0771 Sc 0772 re accident source term 
assumptions, in Wash ington. DC. Pp 1-67. Meeting outline & 
vietugraphs end. 

* Commissioners. 81/05/21. 92pp. 08726:245. 


8106180191 SECY-81-335 

Request approval to publish proposed rule. 10CFR61. 

"Licensing Requirements for Land Disposal of Radwaste. 11 & 
conforming amends. Marked-up draft & Action Plan Task IV. 6. 2 
analysis re periodic/systematic review of regulations end. 
DIRCKS. U. J. Office of the Executive Director for Operations. 
81/05/27. 140pp. 65407:224. 


8107060502 Transcript of 810619 public meeting in Washington. DC re 
Affirmative Session 81-24. Pp 1-10. 

* Commissioners. 81/06/19. 12pp. 08959:213. 


8107090178 Forwards revised pages to End 3 to staff requirements memo 
re discussion of SEC Y-81-20D. policy on proceeding w/pending 
CP Sc mfg license applications. in response to 810604 request. 

DIRCKS. W. J. Office of the Executive Director for Operations. 
81/06/22. 18pp. 08985:300. 


8107100017 Staff requirements memo re briefing on SECY-81-267, disposal 
of high level radwaste in geologic repositories. 

CHILK. S. J. Office of the Secretary of the Commission. M810616A. 
81/06/22. 2pp. 09001: 180. 


8107100277 Staff requirements memo re discussion of ATWS (SECY-80-409). 
Staff directed to prepare FR notice containing both rule 
proposed in SECY & alternative. 

CHILK. S. J. Office of the Secretary of the Commission. M810616B, 
81/06/22. 2pp. 09001:095. 


8107100305 Staff requirements memo on Affirmation Session 81-23 re 
SECY-81-342 Sc SECY-81-374. Congressional committees should be 
informed of Commission denial of request for reconsideration 
of denial of petition for rulemaking. 

CHILK. S. J. Office of the Secretary of the Commission. M81061BB. 
81/06/19. Ip. 09002:078. 


8107100310 Staff requirements memo re discussion of revision to 
SECY-81-84/84A. reactor operator qual if icat ions. Peer revieui 
panel w/membership composed of representatives from outside 
NRC should be established. 

CHILK. S. J. Office of the Secretary of the Commission. M810618A. 
81/06/23. Ip. 09002:081. 


8107100346 Staff requirements memo re 810604 discussion of 8ECY-81-317. 
need for power rule. Legal analysis in support of proposed 
rulemaking requested. 

CHILK. S. J. Office of the Secretary of the Commission. M810604B. 
81/06/09. Ip. 09002:154. 


8107100351 Staff requirements memo re 810610 briefing on SECY-81-232, 
comments on EPA-proposed guidance for occupational exposure. 

CHILK. S. J. Office of the Secretary of the Commission. M810610A. 
81/06/12. Ip. 09001:048. 


8107140339 Transcript of 810625 Affirmation/Discussion Session 81-25 in 
Washington. DC. Pp 1-7. 

* Commissioners. 81/06/25. 11pp. 09030:107. 


8107140790 Transcript of 810629 Commission general administrative 
meeting in Washington. DC. Pp 1-8. 

* Commissioners. 81/06/29. 9pp. 09032:094. 


8107140799 Revised staff requirements memo re 810629 Affirmation 
Session 81 -26. Commission approved for publication in FR 
amend to 10CFR2. 772 to permit Secretary of Commission to 
issue orders w/o Commission affirmation. 

CHILK. 8. J. Office of the Secretary of the Commission. M810629A. 
81/07/06. 2pp. 09031:349. 


8107140801 Transcript of 810618 Affirmation Session 81-23 in 
Washington. DC. Pp 1-12. 

* Commissioners. 81/06/18. 15pp. 09048:007. 


— 8106150003 SECY-8 1-342 

Seeks approval to publish FR notice of denial of request for 
reconsideration of petition previously denied by Commission 
in Aug 1980. Public announcement will not be issued. Draft 
notice of denial end. 

DIRCKS. W. J. Office of the Executive Director for Operations. 

81/06/01, 10pp. 


8107140810 Transcript of 810629 Affirmation Session 81-26 in 
Washington. DC, Pp 1-7. 

* Commissioners. Bl/06/29. 10pp. 09048:048. 


8107150024 Transcript of 810618 Commission meeting in Washington. DC re 
revisions to reactor operator qualif icat ions. Pp 1-36. 

* Commissioners. 81/06/18. 40pp. 09033:165. 


— 8107150031 Recommends new approach to proposed rulemaking re reactor 
operator qualif ication. Peer panel should be formed to 
review, criticixe Sc make suggestions. 

AHEARNE, J. F. Commissioners. 81/06/18. Ip. 09033:225. 


—8106300043 SECY-8 1-084 A 

Provides Commission w/outline of NRC comments on proposed 
revision to reactor operator qualifications. 

DIRCKS. W.J. Office of the Executive Director for Operations. 
81/06/15. " 3pp. "69033:226. 


8107150459 Staff requirements memo re Commission 810629 Affirmation 
Session 81-26 concerning 8ECY-B1-373 S< 8ECY-8 1-335. Amend 
approved for publication in FR to permit secretary to issue 
orders to redirect pleadings w/o Commission affirmation. 

CHILK. 8. J. Office of the Secretary of the Commission. MB10629A. 
81/06/30. 2pp. 09049:263. 


8107170001 NUREG-0772 DRFT 

TECHNICAL BASES FOR ESTIMATING FISSION PRODUCT BEHAVIOR 
DURING LWR ACCIDENTS. 

* Office of Nuclear Reactor Regulation. Director. * Oak Ridge 
National Laboratory. * Sandia Laboratories. 81/06/29. 250pp. 

09063:001. 


8107200002 Transcript of B10709 Affirmative Session 81-27 in 
Washington. DC re amends to 10CFR51 to eliminate need for 
power issue in OL proceeding. Pp 1-4. 

* Commissioners. 81/07/09. 6pp. 09079:042. 


■8107200003 Comments on 8ECY-81-317 Si 317B re proposed rulemaking to 
eliminate need for power Sc alternative energy source issues 
in OL proceedings in absence of special circumstances. 

Revised draft FR notice Sc comparative text end. 

SHAPAR, H. K. Office of the Executive Legal Director. 81/06/25. 
24pp. 09079:048. 


8107300202 Transcript of 810720 public budget session in Washington. DC. 
Pp i-84. Afternoon session. 

* Commissioners. 81/07/20. 87pp. 09208:225. 
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ACRS ADVISORY COMMITTEE ON REACTOR SAFEOUARDS 


8X07300393 Submits suggestions re potential safety improvements for 
incorporation into new designs for nuclear power plants. NRC 
should give appropriate priority & resources to developing 
safety requirements for future LWRs. 

MARK* J. C. ACRS - Advisory Committee on Reactor Safeguards. 
81/07/14. 3pp. 09070:353. 


8106330244 Certified minutes of ACRS Subcommittee on Class 9 Accidents 
810334 meeting in Washington* DC re activities of degraded 
core cooling steering group & info on hydrogen developed 
since Sequoyah review that is pertinent to McOuire. 

* ACRS - Advisory Committee on Reactor Safeguards. Si/05/27. 4pp. 
08835:081. 


8107060084 Forwards response to Senate Subcommittee on Nuclear 
Regulation 810505 questions re NRC research program 
development. 

MARK* J. C. ACRS - Advisory Committee on Reactor Safeguards. 
81/06/10. 7pp. 08957:281. 


8107060118 Submits comments on ACRS Subcommittee on Class 9 Accidents 
@10921-22 meeting re status St use of MARCH code. Users should 
indicate all input options# whether external or default* which 
have been used. 

SICHEL# M. Michigan* Univ. of. 81/05/36. 3pp. 08957:312. 


8107060164 Summary of ACRS Subcommittee on Safety Philosophy»Technology 
& Criteria 810204 meeting in Washington* DC re status of NRC 
development of requirements for near-term CP b mfg license 
plants. FR notice & proposed agenda end. 

* ACRS - Advisory Committee on Reactor Safeguards. 81/04/28. 26pp. 

08958: 221 . 


8107080003 Certified minutes of ACRS Procedures Subcommittee 810407 
meeting in Washington* DC. 

* ACRS - Advisory Committee on Reactor Safeguards. 81/05/05. 6pp. 
00975: 041. 


— 8107080004 Confirms telcon re notification of 810408 meeting to discuss 
compensation* expenses 6 benefits payable to ACRS members. 

Submits topics for discussion. 

FRALEY* R.F. ACRS - Advisory Committee on Reactor Safeguards. 

81/03/20. 6pp. 08973:047. 


8107080349 Transcript of ACRS Subcommittee on Structural Engineering 
810701 meeting in Albuquerque* NM. Pp 1-383. Vie wgraphs end. 

* ACRS - Advisory Committee on Reactor Safeguards. 81/07/01. 
330pp. 08967: 001. 


8107080237 Transcript of ACRS Subcommittee bn Decay Heat Removal' Sys 
810706 meeting in Wash ington* DC, Pp 1-65. Update on 
Task A-43 end. 

* ACRS - Advisory Committee on Reactor Safeguards. 81/07/06. 72pp. 

08963: 205. 


8107080558 Summary of ACRS Class 9 Subcommittee 810321-22 meeting in 
Washington* DC re status & use of MARCH computer code. 

ZUDANS* z. Franklin Institute/Franklin Research Center. 81/06/02. 
3pp. 08979: 130. 


8107090027 Transcript of ACRS Subcommittee on Advanced Reactors 810707 
meeting in Washington* DC. Pp 1-301. 

* ACRS - Advisory Committee on Reactor Safeguards. 81/07/07. 

304pp. 08981:202. 


0107090031 Transcript of ACRS Subcommittee on ECCS 810707 meeting in 
Washington* DC. Pp 1-244. Viewgraphs end. 

* ACRS - Advisory Committee on Reactor Safeguards. 81/07/07. 
473pp. 08982: 146. 


8107090034 Transcript of ACRS Subcommittee on Reector Fuel 810707 
meeting in Washington* DC. Pp 1-232. Viewgraphs end. 

* ACRS - Advisory Committee on Reactor Safeguards. 81/07/07. 
330pp. 08980:001. 


8107100002 Transcript of ACRS Subcommittee on Class 9 Accidents 
810630 meeting in Albuquerque* NM. Pp 1-262. Viewgraphs end. 

# ACRS - Advisory Committee on Reector Safeguards. 81/06/30. 
300pp. 08987:007. 


8107100006 Transcript of ACRS Subcommittee on Advanced Reactors 810707 
meeting in Washington* DC. Pp 302-319. (Evening session). 

Supporting documentation b viewgraphs end. 

* ACRS - Advisory Committee on Reactor Safeguards. 81/07/07. 

373pp. 08991:114. 


8107100007 Transcript of ACRS Subcommittee on Nuclear Safety Research 
810708 meeting in Wash ington* DC. Pp 1-239. 

* ACRS - Advisory Committee on Reactor Safeguards. 81/07/08. 
244pp. 08989:016. 


8107100052 Submits general recommendations re revision of general 
design criteria for LWRs* includ ing reviews of App A to 
10CFR50 cr iteria* post TMX recommendations b unresolved 
safety issues. 

LIP INSKI, W. C. Argonne National Laboratory. 81/03/27. 4pp. 
09001 : 277. 


8107100100 Responds to request at ACRS Electrical Sys Subcommittee 
810528 meeting for comments on instrumentation for detection 
of inadequate core cooling. NRC review schedule listed. 

Suggests systematic failure modes b effects analysis. 

LIPINSKI* W. C. Argonne National Laboratory. 81/06/01. 3pp. 
09001 : 306. 


8107100135 Transcript of ACRS Subcommittee on Metal Components 010630 
meeting in Richland* WA. Pp 1-111. 

* ACRS - Advisory Committee on Reactor Safeguards. 81/06/30. 

133pp. 08990:337. 


8107130308 Transcript of ACRS 233th meeting on 810709 in Washington* DC, 
Pp 1-139. Viewgraphs end. 

* ACRS - Advisory Committee on Reactor Safeguards. 81/07/09. 70pp- 

. 08998: 184. 


8107140825 Informs that problem w/6M spec container will be further 
discussed at 810520 meeting. Describes shortcomings of 
container. 

LANGHAAR* J. W. Affiliation Unknown. 81/04/27. Ip. 09029:080. 


8107150160 Provides summary of ACRS 252nd meeting on 810409-11 in 
Washington, DC re util request for OL, NUREO-0740. "NRC Long 
Range Research Plan*FY83-87 b Reg Quid# 1.97*1.68.3 & 1.142. 
MARK* J. C. ACRS - Advisory Committee on Reactor Safeguards. 
81/04/20. 6pp. 09048:244. 


8107150162 Transcript of ACRS 225th general meeting on 810710 in 
Washington* DC. Pp 140-347. Viewgraphs end. 

* ACRS - Advisory Committee on Reactor Safeguards. 81/07/10. 
207pp. 09026:071. 


8107150310 Provides summary of 254th ACRS meeting on 810604-06 In 
Washington. DC re response to Senator AK Simpson questions on 
NRC safety research program & proposed requirements for 
installation of reactor core coolant level instrumentation. 
MARK, J. C. ACRS - Advisory Committee on Reactor Safeguards. 
81/06/13. 3pp. 09033:334. 


8107150366 Summary of ACRS 251st meeting on 810312-14 in Washington* DC 
re CL review, draft NURE0-0772* "Technical Bases for 
Estimating Fission Product Behavior During LWR Accidents," 

NUREQ— 077 1 & 0666 b Reg Guide 1. 97 Revision 2. 

MARK* J. C. ACRS - Advisory Committee on Reactor Safeguards. 

81/03/24. 3pp. 09032:271. 


8107220045 Transcript of ACRS Subcommittee on Advanced Reactors 810714 
meeting in Ch icago, IL. Pp 1-327. 

* ACRS - Advisory Committea on Reactor Safeguards. 81/07/14. 

327pp. 09116:127. 


8107230023 Transcript of ACRS Subcommittee on Advanced Reactors 810715 
meeting in Chicago, IL. Pp 328-490. 

* ACRS - Advisory Committee on Reactor Safeguards. 81/07/15, 

164pp. 09130:340. 


8107240092 Transcript of ACRS Subcommittee on Electrical Sys 810722 
meeting in Washington* DC re proposed rulemaking on anviron b 
seismic qualif ication of electric equipment. Pp 1-159. 

* ACRS - Advisory Committee on Reactor Safeguards. 81/07/22. 
161pp. 09137:258. 


COMMISSION NRC COMMISSIONERS 


8005090459 Forwards "Study of Hearing Process Duration for Nuclear 
Power Reactors in US*" in response to request. Study findings 
show increase in average duration of radiat^on/safaty b 
environ hearing process since mid-1950. 

HALLER* N. M. Office of Management and Program Analysis. S0/04/08. 
2pp. 04873:322. 


—8003090463 "Study of Hearing Process Duration for Nuclear Power 
Reactors in US. " 

LURIE* D. Office of Management and Program Analysis. 80/03/31. 
39pp. 04873:324. 
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8103270110 Responds to request for rept on possible addl improvements 
to NRC licensing process. Legislation allowing interim 
operations in advance of hearing completion would reduce 
delay in licensing process. 

HENDRIE. J. M. Commissioners. 81/03/12. 5pp. 


•8103270931 Submits recommendations to expedite impacted OL hearings. 
Code should include set of TMI-related OL requirements. ASLAB 
decisions on fuel loading & low power testing should be 
immediately effective. 

BXCKWIT* L. Office of the General Counsel. 81/02/23. 10pp. 


— 8103270938 Discusses issue of licensing delays in anticipation of 
hearing before Bevill Committee. In circumstances where no 
appeal has been taken from ASLB initial dec ision> ASLAB will 
complete review within 60 days. 

ROSENTHAL* A. S. Atomic Safety and Licensing Appeal Panel. 
81/02/18. 5pp. 08043: 354. 


8107020084 Weekly info rept for wk ending 810619. 

REHMT. A. Office of the Executive Director for Operations. 
81/06/24. 40pp. 08954: 063. 


8107060056 Responds to 810525 ltr requesting NRC assistance In nuclear 
safety 6 proposing formal safety documentation arrangement. 

Suggests Ofc of Inti Programs be contacted re arrangements 
to assure that safety concerns accomodated. 

HENDRIE* J. M. Commissioners. 81/06/17. Ip. 08958:201. 


— 8107060057 Requests formalization of arrangements to ensure IAEA timely 
receipt of NRC matl re safety activities. Cites Mar 1981 
meeting re rulemaking on degraded core cooling question. 

Expresses appreciation for NRC continuous assistance. 

ELKUND.S. International Atomic Energy Agency (Austria). 81/05/25. 

Ip. 08958: 202. 


8107070103 Ack receipt of favorable comments on discussions of reactor 
safety research programs. 

HENDRIE* J. M. Commissioners. 81/06/17. Ip. 08963:296.* 


— 8107070105 Expresses gratitude for impressive NRC performance at 810605 
meeting w/Reactor Safety Research Program Review Committee. 

Requests transmittal of comments to R Minogue & employees on 
end list. 

RABMU8SEN* N. C. Massachusetts Institute of Technology. 81/06/11. 

2pp. 08963:297. 


8107090404 Weekly info rept for wk ending 810626. 

REHM.T, A. Office of the Executive Director for Operations. 
81/07/02. 34pp. 08984:231. 


81071 50344. Weekly info, rept for wk. ending. 810703. 

REHM.T. A. Office of the Executive Director for Operations. 
81/07/10. 35pp. 09033: 075. 


8107200098 Requests that NRC 6 FEMA provide joint monthly rept of 
status of radiological emergency planning review 6 approval 
activities. Required info outlines should begin 810630. 

Request based on NRC fe FEMA testimony at 810427 hearing. 

HART* 0. Senate* Environment & Public Works. 81/06/08. 3pp. 
09079: 135. 


— 8107200102 Responds to 810605 request re regulatory reform fc regulatory 
agency independence from Presidential control. Specific 
response re NRC rulemaking process end. 

HENDRIE* J. M. Commissioners. 81/06/29. 9pp. 09079:155. 


“8107200105 Requests voluntary adherence to Executive Order 12291* 
Sections 2 6 3* in effort to reduce regulatory burden. 

Continued perticipetion in Regulatory Calendar project 
urgsd. Memo re disbanding of US Regulatory Council end. 

BUBH* 0. President of US 6 Executive Offices. 81/03/25. 7pp. 
09079: 164. 


—8107200107 Responds to 780323 ltr re recent executive order for govt 
regulation improvament. NRC intends to join in spirit of 
ordtr expressed. Progress will be reported by 780630. 

HENDRIE* J. M. Commissioners. 78/04/27. Ip. 09079:172, 


“8107200109 Requests info re NRC rulemaking process fc regulatory agency 
independence from Presldentiel control. Expresses concern re 
OKI cleerence procedure interference w/agency legislative 
functions. Response requested by 810622. 

DXNQELL* J. D. House of Rep. * Energy fc Commerce. 81/06/05. 3pp. 
09079:183. 


—B107200113 Responds to B10626 request for personal views re role of 
public health It safaty in public hearing fc licensing 
process. Specific questions answered. 

HENDRIE* J. M. Commissioners. 81/06/30. 4pp. 09079:186. 


— 8107200115 Expresses appreciation for appearance before Subcommittee on 
Environ* Energy & Natural Resources. Forwards addl questions 
for personal response. 

HILER* J. House of Rep. 81/06/26.. 3pp. 09079:190. 


—8107200119 Responds to 810620 & 22 ltrs re trials of USS OH <S5BN 726). 
Extends personal congratulations to recipient & crew. Info 
will be circulated to ACRS & appropriate NRC ofes. 

HENDRIE. J. M. Commissioners. 81/06/29. Ip. 09079:191. 


— 8107200127 Responds to 810507 request for max agency participation in 
810825-28 third training conference in Wash ington* DC. Assures 
full support for objectives 6 goals. Emp loyees will be 
permitted to attend activities during working hrs. 

HENDRIE* J. M. Commissioners. 81/06/29. Ip. 09079:198. 


— 8107200133 Requests max agency participation in 810825-28 third 
training conferance in Wash ington* DC. Comments 6 suggestions 
for speakers welcome. Goals* ob jectives & agenda outlined. 
Literature end. 

BALLARD* L. C. Blacks in Government. 81/05/07. 3pp. 09079:199. 


•8107200148 Provides status rept per Public Law 96-295* Sac t ion 307(b)* 
requirement for study re feasibility & value of licensing 
plant managars & sanior licansee of ficers. Comprehensive 
study delayed due to OL application review demands. 

HENDRIE* J. M. Commissioners. 81/06/26. Ip. 09079:204. 


—8107200153 Provides status rept per Public Law 96-295, Section 307(b) 
requirement for study re feasibility Sc value of licensing 
plant managers Sc senior licansee of ficers. Comprehensive 
study delayed due to OL application raview demands. 

HENDRIE, J. M. Commi ssionars. 81/06/26. 21pp. 09079:205. 


—8107200157 Responds to 810513 ltr re TX compliance w/amendtd U Mill 
Tailings Radiation Control Act. Director of Ofc of State 
Programs will continue to work w/TX Dept of Health for 
signing of amendtd agreement by 811108. 

HENDRIE. J. M. Commissioners. 81/06/26. Ip. 09079:207. 


—8107200160 Responds to 810129 ltr re NRC evaluation of TX Dept of 
Health efforts to comply w/U Mills Tailings Radiation 
Control Act. Discussas monitoring of SB 735 Sc need for 
upgraded tailings mgt programs at axisting sites. 

CLEMENTS, W. P. Texas. State of. 81/05/13. 2pp. 09079:217. 


8107220286 Forwards eighth monthly status rept in response to direction 
given in House Rept 96-1093* covering period 810515-0615. Rept 
discusses actions takan on oparating reactors Sc licensing 
reviews of plants. 

HENDRIE* J. M. Commissioners. 81/06/30. 22pp. 09125:289. 


8107220373 Submits response to request fe" NRC views oh DOE proposed' 
bill, 11 Residual Radioactive Matl Control Act.” NRC should 
have similar regulatory authority concerning proposed 
program S< setting remedial action stds for releasing sites. 

B ICKWIT, L. Office of the General Counsel. 81/06/30. 3pp. 

09121: 23B. 


>8107220375 Requests views on DOE draft bill* "Residual Radioactive 
Matl Control Act, “ before advising on relationship to 
program of Prasidant* per OMB Circular A-19. Requests views by 
810424. 

PETERSON* R. K. Office of Management & Budget. 81/03/27. 43pp. 

09121:241. 


8107300199 Weekly info rept for wk ending 810724. 

REHM.T. A. Office of the Executive Director for Operations. 
81/07/28. 30pp. 09207:292. 


CONTRACT NRC CONTRACTS AND MODIFICATIONS 


8107010018 Notification of contract execution* Mod 5 to "DOC-OBERS 
Projections." Contractor: US Dept of Commerce. 

MCLEAREN* T. Division of Contracts. FIN B-1158. NRC-03-77-054. 

81/06/23. Ip. 08907:362. 


‘8107010020 Mod 5* deob ligating funds for closeout* to "DOC-OBERS 
Projections. " 

O'BRIEN, J. M. Commerce* Dept. of. THOMPSON* R. D. Division of 
Contracts. FIN B-1150. NRC-03-77-054. 81/06/23. Ip. 00908:001. 


8107010023 Notification of contract execution* Mod 11 to "BWR Full 
Integral Simulation Test (FIST) Program. " Contractor: 

GE/EPR1. 

GUSTAVE* R. P. Research Contracts Branch. NRC-04-76-215. 81/05/28. 

Ip. 08908:002. 
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—8107010026 Mod 11. revising statement of work, estab lish ing cost 
ceilings for each task & imposing cost ceiling through 
810615. to "BUR Full Integral Simulation Test (FIST) 

Program. " 

KLEPFER. H. H. General Electric Co. * Electric Power Research 
Institute. MORTON. K. V. Research Contracts Branch. NRC-04-76-215. 
81/05/28. 14pp. 08908:003. 


8107010028 Notification of contract execution. Mod 2 to "Electrostatic 
Copying Svcs. " Contractor : Literature Research Co. 

COLEMAN. R. Administrative Contracts Branch. NRC- 10-8 1-369. 

81/06/17. Ip. 08908:017. 


—8107010030 Mod 2, increasing funds obligated, to "Electrostatic Copying 
Svcs. '• 

* Literature Research Corp. LEBO, C. D. Administrative Contracts 
Branch. NRC- 10-8 1-369. 81/06/17. Ip. 08908:018. 

* 

8107010032 Notification of contract execution, Mod 17 to "LOCA/ECCS 
Support Studies." Contractor: MPR Associates, Inc. 

BROMBERG, B. Research Contracts Branch. FIN B-5537. NRC-04-75-183. 

81/06/17. Ip. 08908:019. 


—8107010034 Mod 17, extending term & scope 8c increasing funds obligated, 
to "LOCA/ECCS Support Studies. " 

MANDIL, I . H. MPR Associates, Inc. MORTON, K. V. Research Contracts 
Branch. FIN B-5537. NRC-04-75-183. 81/06/17. 2pp. 08908:020. 


8107010038 Notification of grant execution: "Study of Faulting in 8c 
Near Surface 8c Underground Mines in Southwestern, IN, “ 
awarded to IN Univ. 

THOMSON, R.D. Division of Contracts. FIN 0-1019. NRC-0-04-81-017. 

81/06/30. lp. 08908:022. 


— 8107010041 Grant: "Study of Faulting in 8c Near Surface 8c Underground 
Mines in Southwestern, IN, " awarded to IN Univ. 

MULHOLLAND, J. D. Indiana Univ. THOMPSON, R. D. Division of 
Contracts. FIN G-1019. NRC-G-04-81-017. 81/06/30. 2pp. 

08908: 023. 


8107010044 Notification of contract execution, Mod 5 to "Manual of 
Energy Analysis Methodology for Program Plant Siting: Energy 
Value of Land. " Contractor: Univ of FL. 

JACOBS, A. Research Contracts Branch. FIN B-6155. NRC-04-77-123. 

81/06/19. lp. 08908:025. 


— 8107010045 Mod 5, extending period of performance to 810930, to "Manual 
of Energy Analysis Methodology for Program Plant Siting: 

Energy Value of Land. " 

WAHL, F. M. Florida State Univ. MORTON, K. V. Research Contracts 
Branch. FIN B-6155. NRC-04-77-123. 81/06/19. 3pp. 08908:026. 


8107010047 Notification of contract execution, Mod 2 to "Support of 
Continuing Activities of US Natl Committee for Rock 
Mechanics. " Contractor: US Bureau of Mines. 

HAIRSTON, C. Technical Assistance Contracts Branch. FIN B-6932-1. 
NRC-02— 80-038. 81/04/22. lp. 08908:029. 


— 8107010050 Mod 2, appointing T Beamons as project officer, to "Support of 
Continuing Activities of US Natl Committee for Rock 
Mechanics. " 

* Inter ior, Dept, of, Bureau of Mines. MATTIA, M. J. Administrative 
Contracts Branch. FIN B-6932-1. NRC-02-80-03B. 81/04/22. lp. 

08908: 030. 


8107010054 Notification of contract execution, Mod 2 to "Environ 
Assessments of Surface 8c Groundwater Impacts from U Recovery 
Operations." Contractor: OTT Mater Engineers, Inc. 

SMITH, P. A. Technical Assistance Contracts Branch. NRC-02-80-028-01. 
81/06/16. lp. 08908:031. 


— 8107010055 Mod 2, changing reporting requirements, extend ing period of 
performance to 810831 8c designating TE Fleming es project 
officer, to "Environ Assessments of Surface 8c Groundwater 
Impacts from U Recovery Operations. " 

HUMPHREY, J. H. Ott Water Engineers, Inc. MATTIA, M. J. 

Administrative Contracts Branch. NRC-02-80-028-01. 81/06/16. Ip. 

08908: 032. 


8107010057 Notification of contract execution. Mod 3 to "Technical 
Assistance Assessment of Respository Siting 8c Design. " 

Contractor : US Bureau of Mines. 

HAIRSTON, C. , FIELDS, J. Technical Assistance Contracts Branch. FIN 
B -6934-1. NRC-02-80-075. 81/04/22. lp. 0B908: 033. 


— 8107010060 Mod 3, designating T Seamans as project officer, to 
"Technical Assistance Assessment of Repository Siting 8c 
Design. " 

* Interior, Dept, of, Bureau of Mines. MATTIA, M. J. Administrative 
Contracts Branch. FIN B-6934-1. NRC-02-80-075. 81/04/22. lp. 

08908: 034. 


8107020090 Notification of contract execution, Mod 1 to "Consultant 
Special Research Review Group." Contractor : DE Dorfan. 

THOhFSON, R. D. Division of Contracts. FIN B-6311. NRC-04-7B-224. 

81/06/16. lp. 08918:361. 


— 8107020095 Mod 1, deobligating funds, to "Consultant Special Research 
Review Group. " 

DORFAN, D. E. California, Univ. of, Santa Cruz. THOMPSON, R. D. 
Division of Contracts. FIN B-6311. NRC -04-78-224. 81/06/16. lp. 

08918: 362. 


8107020513 Notification of grant execution: “Acceptance Criteria of 
Weld Defects for Elevated Temp Svc, " awarded to Welding 
Research Council. 

THOMPSON, R . D. Division of Contracts. FIN G-1016. NR C-0-8 1-04-0 13. 
81/06/15. lp. 08918:356. 


— 8107020516 Grant: "Acceptance Criteria of Meld Defects for Elevated 
Temp Svc," awarded to Melding Research Council. 

OYLER, G. M. Melding Research Council. THOMPSON, R. D. Division of 

Contracts. FIN G-1016. NRC-G-81-04-013. 81/06/15. 2pp. 

08918: 357. 


8107020520 Notification of contract execution. Mod 1 to "Mgt Control 
Sys for Sealed Source 8e Device Review." Contractor : Sys 
Sciences, Inc. 

EDGEWORTH. P. Division of Contracts. FIN B-6457-1. NRC-02-80-022. 

81/06/11. lp. 08918:353. 


— 8107020521 Mod 1, increasing funds obligated & extending period of 
performance to 810914, to "Mgt Control Sys for Sealed Source 
& Device Review. 11 

CROMLEY. J. M. System Sciences, Inc. MATTIA, M. J. Administrative 
Contracts Branch. FIN B-6457-1. NRC-02-80-022. 81/06/11. 2pp. 

08918: 354. 


8107060507 Notification of contract execution, Mod 4 to "Research Study 
Entitled, 'Study of Regional Tectonics & Seismicity for 
IA'." Contractor: IA Geological Survey. 

MOLLETT, S. A. Research Contracts Branch. FIN B-6312. NRC-04-78-228. 

81/06/24. lp. 08959:197. 


— 8107060510 Mod 4, providing funding & scope for third yr of 5-yr 
program, to "Research Study Entitled, 'Study of Regional 
Tectonics Sc Seismicity for IA'. " 

KOCH, D. L. Iowa, State of. MORTON, K. V. Research Contracts Branch. 
FIN B-6312. NRC-04-78-228. 81/06/24. 2pp. 08959:198. 


8107070056 Notification of contract execution, Mod 2 to "Study of 
Economic Parameters of Nuclear Power it Nuclear Fuel 
Industry" Contractor: Metrics Inc. 

THOMPSON, R . D. Division of Contracts. FIN B-1632. NRC-12-77-190. 

81/06/24. lp. 08960:215. 


— 8107070058 Mod 2, deobligating balance remaining, to "Study of Economic 
Parameters of Nuclear Power 8c Nuclear Fuel Industry. " 

SPARN, M. Metrics, Inc. THOMPSON, R. D. Division of Contracts. FIN 

B-1632. NRC-12-77-190. 81/06/24. lp. 08960:216. 


8107070067 Notification of contract execution. Mod 10 to "Shear Stress 
Transfer in Secondary Containment Vessels. " Contractor: 

Cornell Univ. 

HAOEY, H. Research Contracts Branch. FIN B-5688. NRC-04-76-234. 

81/06/24. lp. 08961:347. 


—8107070071 Mod 10, increasing funds it extending period of performance 
until 81 1231, to "Shear Stress Transfer in Secondary 
Containment Vessels. " 

ROGERS, T.R. Cornell Univ. MORTON, K. V. Research Contracts Branch. 
FIN B-5688. NRC-04-76-234. 81/06/24. 5pp. 08961:348. 


8107070074 Notification of contract execution, Mod 5 to "Evaluation of 
Relative Surface Properties of Alternative Nuclear Waste 
Encapsulan ts. " Contractor: Univ of FL. 

JACOBS, A. Research Contracts Branch. FIN B-6352. NRC-04-7B-252. 

81/06/24. lp. 08963:173. 


— 8107070079 Mod 5, adding participation of contractor in round-robin-MC 
— \ static leach test Sc adding funds, to "Evaluation of Relative 
Surface Properties of Alternative Nuclear Waste 
Encapsulants. " 

SCHMIDT, P. L. Florida, Univ. of, Gainesville. MORTON, K. V. 

Research Contracts Branch. FIN B-6352. NRC-04-78-252. 81/06/24. 

8pp. 08963: 174. 


8107070490 Notification of contract executiom.Mod 1 to "Earthquake 
Recurrence Intervals at Nuclear Power Plant Sites. " 

Contractor : Ertec Western, Inc. 

BROMBERG, B. Research Contracts Branch. FIN B-7226. NRC-04-B1-167, 

81/06/24. lp. 08963:345. 



NONDOCKETED ITEMS 


377 


«in7070495 Mod 1 , changing effective data of contract from 810511 to 
— 8 810519. to ‘Earthquake Recurrence Interval* at Nuclear Power 

rELUER»J.P. Erteci Inc. MORTON. K. V. 
piN B-7226. NRC-04-81-167. 


81/06/24. 


Raeearch Contract* Branch. 
Ip. 08963:346. 


8107100342 Notification of contract execution. Mod 21 to Downcomer 
Effect* Experimental Program." Contractor : CREARE^Inc. 

WOLLETT. 8. Research Contract* Branch. 

81/06/26. IP. 09002:165. 


FIN B-4070. NRC-Q4-75-162. 


«-?n7oS02 Notification of contract execution. Mod 2 to "NRC Per*onnel 
81 2l?I?ie* "practice* Seminar for Supervi.or. fc Manager*. ■ 
tor * Graduate School. USDA. 

SSlSaN.R Admini.trativ. Contract* Branch. NRC-1 0-80-370. 
gi/06/16. Ip. 08964:195. 

oin707 0504 Mod 2 . reviling course content, to ”NRC Personnel Policie* Si 
~ 0 Mctica* Seminar for Supervi*or* * Manager*. " 

uarNER.L S Agriculture# Dept. of. LEBO, C. D. Administrative 
Con tract * Branc h . NRC- 10-80-370. 81/06/16. Ip. 08964:196. 

ai <17070507 Notification of contract execution. Mod 3 to "Keypunch it 
8l ulrif ication Svc*. " Contractor : Small Bu.ine*. 

Administration. Subcontractor : Inti Bu*ine»* Svc*. Inc. 

SlOOlNS.E. Administrative Contract* Branch. NRC-10-80-695. 

81/06/07. Ip. 08964:197. 

—8107070509 Mod 3 , increasing amount obligated, to "Keypunch * 

e*** Small Bu»in**» Administration. LEBO, C.D. Administrative 
Contract* Branch. * International Services, Inc. 

NRC-10-80-695. 81/06/07. Ip. 08964:198. 

8107000120 Notification of contract execution. Mod 1 to /‘Investigation 
into State of Stress in Crust Under Northeastern US. 

BROMBERO^B. C °R* search Contract* Branch. FIN B-7245. NRC-04-8 1-180. 

81/07/02. Ip. 08976: 176. 

—8107080124 Mod 1. adding funding it extending period of performance. to 
“Investigation into State of Stress in Crust Under 

LQJIS , J*P* rn Columbia Univ. MORTON. K. V. Research Contract* Branch. 
iSVrMS. NRC-04HI1-1BO. 01/07/08. Ip. 08976:177. 

8107000551 Notification of contract execution. Mod 2 to "Word 
Processing Svc*.” Contractor: Automated Correspondence 

D0R9Ey!m. , COLEMAN. R. Administrative Contract* Branch. 

NRC-1 0-81 -369. Bl/06/23. Ip. 08979:076. 

—8107080553 Mod 2. correcting mod number, to ” Wo r^ r ° c !** iT19 Svc *' " 

# Automated Correspondence 8y stem*. Inc. LEBO. C. D. 

Administrative Contract* Branch. NRC-10-81-369. 81/06/25. ip. 

08979: 077. 

81070B0556 Notif ication of " contract ^ ^ Sc h o ST?” ^ 

Training for Project Officer*. " awarded to Graduate School. 

C0L8MAN. R. Administrative Contract* Branch. NRC-10-81-402. 

01/06/18. Ip. 08979:094. 

— 8107080557 Contract: "NRC Procurement Training for Project Officer*." 
a war did to Graduate School. U8DA. . . . 

# Agriculture. Dept. of. LEBO. C. D. Administrative Contract* 

Branch. NRC-10-81-402. 81 / 06 / 18 . 14pp. 08979.095. 

B107090020 Notification of contract atacution. Mod 3 
NRC Managerial Competenc ie*. " Contractor: Graduate School. 

HIGGINS, E. Administrative Contracts Branch. NRC- 10-80-398. 

81/06/17. Ip. 08979:244. 

—B 107090022 Mod 2.extanding period of P^^^^^WR^MailioSrial 0 * 
increasing fund* obligated, to "Development of NRC Managerial 

VARNER!s Ci *Agriculture.Dept. of, *08979*245 

Contract* Branch. NRC-10-80-398. 81/06/17. ip. 08979.245. 

8107100038 Notification of contract execution. Mod 9 to "Study of 
Pattern fc Age* of Po*t Metamorphi*m in P**'* ojp 

Northern Piedmont of VA * NC. “ Contractor: VA Polytechnic 

Inst Sc 8tate Univ. . nrc-04-75-237. 

JACOBS. A. Research Contract* Branch. FIN B 9027. 

81/07/02. Ip. 09001:209. 

-8107100040 Mod 9. adding add! fund* * extending period of performance 
until 820515. to "Study of Pattern J Age* of Po»* 

MetamorphUm Fault* in Part of Northern Piedmont of VA * 

WW8.A.H. Virginia T.ch. MORTON.K.V. 

FIN B-9027. NRC-04-75-237. 81/07/02. 4pp. 0900*. wiv. 


— 8107100343 Mod 21. providing addl funding to cover cost growth, to 
"Downcomer Effect* Experimental Program. “ .. 

HICKIN. R. A. Creare, Inc. MORTON, K. V. Research Contract* Branch. 
FIN B-4070. NRC-Q4-75— 162. 81/06/26. 2pp. 09002:166. 


NRC- 10-78-580. 


8107140151 Notification of contract execution, Mod 16 to "Operate 
Document Control Sy*. " Contractor: TERA Advanced SvfJJ^orp^ 
8CHLDSSER, L. A. Administrative Contract* Branch. 

81/06/02. Ip. 09031:102. 

—8107140156 Mod 16, extending contract for eddl 8 month*, to “Operate 
Document Control Sy*. " , ^ 

FELTON. R.W. TERA Corp. LEBO. C. D. Administrative Contract* 
Branch. NRC- 10-78-580. 81/06/02. 13pp. 09031:103. 

8107140228 Notification of contract execution: “Maint it Operation of 
LPDRs, ■ awarded to Oconee County Library. 

LITTLE. M. Administrative Contract* Branch. NRC-10-B1-381. 

81/06/24. Ip. 09031:077. 


-8107140234 Contract 
County Library. 

CRAIN, N. Oconee County 
Branch. NRC-10-81-381. 


"Maint it Operation of LPDRs# " awarded to Oconee 


SC. PERLMAN. J. 
81/06/24. 9pp. 


Administrative Contract* 
09031:078. 


8107140887 Notification of contract execution. Mod 1 to Foreign 
Research «< Licensing Practice Coordinator for ®™ T f 1 
Reactor Safety Research. " Contractor: Structural Machanic* 

BAISDEn!"* 1 Research Contract* Branch. FIN B-6769. NRC-O4-01-175. 

81/07/02. lp. 09028:268. 

—8107140894 Mod l. adding Subtask I. 3. to /‘Foreign Research it Licensing 
Practice Coordinator for General R««ctor Safaty 
* Structural Mechanic* Associate*. MORTON. K. V. Re ***rch 
Contract* Branch. FIN B-6769. NRC-04-B1-175. 81/07/02. 3pp. 

09028: 269. 

8107140951 Notification of contract execution. Mod * 

Reinforced Concrete Containment* Under 

Tension l< Tangential Shear." Contractor: Portland Cament 

WOLLETT^S 0 " Raseareh Contract* Branch. FIN B-6203. NRC-04-77-1 18. 

81/05/01. ip. 09029: 120. 

8107160040 Notification of contract execution. Mod 2 to "Tsunami 

Bibliography. " Contractor: Technocrat*. Inc. . ... - . * 

” SStlW/L/c: ' Administrative Contract* Branch. NRC-10-81 368. 

Bl/07/09. lp. 09061:255. 

8107160042 Mod 2. broadening statement of work l< increasing contract 

NRC-iO-8 1-368. 81/07/09. ip. 09061:256. 

—8107160043 Request* increase in k '* T * Ut '* ml 

Bibliography" due to broadened •*J***! , ' t 09061*257 

MANDLIK. K. Technocrat*. Inc. 81/06/10. lp. 09061.2 

8107170156 Notification of contract execution, J Mod 1 to "Environ 
Assessments of Surface t< Groundwater Impact* from U 
Recoveru Operation*." Contractor: Ralph Stone «c Co. . 

SKSSK* co 

° ,Non ‘ 

Brmeh. FI* **«•. 

NRC-03-S0— 106. 81/07/13. lp. 09062.359. 

....... ‘ * 

Administrative Contract* Branch. FIN B-6B54. . 




378 


NONDOCKETED ITEMS 


8107200013 Notification of contract execution, Mod 2 to Buckling 
Behavior of Staal Containmant Shall*.” Contractor : Lockheed 
Ml ttilas & Spaca Co. 

MILESiE. B. Tachnical Assistance Contracts Branch. FIN B 
NRC-03HB0- 103. 81/07/01. ip. 09079:080. 


8107210484 Notification of contract «x utl oo. Mod 
State Regulatory Program* in Support of UMTRCA. 


1 to “Development of 
Contractor: 


MARTIN, L.C. Administrative Contracts Branch. FIN B-1652. 
NRC-06-80-310. 81/07/17. Ip. 09108:280. 


-8107200016 Mod 2* obligating funds to cover performance throuflh 810930. 
to "Buckling Behavior of Steal Containment Shell*." 

* Lockheed Missiles Sc Space Co. (subs. Lockheed Aircraft* Corp. ). 
SMITH. P. A. Division of Contracts. FIN B-656S. NRC -03-80- 103. 
81/07/01. lp. 09079:081. 


—8107210490 Mod 1. changing method of payment to include advance paym«« 
for purchase of equipment, to "Development of State 
Regulatory Programs in Support of UMTRCA. " ^ „ 

* Nevada. State of. LEBO. C.D. Administrative Contracts Branch. 
FIN B-1652. NRC-06-S0— 310. 81/07/17. lp. 09108:281. 


8107200030 Notification of contract execution. Mod 3 to “Photographic 
Svcs. " Contractor: MD Color Photo. 

THOMPSON. R. D. Administrative Contracts Branch. NRC- 10-79-377. 
81/06/01. lp. 09079:099. 


— 8107200034 Mod 3, deobligating remaining balance to "Photographic Svcs. 
MCCALL. W MD Color Photo. THOMPSON. R. D. Administrative Contracts 
Branch. NRC-0 1-79-377. 81/06/01. lp. 09079: 100. 


8107200035 Notification of contract execution: "Intrinsic Germanium 
Detector Sys. “ awarded to Princeton Oamma Tech. 

COLEMAN. R. Administrative Contracts Branch. NRC-05-81-256. 
81/06/17. lp. 09079:101. 


— 8107200039 Contract: "Intrinsic Germanium Detector Sys." awarded to 
Princeton Gamma Tech. 

* Princeton Gamma-Tech, Inc. LEBO, C. D. Division of Contracts. 
NRC-05-81-256. 81/06/17. lp. 09079:102. 


— 8107200042 Forwards Amend 2 invitation for bid, to "Intrinsic Germanium 
Datection Sys." No formal mod to follow. Extends opening date 
to 810608. 

COLEMAN. R. Administrative Contracts Branch. 81/05/29. 5pp. 

09079: 103. 


— 8107200045 Mod 1. clarifying delivery schedule under subj invitation to 
bid. to "Intrinsic Germanium Detection Sys." 

♦ Affiliation Unknown. LEBO, C.D. Administrative Contracts 
Branch. NRC-05-81-256. 81/05/18. 2pp. 09079: 108. 


8107200353 Notification of contract execution. Mod 2 to "Tornado Impact 
Velocities." Contractor : US Department of Commerce, NBS. 

OLAGOLA, A. F. Technical Assistance Contracts Branch. FIN B-6511-8. 
NRC-03-78— 1 58. 81/07/13. lp. 09079:262. 


8107210561 Notification of contract execution, Mod 4 to "Technicel 
Assistance for Fire Protection Program Review 8c Evaluation. 

Contractor: Gage-Babcock 8c Associates, Inc. ^ 

CEBULLA, C. , MILES. E. Technical Assistance Contracts Branch. FIN 
B-6SB8. NRC -03-79-127. 81/07/16. lp. 09110:347. 

— 8107210564 Mod 4, extending period of performance to 810930 8c 
increasing fund* obligated, to "Technical Assistance for 
Fire Protection Program Review 8c Evaluation. " 

COHN, B. M. Gage-Babcock Associates, Inc. MATTI A, M. U. 

Administrative Contracts Branch. FIN B-6588. NRC-03-79-127. 

81/07/16. lp, 09110:348. 


B107220106 Notification of contract execution. Mod 2 to "Licensing 
Review of OL Applications." Contractor : Naval Surface Weapons 
C tr. 

CEBULLA, C. F. , EDGEWORTH, P. Technical Assistance Contracts Branch. 
FIN B-6878. NRC -03-80- 109. 81/06/26. lp. 09127:028. 


— 8107220109 Mod 2, modifying funds obligated to provide incremental 
funding, to "Licensing Review of OL Applications." 

* Navy, Dept. of. MATT I A. M. J. Administrative Contract* Branch. 

FIN B-6878. NRC -03-80- 109. 81/06/26. lp. 09127:029. 


8107220169 Notification of contract execution. Mod 2 to "Licensing 
Assistance/Tai lings Mgt Program Technical Evaluation: Exxon 
Highland U Mill." Contractor : CO State Univ. 

CEBULLA, C. F. , FIELDS, J. Technical Assistance Contracts Branch. FIN 
B -644609. NRC-02-79-031-0, 81/07/09. lp. 09126:321. 


— 8107220174 Mod 2, extending period of performance to 820430, to 
"Licensing Assistance/Tai lings Mgt Program Technical 
Evaluation: Exxon Highland U Mill." 

BROWN, J. F. Colorado State Univ. MATT I A, h. J. Administrative 
Contracts Branch. FIN B-644609. NRC-02-79-031-0. 81/07/09. lp. 

09126: 322. 


— 8107200355 Mod 2, deobligating funds, to "Tornado Impact Velocities." 
WISNER, J. W. Commerce. Dept. of. MATTIA, M. J. Administrative 
Contracts Branch. FIN B-6511-8. NRC -03-78- 158. 81/07/13. lp. 

09079: 263. 


8107210176 Notification of contract execution. Mod 1 to "Workshop on Low 
Level Waste Mgt Licensing Rule." Contractor: Southern States 
Energy Board. 

MCLEAREN. T. Division of Contracts. FIN B-6944-0. NRC -02-00-052. 
81/07/13. lp. 09106: 180. 


— 8107210183 Mod 1, deobligating funding prior to contract closaout.to 
"Workshop on Low Level Mgt Licensing Rule. " 

HILL,©. R. Southern States Energy Board. THOMPSON, R. D. Research 
Contracts Branch. FIN B-6944-0. NRC-02-80-052. 81/07/13. lp. 

09106: 181. 


810721044B Notification of contract exacution, Mod 3 to “Stony Brook 
Seismic Network on Long Island, NY: Operation & Maint. " 

Contractor : Research Foundation of State Univ of NY. 

HAOEY, H. Research Contracts Branch. FIN 8-6616. NRC-04-79-20S. 

81/07/14. lp. 09108:319. 


—8107210449 Mod 3, extending period of performance to 810915 fc increasing 
funds obligated to "Stony Brook Seismic Network on Long 
Island# NY: Operation fc Maint." 

TENBEAU, P. N. New York# State Univ. of# (Albany). MORTON# K. V. 

Research Contracts Branch. FIN B-6616. NRC -04-79-208. Bl/07/14. 

4pp. 09108:320. 


8107230284 Notification of contract execution# Mod 2 to "Consultant- 
Shock Environ for Large Shipping Casks." Contractor : ENSCQ* 

Inc. _ 

THOMPSON# R. D. Division of Contracts. FIN B-6319. NRC -04-78-240. 

'“‘81/67/13. ' l'p. 09135:349. • 


— 8107230289 Mod 2, deobligating balance of funds for closeout, to 
"Consultant - Shock Environ for Large Shipping Casks." 

HOWARD, R. Ensco# Inc. THOMPSON# R. D. Division of Contract*. FIN 
B-6319. NRC-04-7S-240. 81/07/13. lp. 09135:350. 


8107270094 Notification of contract exacution. Mod 4 to "Structural 
Geologic Study of Southeastern MO.” Contractor: MO Dept of 
Natural Resources. . 

WOLLETT, S. Research Contracts Branch. FIN B-6294. NRC-04-7B-206. 

81/07/01. lp. 09163:331. 


— 8107270098 Mod 4# extending period of performance through 820630 It 
adding fund* for 5th yr of 5-yr effort# to "Structural 
Geologic Study of Southeastern MO. " 

* Missouri, State of. MORTON, K. V. Research Contract* Branch. 
FIN B-6294. NRC-04-78-206. 81/07/01. 2pp. 09163:332. 


8107270142 Notification of contract exacution: "Bioaccumulation Factor 
for P-32 in Edible Fish Tissue," awarded to GA Tech 

Research Inst. 

JACOBS, A. Research Contracts Branch. FIN B-7478. NRC-04-B1-1B7. 

81/07/15. lp. 09168:332. 


8107210450 Notification of contract execution, Mod 2 to "Licensing 
Assistance /Tailings Mgt Program Tachnical Evaluation. " 
Contractor: JH Kloinfoldor It Associatos. 

CEBULLA# C. F. # FIELDS# J. Tachnical Assistance Contract* Branch. 
NRC-02— 79-031-05. 81/07/14. lp. 09108:337. 


—8107270145 Contract: "Bioaccumulation Factor for P-32 in Edible Fish 
Tis*ue# * awarded to GA Tech Research Inst. 

GGLDBAUGH# J. Georgia Institute of Technology. MORTON# K. V. 

Research Contract* Branch. FIN B-7478. NRC-04-81-187. 81/07/15. 

7pp. 09168:333. 


—8107210458 Mod 2# extending period of contract to 820709, to "Licensing 
Assistance/Tailing* Mgt Program Technical Evaluation. " 

KLEINFELDER# J. J. H. Kleinfeldar It Associates. MATTIA# M. V. 
Administrative Contracts Branch. NRC-02-79-031-05. 81/07/14. lp. 

09108: 338. 


8107270148 Contract: "Estimation of Atmospheric Dispersion at Nuclemr 
Reactor Plants Utilizing Real Time Anemometer Statistics. M 
Contractor:CO State Univ. App A# "General Provisions#" end. 

BROWN# si. F. Colorado State Univ. MORTON. K. V. Research Contracts 
Branch. NRC-04-8 1-202. 81/06/01. 59pp. 09165:259. 
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B 107270273 Notification of contract execution* Mod 6 to "Study of 
Paleozoic Stratigraphy in Neui Madrid Area of MS Embayment. 11 
Contractor : Uni v of KY Research Foundation. 

BROCKS* P. Research Contracts Branch. FIN B-5972. NRC-04-76-321. 

81/07/19. Ip. 09168:391. 


-"-8107270279 Mod 6* extending period of performance to 810930* to "Study of 
Paleozic Stratigraphy in New Madrid Area of MS Embayment. 11 
WALDO* T. B. Kentucky* Univ. of. MORTON* K. V. Research Contracts 
Branch. FIN B-5972. NRC-04-76-321. 81/07/15. 2pp. 09168:392. 


8107270278 Notification of contract execution: "Electrical 8c 
Instrumentation Technology 8c Codes Training* " awarded to OE. 

BA1SDEN* L. Research Contracts Branch. FIN B-1258. NRC -05-8 1-261. 

81/07/20. Ip. 09178: 172. 


— 8107270283 Contract: "Electrical 8c Instrumentation Technology 8< Codes 
Training* " awarded to OE. 

VEST* A. L. General Electric Co. MORTON* K. V. Research Contracts 
Branch. FIN B-1298. NRC-05-8 1-261. 81/07/20. 4pp. 09178:173. 


8107270289 Notification of contract execution* Mod 9 to "FLECHT-SEASET. " 
Contractor: Westinghouse/EPRI. 

UOLLETT* S. Research Contracts Branch. FIN B-6304. NRC-04-77-127. 

81/07/10. Ip. 09167:359. 


—8107270288 Mod 9* increasing funds obligated* to "FLECHT-SEASET." 
RYTKONEN* B. B. Electric Power Research Institute. MOORE* J. 8. 
Meetinghouse Electric Corp. MORTON* K. V. Research Contracts 
Branch. FIN B-6304. NRC-04-77-127. 81/07/10. Ip. 09167:360. 


8107270297 Notification of contract execution* Mod 1 to "Nonequilibrium 
Heat Transfer fc Two-Phase Instrumentation. " Contractor: 

Lehigh Univ. 

JACOBS. A. Research Contracts Branch. FIN B-6794. NRC-04-81-183. 

81/07/07. Ip. 09168:361. 


—8107270301 Mod 1* increasing funds obligated* to "Nonequilibrium Heat 
Transfer 8c Two-Phase Instrumentation. " 

LIB8CH.J, F. Lehigh Univ. MORTON* K. V. Research Contracts Branch. 

FIN B-6794. NRC-04-81-183. 01/07/07. Ip. 09168:362. 


8107270316 Notification of contract execution* Mod 17 to "Operate 
Document Control Sys. " Contractor: TERA Advanced Svcs. 

8CHU3S8ER* L. A. Administrative Contracts Branch. NRC- 10-78-580. 
81/06/15. Ip. 09168:308. 


—8107270318 Mod 17* exercising option to purchase sys. to "Operate 
Document Control Sys. " 

* TERA Corp. LEBO* C. D. Administrative Contracts Branch. 
NRC-10— 78-580. 81/06/15. 10pp. 09346: 183. 


8107270329 Notification of contract execution* Mod 5 to "Beismological 
Study of Northern Extent of New Madrid Seismic Zone. " 

Contractor : St Louis Univ. 

BROOKS* P. Research Contracts Branch. FIN B-5964. NRC-04-76-282. 

81/07/20. Ip. 09167:347. 


—8107270332 Mod 5* extending period of performance to 810929* to 
u 8eismologieal Study of Northern Extent of New Madrid 
Seismic Zons. " 

8TAUDER* W. V. St. Louis Univ. MORTON. K. V. Research Contracts 
Branch. FIN B-5964. NRC-04-76-282. 81/07/20. 2pp. 09167:348. 


8107270385 Notification of contract execution* Mod 3 to "Hydrologic 
Engineering Svcs. * Contractor: Nunn. Snydtr * Associates. 

MCLEAREN* T . Technical Assistance Contracts Branch. FIN B-1123. 
NRC-03-76-309. 81/07/21. Ip. 09167:316. 


—8107270389 Mod 3* deobligating funds prior to contract closeout* to 
"tydrologic Engineering Svcs. " 

NUNN*D. E. Nunn* Snyder tc Associates. THOMPSON* R, D. Technical 
Assistance Contracts Branch. FIN B-1123. NRC-03-76-309. 

81/07/21. Ip. 09167:317. 


8107280112 Notification of contract exacution* Mod 6 to "Bavalopment of 
Advanced Matl Accounting 8ya Model." Contractor : NU8AC* Inc. 

CEBU.LA* C. F. * M1LLE8* E. B. Technical Assistance Contracts Branch. 

FIN B-6903-1. NRC-02-80-024. 81/07/01. Ip. 09180:085. 


—8107B80H7 Mod 6* modifying parformance schedule & adding funds* to 
Davelopment of Advanced Matl Accounting Sys Model. " 

* NUBAC* Inc. MATT! A* M. J. Technical Assistance Contracts Branch. 
FIN B-6903-1. NRC-02-80-024. 81/07/01. 2pp. 09180:086. 


8107280124 Notification of contract execution. Mod 7 to "Development of 
SK!f5 c,< Accounting Sys Simulation Modal. " Contractor: 

NU8AC, Inc. 

C ‘ * MILES* E. B. Tachnical Assistance Contracts Branch. FIN 
B-6903-1. NRC-02-80-024. 81/07/10. Ip. 09180:088. 


— 8107280133 Mod 7* adding funds 8* modifying Article III re consideration 
& payment* to "Development of Advanced Matl Accounting Sys 
Simulation Model." 

PERENSTEIN* J. NU8AC* Inc. MATT I A, M. J. Technical Assistance 

Contracts Branch. FIN B-6903-1. NRC-02-80-024. 81/07/10. 2pp. 

09180: 089. 


8107280637 Notification of contract sxacution* Mod 1 to "Ofc 
Procedures Orientation for New Clerical Employees. " 

Contractor : Montgomery County Public Schools* Dept of Adult 

LEB0.C. Administrative Contracts Branch. NRC- 10-76-376. 81/07/06. 

Ip. 09180:170. 


—8107280639 Mod 1 * deobl igating balance remaining under contract* to "Ofc 
Procedures Orientation for New Clerical Employees. " 

PA8C0E.S. Montgomery County* MD. LEBO* C. Administrative Contracts 
Branch. NRC -10-79-376. 81/07/06. Ip. 09180:171. 


B1072S0641 Notification of contract execution* Mod 1 to "32-H Gregg 
Shorthand Theory Review Course." Contractor: Dept of Adult 
Ed* Montgomery County Public Schools. 

LEBO* C. Administrative Contracts Branch. NRC -10-78-583. 81/07/20. 

Ip. 09180:193. 


— 8107280642 Mod 1* deobligatng balance remaining under contract* to 
"32-H Gregg Shorthand Theory Review Course. " 

PABCOE* 8. Montgomery County* MD. LEBO* C. Administrative Contracts 
Branch. NRC -10-78-583. 81/07/20. Ip. 09180: 194. 


8107290110 Notification of contract execution* Mod 2 to "Arbitration 
Haaring - Examine Facts in Employes Grievance* Hold 
Hearing, Make Written Rept W/Final & Binding Decision. " 

Contractor : D Matthews. 

LEBO, C. Administrative Contracts Branch. NRC- 10-8 1-360. 81/06/26. 

Ip. 09205:359. 


— 8107290114 Mod 2, deobligating balance remaining under contract* to 
"Arbitration Hearing - Examine Facts in Employee Grievance* 

Hold Hearing*Make Written Rept W/Frnal St Binding Decision." 
MATTHEWS, D. Matthews* D. LEBO. C. Administrative Contracts 
Branch. NRC-1 0-81 -360. 81/06/26. Ip. 09205:360. 


8107300308 Notification of contract execution, Mod 2 to "Engineering 
Characterization of Seismic Motion for Nuclear Powar Plant 
Design." Contractor: Woodward-Clyde Consultants. 

JACOBS, A, Research Contracts Branch. FIN B-6680. NRC-04-80-192. 

81/07/07. Ip. 09208:324. 


— 8107300309 Mod 2, adding funds St tasks for foreign travel* to 
"Engineering Characterization of Seismic Motion for Nuclser 
Powar Plant Design. " 

* Woodward-Clyde Consultants* Inc. MORTON. K. V. Administrative 
'Contracts' Branch.* ' FIN B-668d! * 'NRC-64-B0-192. ' 0 1/67/67." "3ppV 
09208: 325. 


8107300310 Notification of contract sxacution* Mod 5 to “Field St 
Theoretical Investigations of Mass St Energy Transport in 
Subsurface Metis at Wests Disposal Sites. w 
Contractor : Univ of AZ. 

HAOEY, H. Research Contracts Branch.’ FIN B-5753. NRC-04-7B-275. 

81/07/21. Ip. 09209: 124. 


— 8107300312 hod 5* adding funds Sc adopting ltr of credit method of 
payment* to "Field V Theoretical Investigations of Mass St 
Energy Transport in Subsurface Metis at Waste Disposal 
Sites. " 

CARR* 8. E. Arizona State Univ. MORTON* K. V. Rtsearch Contracts 
Branch. FIN B-5753. NRC-04-78-275. 81/07/21. 4pp. 09209: 125, 


8107310019 Notification of contract execution, Mod 4 to "Historical 
Seismicity tc Lets Cenozolc Faulting in AZ - Part I. " 

Contractor : AZ Board of Regents. 

BROOKS, P. . HAOEY, H. Research Contracts Branch. FIN B-6798. 
NRC-04— 79— 212. 81/07/21. Ip. 09221:061. 


— 8107310025 Mod 4*sxtending period of performance until 010731* to 
"Historical Seismicity St Lets Cenozolc Faulting in AZ - 
Part I. " 

CARR, 8. E. Arizona* Univ. of. MORTON, K. V. Research Contracts 
Branch. FIN B-679B. NRC-04-79-212. 81/07/21. 2pp. 09221:062. 


0107310032 Notification of contract execution* Mod 5 to "Study of IN 
Fault Locations* Displacements* Attitudes * Ages Within 200- 
Mila Radius of New Madrid* MO Region. 11 Contractor: IN Univ. 

HAOEY* H. * 1ROOK8* P. Research Contracts Branch. FIN B-6262. 
NRC-04-77- 164. 81/07/00'. Ip. 09221:069. 
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—8107310035 Mod 5# extending period of performance until B10930i to "Study 
of IN Fault Locations* Displacements* Attitudes * Ages Within 
SOO-Mila Radius of New Madrid* MO Ragion. " 

MULHOLLAND* J. D. Indiana Univ. MORTON* K. V. Rasaarch Contracts 
Branch. FIN B-6262. NRC-04-77-164. 81/07/08. 2pp. 09221:070. 


8107310039 Notification of contract execution, Mod 6 to "Subsurface 
Radar Profiling Study of Maxey Flats* KY Waste Disposal 
Ragion. 11 Contractor: ©eo-Ctrs* Inc. 

WOLUETTi S. Rasaarch Contracts Branch. FIN B-6349. NRC-04-79-190. 

81/07/09. lp. 09221:074. 


—8107310044 Mod 6*providing no cost axtansion until 811205* to 
"Subsurface Radar Profiling Study of Maxay Flats* KY Waste 
Disposal Ragion. 11 

LINNERUD, H. J. Geo~Centeri* Inc. MORTON* K. V. Rasaarch Contracts 
Branch. FIN B-6349. NRC-04-79-190. 81/07/09. lp. 09221:075. 


8107310539 Notification of contract axacution: "Technical Assistance in 
Support of NRC Reactor OL Action Program II*" awarded to 
Franklin Rasaarch Ctr. 

QLAGOLA* A. F. Technical Assistance Contracts Branch. NRC -03-81 -130. 

81/04/03. lp. 09225:046. 


FOIA FREEDOM OF INFORMATION ACT REQUE8T8 AND RELEASES 


8005090459 Forwards "Study of Hearing Process Duration for Nuclear 
Power Reactors in US*" in response to reguest. Study findings 
show increase in average duration of radiation/safety & 
environ hearing process since mid-1950. 

HALLER* N. M. Office of Management and Program Analysis. 80/04/08. 

2pp. 04873:322. 


—8005090463 "Study of Hearing Process Duration for Nuclear Power 
Reactors in US. " 

LURIE* D. Office of Management and Program Analysis. 80/03/31. 
35pp. 04873: 324. 


8102260479 Partial response to FOIA request for all documents re five 
categories of info concerning U mills In UT.NM*AZ*CO * WY. 

Forwards Documents 1-17 listed in app. Document 18 may be 
obtained from NTIS. 

FELTON* J. M. Division of Rules end Records. 81/02/05. 2pp. 


8103270110 Responds to request for rspt on possible addl improvements 
to NRC licensing process. Legislation allowing interim 
operations in advanca of hearing completion would reduce 
delay in licensing process. 

HENDRIE* J. M. Commissioners. 81/03/12. 5pp. 


-78103270931 _ Submits .recommendations to .expedite Jmpacted OL. hearing s._ 
Code should include set of TMI-related bL'requirements. ASLAB 
decisions on fuel loading St low power testing should be 
immediately effective. 

BICKWIT* L. Office of the General Counsel. 81/02/23. 10pp. 


—8103270938 Discusses issue of licensing delays in anticipation of 
hearing before Bevill Committee. In circumstances where no 
appeal has baen taken from A8LB initial dec ision* ASLAB will 
complete review within 60 deys. 

ROSENTHAL* A. S. Atomic Safety and Licensing Appeal Panel. 
81/02/18. 5pp. 08043: 354. 


8106250219 Addl response to FOIA request for two categories of 
documents re insp repts St PNOs for licenses issusd under 
Category 02500 for 1979 St 80. Forwards documents listed in 
App A, 

FELTON* J. M. Division of Rules and Records. 81/06/02. 4pp. 


—8010210785 Forwards IE Insp Repts 30-04579/80-01*30-04581/80-02 fe 
30-04704/80-01 on 800527-29 of activities under Licenses 
20-00320-09* 20-00320-13# 20-1 1868-01 # 20-00320-14E. 

20-00320-150 St 20-00320-17MA. No noneomp liance noted. 

KXNNEMAN* v). D. Region 1* Philadelphia* Fuel Facility St Materials 
Safety Branch. 80/08/14. 2pp. 03647:245. 


—8010210780 IE Insp Repts 30-04579/80-01.30-04581/80-02 St 30-04704/80-01 
on 800587-29. No noncompliance noted. Major araas inspected: 
corrective actions* radwaste disposal* packag lng St persbnnel 
monitoring* misshipment* bioassay program St training. 

JERMAN* P, C. Ragion 1* Philadelphia* Office of the Director. 

KXNNENAN* J. D. Region 1* Philadelphia* Fuel Facility St Materials 
Safety Branch. 30-04581/80-02. 80/08/13. 10pp. 03647:247. 


—8012240123 Forwards waste packaging insp repts on 801027 of activities 
under Licenses 43-01884-01 St 43-01884-17MD. No noncompliance 
noted. 

BROWN* 0. D. Region 4# Dallas. Fuel Facility St Materials Safety 
Branch. 80/11/07. lp. 03805:217. 


—8012240132 Waste packaging insp repts on 801107. No noncompliance noted. 
Major areas inspected: review of waste packaging procedures 
& license condition compliance. 

CAIN* C. L. Region 4* Dallas* Office of the Director. BROWN* 0. D. 
Region 4* Dallas* Fuel Facility St Materials Safety Branch. 
80/11/07. 2pp. 03805:218. 


—8102270453 Forwards IE Insp Rept 30-14826/80-01 on 800829 St 0929 of 
activities under License 08-18308-0 1MD. 

GRIER* B. H. Region 1* Philadelphia* Office of the Director. 
80/12/18. 2pp. 65030:001. 


— 8102270464 IE Xnap Rept 30-14826/80-01 on 800829 St 0925. Noneomp lianci 
noted: failure to wear personnel monitoring devices* to wear 
lab coats* to use syringe shield St . to monitor hands St 
clothing when leaving restricted area. 

O'NEILL* B. * JOHANSEN. J. * COSTELLO* F. Region 1* Philadelphia* 
Office of the Director. 80/10/24. 15pp. 65030:003. 


—8103100682 Discusses IE Insp of Licenses 13-17999-02* 13- 17999-0 IMA* 
13-17999-03 St 13-17999-040 on 810107 St forwards notice of 
violetion. 

FISHER. W. L. Region 3* Chicago* Fuel Facility St Materials Safety 
Branch. 81/02/04. 2pp. 65096:044. 


— B1031006B8 Notice of violation from insp on 810107. Noncompliance notii 
film badges St finger badges not worn St no air samples taken 
in labs where millicurle quantities of 1-125 handled. 

FI8HER* W, L. Region 3* Chicago. Fuel Facility St Materials Safety 
Branch. 81/02/02. 2pp. 65096:046. 


—8103200067 Forwards IE Insp Rept 30-17084/80-01 on B01217 St IB It 
notice of violation. 

FISHER* W. L. Region 3. Chicago. Fuel Facility St Materials Safety 
Branch. 81/02/12. 2pp. 09396:262. 


—8103200080 Notice of violation from insp on 801217 St 18. 

FI8HER* W. L. Region 3* Chicago. Fuel Facility St Materials 9afety 
Branch. 81/02/10. 2pp. 09396:264. 


—8103200092 IE Insp Rept 30-17084/80-01 on 801217 St 18. Noncompliance 
noted: records of dose calibrator linearity* geometrical St 
accuracy tests performed initially on installation not 
available. 

OBERG. C.T. Region 3* Chicago* Office of the Director. 

BCHULTZ# W. H. Region 3. Chicago* Fuel Facility St Materials Safety 
Branch. 81/02/09. 22pp. 09396:266. 


8107010495 Responds to FOIA request for documents re impact of FOIA on 
administration St operation of federal govt St FOIA annual 
repts for 1975-80. Forwards documents. W/o ends. 

FELTON* J. M. Division of Rules end Records. 81/06/25. lp. 
08914:281. 


8107010496 FOIA request for documents re impact of FOIA on 
administration St oparation of federal govt St FOIA annuel 
repts for 1975-BO. 

MCWEENEY, T. 0. Affiliation Unknown. 81/05/15. lp. 08914:282. 


8107010497 Responds to FOIA request for staff requirements memo re 
final NRC action on 8ECY-81-168* "Proposed Rulemaking to 
Reduce or Eliminate Requirements W/Respect to Financial 
Qualifications for Power Reactors. " Forwards document. 

FELTON. J. M. Division of Rules and Records. 81/06/29. lp. 
08913:359. 


>8107010499 Advises that Commission is returning 8ECY-8i-i6B for 
redrafting. Revised proposed rule should reflect desire to 
eliminate financial qualifications reviaw at both CP St OL 
review tt hearing stages. 

CHILK.8. J. Office of the Secretary of the Commission. 81/05/13. 

2pp. 


8107010498 FOIA request for staff requirements memo re final NRC 
action on SECY-81-168# "Proposed Rulemaking to Reduce or 
Eliminate Requirement! W/Respect to Financial Qualifications 
for Powtr Reactors. " 

R IDGWAY* D. A. Shaw* Pittman* Potts St Trowbridge. 81/06/18. 2pp. 
08913: 360. 


8107070028 Responds to FOIA request for documents re >acordad incidtn 
of radiation exposure to employees of Crane Co tt results of 
any invest igations. NRC has no documents subj to raquest. 

State of MO* Dept of Haelth should bo contacted. 

FELTON* J. M. Division of Rules and Rscords. 81/06/29. lp. 

08960: 244. 


8107070030 FOIA request for documents re recorded incidents of 
radiation axposura to employees of Crane Co tc results of any 
investigations. 

BRENNAN. W. Nixon tt Co. * Xne. 81/06/03. lp. 08960:245. 
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8107070488 Addl response to FOXA request for two categories of 
documents re design* const & licensing of nuclear plants. 
Forwards App A documents. App B documents withheld (ref 
FOIA Exemption 5). 

FELTON. J. M. Division of Rules and Records. 81/05/22. 5pp. 
08976: 102- 


— 8107070491 Forwards 1979 revised templates showing manpower for various 
activities for typical CP & OL cases. Requests estimates re 
manpower changes & projections for FY82. 

SCINTO. J. F. NRC - No Detailed Affiliation Given. 80/05/08. 6pp. 
08976: 188. 


■8107070494 Briefing notes re CP Sc OL work. 

* NRC - No Detailed Affiliation Given. 81/02/09. 109pp. 

08976: 200. 


— B 107070497 Discusses implementation of directed overtime for Hearing 
Div members due to effort to expedite processing of facility 
license applications. Workweek must be extended by 4-h. 

Related info end. 

SHAPAR. H. K. Office of the Executive Legal Director. 81/03/04. 
16pp. 08976:303. 


— 8107070500 Forwards rept re study of hearing process duration for 
nuclear reactors. Study results revealed increase in average 
duration of hearing process since mid-1950s. Related 
documentation end. 

HALLER. N. M. Office of Management and Program Analysis. 81/04/30. 
162pp. 08977: 131. 


— 8103050688 Discusses effects of hearings process on licensing 
schedule s. Addl two months should be added to schedules. 

Actual spans for hearing process & outline of role of boards 
& Commission end. 

LICITRA. E. A. Resource Sc Scheduling Branch. 81/01/21. 6pp. 
65085: 130. 


— 8103310263 Forwards Mar 1981 update of cases pending before A8LB.A8LAB 
or Commi ssion. 

CHRISTEN BURY. E. Hearings Division. 81/03/02. 27pp. 65162:311. 


— 8103300338 Forwards comments re T Cotter 810305 draft proposed 
statement of policy re "Commission Guidance on Conduct of 
Licensing Board Proceeding. " JM Hendrie draft memo re 
expediting of decisionmaking process end. 

SHAPAR. H. K. Office of the Executive Legal Director. 81/03/09. 
8pp. 65162:189. 


8107230240 Responds to FOIA request for document proposing terms of 
compromise between NRC Sc util re QA issues in facility 
proceeding . Proposed QA stipulation subj to request 
completely withheld (ref FOIA Exemption 7). 

FELTON, J. M. Division of Rules and Records. 81/07/06. 2pp. 

09134: 340. 


8107230312 Responds to FOIA request for Rogovin rept, Kemeny rept Sc 
1979 & 80 NRC annual repts. Forwards documents. W/o ends. 

FELTON, J. M. Division of Rules and Records. 81/07/07. Ip. 

09135: 273. 


8107230314 FOIA request for Rogovin rept, Kemeny rept Sc 1979 Sc 80 NRC 
annual repts. 

BOYER, R.L. Affiliation Unknown. 81/06/16. Ip. 09135:274. 


8107230337 Responds to FOIA request for SECY-81-170 Sc info re any 
Commission vote on options in SECY paper w/views of any 
Commissioner explaining vote. Forwards App A. B Sc C documents. 
Documents partially withheld (ref FOIA Exemptions 1 Sc 5). 

FELTON, J. M. Division of Rules and Records. 81/06/22. 4pp. 
09145: 211. 


— 8107230346 Advises that Commission has disapproved recommendation for 
Option 4, seeking Congressional clarification re Criterion i 
of Section 127 of Atomic Energy Act. Response sheets end. 

Info partially withheld (ref FOIA Exemptions 1 Sc 5). 

CH1LK, S. V. Office of the Secretary of the Commission. 881-170. 
81/05/21. 3pp. 09145:216. 


— 8107230350 Requests 4-day extension re BECY-81-170 concerning 
Criterion 1 determinations in export licensing. 

HAB8ELL, D. F. NRC - No Detailed Affiliation Given. 81/04/28. 4pp. 
09145:219. 


8107230341 FOIA request for 8ECY-81-170 S« info re any Commission vote 
on options in SECY paper w/vlewt of any Commissionar 
explaining vote. 

KNAPIK.M. McGraw-Hill Publications Co. 61/05/28. ip. 09145:215. 


GEN TEC IS GENERIC TECHNICAL ISSUES 


8107070383 NEDO-24327 

"GE BWR Feedwater Nozzle Surveillance Instrumentation Sys. " 

CHOE.H. , BRANDON, R. J. , GRIDLEY, R. L. General Electric Co. 81NED257. 
81/04/30. 66pp. 08942: 108. 


8107160457 Forwards Suppl 1 to BAU-1621, "Effects of Asymmetric LOCA 
Loadings, Phase II Analysis. " 

TAYLOR, J. H. Babcock Sc Wilcox Co. ESC-795. 81/07/09. Ip. 

09034:347. 


8107200426 Motion to have ATWS alternative rule (petition for 
rulemaking 50-29) included in FR notice. Certificate of Svc 
end. 

REVELEY, W. T. , CHRISTMAN, J. N. , EARLEY, A. F. Utility Group on ATWS. 
45FR73080. 81/07/14. 15pp. 09073:238. 


IScE INSPECTION AND ENFORCEMENT 


8103300400 IE CircularBl-10. "Steam Voiding in Reactor Coolant Sys 
During Decay Heat Removal Cooldown. “ " 

* Director's Office, Office of Inspection and Enforcement. 
01/07/02. 3pp. 09162:344. 


8011040256 IE Circular 81-11. "Inadequate Decay Heat Removal During 
Reactor Shutdown. " 

* Director's Office. Office of Inspection and Enforcement. 
81/07/24. 5pp. 09181:002. 


8103300373 IE Circular 81-09, "Containment Effluent Water that 
Bypassas Radioactivity Monitor. " 

* Director's Office, Office of Inspection and Enforcement. 
81/07/10. 2pp. 09029:034. 


8103300379 IE Info Notice 81-18, "Excessive Radiation Exposures to the 
Fingers of Three Individuals Incurred During Cleaning St 
Wipe Testing of Radioactive Sealed Sources at a Sealed 
Source Mfg Facility. M 

* Director's Office, Office of Inspection and Enforcement. 

81/06/23. Ip. 09162:355. 


8103300399 IE Info Notice 81-19, "Lost Parts in Primary Coolant Sys. M 
* Director's Office, Office of Inspection and Enforcement. 

81/07/06. Ip. 09079:355. 


8103300405 IE Info Notice 81-20, "Test Failures of Electrical 
Penetration Assemblies. " 

* Director's Office, Office of Inspection and Enforcement. 
81/07/13. 2pp. 09079:352. 


8103300406 IE Circular 81-12, "Inadequate Periodic Test Procedure of 
PWR Protection Sys. " 

* Director's Office, Office of Inspection and Enforcement. 
81/07/22. 2pp. 09162:353. 


8107020308 EN-8 1-022: on 810701, notice of violation Sc proposed 
imposition of civil penalty in amount of *2,800 will be 
issued to Pharmco Nuclear, Inc for violation re loss of 
attache cases containing radiopharms. 

METZGER, J. R. , THOMPSON, D. Director's Office, Office of Inspection 
and Enforcement. 81/06/29. Ip. 08935:343. 


8107020515 EN-81-007A: proposed civil penalties initially issued 810227 
for License 34-02091-05 for alleged violations re failure of 
equipment radiation protection program have been remitted. 

Violation not valid due to insufficient info. 

METZGER, J. R. , THOMPSON, D. Region 3, Chicago, Office of the Director 
(81/03/01), 81/06/24. 2pp. 08952:205. 


8107100070 PNO-m-81-061: on 810626, while conducting rod drive checks 
for startup after 810624 reactor scram, control rod 8, Group 5 
failed to withdraw. Primary sys cooldown in progress for 
control rod drive repairs. 

MCGREGOR, L. Region 3, Chicago. Offica of the Director (81/03/01). 
81/06/26. 2pp. 08990: 115, 


8107130272 P NO- 1 -8 1-075: on 810706, unit shut down when middle seal of 
reactor coolant pump 11B failed. Seal replacement expected in 
7 days. 

MCCABE, E. C. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/07/07. Ip. 09000:037. 
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8107140536 PNO-1 1-81-049: on 810708* Inti Brotherhood of Electric Workers 
commenced strike against util. Watch turnover from union 
members to supervisory staff completed in orderly manner. 

Region providing continuous inspector coverage. 

BROWNLEE* V. L. Region 2* Atlanta* Office of the Director (81/03/01). 
81/07/09. Ip. 09013:072. 


8107170194 P NO- I -8 1-078: on 810711* technician identified small piece 
of highly radioactive matl while dewatering reactor vessel 
stud hules. Individual received 1. 1 rtm to whole body & 

8 rem to extremities. Investigation underway. 

FOLEY* T. Region 1* Philadelphia* Office of the Director (81/03/01). 
81/07/13. Ip. 09054:089. 


8107270074 PNS-V-8 1-007: on 810713* during routine security testing, 
guard trainee failed to detect concealed test weapon w/X-ray 
screening. On 810717* const workers were temporarily denied 
access to specific areas of plant. 

MCQUEEN* A. D. Region 5* San Francisco* Office of the Director 
(81/03/01). 81/07/17. 2pp. 09137:011. 


8107270081 PNS-V-8 1-007A: on 810715. during routine security testing* 
guard trainee failed to detect concealed test weapon w/X-ray 
screening. On 810717* const workers were temporarily denied 
access to specific areas of plant. Media Interested. 

MCQUEEN, A. D. Region 5, San Francisco* Office of the Director 
(81/03/01). 81/07/20. 2pp. 09157:013. 


8107280222 P NO- 1 -8 1-082: on 810717* valve in injection fill line failed 
to seat fully resulting in slow draining into storage tank. 

On 810719* sample valve left open resulting in draining 
moderator. 

LAZARUS* W. Region 1* Philadelphia, Office of the Director 
(81/03/01). 81/07/22. 2pp. 09172:222. 


8107280443 PN0-I-81-B1 : on 810721* Tech Ops source changer shipped from 
Argentina was reported missing. Investigation by licensee 
determined that radiography source was returned to supplier 
in changer. Search for device unsuccessful. 

COSTELLO, F. , JOYNER. J. Region 1* Phi ladelph ia, Office of the 
Director (81/03/01). 81/07/21. Ip. 09175:178. 


8107280325 PN0-IV-80-340: on 810629* licensee provided program for 
verifying tendon sheathing location within radial tolarance 
in dome concrete* in response to NRC 310416 request. 

Placements CS1-R1.R2 fc N-3 of reactor containment approved. 

CR0S6MAN* W, A. Region 4* Dallas, Office of the Director (Bi/03/01 >. 
81/07/21. Ip. 09177:036. 


liISC PUBLIC DOCUMENT ROOM MISCELLANEOUS 


8103140110. Notifies that NRC 810420 memo re Ofc . of Analysis it 
Evaluation of Operational Data rept on safety concerns 
associated w/pip» breaks in BWR scram sys confirms 
propriety of ofc actions. 

DIRCK8* W. J. Office of the Executive Director for Operations. 
81/04/27. Ip. 09067:012. 


— 8103140113 Contends that no improper disclosure of Ofc of Analysis fc 
Evaluation of Operational Data rept re safety concerns 
associated w/pipe breaks in BWR scram sys has occured. 

Backgroup info re release of rept end. 

MICHELSON* C. Director's Office. 81/04/20. 21pp. 09067:013. 


8105140137 Notifies that Ofc of Nuclear Reactor Regulation actions 
in response to Ofc of Analysis Sc Evaluation of Operational 
Data 810403 memo re breaks in BWR scram sys, adequately 
address any potential safety concerns. 

DIRCKSiW. J. Office of the Executive Director for Operations. 
81/04/27. 11pp. 09067:001. 


8107020118 Forwards guidance re concentration of boric acid in 
reactor vessel during long-term cooling. Enel provides method 
for reviewing App K submittals. 

PARCZEW8KX * K. I. Reactor Safety Branch. 76/01/21. 12pp. 08934:176. 


8107070023 Forwards Investigation Rept 80-02. Portions withheld 
(ref 10CFR2. 790). 

CARLSON* R. T. Enforcement Sc Investigation Staff. 81/06/05. Ip. 
08960: 263. 


— 8107070034 Investigation Rept 80-02 of nonlicensed facility on 
800919-1 107. Region 3 notified Region 1 that Mallinckrodt* 

Inc* reported apparent presence of radioactive generators at 
private residence. Generators disposed of as radwaste. 

SMITH* R. H. * GLENN, J. E. , ROWE* C. Enforcement Sc Investigation Staff. 
81/04/10. 33pp. 08960:264. 


B107070109 Speech entitled “Technique for Analyzing Impact of 
Noncompliance M/Physical Security Requirements*" presented 
at 810506-08 Third Annual Symposium on Safaguards Sc Nuclear 
Matl Mgt* in Kar lsruhe* Germany. 

BUSH* L. L. Director's Office* Office of Inspection and Enforcement. 
81/06/08. 12pp. 08963:314. 


8107070112 Speech entitled "Shift Technical Advisors: In Eyes of NRC. M 
presented at 810427-29 Fourth Annual Symposium on Training 
of Nuclear Facility Personnel* in Gatlinburg* TN. 

CROCKER* L. P. NRC - No Detailed Affiliation Given. 81/04/29. 6pp. 
08963: 327. 


8107070481 Requests draft Reg Guides TP 020-4 re QA for radwaste 
transport Sc FP 907-4 re guidance on preparation of spent 
fuel storage application Sc index to NRC reg guides. 

BROW* C. L. Rockwell International Corp. 81/06/22. Ip. 08948:097. 


8107080354 "Problem of Human Intrusion: Towards Resolution of 
Uncertainty. " 

CAMERON. F. X. Waste Mgt. Stdt. Br. (Formerly 8ite Desig. Br. ). 
81/06/23. 17pp. 08979: 161. 


8107090036 Speech entitled “Security Planning in US Nuclear Industry* " 
presented to First Inti Congress on Physical Protection in 
Petroleum Installations. 

BUSH* L. L. Physical Security Section. 80/12/31. 18pp. 08979:288. 


8107140760 Discusses upgraded operating reactor action book* identifying 
all operating reactors implementation activities necessary 
to support projects. Target dates for licensing action to be 
revised to reflect resources to be applied to reactors. 

EISENHUT* D. G. Division of Licensing. 81/07/02. 2pp. 09031:001. 


8107170049 Seminar on neutron research held on 810623 in Louisvi lie. KY. 
Seminar covered personnel neutron dosimetry fc neutron 
measurement programs. Viewgraphs end. 

DENNIS, N. Office of Nuclear Regulatory Research, Director. 

81/06/23. 5pp. 09062:161. 


8107280012 "Writing Stds for Geologic Disposal of High Level Radwaste." 
presented at 810309-13 meeting in Qatl inburg* TN. 

ROBERTS, I. C. , COMELLA, P. A. * COSTANZI* F. A. Office of Nuclear 
Regulatory Research* Director. 81/04/03. 8pp. 09180:021. 


— 8107280017 "NRC Perspective on Symposium. " 

COMELLA. P. A. Office of Nuclear Regulatory Research. Director. 
B 1/04/03. 4pp. 09180:029. 


8107310379 Responds to 810311 ltr to DOE re nuclear power-plant 
licensing Sc standardization. Licensing process has been 
speeded up. 

EISENHUT, D. O. Division of Licensing. 81/06/22. 2pp. 09223:050. 


NUREQ NUREG REPORTS AND RELATED CORRESPONDENCE 


B101280121 8ECY-81-003 

Requests Commission approval of rept to Congress re status 
of emergency response planning for nuclear power plants. 
D1RCKS* W. J. Office of the Executive Director for Operations. 
81/01/03. 3pp. 09067:123. 


—8 1012801 53 NUREG-0755 DRFT 

REPORT TO CONOR E88 ON STATUS OF EMERGENCY RE8P0NBE PLANNING 
FOR NUCLEAR POWER PLANTS. 

* Division of Emergency Preparedness. 80/12/31. 72pp. 

09067: 126. 


B 102260479 Partial response to FOIA request for all documents r* five 
categories of info concerning U mills in UT*NM*AZ.CO 6 WY, 

Forwards Documents 1-17 listed in app. Document 18 may be 
obtained from NTZS. 

FELTON* J. M. Division of Rules and Records. 81/02/05. 2pp. 


SI 06300246 Comments on SECY-81-84, NUREG/CR-1750 6 draft Reg Guide 1.8 
re operator qualifications. Requirement that shift 
supervisors have engineering degrees will contribute to 

rapid turnover fc poor morale. . 

FAY, C. W. Wisconsin Electric Power Co. 81/06/08. 2pp. 08879:001, 


•8106300248 Testimony to Nuclear Safety Oversight Committee on 
NUREG/CR-1750 fc draft Reg Guide i. 8 re Operator 
qualifications. Pp 1-9. Nuclear Safety Oversight Committee 
810417 ltr to President Reagan end. 

BUR8TEXN* 8. Wisconsin Electric Power Co. 81/01/21. 14pp. 

08879: 003. 
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— 8106300251 Comment* on draft Reg Guide 1. 8 & value/ impact statement re 
personnel qualifications & training. Requirement that shift 
supervisors obtain college degrees is unwise & 
counterproductive. 

FAY» C. 14. Wisconsin Electric Power Co. 81/04/22. 5pp. 08879:017. 


8107010452 NUREG/CR-1940 

DEVELOPMENTAL VERIFICATION OF PINSIM-M0D2. 

HAQAR, R. c. Oak Ridge National Laboratory. FIN B-0125. 
QRNL/NUREG /TM-4. 81/05/31. 143pp. 08915:161. 


—8106300252 Forwards comments on NUREG/CR-1730, "Analysis. Conclusions 6 
Recommendations re Operator Licensing." Recommends basic 
aptitude testing for mechanical comprehension & aptitude 
testing for mechanical comprehension & logical reasoning. 

FAY, C. W. Wisconsin Electric Power Co. 81/04/24. 10pp. 

08879: 022. 


8107010001 NUREG/CR-2070 V01 

QUARTERLY TECHNICAL PROGRESS REPORT ON WATER REACTOR SAFETY 
PROGRAMS SPONSORED BY THE NUCLEAR REGULATORY COMMISSION'S 
DIVISION OF REACTOR SAFETY RESEARCH. January-March 1981. 

DEARIEN, J. A. EGfcG Idaho. Inc. FIN A-603S. EGG-2092. 81/05/31. 

32pp. Available at NTIS. 08908:295. 


8107010002 NUREG/CR-2119 

EXPERIMENT DATA REPORT FOR LOFT ANTICIPATED TRANSIENT WITH 
MULTIPLE FAILURES EXPERIMENT L9-1 AND SMALL BREAK 
EXPERIMENT L3-3. 

MCCORMICK-BARGE, DIVINE, J. M. EG&G Idaho'. Inc. FIN A-6043. 
EGG-2101. 81/06/30. 234pp. Available at NTIS. 08910:001 


8107010003 NUREG-0771 FC 

REGULATORY IMPACT OF NUCLEAR REACTOR ACCIDENT SOURCE TERM 
ASSUMPTIONS. 

PASEDAG, W. F. Office of Nuclear ReactoT Regulation, Director. 

BLOND, R. M. , JANKOWSKI, M. W. Office of Nuclear Regulatory Research, 
Director. 81/06/30. 79pp. 08907:284. 


8107010190 Comments on NUREG— 0761, "Radiation Protection Plans foT 
Nuclear Power Reactor Licensees. " Policy should encourage 
licensees to minimize surface contamination by prevention 
first. 

FRANK, L. Oregon, State of. 81/06/26. 3pp. 08907:230. 


8107010260 NUREG-0020 VOS N05 

OPERATING UNITS STATUS REPORT - LICENSED OPERATING REACTORS. 

Data as of April 30, 1981. <Grey Book) 

* Office of Management and Program Analysis. 81/06/30. 160pp. 


8107010270 NUREG/CR— 2148 

FRAP-T6: A COMPUTER CODE FOR THE TRANSIENT ANALYSIS OF OXIDE 
FUEL RODS. 

SIEFKEN, L. J. . BOHN.M. P. , ALLISON, C. M. EQ&Q Idaho, Inc. FIN A-6050. 
EGG-2104. 81/05/31. 392pp. Available at NTIS. 08916:001. 


8107010275 NUREG/CR— 1960 

WATER REACTOR SAFETY RESEARCH DIVISION. Quarter ly Progress 
Report. October 1-December 31,1980. 

ROMANO, A, J. Brookhaven National Laboratory. FIN A-3014. 
BNL-NUREG- 51 349. 81/05/31. 41pp. Available at NTIS. 0891B:262. 


8107010262 NUREG/CR— 1959 

ADVANCED REACTOR SAFETY RESEARCH DIVISION. Quarterly Progress 
Report. October 1-Dectmber 31,1980. 

* Brookhaven National Laboratory. FIN A-3015. BNL-NUREG-51348. 
81/05/31. 95pp. Available at NTIS. 08919:001. 


8107010287 NUREG/CR— 2061 

A BRIEF ANALYSIS OF THE TRANSIENT FLUID FLOW AT THE ENTRANCE 
OF THE UPPER CORE STRUCTURE DURING A HYPOTHETICAL CORE 
EXPANSION. 

WILPELM, D. Los Alamos Scientific Laboratory. FIN A-7042. 
LA-8B06-MS . 81/05/31. 26pp. Available at NTIS. 0B918: 316. 


8107010289 NUREG/CR- 1958 

EVALUATION OF MULT I PARAMETER EDDY CURRENT TECHNOLOGY FOR 
INSPECTION OF STEAM GENERATOR TUBING. 

BROkN, s. D. Battalia Memorial Institute, Columbus Laboratories. 
Bette 11# Memorial Institute, Pacific Northwest Laboratory.. FIN 
08919*09 BNL ’ NURE ®"‘31347. 81/05/31. 86pp. Available at NTIS. 


8107010446 NUREQ/CR-174B 

HAZARDS TO NUCLEAR POWER PLANTS FROM NEARBY ACCIDENTS 
INVOLVING HAZARDOUS MATERIAL - PRELIMINARY ASSESSMENT. 

D * E> ' FINLEY, N.C. Laboratories. FIN A-1214. 

SAND80-2334. 81/05/31. 175pp. Available at NTIS. 08917:029. 


8107010449 NUREG/CR— 1356 

5™ SE ALTERNATE DECAY HEAT REMOVAL CONCEPTS FOR LIGHT 
SJJE 5 EACT0RS " CURRENT 8Y8TEM8 AND PROPOSED OPTIONS. 
ofEEl 0, L * * DENNETT, P. R. Bandia Laborator ie* FIN A-1226. 
SANDB0-0929. 81/05/31. 100pp. 08912:242. 


oiu/ViU'tOD NUR£0/CR-2OOS 

SEVERE ACCIDENT SEQUENCE ASSESSMENT AND TIME-LINE CHART8 FOR 
BOILING WATER REACTORS - PROGRAM OVERVIEW. 

FONTANA, M. H. Oak Ridge National Laboratory. FIN B-0452. 
ORNL/NUREG /TM-4. 81/06/30. 41pp. 08917:197. 


8107010457 NUREG/CR- 1944 

COMPARISON OF THE TRAC C ALCULAT I ONAL RESULTS FOR THE SLAB 
CORE TEST FACILITY MODEL AND THE REFERENCE GERMAN 
PRESSURIZED WATER REACTOR DURING REFLOOD. 

SMITH, 8. T. Los Alamos Scientific Laboratory. FIN A-7049. 

L A-8704-MS . Bl/06/30. 66pp. Available at NTIS. 08919:180. 


8107010458 NUREG/CR- 1B63 

PROPERTIES OF RADIOACTIVE WA8TE8 AND WASTE CONTAINERS. 

Quarterly Progress Report. July-Sept ember 1980. 

M0RC08, N. i WEISS, A. J. Brookhaven National Laboratory. FIN A-3027. 
BNL-NUREG- 51316. 81/06/30. 70pp. Available at NTIS. 08918:001. 


8107010460 NUREG/CR-1792 

GENERIC REVIEW OF CONSERVATION, LOAD MANAGEMENT! RATE 
RESTRUCTURE AND COGENERATION. 

TEPEL, R. C. , VAN DYKE, J. W. , BARNES, R. W. Oak Ridge National 
Laboratory. FIN B-0411. ORNL/NUREG /TM-4. 81/06/30. 78pp. 

Available at NTIS. 08915:085. 


8107010462 NUREG/CR- 1976 

EXAMINATION OF A 2-1/4 CR - 1 - MO STEEL SPECIMEN CREEP- 
FATIGUE TESTED 8463 HOURS AT 81 IK. 

JONES, W. B. Sand la Laboratories. FIN A-1172. SAND81-0403. 

81/06/30. 38pp. Aval labia at NTIS. 0891B:113. 


8107010464 NUREQ/CR-2121 

TMI-2 ACCI DENT: POSTULATED HEAT TRANSFER MECHANISMS fc 
AVAILABLE DATA BASE. 

VISKANTA, R., MQHANTY»A. K. Argonne National Laboratory. FIN A-2014. 
ANL-S1-26. 01/06/30. UBpp. 08918:146. 


8107010467 NUREG/CR- 1921 

A PRELIMINARY ASSESSMENT OF ALTERNATIVE CONTAINMENTS FOR 
LMFBR'S, 

SCIACCA, F. W. Sand ie Laboratories. FIN A-1197. SAND81-0249. 

81/05/31. 86pp. Available et NTIS. 08915:001. 


8107010474 NURE0/CR-21S1 V01 

PHYSICS OF REACTOR SAFETY. Quarterly Report, January-March 

* Argonne National Laboratory. FIN A-2015. ANL-81-29 VOL. 

81/06/30. 32pp. Aval labia at“ NTIS. 0B914: 178. " 


8107010480 NUREQ/CR-1509 V03ERR 

LIGHT WATER REACTOR SAFETY RESEARCH PROGRAM. Quarterly 
Raport. Jul y-September 1980. 

a Sandia Laboratories e Divieion of Technical Information It 
Document Control. 81/06/12. 2pp. 08918:342. 


8107010482 NUREQ/CR-1478 

PREREM: AN INTERACTIVE DATA PREPROCESSING CODE FOR INREM II. 

PART l:u»er't Manuel. Part II: Code Structure. 

RYAN, M. T, , FIELDS, D. E. Oak Ridge National Laboratory. FIN B-0188. 
ORNL/NUREG /TM-4. 81/05/31. 78pp. Available at NTIS. 08914:208. 


8107010486 NUREQ/CR-1432 

BRIEF ADVERSARY THREAT L088 ESTIMATOR <BATLE> USER'S GUIDE. 

ENOI, D. , HARLAN, C.P, Send le Laboratories. FIN A-1060. 8AND80-0932. 

81/03/31. 196pp. Available et NTIS. 08914:001. 


8107010494 NUREG/CR-2089 

QUALIFICATION TESTING EVALUATION PROGRAM LIGHT-WATER 
REACTOR SAFETY RESEARCH. Semiannual report, Apr il-September 
1980. 

BONZON,L. L. , CLOUGH, R, L. , 8TUETZER, 0. M. Sandia Leb oratories. FIN 
A-1031. SANDS 1-0272. 81/05/31. 41pp. Available at NT18. 

08917: 236. 


8107020002 NUREG/CR-1157 V04 

THERMAL/HYDRAULIC ANALY8IB RESEARCH PROGRAM. Quarter ly 
Report, Oct ob er-Decemb*r 1980. 

THOMPSON, S.L. Sandia Laboratories. FIN A-1216. BAND 80 - 1091/4. 
81/05/31. 62pp. Available at NT18. 08920:166. 


8107020006 NUREQ/CR-2126 

NUCLEAR FUEL ROD BEHAVIOR DURING NORMAL AND ABNORMAL 
OPERATING CONDITIONS - RESULTS OF TEST PR-1. 

SPARDS,D. T. , SMITH, R. H. , GARNER, R. W. EQfcG Idaho, Inc. FIN A-6041. 
EGG-2102. 81/06/30. 62pp. Available at NTX8. 08920:223. 
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8107020156 NUREG/CR— 2169 

TRANSEAVER /TRANSPORT-BY-SEA-VER IF ICATXQN. 

PETERSON, B. R. , SMALL, D. L, , GREEN, 0. L. Energy Incorporated. FIN 
B-7302. 81/06/30. 110pp. Available at NTIS. 08921:001. 


8107070084 
A SURVEY 
LAVE, L. 
B-1596. 


NUREG/CR-2226 

OF SAFETY LEVELS IN FEDERAL REGULATION. 

Brookings Institute. ROMER, T. Carneg ie-Mel 1 on Univ. FIN 
81/06/30. 49pp. Available at NTIS. 63.25. 08961:293. 


8107020159 NUREC/CR-2054 

TRAC-PD2: AN ADVANCED BEST-ESTIMATE COMPUTER PROGRAM FOR 
PRESSURIZED WATER REACTOR LOSS-OF-COOLANT ACCIDENT 
ANALYSIS. 

* Los Alamos Scientific Laboratory. FIN A-7016. LA-B709-MS. 

81/06/30. 426pp. Available at NTIS. 08953:001. 


8107070191 Forwards preliminary "EPRI/PWR Safety & Relief Valve Test 
Program Interim Data Rept, " providing data collected through 
810619 re NUREG-0737, Item 1 1. D. 1. Meet ing ui/NRC proposed for 
810716 or 17. 

YOUNQDAHL, R. C. Electric Power Research Institute. YOUNGDAHL, R. C. 
Consumers Power Co. 81/07/01. 11pp. 08937:112. 


8107020171 NUREG/CR— 2020 

QUARTERLY PROGRESS REPORT ON BLOWDOWN HEAT TRANSFER 
SEPARATE-EFFECTS PROGRAM. October-December 1980. 

CRADDICK, W. G. , WHITE, M. D. , OTT, L. J. Oak Ridge National Laboratory. 
FIN B-0125. OR NL / NUREG / TM-4. 81/06/30. 15pp. Available at NTIS. 
08921: 152. 


8107020434 Forwards CEN-152, "C-E Emergency Procedure Guidelines" St 
CEN-156, "CHE Emergency Procedure Guidelines Development," 
per 801031 request 8< requirements of NUREG-0737 Item I. C. 1. 

BASKIN, K. P. Combustion Engineering, Inc. 81/06/30. 2pp. 

0892S: 060. 


—8107020442 CEN-156 

"C-E Emergency Procedure Guidelines Development," prepared 
for C-E owners group. 

* Combustion Engineering, Inc. Bl/06/30. 90pp. 08928:066. 


—8107020449 CEN-152 

“C-E Emergency Procedure Guide! ines, " prepared for C-E 
owners group. 

* Combustion Engineering, Inc. 81/06/30. 182pp. 08928:154. 


8107020522 NUREG/CR-1994 

TECHNIQUES FOR DISPLAYING MULTIVARIATE DATA ON CATHODE RAY 
TUBES WITH APPLICATIONS TO NUCLEAR PROCESS CONTROL. 

* Hartford Graduate Center. DANCHAK, M. M. EGScO Idaho, Inc. FIN 
A-6308. EGG-2086. 81/05/31. 152pp. Available at NTIS. 08952:053. 


8107060001 NUREG-0770 

GLOSSARY OF TERMS. Nuc laar Power and Radiation. 

HANCHETT, J. 0. Office of Public Affairs. HASSELBERG, F. W. Director's 
Office, Office of Inspection and Enforcement. SINGH, M. H. Office of 
Administration. 81/06/30. 57pp. Available at NTIS. 08954:300. 


8107060052 NUREG/CR-1991 

TRAC-PD2 P0STTE8T ANALYSIS OF CCTF TEST Cl-16 (RUN 025). 
SUGIMOTO, J. Los Alamos Scientific Laboratory. FIN A-7049. 
LA-8741-M8. 81/06/30. 41pp. Available at NTIS. 08957:035. 


8107060053 NUREG/CR- 1946 

SLAB CORE TEST FACILITY STEAM SUPPLY DESIGN ANALYSIS WITH 
TRAC. 

SMITH, S. T. Los Alamos Scientific Laboratory. FIN %-7049. 
LA-8702-MS. 81/06/30. 36pp. 08957:076. 


8107060054 NUREG/CR-1594 V01 

ADVANCED REACTOR SAFETY RESEARCH. Guartarly Report January- 
March 1980. 

a Sandia Laboratories. FIN A-1016. SAND80-1646 V01. 81/06/30. 

170pp. Available at NTIS. 08957:114. 


8107060055 NUREQ/CR-150? V04 

LIGHT WATER REACTOR SAFETY RESEARCH PROGRAM. Quarter ly Report 
October-December 1980. 

BERMAN, M. Sandia Laboratories. FIN A-1019. SAN80-1304 V04. 

81/06/30. 205pp. Available at NTIS. 08958:001. 


8107060059 NUREG/CR-1920 

INDEX TO NUCLEAR SAFETY - A TECHNICAL PROGRESS REVIEW BY 
CHRONOLOGY, PERMUTED TITLE, AND AUTHOR, VOL. 11 (1) THROUGH 
VOL. 21 (6). 

COTTRELL, W. B. , PAS8IAK0S, M. Oak Ridga National Laboratory. FIN 
B-0126. ORNL/NUREO/NSXC. 81/05/31. 169pp. Available at NTIS. 

08959:001. 


8107060063 NURE0/CR-1680 ERR 
WRAP-8WR VERIFICATION STUDIES. 

KUEHN, N. H. , BERANEK, F. , PARKS, P. B. Savannah River Laboratory. FIN 
B-4126. DPST-BO-3. 81/06/30. 83pp. Available et NTIS. 08958:247. 


8107060483 NUREG/CR- 1893 

APPLICATION OF SANDIA PHYSICAL PROTECTION METHODS. 

PAVLAK08, C. J. , CHAPMAN, L. D. , GRANT, F. H. Sandia Laboratories. FIN 
A-1156. 8AND81-0058. 81/06/30. 287pp. Available at NTIS. *7.00. 

08959:237. 


—8107070195 Preliminary "EPRI/PWR Safety & Relief Valve Test Program 
Interim Data Rept. " 

e Electric Power Research Institute. 81/07/01. 400pp. 

08937: 123. 


8107070279 Comments on proposed regulatory changes St transformation of 
NUREG-0737 described in NRC 810526 ltr. Proposed rule change 
should be scheduled to accommodate results of BWR TMI 
owners group evaluation of NUREG-0737. 

KOCH, L. J. Illinois Power Co. U-0250. 81/06/23. Ip. 08938:220. 


8107070310 Comments on draft NUREG-0761, "Radiation Protection Plans 
for Nuclear Power Reactor Licensees. " Industry efforts aided 
by NRC findings will achieve upgraded radiation protection 
programs, rather than increased regulation. 

HOWARD. J. E. Boston Edison Co. 81-142. 81/06/30. 5pp. 08940:205. 


8107070363 Forwards comments on proposed rules 10CFR30. 40, 50. 70 Jt 72 re 
draft GEXS on decommissioning of nuclear facilities. 

HOUSE, B. R. Energy, Dept. of. 46FR 11666 030. 81/06/22. 10pp. 

08947: 312. 


8107070376 Forwards comments on draft NUREG-0761, "Radiation Protection 
Plans for Nuclear Power Reactor Licensees. " Comments endorse 
previous EEI Health Physics Committee comments. 

CLARY. R. B. South Carolina Electric 8* Gas Co. 81/06/30. 24pp. 

08942: 178. 


8107080021 NUREG/CR— 1271 

SUBSURFACE PULSED RADAR MEASUREMENTS. Beatty, Nevada, October 
29— November 2, 1979. 

BEERS, R. , MOREY, R. Geo-Centers, Inc. FIN B-6349. GC-TR-79-1066. 

81/06/30. 26pp. Available at NTIS. *3.25. 08975:053. 


8107080034 NUREG/CR-2177 

COMPARISON OF C0MPARE/RELAP3 SUBCOMPARTMENT CALCULATIONS 
WITH BATTELLE-FRANKFURT C-SERIES TEST RESULTS. 

GREGORY, W. S. , CAMPBELL. J. R. . GIDA, R. G. Los Alamos Scientific 
Laboratory. FIN A-7112. LA-8866-MS. 81/06/30. 97pp. * Available at 

NT IB. *4. 50. 08975: 122. 


8107080036 NUREG/CR-2137 

REALISTIC SEISMIC DESIGN MARGINS OF PUMPS, VALVE AND PIPING. 
RODABAUGH, E. C. Battellt Memorial Institute, Columbus Laboratories, 
DESAI, K. D. NRC - No Detailed Affiliation Given. FIN B-0727. 
ORNL/SUB— 2913/1. 81/06/30. 108pp. Available at NTIS. *4.75. 

08975: 255. 


8107080201 Forwards util 8* IN St MI Electric Co comments on draft 
NURESG— 0761 , "Radiation Protection Plans for Nuclear Power 
Reactor Licensees. " Revised NUREG should be issued for 
industry c omment. Appropriate specs provided. 

MILIGTX, S. J. American Electric Power Co., Inc. 81/06/30. 8pp. 
08962: 158. 


8107090240 Comments on proposed NUREG-0761 re radiation protaction at 
nuclear power plants. Waste sampling is normally done by 
chemistry personnel, not radiation protection personnel. 

BOWERS, R.R. NU8 Corp. HPS-81-279. 81/06/30. 2pp. 08966:035. 


8107080542 Submits comments on NUREG-0761, "Radiation Protection Plan 
for Nuclear Power Reactor Licensees. “ NUREG does not 
describ# methodology for making changes to plan. NRC should 
spacify formal process for making changas. 

UTLEY, E. E. Carolina Powar 8« Light Co. N0-81-1130. 81/06/30. 3pp, 

08974: 162. 


8107090238 Forwards evaluation per NUREG-0737, Item II. E, 4. 2 <7), 
"Containment Isolation Depandability - Isolation on High 
Radiation. 11 Mods would provide added assurance that 
isolation of subj valves would occur on high radiation. 

DENTE, T. J. BWR Owners Group. BWROO-8149. 81/06/29. 6pp. 

08984: 019. 


8107090252 Comments on revised proposed rule SECY 81-84 re operator 
qualifications St licensing requirements. Shift supervisor 
licensing requirements should be deleted. Disagrees w/use of 
simulator in testing to demonstrate operator proficiency. 

COUNBIL, W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilitias) . B10219. 81/06/10. 8pp. 08986:162. 
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8107090934 Comments on NUREG/CR-1750, "Analysis Conclusions & 
Racommsnda tions Concerning Operator Training. “ Supports 
positions. 

liITTLiR. L. Public Service Electric & Gas Co. of New Jersey. 
46FR12917 018. 81/03/19. Ip. 08996:017. 


8107100097 Requests that ltr be prepared to inform Uestinghouse & C-E 
licensees of elimination of TMI Action Plan Item II. K. 2. 19. 

Oiv of Sys Integration 810317 memo declared requirement 
completed. Sample ltr end. 

NOVAK, T. M. Assistant Director for Operating Reactors. 81/06/19. 
Spp. 09001:301. 


8107100100 Responds to request at ACRS Electrical Sys Subcommittee 
810328 meeting for comments on instrumentation for detection 
of inadequate core cooling. NRC review schedule listed. 

Suggests systematic failure modes & effects analysis. 

LIPINSKI, W. C. Argonne National Laboratory. 81/06/01. 2pp. 
09001:306. 


8107100183 Comments on Feb 1981 draft NUREQ-0761 re radiation 
protection plans for nuclear power reactor licensees. 

Adoption of proposed NUREG not recommended. 

FAYiC. W. Wisconsin Electric Power Co.‘ 81/07/06. 4pp. 08992:018. 


8107100309 Comments on FR notice "Development of Safety Goal- 
Prelimlnary Policy Consideration." NUREQ-0764 & NUREG-0739. 

Goals must be high-level quantitative goals fc address both 
individual & societal risks. 

ANDERSON. T. M. Westinghouse Electric Corp. N5-TMA-246 1 . 81/06/22. 

2pp. 09002:079. 


B107100328 NUREG/CR-2082 

MONITORING FOR COMPLIANCE WITH TERMINATION SURVEY CRITERIA. 
HOLOWAY, C. F. , WITHERSPOON. J. . DICKSON. H. W. Oak Ridge National 
Laboratory. FIN A-9042. ORNL/HASRD-95. 81/06/30. 283pp. 

Available at NTIS. 47.00. 09003:132. 


0107100330 NUREG— 0483 V03 N07 

SYSTEMATIC EVALUATION PROGRAM STATUS SUMMARY REPORT. Data as 
of June 1. 1981. <Buff Book) 

a Office of Management and Program Analysis. * Office of Nuclear 
Reactor Regulation. Director. 81/06/30. 33pp. Available at NTIS. 

09002: 298. 


B1 07100332 NUREG/CR-1943 

SENSITIVITY OF SLAB CORE TEST FACILITY CALCULATIONAL MODEL 
EXECUTION TO CERTAIN TRAC INPUT PARAMETERS. 

SMITH. 8. L. Los Alamos Scientific Laboratory. FIN A-7049. 
LA— 8703-MS . 81/06/30. 38pp. Available at NTIS. 09002:168. 


8107100333 NUREG/CR-21 08 

SCALE-MODEL STUDY OF THE SEISMIC RESPONSE OF A NUCLEAR 
REACTOR CORE. 

DOVE.R.C. , DUNWOODY. W. E. . RHORER. R. L. Los Alamos Scientific 

Laboratory. FIN A-7014. LA-8772-MS. 81/07/31. 26pp. Available et 

NT 18. 09002: 226. 


8107100334 NUREG/CR-21 16 

HIGH-TEMPERATURE GA8-C00LED REACTOR SAFETY STUDIES FOR THE 
DIVISION OF REACTOR SAFETY RESEARCH. Quarter ly Progress 
Report. October 1-December 31. 1980. 

BALLS. J., CLEVELAND, J. C. . CONKLIN. J. C. Oak Ridge National 
Laboratory. FIN B-0122. 0RNL/TM-7809. 81/06/30. 19pp, Available 

at NTIS. 09002:231. 


8107100337 NUREG/CR-2046 

ANALY8I8 AND REPAIR OF WATER -CONTAMINATED BORON NITRIDE 
I NSU.ATION IN BDHT-THTF BUNDLE 3 FUEL ROD SIMULATORS. 

MCCU-LQCH. R. W. , SNYDER, S. D. . MACPHERSON. R. Oak Ridga National 
Laboratory. FIN B-0401. ORNL/NUREG/TM-4. 81/06/30. 27pp. 

Available at NTIS. 09002:271. 


8107100339 NUREG/CP-0018 

WORKSHOP ON FRAMEM0RK8 FOR DEVELOPING A 8AFETY GOAL. 

* Brookhaven National Laboratory. FIN A-3222. BNL-NUREG-31419. 
81/06/30. 30pp. Available at NTIS. *3.73. 09004:249. 


8107100340 NUREG/CR-21 38 

OPTIMUM TEST INTERVALS FOR ONLINE TESTING. 

LQFGREN, E. , VARCOLIK, F. , VE8ELY, W. Science Applications, Inc. FIN 
8A1 *28931-8. 81/06/30. 36pp. Available at NTI8. *3.73. 

09004: 304. 


8107100341 NUREQ-0340 V03 N03 

U8T 0F DOCUMENTS MADE PUBLICLY AVAILABLE MARCH 1-31. 

1981. 

* Division of Technical Information St Document Control. 81/06/30. 
290pp. 09002; 334. 


8107100347 NUREG-0799 FC 

DRAFT CRITERIA FOR PREPARATION OF EMERGENCY OPERATING 
PROCEDURES. 

* Division of Human Factors Safety. 81/06/30. 50pp. Available at 

NTIS. 09005: 036. 


8107130002 NUREG-0652 V01 N01 

FACILITIES LICENSE APPLICATION RECORD. Data as of April 1. 

1981. (White Book > 

* Office of Management and Program Analysis. 81/06/30. 23pp. 

Available at NTIS. 09024:309. 


8107130005 NUREG/CR-1332 V02 

PWR FLECHT SEASET UNBLOCKED BUNDLE, FORCED AND GRAVITY 
REFLOOD TASK DATA REPORT. Append i x C - Date Tables and Plots. 

LOFTUS, M. J. » TONG, A. , WONG. S. Electric Power Research Institute. 
NRC-04-77— 127. EPRI NP-1439. 81/03/31. 830pp. Available at NTIS. 

09006: 044. 


8107130008 Forwards commants on NUREG/CR-1730, "Analysis, Conclusions St 
Recommendations Concerning Operator Licensing. " 

WILKINSON, E. P. Institute of Nuclear Power Operations. 46FR12917 
017. 81/03/27. 21pp. 09024:139. 


8107140203 NURE0/CR-2103 

SCALING AND ESTIMATION OF EARTHQUAKE GROUND MOTION AS A 
FUNCTION OF THE EARTHQUAKE SOURCE PARAMETERS AND DISTANCE. 

BERNREUTER, D. L. Lawrence Livermore Laboratory. FIN A-0223. 
UCRL-33020 . 81/06/30. 83pp. Available at NTIS. *4.23. 09031:199. 


8107140278 Comments on NUREG-0761, "Radiation Protection Plans for 
Nuclear Power Reactor Licenses. " 

ROBERTSON, C. G. Houston Lighting St Power Co. AE-HL-AE-311. 
81/06/30. 2pp. 09013:080. 


8107130020 NUREG/CR-2003 

NUCLEAR REACTOR SAFETY. July 1-September 30, 1980. 

STEVENSON, M. G. , VIGIL, J. C. Los Alamos Scientific Laboratory. FIN 
A-7013. LA-8756— PR. 81/07/31. 63pp. Available at NTIS. 

09047:296. 


8107190028 NUREG/CR-21 98 

FUEL TEMPERATURES IN AN ARGONAUT REACTOR CORE FOLLOWING A 
HYPOTHETICAL DESIGN BASIS ACCIDENT (DBA). 

CORT, G. E. Los Alamos Scientific Laboratory. FIN A-7122. 81/06/30. 

21pp. Available at NTIS. *2.50. 09048:198. 


8107150160 Provides summary of ACRS 232nd meeting on 810409-11 in 
Washington, DC re util request for OL, NUREG-0740, "NRC Long 
Range Research Plan, FYB3-B7 & Reg Guide 1.97,1.68.3 & 1.142. 
MARK, J. C. ACRS - Advisory Committee on Reactor Safeguards. 
Bl/04/20. 6pp. 09048:244. 


8107150368 Summary of ACRS 231st meeting on 810312-14 in Washington, DC 
re OL review, draft NUREQ-0772, "Technical Bases for 
Estimating Fission Product Behavior During LWR Accidents, " 

NUREG-0771 8< 0666 & Reg Guide 1.97 Revision 2. 

MARK, J. C. ACRS - Advisory Committee on Reactor Safeguards. 

81/03/24. 3pp. 09032:271. 

( 

8107190420 NUREG— 0492 ERR 
FAULT TREE HANDBOOK. 

# Office of Nuclear Regulatory Research, Director. * Division of 
Technical Information & Document Control. 81/06/05. Ip. Available 
at NTIS. *5.50. 09049:323. 


8107190423 NURE0/CR-2109 ERR . 

1979 ANNUAL REPORT: AEROSOL CHARACTER I 2AT I ON FROM A SIMULATED 
HCDA. 

* Mound Laboratory/Monsanto. * Division of Technical Information & 
Document Control. FIN A-1171. 81/07/06. Ip, Available at NTIS. 

09049: 324. 


8107160054 NUREG/CR— 1917 

VALIDATION OF THREE CROSS-SECTION LIBRARIES U8ED WITH THE 
SCALE SYSTEM FOR CRITICALITY SAFETY ANALYSIS. 

HATHOUT, A. M. , WESTFALL, R. M. , DODDS, H. L. Oak Ridge National 
Laboratory. FIN B-0172. ORNL/NUREG/CSD/. 81/07/31. 40pp. 

Available at NTIS. 09062:014. 


8107160355 Submits comments on NUREG-0761, "Radiation Protection Plans 
for Nuclear Power Reactor Licensees, 11 published in 010409 
FR. No practical way of scheduling annuel announced re-audit 
for 2,000 employees et eech plant site. 

MILLS, L. M. Tennessee Valley Authority. 81/07/13. Ip. 09034:117. 


8107160503 NUREG/CR— 2034 

TRANSPORTATION OF RADIOACTIVE MATERIAL IN MICHIGAN, 

* Michigan, State of, Dept, of Public Health. FIN B-1612. 
81/06/30. 100pp. Available at NTIS. *4.75. 09060:321. 
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8107170001 NUREG-0772 DRFT 

TECHNICAL BASES FOR ESTIMATING FISSION PRODUCT BEHAVIOR 
DURING LWR ACCIDENTS. 

* Office of Nuclear Reactor Regulation! Director. * Office of 
Nuclear Regulatory Research) Director. * Battelle Memorial 
Institute. Columbus Laboratories. 81/06/29. 250pp. 09063:001. 


— 8107170002 Summarizes reviews from 810317-18 public meeting of Peer 
Review Group in Washington. DC re draft NUREG-0772 
concerning technical bases for estimating fission product 
behavior during LWR accidents. W/attendance list. 

SILBERBERG. M. Division of Reactor Safety Research. 81/03/19. 

2pp. 09063:291. 


— 8107170067 Forwards draft rept on technical bases for estimating 
fission product behavior during LWR accidents for review & 
comment. Review period extended until 810401. Comments on rept 
only encl. 

SILBERBERG. M. Experimental Fast Reactor Safety Research Branch. 
81/03/06. 21pp. 09065:308. 


— 8107170077 Responds to draft NUREG-0772 re technical bases for 
estimating fission product behavior during LWR accidents. 
Insufficient time before early Apr to complete defensible 
document . Completion should be delayed. 

VOGEL. R. C. Electric Power Research Institute. 81/03/30. 16pp. 

09065: 329. 


— 8107170085 Responds to draft NUREG-0772 re technical bases for 
estimating fission product behavior during LWR accidents. 

Various codes must be spelled out Sc major assumptions must 
be implicit. 

AINSCOUGH. J. B. United Kingdom Atomic Energy Authority. 81/03/31. 
7pp. 09065:345. 


-8107170089 Responds to draft NUREG-0772 re technical bases for 
estimating fission product behavior during LWR accidents. 
THOMPSON. G. Union of Concerned Scientists. 001213. 81/03/31. 

3pp. 09065:352. 


-8107170093 Responds to draft NUREG-0772 re technical bases for 
estimating fission product behavior during LWR accidents. 
SCHERER. A. E. C-E PoweT Systems. LD-B1-018. 81/04/01. 2pp. 

09065: 355. 


-8107170096 Responds to draft NUREG-0772 re technical bases for 
estimating fission product behavior during LWR accidents. 

ANDERSON. T. M. Westinghouse Electric Corp. NS-TMA-2429. 81/03/31. 

6pp. 09065:357. 


—8107170101 Responds to draft NUREG-0772 re technical bases for 
estimating fission product behavior during LWR accidents. 
HILLIARD. R. K. Hanford Engineering Development Laboratory. 
8151034. 81/03/27. 6pp. 09066:001. 


—8107170103 Responds to draft NUREG-0772 re technical bases for 
estimating fission product behavior during LWR accidents. 
BLACKBURN. P. E. Argonne National Laboratory. 81/03/30. 2pp. 
09066: 007. 


— 8107170125 Responds to draft NUREG-0772 re technical basts for 
estimating fission product behavior during LWR accidents. 
BREWER. L. California. Univ. of. Berkeley. 81/03/25. 4pp. 
09066: 207. 


— 8107170127 Responds to draft NUREG-0772 re technical bases for 
estimating fission product behavior during LWR accidents. 
CABTLEMAN, A. W. Brookhaven National Laboratory. 81/03/24. 16pp. 

09066: 211. 


— 8107170129 Responds to draft NUREG-0772 re technical bases for 
estimating fission product behavior during LWR accidents. 
BUCHHOLZ. R. H. General Electric Co. MFN-044-81. 81/03/17. 6pp. 

09066: 227. 


— 8107170135 Responds to draft NUREG-0772 re technical bases for 
estimating fission product behavior during LWR accidents. 
BUCHHOLZ, R. H. General Electric Co. MFN 058-81. 81/03/31. 14pp. 

09066: 233. 


— 8107170138 Responds to draft NUREG-0772 re technical bases for 
estimating fission product behavior during LWR accidents. 
GEHLiS. h. Argonne National Laboratory. 81/03/27. Upp. 
09066: 247. 


—8107170141 Responds to draft NUREG-0772 re technical bases for 
estimating fission product behavior during LWR accidents. 

' TORGERSON. D. F. Atomic Energy of Canada, Ltd. 81/03/27. 5pp. 
09066: 258. 


— 8107170148 Responds to draft NUREG-0772 re technical bases for 
estimating fission product behavior during LWR accidents. 

MARK, J. C . , MALZNAUSKAS, A. ACRS - Advisory Committee on Reactor 
Safeguards. 81/03/17. 20pp. 09066:263. 


—8107170151 Responds to draft NUREG-0772 re technical bases for 
estimating fission product behavior during LWR accidents. 
GARVIN. D. Commerce, Dept, of . National Bureau of Standards. 
81/03/16. 6pp. 09066:283. 


—8107170158 Responds to draft NUREG-0772 re technical bases for 
estimating fission product behavior during LWR accidents. 
ZUMWALT, L. R. North Carolina State Univ. 81/03/16. 3pp. 
09066: 289. 


—8107170167 Responds to draft NUREG-0772 re technical bases for 
estimating fission product behavior during LWR accidents. 

LS Tong comments encl. 

LEVENSQN.M. Bechtel Corp. 81/03/20. 5pp. 09066:292. 


—8107170174 Responds to draft NUREG-0772 re technical bases for 
estimating fission product behavior during LWR accidents. 

POBTMA, A.K. Benton City Technology. 81/03/25. 9pp. 09066:297. 


—8107170186 Responds to draft NUREG-0772 re technical bases for 
estimating fission product behavior during LWR accidents. 
DEVILLERS, C. France. 81/03/25. 7pp. 09066:308. 


— 8107170106 Responds to draft NURE^-0772 re technical bases for 
estimating fission product behavior during LWR accidents. 
JOHNSON. C. F. Argonne National Laboratory. 81/03/30. 3pp. 
09066: 009. 


—8107170108 Responds to draft NUREG-0772 re technical bases for 
estimating fission product behavior during LWR accidents. 

Partial responses encl. 

STRATTON. W. R. Los Alimos Scientific Laboratory. 81/03/27. 53pp. 

09066:012. 


—8107170117 Responds to draft NUREG-0772 re technical bases for 
estimating fission product behavior during LWR accidents. 

LEVINE, S. NU8 Corp. CD-GM-81-167. 81/03/30. 7pp. 09066:156. 


—8107170120 Responds to draft NUREG-0772 re technical bases for 
estimating fission product behavior during LWR accidents. 

Portions of 770915-16 BNL-NUREG-50689, Vol 2 encl, 

SCHWEITZER. D. G. Brookhaven Netional Leboratory. 81/03/30. 39pp. 

09066: 163. 


— 8107170122 Responds to draft NUREG-0772 re technical basas for 
estimating fission product behavior during LWR accidents. 
RXTZMAN, R. L. Science Applications, Inc. 81/03/25. 4pp. 
09066: 202. 


—8107170123 Responds to draft NUREG-0772 re technical basas for 
estimating fission product behavior during LWR accidents. 
DEVELL, L. Sweden. 81/04/01. Ip. 09066:206. 


—8107170077 Responds to draft NUREG-0772 re technical bases for 
estimating fission product behavior during LWR accidents. 
Insufficient time before early Apr to complete defensible 
document. Completion should be delayed. 

VOGEL, R. C. Electric Power Research Institute. 81/03/30. 16pp. 

09065: 329. 


—8107170085 Responds to draft NUREG-0772 re technical bases for 
estimating fission product behavior during LWR accidents. 

Various codes must be spelled out It major assumptions must 
ba implicit. 

AINSCOUGH, J. B. United Kingdom Atomic Energy Authority. 81/03/31. 
7pp. 09065:345. 


—8107170089 Responds to draft NUREG-0772 re technical bases for 
estimating fission product behavior during LWR accidents. 
THOMPSON, G. Union of Concerned Scientists. 001213. 81/03/31- 

3pp. 09065:352. 


—8107170093 Responds to draft NUREG-0772 re technical bases for 
estimating fission product behavior during LWR accidents. 
SCHERER, A. E. C-E Power Systems. LB-81-018. 81/04/01. 2pp. 

09065: 35 5. 


—8107170096 Responds to draft NUREG-0772 re technical bases for 
estimating fission product behavior during LWR accidents. 
ANDERSON, T. M. Westinghouss Electric Corp. NB-TMA-2429. B1/03/J 

6pp. 09065:357. 
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— 8107170101 Responds to draft NUREQ-0772 re technical bases for 
estimating fission product behavior during LWR accidents. 
HILLIARD, R. K. Hanford Engineering Development Laboratory. 
8151034. Bl/03/27. 6pp. 09066:001. 


— 8107170103 Responds to draft NUREG-0772 re technical bases for 
estimating fission product behavior during LWR accidents. 
BLACKBURN, P. E. Argonne National Laboratory. Sl/03/30. 2pp. 
09066: 007. 


— 8107170106 Responds to draft NUREG-0772 re technical bases for 
estimating fission product behavior during LWR accidents. 
JOHNSON, C. F. Argonne National Laboratory. 81/03/30. 3pp. 
09066: 009. 


— 8107170108 Responds to draft NUREG-0772 re technical bases for 
estimating fission product behavior during LWR accidents. 

Partial responses end. 

STRATTON, W. R. Los Alamos Scientific Laboratory. 81/03/27. 53pp. 

09066:012. 


— 8107170113 "Cesium-Oxygen Chemistry in U-Pu Oxide Fast Reactor Fuel 
Pins. " 

FEE, D. C. , JOHNSON, C. E. Argonne National Laboratory. 80/04/30. 
30pp. 09066: 126. 


— 8107170117 Responds to draft NUREG-0772 re technical bases for 
estimating fission product behavior during LWR accidents. 

LEVINE, S. NUS Corp. CD-GM-Sl-167. 81/03/30. 7pp. 09066:156. 


— 8107170120 Responds to draft NUREG-0772 re technical bases for 
estimating fission product behavior during LWR accidents. 

Portions of 770915-16 BNL-NUR EG- 50689, Vol 2 end. 

SCHWEITZER, D. G. Brookhaven National Laboratory. Bl/03/30. 39pp. 

09066: 163. 


— 8107170122 Responds to draft NUREG-0772 re techni ca 1 • bases for 
estimating fission product behavior during LWR accidents. 
RITZMAN, R. L. Science Applications, Inc. 81/03/25. 4pp. 
09066: 202. 


— 8107170123 Responds to draft NUREG-0772 re technical bases for 
estimating fission product behavior during LWR accidents. 
DEVELL, L. Sweden. 81/04/01. Ip. 09066:206. 


— 8107170125 Responds to draft NUREG-0772 re technical bases for 
estimating fission product behavior during LWR accidents. 
BREWER, L. California, Univ. of, Berkeley. 81/03/25. 4pp. 
09066: 207. 


—81071.70127 Responds to draft NUREG-0772 re technical bases for 
estimating fission product behavior during LWR accidents. 
CABTLEMAN, A. W. Brookhaven National Laboratory. 81/03/24. 16pp. 

09066:211. 


— 8107170129 Responds to draft NUREG-0772 re technical bases for 
estimating fission product behavior during LWR accidents. 

BUCHHOLZ , R. H. General Electric Co. MFN-044-81. 81/03/17. 6pp. 

09066: 227. 


—8107170135 Responds to draft NUREG-0772 re technical bases for 
estimating fission product behavior during LWR accidents. 

BUCHHOLZ, R. H. General Electric Co. MFN 058-81. 81/03/31. 14pp. 

09066: 233. 


—8107170138 Responds to draft NUREG-0772 re technical bases for 
estimating fission product behavior during LWR accidents. 
OEHL, 8. M. Argonne National Laboratory. 81/03/27. 11pp. 

09066: 247. 


—8107170141 Responds to draft NUREG-0772 re technical bases for 
estimating fission product behavior during LWR accidents. 
TORQERSON, D. F. Atomic Energy of Canada, Ltd. 61/03/27. 5pp, 
09066:258. 


—8107170148 Responds to draft NUREG-0772 re technical bases for 
estimating fission product behavior during LWR accidents. 

MARK, J. C . , MALINAUSKAS, A. ACR8 - Advisory Committee on Reactor 
Safeguards. 81/03/17. 20pp. 09066:263. 


— 8107170151 Responds to draft NUREG-0772 re technical bates for 
* i ** ion product behavior during LWR accidents. 
GARVIN, D, Commerce, Dept, of, National Bureau of Standards. 
81/03/16. 6pp. 09066:283. 


—8107170158 Responds to draft NUREG-0772 rs technical bates for 
estimating fission product behavior during LWR accidents. 
ZW1WALT, L. R. North Carolina State Univ. 81/03/16. 3pp. 
09066:289. 


—8107170167 Responds to draft NUREG-0772 re technical bases for 
estimating fission product behavior during LWR accidents. 

LS Tong comments end. 

LEVENSON,M. Bechtel Corp. 81/03/20. 5pp. 09066:292. 


—8107170174 Responds to draft NUREG-0772 re technical bases for 
estimating fission product behavior during LWR accidents. 

P06TMA, A.K. Benton City Technology. 81/03/25. 9pp. 09066:297. 


— 8107170186 Responds to draft NUREG-0772 re technical bases for 
estimating fission product behavior during LWR accidents. 
DEVILLERS, C. France. 81/03/25. 7pp. 09066:308. 


8107170146 NUREQ-0676 

PL Al« FOR ASSESSMENT OF BEST ESTIMATE LWR SYSTEMS CODES. 

FABIC, S. , ANDERSON, P. S. Division of Accident Evaluation. 81/07/31. 
70pp. Available at NTIS. »4. 25. 09077:228. 


8107170181 Responds to draft NUREG-0772 re technical bases for 
estimating fission product behavior during LWR accidents. 

WALLACE, R. M. E. I. du Pont de Nemours it Co., Inc. 81/03/23. 2pp. 
09066: 306. 


8107170185 Comments on NUREQ-0518 re DES & proposed rules 10CFR30, 32, 70 
& 150 re exemption from licensing requirements for smelted 
alloys containing rtsidual Tc-99 it low enriched U. Opposes 
rules. 

SHIVELY, R. P. Affiliation Unknown. 45FR70B74 3421A. 81/02/20. 2pp. 

09054:018. 


8107170209 NUREQ/CR-21 1 1 

BUBBLE BEHAVIOR IN LMlFBR CORE DISRUPTIVE ACCIDENTS. 

REYNOLDS, A. B. , ERDMAN, C. A. , ANDERSON, R. C. Virginia, Univ. of. FIN 
B-5616. 81/07/31. 130pp. Available at NTIS. *5.50. 09077:087. 


8107170234 NUREG/CR-2207 

FRAP-T5 UNCERTAINTY STUDY OF FIVE REACTOR TRANSIENT AND 
ACCIDENT EVENTS. 

LAATB, E. T. , HANSEN, B. L. EQScG Idaho, Inc. FIN A-6268. 
EGQ-CAAD— 5440. 81/07/31. 59pp. Available at NTIS. *4.25. 

09067:221. 


.8107170252 Forwards comments on behalf of PA Electric Co, Met Ed & 
JCP&L, on NUREG/CR 1750 "Analysis, Conclusions it 
Recommendations re Operator Licensing. " 

THORPE, J. R. General Public Utilities - GPU Service Corp. 
46FR1291 7020. 81/06/29. 8pp. 09051:005. 


8107170254 Comments on NUREQ/CR-0742 re review & integration of 
existing literature concerning potential social impacts of 
transportation in urban areas. 

WAS9ERBACH, A. E. Affiliation Unknown. 45FR61828 001. 80/11/20. 

2pp. 09053:207. 


8107170256 Comments on NURE0/CR-0742 re review Sc integration of 
existing literature concerning potential social impacts of 
transportation in urban areas. 

ALLMAN, N. C . Affiliation Unknown. FIN A-1077. 45FR6 1838 002. 

81/06/11. lp. 09051:018. 


8107170263 Requests revised minutes for 810513 meeting in Bethesda, MD 
re insulat ion. Meeting results were disappointing. Risk 
associated w/wic king-type insulation matls is high. 

RAU9CH,D. A. Diamond Power Specialty Corp. (subs, of Babcock Sc 
Wilcox). 81/07/14. 2pp. 09058:207. 


8107170264 Confirms info transmitted in 810622 telcon re Exxon Nuclear 
ID Co initial review of all nuclear power plants responses 
to NUREG-0737, Item III. D. 3. 3, improved inplant iodine 
monitoring. 

HUCHTON, R. L. Exxon Nuclear Co., Inc. <subs. of Exxon Corp. ). 
HUCW-1-81. 81/07/06. 3pp. 09050:204. 


8107200091 NURE0-074S V01 N04 . 

OPERATING REACTORS LICENSING ACTIONS SUMMARY. Data as of 
May 31,1981. (Orange Book) 

* Internal Information Systems Branch. 81/06/30. 200pp. Available 

at NTIS. 09078:001. 


8107210128 Forwards analysis of comments on 810326 FR notice, 

< 46FR 18827 ) Sc NURE0-0764, "Toward Safety Goal: Discussion of 1 
Preliminary Policy Considerations. *' 

GOLDBERG, P . Office of Policy Evaluations. 46FR18S27. 81/07/15. 

66pp. 09101:086. 


8107210187 Notice of proposed safety goal 810723-24 workshop in 
Harper # * Ferry, WV. Agenda Si discussion paper end. 

RATHBUN, D. K. Office of Policy Evaluations. 81/06/29. 5pp. 
09106; 212. 
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~8107210194 "Safety Goals for Nuclear Power Plants* " discussion paper. 
List of workshop participants end. 

* Office of Policy Evaluations. 01/07/10. 39pp. 09106:217. 


8107210478 NUREG/CR-1969 

LOCAL VOLUME-AVERAGED TRANSPORT EQUATIONS FOR SINGLE-PHASE 
FLOW IN REGIONS CONTAINING FIXED. DISPERSED HEAT-GENERATING 
(OR ABSORBING) SOLIDS. 

SHA«M. T. , CHAO* B. T. Argonne National Laboratory. FIN A-2045. 
ANL-80-124 . 81/07/31. 135pp. Available at NTIS. 09123:042. 


8107220151 Forwards draft analysis of public comments on development 
of safety goal. 

SEGE.G. NRC - No Detailed Affiliation Given. 81/07/14. Ip. 

09126: 304. 


—8107220155 Forwards draft highlights of public comments received on 
NUtEG-0764* "Toward Safety Goal: Discussion of Preliminary 
Policy Considerations. " 

GCLD1ERG* P. Office of Policy Evaluations. 81/07/14. 12pp. 

09126:305. 


8107220236 Forwards slide presentation entitled* "Small Break LOCA 
Model Resolution." in response to NUREG-0737* Item II. K. 3. 30* 
"Revised Small Break LOCA Methods to Show Compliance 
W/10CFR50* App K. " No changes needed. Model acceptable. 

BUCmOLZ.R. H. General Electric Co. MFN-132-B1. 81/06/26. 2pp. 

09117:299. 


8107230309 Comments on NUREG-0764* "Toward Safety Goali Discussion of 
Preliminary Policy Considerations" & NUREG-0739* "Approach 
to (toantitative Safety Goals for Nuclear Power Plants. " 

Endorses AIF proposal. 

MITTL, R. L. Public Service Electric & Gas Co. of New Jersey. 
45FR17G23. 81/06/29. 2pp. 09135:360. 


8107230389 NUREG/CR-2175 

SNUBBER SENSITIVITY STUDY. Final Report. 

ANESTO* A. T . Energy Technology Engineering Center. FIN B-3076-8. 
Bl/07/31. 284pp. Available at NTIS. *7.00. 09143:023. 


8107240088 NUREG-0S06 DRFT 

ENVIRONMENTAL IMPACT ASSESSMENT IN SUPPORT OF PROPOSED 
RULEMAKINO: DISPOSAL OF HIGH-LEVEL RADIOACTIVE WASTES IN 
GEOLOGIC REPOSITORIES: TECHNICAL CRITERIA 10 CFR PART 60 
* Division of Uaste Management. * Office of Nuclear Regulatory 
Research* Director. 81/07/31. 119pp. 09148:057. 


8107240099 Submits info re status of operating reactor licensing 
actions* per 810625 request. Div of Licensing developed 
overall implementation plan for NUREG-0737 fc IE will review 
TMI Items I. A. 1. 3, I. C. 5* I. C. 6 * II. K. 3. 22. 

DENTON* H.R. Office of Nuclear Reactor Regulation* Director. 
81/07/16. 3pp. 09163:025. 


8107270327 NUREG/CR-2202 

DROPLET DISTRIBUTIONS IN OPEN PIPES AND SIMULATED ROD 
BUNDLES. 

SMITH. R. V. * LINDSTED* R. D. Wichita State Univ. FIN B-6250. 
81/07/31. 37pp. Available at NTIS. *2.75. 09178:202. 


8107270336 NUREG-0566 V01 NOD 

STANDARDS DEVELOPMENT STATUS SUMMARY REPORT. Data as of 
June 30*1981. (Green Book) 

* Office of Management and Program Analysis. 81/07/31. 350pp. 

09168:001. 


8107270339 NUREG-0020 VOS N06 

OPERATING UNITS STATUS REPORT - LICENSED OPERATING REACTORS. 

Data as of May 31* 1981. (Grey Book) 

* Office of Management and Program Analysis. 81/07/31. 161pp. 


8107280581 Comments on proposed rules 10CFR30* 40* 50* 70 Sc 72 re draft 
GEIS on decommissioning of nuclear facil ities. No project of 
magnitude of facility dismantling can be undertaken w/amount 
of personnel listed in NUREG/CR-0130* Tab le 1.2-3 of Vol 2. 

CDUNBIL, W. G. Northeast Utilities. B10224. 81/07/14. 5pp. 

09177: 120. 


8107280644 NUREG-0485 V03 NOB 

SYSTEMATIC EVALUATION PROGRAM STATUS SUMMARY REPORT. Data As 
Of June 30*1981. (Buff Book) 

* Office of Management and Program Analysis. * Office of Nuclear 
Reactor Regulation, Director. 81/07/31. 42PP. Available at NTIS. 

09180:257. 


8107290199 Discusses status of EPRI PWR safety & relief valve test 
program & NUREG-0737, Item 1 1. D. 1. Prel iminary results 
indicate valves tested will perform intended safety 
function. Weekly activity repts will be provided. 

YOUNGDAHL, R. c. Consumers Power Co. 81/07/24. 3pp. 09186:297. 


8107300279 Forwards draft "Long Range Research Plan, FY83-87. Sup p 1 to 
NUREG-0740 for Gas-Cooled Reactor Safety Research* " for 
comments. 

MINQQUE* R. B. Office of Nuclear Regulatory Research* Director. FIN 
A-7014. 81/07/17. 4pp. 09209:042. 


— 8107300280 Forwards draft "Long Range Research Plan. FY83-87* Sup p 1 to 
NUREG-0740 for Gas-Cooled Reactor Safety Research, " for 
comments. 

MINOGUE* R. B. Office of Nuclear Regulatory Research. Director. FIN 
B-0122. 81/07/17. Ip. 09209:045. 


■8107300283 "Long Range Research Plan* FY83-87* Suppl to NUREG-0740 for 
Gas-Cooled Reactor Safety Research. " 

* Office of Nuclear Regulatory Research, Director. 01/07/09. 

54pp. 09209:046. 


—8107150038 Requests detailed plans for transfer of operating reactor 
IE* n ** n ^ ac ** on * from Ofc of Nuclear Reactor Regulation to 

DIRCKS, W.J. Office of the Executive Director for Operations. 
Bi/06/25. Ip. 09163: 028. 


8107270010 NUREG/CR— 1684 

A COMPARISON OF SITE EVALUATION METHODS. 

ROUE, M. D. * PIERCE* B. L. Brookhaven National Laboratory 
BNL-NUREO- 51203. 81/07/31. 68pp. Available at NTI8. 
09162: 119. 


FIN A-3076. 
*4. 25. 


8107270012 NUREG/CR-1688 

A COMPARISON OF REGIONAL SCREENING METHODS. 

HOBBS* B. F. * ROWE* M. D. Brookhaven National Laboratory. 
BNL-NUREO-31205. 81/07/31. 123PP. Available at NTIB 

09163: 029. 


FIN A-3076. 
*5. 50. 


8107270014 N UREO/CR - 1 689 

AN ASSESBMENT OF NUCLEAR POWER PLANT BITING METHODS. 

R OWE*M.D.* PIERCE, B.L. Brookhaven National Laboratory. 
»4 7s" M 0?iia B a02 NUR6e ' S120i ' 01/07/31 ^PP Av.il.tl. at NTIS. 


8107270039 NUREG/CR-2066 

PRE8BURE° F C0RE DEBR1S AND THE 1MPACT 0N CONTAINMENT 

Brookhaven National Laboratory. FIN A-3315. 
09liS^170~ S1376 * 81/07/31, 98 PP- Aval lab la at NTIS. *4.75. 


8107270041 NUREQ/CR-1S65 

° F THE CARTHAGE-COLTON MYLONXTE ZONE* 

NORTHWEST AD I ROND AC KS* NEW YORK. 

N ! w Univ * of * (Albany >. I SACHSEN, Y. W. . 

WRIGHT, 8. F. Boston College. FIN B-5961. 81/05/31. 84pp. 

Available at NTIS. *4. 50. 09147: 168. P 


8107310078 NUREG/CR- 1721 ERR 

Changes report number to NUREO/CR-1 721, Volume 1, COMPUTER 
CODE DEVELOPMENT FOR PIPE WHIP AND IMPACT ANALYSIS. Progress 
Report for Yr 1. 

* Lawrence Livermore Laboratory. * Division of Technical 
Information 4 Document Control. FIN A-0136. UCRL-13273. 81/07/17. 

Ip. Available at NTIS. 09221:116. 


8107310080 NUREG— 0750 V13 N02 

WCl-EAR REGULATORY COMMISSION ISSUANCES. FEBRUARY 1981. 

(PAGES 67-290) 

™ Divition of Technical Information 4 Document Control. 81/02/28. 
230pp. 09221:239. 


8107310108 NUREG-0718 R01 ERR 

REQUIREMENTS FOR PENDING APPLICATIONS FOR 
CONSTRUCTION PERMITS AND MANUFACTURING LICENSE. 

* Office of Nuclear Reactor Regulation, Director. * Division of 

Information 4 Document Control. 81/07/10. ip. Available 
at NTIS. 09221:174. 


—8107310111 NUREG-0718 R01 

REQUIREMENTS FOR PENDING APPLICATIONS FOI 
CONSTRUCTION PERMITS AND MANUFACTURING LICENSE. 

* Office of Nuclear Reactor Regulation, Director. 
44pp. Available at NTIS. *4.25. 09221:175, 


81/06/30. 


8107310549 NUREG/CR-2127 V01 

MaJS°i 9 Bl FET Y RE8EARCH PROGRAMS. Quarterly Report, January- 

EDLER* 8. K. Battelle Memorial Institute, Pacific Northwest 

FIN PNL— 3801-1. 81/07/31. 124pp. Available 

at NTIS: 44. 75. 09223: 064. 
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ORC CORRESPONDENCE WITH OTHER ORGANIZATIONS 


8103090580 Discusses Paperwork Reduction Act of 1980 effect on NRC. Act 
consolidates control over federal paperwork in OMB, subjs 
significant paperwork requests to test & establishes federal 
info locator sgs. Act it detailed evaluation end. 

SHAPAR, H. K. Office of the Executive Legal Director. 81/02/24. 

43pp. 09163:276. 


— 8103250212 Submits agreement re need for it use of generic clearance. 
Clearance to be used only for nonroutine generic problems. 

NRC internal policy statement should explain use, control & 
maint of clearance. 

H£YL*N. F. General Accounting Office. B-180225. 80/11/26. 4pp. 

09163:318. 


8107020035 Notification of 810709 meeting w/INEL in Bethesda, MD to 
finalize LOFT schedule & contingency tests. 

SHERQN, B. Reactor Systems Branch. 81/06/29. 3pp. 08919:344. 


8107060056 Responds to 810525 ltr requesting NRC assistance in nuclear 
safety & proposing formal safety documentation arrangement. 

Suggests Ofc of Inti Programs be contacted re arrangements 
to assure that safety concerns accomodated. 

HENDRIE, J. M. Commissioners. 81/06/17. Ip. 08958:201. 


— 8107060057 Requests formalization of arrangements to ensure IAEA timely 
receipt of NRC matl re safety activities. Cites Mar 1981 
meeting re rulemaking on degraded core cooling question. 

Expresses appreciation for NRC continuous assistance. 

ELKUNDfS. International Atomic Energy Agency (Austria). 81/05/25. 

Ip. 08958:202. 


8107060506 Speech entitled "Licensing it Regulatory Aspects of 
Independent Spent Fuel Storage Installations, " to be 
presented at ANS 811129-1204 meeting in San Francisco, CA. 
ROBERTS, J. P. Office of Nuclear Material Safety it 
Safeguards. Director. 81/12/04. 3pp. 08959:227. 


8107080528 Speech entitled “Details of Inti Matl Control it Accounting 
Program, " presented at 810427-0512 Advanced Inti Training 
Course on State Sys of Accounting For it Control of Nuclear 
Matls. 

SANDERS, K. E. NRC - No Detailed Affiliation Given. 81/05/12. 14pp. 

08979: 116. 


8107090410 Approves 810305 request for info re 10CFR20 stds for 
protection against rad iation, per Paperwork Reduction Act. 
COLLINS, L. V. Office of Management St Budget. 81/03/13. 2pp. 
08984: 343. 


8107090429 Approves 810306 document request re NRC Forms 171, 171A & 
171B foT Paperwork Reduction Act. 

COLLINS, L. V. Office of Management & Budget. 81/05/22. 2pp. 
08985: 028. 


8107100043 Notification of 810714 meeting w/AIF in Bethesda, MD to 
discuss application of PRA & safety goals in licensing 
process. 

ISRAEL, 8. L. Reliability it Risk Assessment Branch. 81/06/29. 2pp. 
09001:136. 


8107100279 Responds to request for comments re "Safety Goal for Nuclear 
Power Plants. " Addl attention should be given to US Supreme 
Court decision on eost/benefit decisions when safety is 
at risk. Related info end. 

QUIQQ, C. Pollution Environmental Problems. 81/06/22. 2pp. 

1 09001:097. 

f 

— 8107100281 Paper entitled "New Trends in Safety Design it Analysis, " 
presented at IAEA Inti Conference on Current Nuclear Power 
Plant Safety Issues in Stoc kholm, Sweden. 

OKRENTiD. California, Unlv. of, Los Angeles. 80/10/24. 32pp. 

09001:099. 


8107130010 Forwards std order for DOE work: "Safety Relief Valve 
Containment Assessment. " Statement of work St proposal 
content end. 

MURLEY.T.E. Division of Safety Technology. FIN A-3385-1. 81/06/12. 

0PP. 09024: 160. 


-- 8107130013 Std order for DOE work: "Safety Relief Valve Containment 
Assessment," issued to BNL. 

GRENIER, B, L. NRC - No Detailed Affiliation Givan. FIN A-3385-1, 
20-81-293. 81/06/11. Ip. 09024: 170. 


8107140174 Forwards std order for DOE work: "Evaluation of 
Thermodynamics St Fission Product Raleases Following DBA 
for Nonpower Reactors. " Submittal of proposal within 30 days 
requested. 

EISENHUT, D. G. Division of Licensing. FIN A-7261-1. 81/06/18. 2pp. 

09031:313. 


— 8107140181 Std order for DOE work: "Evaluation of Thermodynamics St 
Fission Product Releases Following DBA for Nonpower 
Reactors," Issued to LASL. Proposal content St Statement of 
work enc 1. 

GRENIER, B. L. Technical Support Branch. FIN A-7261-1. 20-81-299. 

81/06/12. 7pp. 09031:313. 


8107140202 Notification of 810702 meeting w/lnst for Nuclear Powar 
Operations to discuss technical exchange on human factors 
programs. Agenda end. 

IRELAND, R. E. Division of Human Factors Safety. 81/06/25. 3pp. 
09031: 196. 


8107160136 Requests participation in IEEE review conference for ANS/ 
IEEE Steering Committee PRA Guidebook, as member of SC-3. 

NIYOGI, P. K. Methodology St Data Branch. 81/03/26. Ip. 09062:089. 


8107220420 Forwards std order for DOE work for, “Engineering Evaluation 
Assistance for Nonpower Reactors. " 

EISENHUT, D. G. Division of Licensing. FIN A-7234. 81/07/14. Ip. 

09133: 182. 


-8107220422 Std order for DOE work: “Engineering Evaluation Assistance 
for Nonpower Reactors," issued to LASL. 

GRENIER, B. L. Technical Support Branch. * Energy, Dept. of. FIN 
A— 7254-1 , 20-81-330. 81/07/09. 16pp. 09133:183. 


PR PROPOSED RULE 


8106300246 Comments on SECY-81-B4, NUREG/CR-1750 S< draft Reg Guide 1.8 
re operator qualifications. Requirement that shift 
supervisors have engineering degrees will contribute to 
rapid turnover St poor morale. 

FAY, C. W. Wisconsin Electric Power Co. 81/06/08. 2pp. 08879:001. 


— 8106300248 Testimony to Nuclear Safety Oversight Committee on 
NUREG/CR-1750 St draft Reg Guide 1.8 re operator 
qualif Ications. Pp 1-9. Nuclear Safety Oversight Committee 
810417 ltr to President Reagan end. 

BURSTEIN, S. Wisconsin Electric Power Co. 81/01/21. 14pp. 

08879: 003. 


— 8106300251 Comments on draft Reg Guide 1.8 St value/impact statement re 

personnel qualifications Sc training. Requirement that shift 

supervisors obtain college degrees is unwise Sc 
counter p roduc tive. 

FAY, C. W. Wisconsin Electric Power Co. 81/04/22. 5pp. 00879:017. 


— 8106300252 Forwards comments on NUREG/CR-1750, "Analysis, Conclusions !< 
Recommendations re Operator Licansing. " Recommends basic 
aptitude testing for mechanical comprehension Sc aptitude 
testing for mechanical comprehension St logical reasoning. 

FAY, C. W. Wisconsin Electric Power Co. 81/04/24. 10pp. 

08879: 022. 


8107010067 Ack receipt of 810428 ltr forwarding Sea Alliance 810421 
comments on 10CFR2 re expediting NRC hearing process. NRC 
action exp acted over next several wks. 

KAMMERER, C. Office of Congressional Affair*. 81/03/20. Ip. 
08908:332. 


—8107010070 Forwards Sea Alliance 810421 ltr opposing 10CFR2 re 
expediting NRC hearing procat*. Requests comments. 

WILLIAMS, H. Senate. 81/04/28. 3pp. 08908:333. 


8107020103 Ack receipt of 8 Johnson comment* re proposed rule 10CFR30 
concerning issuance of interim licensing prior to completion 
of public hearing. Interim licensing would smva at least 2 
months in licensing process. W/o stated end. 

KAMMERER, C. Office of Congressional Affairs. 46FR26491 003. 
81/06/09. Ip. 08954:236. 


— 8107020104 Forward* constituent comments on proposed rule 10CFR50 re 
issuance of interim OL* before completion of public 
hearings. Constituent opposes rule. 

NUNN, 8. Senate. 46FR26491 003. 81/03/26. 2pp. 08954:237. 


8107020112 Forward* comments on proposed rule 10CFR2 re rules of 
practice fc procedure before NRC licensing hearing*. Rules 
will harshly restrict participation of affected members of 
public in nuclear licensing hearings. 

LIQHTSEY, R. Texas Consumer Association. 46FR30349 002. 81/06/10, 

7pp. 08934:239. 
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8107020116 Package of 10 comments opposing proposed rules 10CFR30, 32* 70 
& 150 re exempting from licensing Sc regulatory requirements 
use of low enriched U as contaminant in smelted alloys. 

KGPPELMAN, C. , ANDERSON, R. , LEVENDOSKY, C. M. Affiliation Unknown. 
45FR70S74. 81/06/10. 10pp. 08936:313. 


8107020451 Comments, on behalf of Susquehanna Environ Advocates, on 
proposed rule 10CFR2 re expediting NRC licensing process. 

Opposes rules. 

SCHULTZ, 0. R. Affiliation Unknown. 46FR17216 717. 81/06/25. 3pp. 

08954: 188. 


8107060016 Requests comment on end constituents' 801210 mailgrams re 
proposed rules 10CFR30, 32, 70 St 150 concerning use of smelted 
alloys in commercial products. Constituents oppose rule. 

CRAN5T0N, A. Senate. 45FR70874 3593. 81/03/05. 3pp. 08956:171. 


—8107060020 Submits 801205 ltr to editor commenting on proposed rules 
10CFR30. 32, 70 St 150 re use of smelted alloys in commercial 
products. Opposes rule. 

DUNNING, C. W. Affiliation Unknown. 45FR70874 3593. 80/12/08. Ip. 

08956: 174. 


8107060024 Requests findings St views on end constituent 810126 ltr re 
proposed rules 10CFR30, 32. 70 St 150 concerning use of smelted 
alloys in commercial products. 

PERCY, C. H. Senate. 45FR70874 3592. 81/02/27. 2pp. 08956:175. 


8107060026 Responds to 810520 ltr forwarding constituent comments on 
proposed rules 10CFR30, 32, 70 St 150 re use of smelted alloys 
in commercial products. Radiation levels would not be high 
enough to cause cancer. 

KAMMERER, C. Office of Congressional Affairs. 45FR70874 3579. 
81/06/08. 2pp. 08954:358. 


— 8107060031 Forwards constituent 810312 comments on proposed rules 
10CFR30, 32, 70 St 150 re use of smelted alloys in commercial 
products. Constituent opposes rule. Newspaper article end. 

D'AMATO, A. Senate. 45FR70874 3579. 81/05/20. 3pp. 0B954: 360. 


8107060036 Requests comment on end constituent 810205 ltr to NRC re 
proposed rules 10CFR30, 32, 70 St 150 concerning use of smelted 
alloys in commercial products. Constituent opposes rule. 

CRANBTON, A. Senate. 45FR70874 3582. 81/03/04. Ip. 08957:017. 


— 8107060039 Comments on proposed rules 10CFR30, 32, 70 St 150 re use of 
smelted alloys in commercial products. Opposes rule. 

FALLA, M. R. Affiliation Unknown. 45FR70874 3582. 81/02/05. Ip. 

08957:018. 


8107060045 Requests comment on end constituent 810125 ltr re proposed 
rules .10CFR30, 32, 70 St ISO concerning smelted alloy use in 
commercial products. Constituent opposes rule. 

CRANBTON, A. Senate. 45FR70874 3590. 81/02/27. 2pp. 08957:023. 


8107060047 Requests comment on end constituent 810101 ltr re proposed 
rules 10CFR30, 32, 70 St 150 concerning smelted alloy use in 
commercial products. Constituent opposes rule. 

VOLKMER, H. L. House of Rep. 4 5FR 70874 3591. 81/02/27. 3pp. 

08957: 025. 


8107060359 Comments on SECY 81-84 St proposed rules 10CFR50 St 55 re 
^operator qualification St licensing. Requests that proposed 
rule be held back pending receipt of alternative proposal. 

FARLEY, J. M. Alabama Power Co. 81/06/16. ip. 08958:329. 


8107060509 Speech entitled "NRC Rulemaking on Advance Notification to 
States of Transportation of Radwaste, 11 to be presented at 
ANS 811129-1204 meeting in San Francisco, CA. 

ROBERTS, J. P. Office of Nuelear Material Safety St 
Safeguards, Director. 81/12/04. 5pp. 0B959: 232. 


8107070020 Comments on SECY 81-84 Sc proposed rules 10CFR50 Sc 55 re 
proposed qualif ication for operators Sc shift supervisors. No 
guidance provided re what constitutes college level course 
matl. 

ULLRICH, W. T. American Nuclear Society; 81/06/09. 8pp. 08960:227. 


8107070035 Comments on SECY-81-84 re operator qualification Sc 
licensing. Imposition of approved college level training or 
college degree may or may not assure technical competence in 
desired area. Job task analysis preferred course of action. 
FLYhN, J. D. Cincinnati Oas Sc Electric Co. 81/06/09. 3pp. 
08960: 246. 


8107070039 Comments on 6ECY-81-84 re proposed rulemaking on reactor 
operator qualif ication. Urges NRC to postpone further action 
until possible negative effects of proposed changes are 
fully assessed. 

DY8QN, J. 8, Power Authority of the State of New York. 81/06/05. 
2pp. 08960:255. 


8107070042 Comments on SECY-81-84. Requirements presented re reactor 
operator requalification are unwarranted Sc may serve to 
reduce level of safety of plant operations. 

VANDENBURGH, D. Yankee Atomic Electric Co. FYC 81-13. 81/06/09. 

2pp. 08960:261. 


8107070047 Comments on SECY-81-84 re qualification of reactor 
operators. Commissioner Ahearne version is unresponsive to 
real needs of nuclear utils. No evidence supports job- 
related need for shift personnel w/degrees. 

SQUIRE, A. Washington Public Power Supply System. 81/06/16. 9pp. 
08960: 176. 


8107070048 Comments on SECY-81-B4. Concurs w/el imination of bachelor 
degree requirement for shift supervisors & senior reactor 
operators in draft rept. Certain initial training programs 
conducted by licensees are currently recognized by NRC. 

CLEMENTS, B . R. Texas Utilities Generating Co. 81/06/11. 3pp. 
08960:224. 


B107070051 Comments on SECY-B1-84 re qualification of reactor 
operators. Suggests that significant portion of education 
can be provided within framework of largely technical core 
curriculum. Engineering program not directed toward job. 

FERGUSON, R. L. Washington Public Power Supply System. 81/06/0B. 
10pp. 08960: 195. 


— 8107070053 Comments on proposed rules 10CFR50 Sc 55 re reactor operator 
qualif ication, per SECY-81-84. Proposed changes excessively 
detailed Sc prescriptive. 

FERGUSON, R. L. Washington Public Power Supply System. G02-B1-6B. 
81/03/31. 3pp. 08960:205. 


8107070062 Comments on SECY-81-84 re operator qualifications 6 
licensing. Imposition of degree requirement will not 
necessarily assure technical competence in areas required 
for safe plant operation. Job task analysis conducted. 
SCHUYLER, J. 0. Pacific Gas Sc Electric Co. 81/06/16. 2pp. 
08960: 312. 


8107070065 Comments on proposed rules 10CFR50 & 55 re operator 
qualif icat ions Sc licensing. Training courses supplied to 
operators since TMI accident are comparable to college level 
engineering courses. 

LEMPGES, T. E. Niagara Mohawk Power Corp. 81/06/10. 2pp. 08960:310. 


8107070066 Forwards constituent 810330 comments on proposed rule 10CFR2 
re facilitating licensing process. Constituent opposes rule. 

GOLDWATER, B. M. House of Rep. 46FR17216 707. 81/06/08. 2pp. 

00961: 014. 


8107070068 Comments on SECY-81-84. Implementation of college 
requirements will Increase turnover it dilute operational 
experience in control room. 

KOESTER, G. L. Kansas Gas it Elactric Co. 81/06/17. 2pp. 08961:353. 


8107070069 Comments on proposed rule 10CFR2 re facilitating licensing 
process. Op poses rule. 

NEES8, J. C. Wisconsin's Environmental Decade. 46FR17216 708. 
81/06/08. Ip. 08961:346. 


8107070072 Comments on SECY-81-84 re operator licensing requirements. 
Job task analyses should be used to determine what skills 
are needed it what training programs are provided to fulfill 
identified requirements. 

KNUTH, D. F, KMC, Inc. 81/06/09. 12pp. 08963:161. 


8107070073 Responds to 810518 ltr forwarding constituent 810506 
comments on proposed rule 10CFR2 re facilitating licansing 
process. Senate did not rescind funds for NRC. 

KAMMERER, C. Office of Congressional Affairs. 46FR17216 712. 
81/06/04. Ip. 08961:359. 


—8107070077 Forwards constituent 810506 comments on proposed rule 10CFR2 
re facilitating licensing process. Constituent opposes rule. 

LAG0MAR8 1 NO, R. House of Rep. 46FR17216 712. 81/05/18. 2pp. 

08961:360. 


8107070076 Comments on SECY-B1-84 re qual if icat ions of reactor 
operators. Proposed rule is premature Sc poorly conceived. Rule 
should determine qualif ication criteria by thoughtful 
analysis. 

WALSKE, C. Atomic Industrial Forum. 81/06/10. 3pp. 0B961:355. 

8107070081 Comments on proposed rule 10CFR2 re facilitating licensing 
process. Op poses rule. 

COHEN-COLE, L. Affiliation Unknown. 46FR17216 710. 81/06/04. Ip. 

08961:358. 
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8107070066 Comment* on proposed rule 10CFR2 re facilitating licensing 
process. Supports rule. 

KENDALL, W. H. Affiliation Unknown. 46FR 17216 711. 81/05/27. Ip. 

08963:271. 


8107070092 Comments on SECY-B1-S4 re operator quel if i cations b 
licensing. Opposes requirement for bachelor degree. 

Individuals trained as designers & theoreticians are not 
most qualified to safely operate nuclear plant. 

VINCENT, R. A. Consumers Power Co. 61/06/12. 5pp. 08963:275. 


8107070096 Comments on SECY-81-84 re operator qualifications b 
licensing proposal. Requirement that plant operators have 
bachelor degree could have detrimental impact on long-term 
plant safety 6 reliability. 

DAVIDSON* D. R. Cleveland Electric Illuminating Co. 81/06/17. 2pp. 
08963: 283. 


8107070102 Comments on proposed rules 10CFR50 & 55 re operator 
qualifications b licensing. Concurs w/concept of replacement 
of bachelor degree requirement w/college level technical 
subj hours. 

MC0AUQHY. J. P. Mississippi Power b Light Co. 81/06/11. 4pp. 
08963: 292. 


8107070202 Requests info re end constituent 810421 comments on 
proposed rule 10CFR2 concerning expediting facility 
licensing. Constituent opposes rule. 

BRADLEY, B. Senate. 46FR17216 705A. 81/05/20. 2pp. 08960:349. 


8107070266 Comments on proposed rules 10CFR30* 32, 70 b 150 re use of 
smelted alloys in commercial products. Requests addl info. 

GREEN, 8. Affiliation Unknown. 45FR70874 3589. 81/01/27. Ip. 

08963: 339. 


8107070268 Submits petition commenting on proposed rules 10CFR30, 32, 70 
1 150 re use of smelted alloys in commercial products. 

Opposes rule. 

e Affiliation Unknown. 45FR70874 3490. Bl/04/21. Ip. 08963:340. 


8107070275 Comments by Bradford Citixens Against Unsafe Environ, on 
proposed rule 10CFR20 re more lenient disposal of low level 
radioactive metis. Opposes rule. 

HILL J. M. Affiliation Unknown. 45FR6701B 357. 81/06/06. Ip. 

0B963: 344. 


8107070363 Forwards comments on proposed rules 10CFR30, 40, 50, 70 b 72 re 
draft OEIS on decommissioning of nuclear facilities. 

HOUSE, B. R. Energy. Dept. of. 46FR11666 030. 81/06/22. 10pp. 

08947:312. 


81Q7070367 Comments on proposed rule 10CFR2 re expediting NRC 
licensing process. Opposes rule. 

LINflEL, C. Affiliation Unknown. 46FR20215 113. 81/06/14. Ip. 

08947:351. 


8107070372 Forward* AS Carstens correspondence on proposed rule 10CFR2 
re right* of interveners in NRC proceedings. 

HAYAKAMA, 8.1. Senate. 46FR13681. 81/05/11, 7pp. 08947:330. 


8107070377 Responds to 810319 ltr re proposed rule 10CFR2 on rights of 
intervenors in NRC proceedings. Comptroller General ha* 
decided thet NRC is prohibited from providing free 
transcripts to intervenors in NRC proceedings. 

BICKMXT, L. Office of the General Counsel. 46FR13681. 81/04/10. 

6pp. 00947: 324. 


8107070389 Respond* to 810511 ltr re AS Carstens correspondence on 
proposed rule 10CFR2 concerning rights of intervenors in NRC 
proceedings. Opinion of Comptroller General approving 
provision of transcripts to intervenors is under NRC review. 

BXCKWIT,L. Office of the General Counsel. 46FR13681 001. 81/06/18. 

Ip. 08947: 323. 


B1 07070422 Comments on proposed rule 10CFR Chapter 1 re regulatory 
flexibility agenda. Opposes rule. 

ANDERSON, R. Affiliation Unknown. 46FR24092 001. 81/06/15. Ip. 

08990: 036. 


8107070433 Package of five citizen ltr* opposing proposed rules 
10CFR30, 32, 70 * 150 re smelted alloys. 

FIELD, 8. 0. , VOEGTLY, J. Affiliation Unknown. FRISCO, D. C. Coalition 
for Nuclear Power Plant Postponement. 45FR70874. 81/06/30. 7pp. 

08990:040. 


8107070449 Comments on proposed rules 10CFR30, 32, 70 It 150 re recycling 
of radioactive metis into consumer goods. Opposes rule. 

LESION, C. Affiliation Unknown. 45FR70874 3597. 81/06/11. Ip. 

08949:076. 


8107070480 Advises recipients of proposed rule 10CFR50 that Comment 4 
was miscod ed. Comment should be removed from file. 

* Office of the Secretary of the Commission. 46FR26491. Bl/07/07. 

1 p . 08948 : 098. 


8107070486 Package of 33 comments on proposed rule 10CFR2 re expediting 
facility licensing. 

NIELSEN, E. Three Mile Island Public Interest Resource Center. 

WALSKE. C. Atomic Industrial Forum. HASTEN, M. V. Illinois, State of. 
46FR 30349. Bl/06/24. 98pp. 08948:332. 


8107080266 Comments on proposed rule 10CFR2 re expediting NRC hearing 
process. Opposes rule. 

SILLANPOA, W. P. Affiliation Unknown. 46FR17216 718. 81/06/25. Ip. 

08966: 345. 


8107080325 Comments on proposed rule 10CFR2 re expediting NRC 
adjudicatory proceedings. Supports rula. 

KANE, D. W. Council on Energy Independence. KANE, D. W. Affiliation 
Unknown. 46FR17216 713. 81/06/18. 2pp. 08972:090. 


8107080419 Comments on SECY-B1-84 re operator qualifications & 
licensing. Concurs w/elimination of requirement for bachelor 
degree for shift supervisor. Suggests that 10CFR55 training 
program be partially merged w/college level training. 

PLUNKETT, T. F. Illinois Powar Co. CPS-361-81. 81/06/09. 2pp. 

08979: 113. 


8107090520 Comments on SECY-B1-84 re operator qualifications b 
licensing. Requirement for 5 yrs of responsible nuclear power 
plant experience would ceuse severe industry-wide problem of 
maintaining qualified personnel. 

JURGENSEN, R. W. American Electric Power Co., Inc. 81/06/10. Ip. 
08979: 115. 


8107080547 Comments on 8ECY-81-84 re operator qualifications & 
licensing. Proposed rule establishes arbitrary & more rigid 
formal educational criteria. Concurs that shift supervisor 
should receive addl mg t/suparvisory training. 

ABELJ. S. Commonwealth Edison Co. 2140N. 81/06/11. 4pp. 

08979: 172. 


8107090159 Comments on proposed rulemaking 10CFR50 b 55 re operator 
qualifications b licensing. College educational requirements 
aT# secondary consideration when determining type of 
individual bast suited for senior reactor operator. 

WIDNER, W. A. Georgia Power Co. 81/06/05. 3pp. 08979:348. 


8107090164 Comments on proposed rule 10CFR50 b 55 re operator 
qualifications b licensing. Addl license for shift supervisor 
would addl complications w/o significant benefit. 

WILKINSON, E. P. Institute of Nuclear Power Operations. 81/06/08. 
2pp. 08979:351. 


8107090170 Comment* on proposed rule 10CFR50 b 55 re reactor operator • 
quellf icat ion. Rule would be demoralizing to existing 
operators. 

MAULDEN, J. L. Arkansas Power b Light Co. 0CAN058U3. 81/05/26. 

2pp. 08979:357. 


8107090192 Comments on proposed rules 10CFR50 b 55 re operator 
qualification* b licensing. Rula should provide for steady 
upgrading of current b future reactor operators should naad 
for addl safety knowledge be identified. 

OWEN, W. Edison Electric Institute. 81/06/05. 6pp. 08984:039. 


8107090252 Comments on revised proposed rule SECY 81-84 re operator 
qualifications b licensing requirements. Shift supervisor 
licensing requirements should be deleted. Disagrees w/use of 
simulator in testing to demonstrate operator proficiency. 

COUNBIL, W. 0, Northeast Nuclear Enargy Co. (subs, of Northeast 
Utilities). B10219. 81/06/10. Bpp. 08986:162. 


8107090376 Comments on redraft of proposed rule 10CFR50 b 55 operator 
qualifications b licensing. Should NRC ultimately decide that 
college courses are necessary, schedule should be 
substantially extended. 

CAVANAUGH, W. Arkansas Power b Light Co. OCAN068103. 81/06/10. 

3pp. 08986:294. 


8107090378 Comments on 8ECY-81-B4 re proposed rule* 10CFR50 b 55 on 
reactor operator qualification, Staff engineer at facility 
should not be required to be auxiliary operator for 6 months 
prior to seeking an operator licanse. 

UTLEY, E. E. Carolina Power b Light Co. 81/06/24. 3pp. 06986:297. 


8107090395 Preliminary value/impact analysis for advance notice of 
proposed rulemakings 10CFR30,40 b 70 to upgrade emergency 
preparedness of certain fuel cycle b matl licenses. 

* NRC - No Detailed Affiliation Given. 77/04/08. 8pp. 08986:339. 
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8107090397 Expresses concern re proposed rulemaking (SECY-81-84) 
concerning requirements for reactor operators. Basis for 
requiring operators to successfully complete accredited 
college courses should be changed. 

KENYON* B. D. Pennsylvania Power & Light Co. 81/06/08. 3pp. 
08986: 350. 


8107090398 Expresses concern re proposed rulemaking concerning 
requirements for reactor & senior operators (SECY-81-84). 
Deferral of rulemaking publication requested. 

BAYNARD*P. Y. Florida Power Corp. 3-016-09. 81/06/17. 2pp. 

08986: 353. 


8107090410 Approves 810505 request for info re 10CFR20 stds for 
protection against radiation* per Paperwork Reduction Act. 
COLLINS, L. V. Office of Management & Budget. 81/05/13. 2pp. 
08984: 343. 


8107100017 Staff requirements memo re briefing on SECY-81-267* disposal 
of high level raduaste in geologic repositories. 

CHILK* 8. J. Office of the Secretary of the Commission. M810616A. 
81/06/22. 2pp. 09001:180. 


8107100152 Advises all recipients of proposed rule 10CFR2 that 
Comment 41 was miscoded. Comment 41 should be removed from 
file. 

* Docketing & Services Branch. 46FR30349. 81/07/09. Ip. 

08992: 230. 


8107100159 Submits comments re SECY-81-84. Three-yr experience 
requirement for reactor operator is excessive. Job task 
analysis has not been done. Addl guidance is needed in 
determining equivalency. 

UTLEY* E. E. Carolina Power & Light Co. NO-81-1131. 81/06/30. 3pp. 

08992: 242. 


8107100197 Package of 9 comments opposing proposed rule 10CFR2 re 
amends to rules of practice for NRC adjudicatory 
proceedings. 

O'TOOLE, J. D. Consolidated Edison Co. of New York. LATHAM, S. B. 
Twomey. Latham * Schmitt. KEHOE* K. Affiliation Unknown. 46FR30349. 
81 /06/29. 63p p . 08993: 003. 


8107100249 Forwards comments on proposed rules 10CFR30, 40* 50* 70 Sc 72 
re draft GEIS on decommissioning criteria for nuclear 
facilities. Procedures necessary for nuclear power plants 
are not appropriate for health care manufacturers. 

HOLSTEIN* H. M. Health Industry Manufacturers Association. 46FR11666 
031. 81/06/05. 5pp. 08995: 157. 


8107100279 Responds to request for comments re "Safety Goal for Nuclear 
Power Plants. " Addl attention should be given to US Supreme 
Court decision oil, cost/benefit decisions when safety is 
at risk. Related info end. 

QUIGG, C. Pollution Environmental Problems. 81/06/22. 2pp. 
09001:097. 


— 8107100281 Paper entitled “New Trends in Safety Design & Analysis, " 
presented at IAEA Inti Conference on Current Nuclear Power 
Plant Safety Issues in Stockholm. Sweden. 

OKRENT * D . California* Univ. of. Los Angeles. 80/10/24. 32pp. 

09001: 099. 


8107100303 Comments on SECY 81-84 re training & qualifications of 
nuclear plant it support personnel. Suggests that training & 
qualification requirements be frozen at pre-TMI stage. 

MILLER, R. S. Midwest Nuclear Training Association. 81/05/15. 5pp. 
09002: 073. 


8107100309 Comments on FR notice "Development of Safety Goal- 
Preliminary Policy Consideration,'* NURE0-0764 & NURE0-0739. 

Goals must be high-level quantitative goals 8c add*e¥? both 
individual fc societal risks. 

ANDERSON* T. M. Westinghouse Electric Corp. NS-TMA-2461. 81/06/22. 

2pp. 09002:079. 


8107100310 Staff requirements memo^re discussion of revision to 
8ECY-81-B4/84A* reactor operator qualifications. Peer review 
panel w/membership composed of representatives from outside 
NRC should be established. 

CHILK* S. J. Office of the Secretary of the Commission. M810618A. 
81/06/23. Ip. 09002:081. 


8107140845 Submits comments on SECY-81-84 re operator qualif ications tc 
licensing proposed rule. Attrition due to addl educational 
requirements would create serious shift manning problems. 

• Deirylend Power Cooperative. 81/06/17. 4pp. 09029:069. 


8107140865 Comments on SECY-81-84 re operator qualification & . 
licensing. Util strongly opposed to requirements for 
operators & senior operators to have college degrees. 

Ultimate result could be reduced plant safety. 

LENTACH, J. W. Pacific Gas & Electric Co. JWL-473-81. 81/06/17. 

3pp. 09028:344. 


8107140893 Advises recipients of proposed rules 10CFR30* 32* 70* 150 re 
smelted alloys that comment Number 3390 was inadvertently 
bypassed. Number will not be used. 

# Docketing & Services Branch. 45FR70874 3390. 81/06/11. ip. 

09029: 049. 


8107140903 Ack receipt of 810323 ltr re proposed rules 10CFR30* 32# 70 
& 150 re use of Tc-99 St low enriched U as contaminant in 
metals. Comments will be reviewed tt addressed in FES before 
any decision is made. 

KAMMERER* C. Office of Congressional Affairs. 45FR70874 3512. 
81/04/30. Ip. 09029:050. 


— 8107140912 States opposition of proposed rules 10CFR30* 32* 70 8c 130 re 
use of Tc-99 St low enriched U as contaminant in metals. 

Metals should only be used in nonconsumer goods. 

SABSER* J. Senate. 45FR70874 3512. 81/03/25. Ip. 09029:031. 


8107150006 Requests response to 810414 ltr re comments from 
constituents* on proposed rules 10CFR30* 32# 70 Sc 150 
concerning use of smelted alloys in consumer products. 

Opposes rules. 

BAKER, H. H. Senate. 45FR70874 3531. 81/05/08. Ip. 09040:233. 


■8107130014 Package of two comments on proposed rules 10CFR3Q, 32, 70 St 
150 re use of Tc-99 & loui enriched U as contaminant in 
metals. NRC should take necessary action to stop amends from 
being adopted. 

LEACH, D. E. Affiliation Unknown. 45FR70874 3531. 80/12/06. 2pp. 

09048: 236. 


8107150024 Transcript of 810618 Commission meeting in Washington* DC re 
revisions to reactor operator qual if ications. Pp 1-36. 

* Commissioners. 81/06/18. 40pp. 09033: 165. 


■8107150031 Recommends new approach to proposed rulemaking re reactor 
operator qualif ication. Peer panel should be formed to 
review* criticize & make suggestions. 

AHEARNE* J. F, Commissioners. 81/06/18. Ip. 09033:225. 


— 8106300043 SECY-81-0B4A 

Provides Commission w/outline of NRC comments on proposed 
revision to reactor operator qualif ications. 

DIRCKS*U.J. Office of the Executive Director for Operations. 
81/06/15. 3pp. 09033:226. 


8107150025 Ack receipt of C Hoehe 810520 ltr on proposed rule 10CFR2 re 
expediting NRC hearing process. Amends intended to permit 
more timely conduct of NRC hearings by tightening time 
allowance & by providing firmer time mgt. 

KAMMERER, C. Offic# of Congressional Affairs. 46FR17216. 81/05/29. 

Ip. 09048:334. 


8107150034 Comments on proposed rule 10CFR50 re request to Congress to 
grant interim licenses to completed nuclear power plants 
prior to completion of public hearings. 

BOLTZ, D. H. Affiliation Unknown. 46FR26491 002. 81/04/27. 2pp. 

09048: 339. 


8107150292 Forwards 810513 FR notice* amend ing 10CFR30. 15(a) <9) to 
permit exempt use of multiple internal calibr or 
standardization sources in ionizing radiation measuring 
instruments. Amend responds to QA Co petition for rulemaking. 

BERNERQ, R, M. Division of Risk Analysis. 81/05/29. 4pp. 09033:358. 


8107150304 Ack receipt of TJ Murphy 810518 ltr on proposed rule 10CFR2 
re N3C regulations designed to reduce delays in licensing 
process for nuclear power plants. 

KAMMERER, C. Office of Congressional Affairs. 46FR17216. 81/05/29. 

Ip. 09033:041. 


—8107150307 Forwards TJ Murphy ltr on proposad rule 10CFR2* expressing 
opposition to acceleration of nuclear powar plant licensing 
process. Requests return of end correspondence w/necessary 
info. 

ERTEL* A. E. Senate. 46FR17216. 81/05/18. 2pp. 09033:042. 

8107150313 Ack receipt of 810506 ltr forwarding correspondenca from 
constituent CA Swafford re proposed rule 10CFR2 designed to 
re duce delays in licensing process for nuclear power plants. 

KAMMERER* C. Office of Congressional Affair*. 46FR17216. 81/05/29. 

Ip. 09033:063. 
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— 8107150318 Forward* CA Swafford 810506 ltr on proposed rula 10CFR2 re 
delay* in issuances of CPs b OLs by NRC. 

HELMS, J. Senate. 81/05/20. 4pp. 09033:064. 


8107150369 Comments on proposed rules 10CFRS0 b 55 re operator 
qualification b licensing. Nuclear safety is not merved by 
simply adding new requirements. 

DAL7R0FF, S. L. Philadelphia Electric Co. 81/06/10. 2pp. 09032:274. 


8107150386 Comments on proposed rules 10CFR50 b 55 re qual i f ication for 
operators b shift supervisors. Rule may discourage capable 
operators from staying in jobs b decrease experience level 
of personnel. 

WHITNEY, J. W. General Physics Corp. QP-L-0O123. 81/06/09. 5pp. 

09032: 306. 


8107160147 Comments on proposed rule 10CFR2 re changes for rules of 
practice b procedures before NRC licensing hear ings. Opposes 
rule. 

MILLER. R. » MILLER, E. Affiliation Unknown. 46FR30349 061. 81/07/03. 

Ip. 09045:255. 


8107160547 Ack receipt of S Seely 810520 ltr re proposed rule 10CFR2 
supporting issuance of interim OLs for nuclear power plants. 
KAMfERER, C . Office of Congressional Affairs. 46FR17216 002. 
81/05/29. 2pp. 09050: 147. 


—8107160534 Forwards S Seely 810428 ltr on proposed rule 10CFR2 re rules 
of practice for domestic licensing proceedings. Requests 
return of end w/NRC views b findings. 

PELL, C. Senate. 46FR17216. 81/05/01. Ip. 09050:149. 


— 8107160561 Comments on proposed rule 10CFR2, "Rules of Practice for 
Domestic Licensing Proceedings - Expediting NRC Hearing 
Process. 11 Opposes rule. Marked-up NRC press release end. 

SEELY, S. Affiliation Unknown. 46FR17216. 81/04/28. 2pp. 

09050: 130. 


8107170180 Comments on proposed rules 10CFR30, 32, 70 b 150 re exemption 
from licensing requirements for smelted alloys containing 
residual Tc-99 b low enriched U. Opposes rule. 

# Affiliation Unknown. 43FR70S74 3603. 81/07/15. Ip. 09034:008. 


8107170183 Comments on NURE0-0518 re DES b proposed rules 10CFR30, 32, 70 
b 150 re exemption from licensing requirements for smelted 
alloys containing residual Tc-99 b low enriched T3. Opposes 
rule*. 

SHIVELY, R. p. Affiliation Unknown. 45FR70874 3421A. 81/02/20. 2pp. 

09054:018. 


8107170189 Forwards RA Bailey comments on proposed rules 10CFR30, 32, 70 
b 150 re exemption from licensing requirements for smelted 
alloys containing Tc-99 b low enriched U. 

8CHULTZE, R. T. House of Rep. 43FR70B74 3602. 81/07/13. 3pp. 

09054:015. 


8107170198 Forwards PM Reeder comments on proposed rules 10CFR30, 32, 70 
b 150 re exemption from licensing requirements for smelted 
alloys containing Tc-99 b low enriched U. 

DANFORTH, J. C. Senate. 43FR70874 3601. 81/07/09. 2pp. 09054:096. 


8107170232 Forwards comment* on behalf of PA Electric Co, Met Ed b 
JCPbL.on NUREO/CR 1750 "Analysis. Cone luslons b 
Recommendations re Operator Licensing. " 

THORPE, J. R. General Public Utilities - GPU Service Corp. 

46FR1 2917020. 81/06/29. 8pp. 09031:005, 


8107170254 Comments on NUREQ/CR-0742 re review b integration of 
existing literature concerning potential social impacts of 
transportation in urban ar ea-s. 

VIASSERBACH, A. E. Affiliation Unknown: — 45FR6182B 001. 80/11/20. 

2pp. 09053: 207. 


8107170256 Comments on NURE0/CR-0742 re review b integration of 
existing literature concerning potential social impacts of 
transportation in urban areas. 

ALLMAN, N. C. Affiliation Unknown. FIN A-1077. 43FR61838 002. 

81/06/11, ip. 09051:018. 


8107200002 Transcript of 810709 Affirmative Session 81-27 in 
Washington, DC re amends to 10CFRS1 to eliminate need for 
power issue in OL proceeding. Pp 1-4. 

# Commissioners. 81/07/09. 6pp. 09079:042. 


■8107200003 Comments on SECY-81-317 b 3178 re proposed rulemaking to 
eliminate need for power b alternative energy source issues 
in OL proceedings in absence of special circumstances. 

Revised draft FR notice b comparative text end. 

8HAPAR, H.K. Office of the Executive Legal Director. 81/06/25. 
2«pp. 09079: 048. 


8107200401 Forwards M Voth comments on proposed rule 10CFR Chapter 1 re 
systematic raview of ragulations. Requests response within 4 
wks of receipt of ltr. 

D 'AMATO, A. Senate. 46FR7388 010. 81/04/21. Ip. 09070:294. 


8107200426 Motion to have ATMS alternative rule (petition for 
rulemaking 30-29) included in FR notice. Certificate of Sve 
end." 

REVELEY, W. T. , CHRISTMAN. J. N. , EARLEY, A. F. Utility Group on ATMS. 
43FR73080. Si/07/14. 13pp. 09073:238. 


8107210128 Forwerds analysis of comments on 810326 FR notice, 
(46FR18827) b NUREG-0764, "Toward Safety Goal: Discussion of 
Preliminary Policy Considerations. " 

00LD6ERG, P . Office of Policy Evaluations. 45FR71023. 81/07/15. 

66pp. 09101:086. 


8107210187 Notica of proposed safety goal 810723-24 workshop in 
Harpar't Ferry, MV. Agenda b discussion paper end. 

RATHBUN, D. K. Office of Policy Evaluations. 81/06/29. 3pp. 
09106:212. 


—8107210194 "Safety Goals for Nuclear Powar Plants, " discussion papar. 
List of workshop participants end. 

* Office of Policy Evaluations. 81/07/10. 39pp. 09106:217. 


8107210426 Comments on proposed rules 10CFR30, 32, 70 b 150 re smelted 
alloys. Opposes rule. 

SYKES, F. D. Affiliation Unknown. 43FR70874 3604. 81/07/11. ip. 

09103:050. 


8107210428 Comments on proposed rule 10CFR2 limiting rights of 
potential lntervenore. Oppose* rule. 

KENhEDY, E. M. 8enate. 46FR 30349 063. 81/07/10. Ip. 09103:300. 


8107220073 Notice of DR Bustion withdrawal of appearance b substitution 
of MM LaRoche in proceeding. Certiflcata of 8vc end. 

LAROCHE, U. W. Tennessee Valley Authority. LAROCHE, M. M. Tennessee, 
State of. 81/07/17. 7pp. 09117:110. ' 


8107220131 Forwards draft analysis of public comments on development 
of safety goal. 

8EQE, 0. NRC - No Detailed Affiliation Given. 81/07/14. Ip. 

09126: 304. 


— 8107220153 Forwards draft highlights of public comments received on 
NURE0-0764, "Toward 8afety Goal : Discussion of Preliminary 
Policy Considerations. " 

GOLDBERG, P. Office of Policy Evaluations. 81/07/14. 12pp. 

09126: 305. 


8107240*088 NUREG-0806 DR FT 

ENVIRONMENTAL IMPACT ASSESSMENT IN SUPPORT OF PROPOSED 
RULEMAKING: DISPOSAL OF HIGH-LEVEL RADIOACTIVE WASTES IN 
GEOLOGIC REPOSITORIES: TECHNICAL CRITERIA 10 CFR PART 60 
* Division of Waste Management. * Office of Nuclear Regulatory 
Research, Director. 81/07/31. 119pp. 09148:057. 


8107270016 Forwards petitions opposing proposed rules 10CFR30, 32, 70 b 
150 re recycling of radioactive scrap in steal mills. 

THOMAS, D. United Steelworker* of America. 45FR70874 3539. 

81/05/13. Ip. 09161:328. 


8107280468 Forwards B Whitahaad 810306 ltr opposing proposed rule 
10CFR2 re immediate effectiveness rule. Requests return of 
end correspondence w/NRC findings. 

SPECTER, A. Senate. 46FR20213 116. 81/07/27. 3pp. 09175:254. 


8107280473 Forwards RC Nitkowski 810331 ltr opposing proposed rule 
10CFR2 re expediting NRC hearing procast. Requests return of 
end w/NRC findings. 

SPECTER, A. Senate. 46FR1 17216 722. 81/07/27. Ip. 09175:258. 


—8107280474 Comments on proposed rule 10CFR2 re expediting NRC hearing 
procass. Oppose* rule. 

NITKOWSKI, R. C. Affiliation Unknown. 46FR17216. 81/03/31. 2pp. 

09175: 259. 


8107280509 Forwards MP Desaulniers 810527 ltr opposing proposad rula 
10CFR2 re immediate effectiveness rule. Requests return of 
end correspondence w/NRC findings. 

SPECTER, A. Senate. 46FR20215 115. 81/07/27. 2pp. 09176:169. 


8107280581 Comments on proposed rules 10CFR30, 40, 50, 70 b 72 re draft 
QEI8 on decommissioning of nuclear facilities. No project of 
magnitude of facility dismantling can be undertaken w/amount 
of personnel listed in NURE0/CR-0130, Table X. 2-3 of Vol 2. 

COUNBIL, W. G. Northeast Utilities. 46FR11666 041. 81/07/14. 5pp. 

09177: 120. 
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NONDOCKETED ITEMS 


8107280603 Advises that comments on proposed rules 10CFR30* 40 & 70 re 
upgrading emergency preparedness for certain fuel cycle & 
matls licensees will be delayed. Requests 60-day extension 
for final submittal of comments. 

STANTON* J. R. Conference of Radiation Control Program Directors* Inc. 
46FR29712. 81/07/20. Ip. 09177:116. 


8107290164 "Listing of Comments on Specific Sections of Preliminary 
Draft Regulation 10CFR61. " 

* NRC - No Detailed Affiliation Given. 81/07/29. 80pp. 09206:063. 


8107290186 Notice of receipt of petition for rulemaking 30-58. Petition 
suggests alternatives to regulations that exempt radioactive 
matl from specific requirements. Comment period expires 60 
days after publication in FR. 

CHILK* S. J. Office of the Secretary of the Commission. 81/07/06. 

5pp. 09186: 288. 


RRM PETITION FOR RULEMAKING 


8107200426 Motion to have ATWS alternative rule (petition for 
rulemaking 50-29) included in FR notice. Certificate of Svc 
encl. 

REVELEY* W. T. * CHRISTMAN, J. N. * EARLEY. A. F. Utility Group on ATWS. 
45FR73080. 81/07/14. 15pp. 09073:238. 


8107220182 Submits petition for rulemaking to amend 10CFR20* 30* 40 S< 70 
by adding general statement exempting radioactive matl 
derived from environ sampling. 

PEVEY, L. E. Commerce* Dept, of * National Bureau of Standards. 

81/05/13. 2pp. 09213:001. 


8107290186 Notice of receipt of petition for rulemaking 30-58. Petition 
suggests alternatives to regulations that exempt radioactive 
matl from specific requirements. Comment period expires 60 
days after publication in FR. 

CHILK* S. J. Office of the Secretary of the Commission. 81/07/06. 

5pp. 09186:288. 


PROJ PROJECTS - PREDOCKET LICENSING 


8107010427 Forwards applicant request for certification of question. 
MEISB.R. L. Pacific Gas Sc Electric Co. ISSUANCES A. 81/06/25. Ip. 
08918:301. 


— 8107010434 Request that A8LB certify 810609 decision denying NRC Sc 
applicant joint motion to suspend discovery. Dec ision 
concerns proprietary of compelling continuing cost 
expenditures. Certificate of Svc encl. 

. . MEIS&R. L. Pacific Gas & Electric Co. ISSUANCES A. 81/06/25. 
4pp. 


8107080183 Dept of Water Resources answer to applicant request for 
certification of A8LB decision denying motion to suspend 
discovery Sc motion activity. No question presented that can 
be properly certified for review. W/Certif icate of Svc. 

STRIMWA8SER, M. California, State of. ISSUANCES A. 81/07/02. 11pp. 

08966: 023. 


8107080354 Joint response by Northern CA Power Agency S< Cities of 
Anaheim Sc Riverside opposing util 810625 request for 
certification of question to Commission. Certificate 
of Svc encl. 

MCDXARM1D* R. C. California* State of. MCDIARMID, R. C. Spiegel Sc 
McDiarmid. MATT. P. K. Anahsim* CA. ISSUANCES A. 81/07/06. 5pp. 

08973:020. 


8107140571 Answer to util 810625 request for ASLB certification of 
810609 memorandum Sc order supporting 810213 joint motion to 
suspend discovery Sc motion activity. NRC intends to 
participate in discovery phase. Certificate of Svc encl. 

HODGDON* A. P. Office of the Executive Legal Director. ISSUANCES A. 
81/07/10. 4pp. 09015:080. 


8107170031 Dept of Water Resources answer opposing util 810706 motion 
for protective order re production of documents. Uti 1 missed 
deadline for requesting stay of all discovery Sc is 
ineligible for equitable relief. Certificate of Svc encl. 

8TRIMWA88ER* M. California* State of. ISSUANCES A. 81/07/10. 13pp. 

09097: 225. 


8107170205 Memorandum Sc ordar denying PGScE request for certification of 
A8LB decision which denied motion for suspension of 
^ij^overy. KWC withdrawal does not sufficiently prejudice 

WOLFE* 8. J. , WENNER, 8, * MILLER* M. E. Atomic Safety and Licensing Board 
Panel. I88UANCE8 A. 81/07/13. 5pp. 09052: 195. 


8107300150 Informs that NRC will not file position on discovery issues 
raised by util 810706 motion for protective order. 

GOLDBERG* J. R. Operations $< Administrative Division. ISSUANCES A. 
81/07/27. 2pp. 09195:083. 


PT9 10CFR* PART 9 - 


8106250219 Addl response to FOIA request for two categories of 
documents re insp repts Sc PNOs for licenses issued under 
Category 02500 for 1979 Sc 80. Forwards documents listed in 
App A. 

FELTON* J. M. Division of Rules and Records. 81/06/02. 4pp. 


— 81031 00682 Discusses IE Insp of Licenses 13-17999-02* 13-17999-01MA, 
13-17999-03 Sc 13-17999-04G on 810107 Sc forwards notice of 
violati on. 

FISHER* W. L. Region 3* Chicago* Fuel Facility Sc Materials Safety 
Branch. 81/02/04. 2pp. 65096:044. 


—8103100688 Notice of violation from insp on 810107. Noncompliance noted: 
film badges Sc finger badges not worn Sc no air samples taken 
in labs where millicurie quantities of 1-125 handled. 

FISHER, W, L. Region 3* Chicago* Fuel Facility Sc Materials Safety 
Branch. 81/02/02. 2pp. 65096:046. 


—8010210785 Forwards IE Insp Repts 30-04579/80-01*30-04581/80-02 Sc 
30-04704/80-01 on 800527-29 of activities under Licenses 
20-00320-09* 20-00320-13* 20-1 1868-01, 20-00320-14E* 

20-00320 - 1 5G S< 20-00320-17MA. No noncompliance noted. 

K INNEMAN * J. D. Region 1* Philadelphia* Fuel Facility Sc Materials 
Safety Branch. 80/08/14. 2pp. 03647:245. 


— 80102107B8 IE Insp Repts 30-04579/80-01,30-04581/80-02 Sc 30-04704 /BO-Ol 
on 800527-29. No noncompliance noted. Major areas inspected: 
corrective actions* radwaste disposal* packaging Sc personnel 
monitoring* misshipment* bioassay program Sc training. 

JERMAN, P C. Region l, Philadelphia* Office of the Director. 

KINNEMAN* J. D. Region 1* Philadelphia* Fuel Facility Sc Materials 
Safety Branch. 30-04581/80-02. 80/08/13. 10pp. 03647:247. 


—8102270453 Forwards IE Insp Rept 30-14826/80-01 on 800829 Sc 0925 of 
activities under License 08-1B308-01MD. 

GRIER, B. H. Region 1* Philadelphia* Office of the Director. 
80/12/18. 2pp. 65030:001. 


—8102270464 IE Insp Rept 30-14826/80-01 on 800829 Sc 0925. Noncompliance 
noted: fa i lure to wear personnel monitoring devices* to wear 
lab coats, to use syringe shield Sc to monitor hands Sc 
clothing when leaving restricted area. 

O'NEILL* B. , JOHANSEN* J.* COSTELLO* F. Region 1* Ph ilade-lph ia. 

Office of the Director. 80/10/24. 15pp. 65030:003. 


GA999 QUALITY ASSURANCE INSPECTIONS 


8107010134 Ack receipt of 810522 ltr informing NRC of steps taken to 
correct nonconformances noted in QA Program Insp Rept 
99900735/81-01. 

POTAPOVS* U. Vendor Inspection Branch. 81/06/02. Ip. 08908:270. 


—8107010139 Responds to NRC 810331 ltr re nonconformances noted in QA 
Program Insp Rept 99900735/81-01. Corrective actions: QA 
manual revised to include measures strengthening compliance 
w/regulations re procurement QA. 

ALEXANDER* R. L. Southern Bolt Sc Fastener Corp. 81/05/22. 7pp. 
08908:271. 


—8107010223 Confirms 810522 extension date for response to 
nonconformances noted in QA Program Insp Rept 
99900735/81-01. 

ALEXANDER* R. L. Southern Bolt Sc Fastener Corp. 81/04/30. Ip. 
08908: 278. 


—8107010238 Forwards QA Program Insp Rept 99900735/81-01 on 810119-23 Sc 
notice of nonconformance. 

POTAPOVS* U. Vendor Inspection Branch. 81/03/31. 2pp. 08908:279. 


—8107010244 Notice of nonconformance from insp on 810119-23. 
* Vendor Inspection Branch. 81/03/31. 2pp. 08908:281. 


—8107010253 QA Program Insp Rept 99900735/81-01 on 010119-23. 
Noncompliance noted: equipment calibr records did not exist 
to substantiate that required calibr had been performed on 
impact testing equipment. 

ELLERSHAW* L. E. * BARNE8* X. Components Inspection Section. 
81/03/09. 12pp. 08908:283. 



NONDOCKETED ITEMS 


8107020016 Ack receipt of 810605 ltr informing NRC of steps taken to 
nonconformance noted in QA Program Insp Rept 99900507/81-02, 
POTAPOVS, U. Vendor Inspection Branch. 81/06/23. Ip. 08921:229. 


——8107020020 Responds to NRC 810511 ltr re nonconformance noted in QA 
Program Insp Rept 99900507/81-02. Corrective actions: 
procedures established to control documentation St correction 
of errors Sc deficiencies. 

MCFARLAND. J. E. Sargent Sc Lundy. Inc. 81/06/05. 3pp. 08921:230. 


— 8107020022 Forwards QA Program Insp Rept 99900507/81-02 on 810317-20 Sc 
notice of nonconformance. 

SEYFRIT. K. V. Region 4. Dallas. Office of the Director (81/03/01) 
81/05/11. 2pp. 08921:235. 


— 8107020025 Notice of nonconformance from insp on 810317-20. 

* Region 4. Dallas. Office of the Director (81/03/01). 81/05/11 

2pp. 08921:237. 


T*f£ i !" ony t0 Nuclw Safety Oversight Committee on 
NUREG/CR— 1750 Se draft Reg Guide l.B re operator 

1 " ? - NoclMr Safety Oversight Committee 
810417 ltr to President Reagan end. 

STEIN, S. Wisconsin Electric Power Co. 81/01/21. 14op 
08879: 003. 


1 Comments on draft Reg Guide 1. 8 Sc value/impact statement re 
el qualifications Sc training. Requirement that shift 


— 8106300251 

personnel _ 

supervisors obtain college degrees'is unwise Sc 
counterproductive. 

FAY. C. W. Wisconsin Electric Power Co. 81/04/22. 


3pp. 08879:017. 


—8106300252 Forwards comments on NUREG/CR-1730. "Analysis. Conclusions S> 
Recommendations re Operator Licensing. " Recommends basic 
aptitude testing for mechanical comprehension Sc aptitude 
Por mechanical comprehension Sc logical reasoning. 

E- W ‘ Wisconsin Electric Power Co. 81/04/24. 10pp. 

00679 - CSOO rr 


— 8107020029 QA Program Insp Rept 99900507/81-02 on B1O317-20. 
Noncompliance noted: prompt determination of nonconformance 
not made. CAR not initiated Sc item not effectively 
controlled. 

HALE.C. J. Reactor Systems Section. YIN. I. T. Region 3. Chicago. 
Office of the Director (81/03/01). HENDERSON. J. B. Director's 
Office. Office of Inspection and Enforcement. 81/04/30. 12pp 
00921:239. 


8107020134 Ack receipt of 810608 ltr informing NRC of steps taken to 
correct violation noted in QA Program Insp Rept 
99900510/81-01. 

POTAPOVS. U. Vendor Inspection Branch. 81/06/23. Ip. 08934:254. 


8 hIa 7 ^ 283 Forward * comments on draft Revision 3 to Reg Guide 1.28. 

QA Program Requirements. " Revision presents unrealistic St 
rigid approach to programmatic QA. 

J ‘ E ’ American Society of Mechanical Engineers. VESSEL Y. U. E. 
Florida Power St Light Co. 81/06/12. 9pp. 08938:353. 


8107070314 Comments on proposed Revision 3 to Reg Guide 1.28. "QA 
Program Requirements (Design S< Const)." Nonmandatory 
guidance should use words "shall be met" instead of 
"should be met. " 

00940 A * E ‘ C ~ E PoWtr S V* tam *- LD-8 1—030. 81/06/13. 3pp. 


—8107020138 Ack receipt of NRC 810327 ltr requesting confirmation re 
steps taken to correct violations noted in QA Program Insp 
Rept 99900510/81-01. Results of exams of surveillance repts 
ere available. 

CURNANE. R. A. United Engineers St Constructors. Inc. (subs, of 
Raytheon Co. ), 81/06/08. Ip. 08934:233. 


8107070321 Comments on draft proposed Reg Guide FP 907-4. "Guidance on 
Preparing License Application to Store Spent Fuel in XBFSI. " 

Reg Guide should be revised to reflect intent of single 
stage licensing procedures consistent w/application. 

089 ^ 2 ^ R B 8ton# * Webster Engineering Corp. 81/06/18. 2pp. 


— 8107020143 Requests confirmation that Seabrook Sc WPPSS surveillance 
rtpts will be sampled to assure generic coverage per 810429 
tel con. 

POTAPOVS. U. Vendor Inspection Branch. 81/03/27. Ip. 08934:256. 


8107070407 Forwards comments on draft Reg Guide TP 020-4. 

"Establishing QA Programs for Packaging Used in Transport 
of Spent Fuel. High Level Waste Sc Pu. “ 

WHITE. M. C. International Atomic Energy Agency (Austria). 81/06/13. 


8107020392 Ack receipt of 810605 ltr informing NRC of steps taken to 
correct nonconformance noted in QA Program Insp Rept 
99900509/81-01. 

POTAPOVS. U. Vendor Inspection Branch. 81/06/16. Ip. 08952:031. 


—8107020397 Responds to NRC 810511 ltr re nonconf ormance noted in QA 
Program Insp Rept 99900509/81— 01. Corrective actions: QA mods 
implemented Sc vendor surveillance program revised. 

KELLY, R. B. Stone Sc Webster Engineering Corp. 81/06/05. 3pp. 
08952: 032. 


— 8107020403 Forwards QA Program Insp Rept 99900309/81-01 on B10323-27. 
No noncompliance noted. Nonconformance noted in vendor 
surveillance program during 1973-76. 

POTAPOVS, U. Vendor Inspection Branch. 81/03/11. 2pp. 08932:033. 


—8107020409 QA Program Insp Rept 99900309/81-01 on 810323-27. 
Nonconformance noted; during 1973-76, licensee vendor 
surveillance program failed to detect weld defects. 

COSTELLO, J. R. , CHAMBERLAIN, D. « HALE, C. J. Reactor Systems Section. 
81/03/03. 16pp. 08932:037. 


8107080432 Forwards QA Program Insp Rept 99990004/81-02 on 810319. No 
noncompliance noted. 

BR0kN,G.D. Technical Inspection Bvanch, 81/07/01. 2pp. 08974:112. 


—8107080463 QA Program Insp Rept 99990004/81-02 on 810319. No 
noncompliance noted. Major areas inspected: activities of 
X “ R *« Cor P considered radiological hasards, 

L,< EVERETT, R.J. Materials Radiation Protection Section. 
81/06/26 . 7pp. 08974:114. 


REGULATORY GUIDES 


8106300246 Comments on SECY-81 -84, NUREG/CR-1730 Sc draft Reg Guide 1.8 
re operator qualifications. Requirement that shift 
supervisors have engineering degrees will contribute to 
rapid turnover It poor morale. 

FAY.C, W. Wisconsin Electric Power Co. 81/06/08. 2pp. 08879:001. 


8107070413 Comments on draft Reg Guide FP 907-4, "Guidance on Preparing 
License Application to Store Spent Fuel in Independent 
Spent Fuel Storage Installation, “ & FP 806-6, "Design of 
Independent Spant Fuel Storag* Installation. * 

8ALDARINI, U. D. Ebasco Services, Inc. (subs, of Enserch Corp. ). 
81/06/18. 2pp. 08930:046. 


8107070439 Comments on draft Reg Quid'# TP020-4, "Establishing' QA 

Programs for Packaging Used in Transport of Spent Fuel, 

High Level Waste Sc Pu. " Reg guide is identical to 10CFR30, 

App B. 

ABEL, J. 8. Commonwealth Edison Co. 81/06/19. Ip. 08930:048. 

8107070466 Package of four comments on proposed Revision 3 to Reg 
Guide 1. 28, "QA Program Requirements (Design Sc Const). " 

UHRIO, R. E. Florida Power S< Light Co. MITTL, R. L. Public Service 

* 0a ‘ Co * of N * w Jersey. DAWSON, D. M. General Electric Co. 
81/06/24. 10pp. 08948:228. 


8107070473 Forwards comments on Reg Guide 1-110, "Cost-Benefit Analysis 
for Radwaste Bys for Light-Water-Cooled Nuclear Power 
Reactors. " Opposes reg guide. 

BURKHART, A. D. Affiliation Unknown. 81/06/25. 7pp. 08948:099. 


8107100215 Comments, by CA Dept of Mines Sc Geology t< CA Energy 
Commission, on draft Reg Guide OB 027-4, "Std Formet Sc 
Content of Site Characterisation Repts for High Level Waste 
Geologic Repositories." 

AMIMQTO, P. Y. , VARANXNX, E. E. California, State of. 81/07/01. 3pp. 

OflQQCL • rr 


8107100238 Comments on draft Reg Guide GS 027-4, "Std Format Sc Content 
of Site Characterisation Repts for High Level Waste Geologic 
Repositories." 

MCCRAY, J. G, Arixona, Univ. of. 81/07/07. 2p^. 08993: 09B. 


8107100239 Comments, by CA Dept of Conservation, on draft Reg Guide 
08 027-4# "Std Formet Sc Content of Site Characterisation 
Repts for High Level Waste Geologic Repositories. * 

DENTON, J. California, State of. 81/06/29. 11pp. 08995:097. 


8107130001 Requests "Influence of Closely Spaced Modes in Response 
Spectrum Method Analysis" Sc “Response Linear 8ys to Certain 
Transient Disturbance*. 11 

MICMAVILA, F. Etcuela Teenica Superior de Xngenleros de Minas. 
81/09/18. Ip. 09024:127. 


NONDOCKETED ITEMS 


8107130003 Forwards comment* on proposed Revision 3 to Reg Guide 1.38 
re GA program requirements. Opposes revision. 

AMARAL, J. M. Bechtel Power Corp. <subs. of Bechtel Corp. ). 81/06/11. 

4pp. 09024: 128. 


8107130006 Forwards comments on proposed Revision 3 to Reg Guide 1.28 
re G A program requirements. 

GLAZIER* R. E. American Society of Mechanical Engineers. 81/06/12. 
7pp. 09024: 132. 


8107190160 Provides summary of ACR8 292nd meeting on 810409-11 in 
Washington* DC re util request for 0L« NUREG-0740* “NRC long 
Range Research Plan.FY83-87 & Reg Guide 1.97*1.68.3 fc 1. 142. 
MARK*J. C. ACRS - Advisory Committee on Reactor Safeguards. 
81/04/20. 6pp. 09048:244. 


8107190368 Summary of ACRS 251st meeting on 810312-14 in Washington* DC 
re GL review* draft NUREG-0772# “Technical Bases for 
Estimating Fission Product Behavior During LWR Accidents* 11 
NUREG-0771 * 0666 Sc Reg Guide 1.97 Revision 2. 

MARK* J. C. ACRS - Advisory Committee on Reactor Safeguards. 

81/03/24. 3pp. 09032:271. 


8107160152 Forwards comments on proposed Reg Guide* SC 708-4* 
“Qualification Sc Acceptance Tests for Snubbers Used in Sys 
Important to Safety (Feb 1981).“ 

WITHERS* B. D. Pacific Gas Sc Electric Co. 81/07/07. 4pp. 09045:324. 


8107160157 Endorses comments submitted by ASME Main Nuclear GA 
Committee 810612 ltr on draft Reg Guide 1. 28* Revision 3 re 
QA program requirements design Sc const. Opposes reg guide. 
DAIL* L. C. Duke Power Co. 81/07/02. Ip. 09045:323. 


8107160184 Comments on draft Reg Guide GS 027-4* "Std Format Sc Content 
of Site Charac terization Repts for High Level Waste Geologic 
Repositories. H Reg guide should stress need for modeling S< 
in situ measurements. 

TURCAN*A. N. Capital Area Groundwater Conservation Commission* LA. 
81/07/07. 2pp. 09046:032. 


8107170260 Comments on draft Reg Guide GS 027-4* “Std Format Sc Content 
of Site Characterization Rapt (SCR) for High Level Waste 
Geological Repositories. " 

BATTIST, L. Environmental Protection Agency. 81/07/02. 3pp. 
09098:201. 


8107170265 Forwards comments on draft Reg Guide GS 027-4* "Btd Format 
Sc Content of Site Characterisation Repts for High Level 
Waste Geologic Repositories. " 

BELL* M. J. High Level Waste Licensing Management Branch. 81/07/07. 

Ip. 09053:196. 


—8107170267 Comments on draft 'Reg Guide GS 027-4,' "Std Format Sc Content 
of Site Characterization Repts for High Level Waste 
Geologic Repositories. 11 Guide is logical Sc appropriate. 

TRASK, N. J. Interior* Dept, of * Geological Survey. 81/07/01. 3pp. 
09053: 197. 


8107210040 “For Comment" issue of draft Reg Guide TP 019-4* 
“Establishing GA Program for Packaging Used in Transport of 
Special Form Sc Certain Normal Form Radioactive Matl. 11 
W ANGLER* M. E. Office of Nuclear Regulatory Research* Director. 
81/06/30, 30pp. 09107:201. 


—8107210044 Draft value/impact statement of proposed Reg Guide TP 019-4. 
Guide will provide guidance to individuals desiring info on 
essential elements needed to develop* establish Sc maintain QA 
programs per NRC requirements. 

* Office of Nuclear Regulatory Research* Director. 81/06/30. 

5pp. 09107:227. 


8107210431 Comments on draft Reg Guide GS 027-4* “Std Format Sc Content 
of 8ite Characterization Repts for High Level Waste 
Geologic Repositories. ” 

BRADBURY, R.B. Stone Sc Webster* Inc. 81/07/14. 2pp. 09103:348. 


8107210437 Comments on second proposed Revision 3 to Reg Guide 1.33. 
KEMPER* J. S. Philadelphia Electric Co. 81/07/13. 2pp. 09103:327. 


8107270029 Forwards Reg Guide 1. 136* Revision 2* “Matl Const Sc Testing 
of Concrete Containments* 11 replacing Reg Guides 1.10*1.15* 

1. 18* 1 . 19* 1 . 95 tc 1 . 103. Value/impact statement end. 

MINOOUE*R. B. Office of Nuclear Regulatory Research* Director. 
81/07/08. 2pp. 09162:001. 


—8107270031 Reg Guide 1. 136, Revision 2* “Metis. Const Sc Testing of 
Concrete Containments. “ 

* Office of Nuclear Regulatory Research* Director. 81/06/30. 
4pp. 09162:003. 


— 8107270033 Value/impact statement re Reg Guide 1. 136. Recommends 
implementation. 

* Office of Nuclear Regulatory Research* Director. 81/06/30. Ip. 
09162: 007. 


8107280570 Comments on proposed Reg Guide G8 027-4* “Std Format 8c 
Content of Site Characterization Repts for High Level Waste 
Geologic Repositories. “ Reg guide should be consistent 
w/proposed rule 10CFR60. 

STANFORD, R. E. Edison Electric Institute. 81/07/22. 4pp. 

09177: 030. 


8107280607 Comments on draft Reg Guide TP 019-4. “Establishing QA 
Programs for Packaging Used in Transport of Special Form 8c 
Certain Normal Form Radioactive Matl. “ 

LAR IV I ERE* J. L. Pro to-Power Management Corp. 81/07/16. Ip. 

09177: 115. 


8107280621 Forwards comments on proposed Revision 3 to Reg Guide 1.28* 
“QA Program Requirements (Design 8c Const). “ Adopting apps* 
which ara nonmandatory guidance* is neither productive nor 
justified as addition to NQA-1-1979 requirements. 

ANDERSON* T. M. Westinghouse Electric Corp. PI-DA-81-060. 81/06/10. 

3pp. 09177:117. 


RES RESEARCH AND TECHNICAL ASSISTANCE REPORTS 


8107060395 " BWR Refill - Reflood Program* " progress rept for May 1981. 
DIX.G. E. General Electric Co. FIN B-5877. NRC-04-79-184. 

81/05/31. 9pp. Available at NTI8. 08958:354. 


8107060398 Submits Mar 8c Apr 1981 status repts for core melt program, 
Discusses steam explosions* core-concrete interactions 8c temp 
profiles. 

BERMAN. M. Sandia Laboratories. 81/06/10. 10pp. 08958:344. 


8107060404 "Environ Statements Project* " monthly progress rept for May 
1981. 

ZIT7EL. H. E. Oak Ridge National Laboratory. FIN B-0760-1. 

QRNL/ED/EI S-l 54. 81/09/31. 4pp. Availabla at NTIS. 08958:340. 


8107060485 "Reshimmed Core Fhysice Measurements* “ experiment operating 
epee. 

WELLAND, H. J. EG8cG* Inc. FIN A-6044. 81/06/30. 13pp. Available at 

NT 1 8. 08959:200. 


8107070057 “PWR Blowdown/Emergency Cora Cooling Program* " progress rept 
for Mey 1981. 

DIXiO. E. General Electric Co. FIN B-3014. NRC -04-07-2 1-5. 

81/05/31. 4pp. Available at NTIS. 08960:217. 


8107070060 "Staam Generator Tuba Rupture Iodine Transport Mechanism* 11 
monthly progress rept for May 1981. 

DENNING, R. 8. Battalia Memorial Institute* Columbus Laborator ies. 
81/06/12. 2pp. 08960:222. 


8107070111 “Analysis of Hypothstical Accidents Rssulting in Core 
Meltdown* “ monthly progress rept for May 19B1. 

DENNING* R. B. * CYBUL8KI8* P. * BAYBUTT. P. Battalia Memorial Institute* 
Columbus Laboratories. FIN A-4067. 81/06/12. 7pp. Available at 

NTIS. 08963:320. 


8107090228 “Semiscale M0D-2A Heat Loss Characterization Test Series* “ 
summery rept. 

LOOMIS, G. 0. EQtcG* Inc. FIN A-6038. EE0-8EMI-5448. 81/05/31. 

93pp. Available at NTIS. 08986:006. 


8107090237 “RELAP 4 MOD 7 Commercial PWR Large Break Transient Analysis 
Compared w/LOFT Date. 11 

DEBOER* T. C. EOtcQ, Inc. FIN A-604B. EE0-L0FT-5401. 81/06/30. 

60pp. Available at NT18. 08986:063. 


8107090399 “Acoustic Emission/Flaw Relationships for Inservica 
Monitoring of Nuclear Pressure Vessels* 11 monthly progress 
rept for May 1981. 

HUTTON, P. H. * KURTZ* R. J. Battalle Memorial Institute* Pacific 
Northwest Laboratory. 81/06/22. 11pp. 08986:355. 


8107090431 “Evaluation of Natural Circulation Tests in FFTF* " informal 
rept. 

PERKIN8* K. R. * BARI* R. A.* CHEN* L. C. Brookhaven National Laboratory. 
FIN A-3000 . 81/03/31. 56pp. 08985:033. 


—8107090433 “Probabilistic Methods for Accident Progression Analysis. " 
UAMALX* K. M. Brookhaven National Laboratory. BNL-NUREO-29569. 
81/03/31. 44pp. 08985:101. 



NONDOCKETED ITEMS 
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8107140070 RIL-040 

Research Info Ltr 40: discusses computer code BRENDA 
(Breeder Reactor Nuclear Dynamic Analy si s>* program for 
dynamic simulation of LMFBR plant. 

LEVINE'S. Office of Nuclear Regulatory Research* Director. 
78/12/18. 3pp. 09030:274. 


8107140078 RIL-039 

Research Info Ltr 39: discusses RELAP -4 /MOD 6. which extends 
prior LOCA code capability to allow modeling of LWR 8c 
experimental facility reflood phenomena & calculation of 
bloudoum phase of event. 

LEVINE'S. Office of Nuclear Regulatory Research. Director. 
78/11/27. 22pp. 09030:277. 


8107140327 R IL-031 

Research Info Ltr 31: transmits results of research on assay 
determination of V in Std Ref Matl (SRM) 950b & informs 
that SRM 950b is now available for use. 

LEVINE'S. Office of Nuclear Regulatory Research. Director. 
78/07/10. 8pp. 09031:305. 


8107140417 RIL-032 

Research Info Ltr 32: discusses improvements in aerosol 
behavior code for radiological assessments of LMFBRs 
incorporated in HAARM-3. Recommends use of new code. 

LEVINE'S. Office of Nuclear Regulatory Research. Director. 
78/08/03. Bpp. 09030:222. 


8107140937 RIL-045 

Research Info Ltr 45: submits CONCEPT computer code & 
capital costs for BWR plants. 

LEVINE'S. Office of Nuclear Regulatory Research. Director. 
79/02/13. 5pp. 09029: 129. 


8107140941 RIL-041 

Research Info Ltr 41: submits lab testing procedures to 
determine cyclic strength of soils. 

LEVINE'S. Office of Nuclear Regulatory Research. Director. 
78/12/19. 4pp. 09029: 125. 


B 107 140945 RIL-043 

Research Info Ltr 43: submits super sys code, computer program 
for dynamic simulation of LMFBR power plants. 

LEVINE'S. Office of Nuclear Regulatory Research. Director. 
79/01/02. 4pp. 09029: 121. 


8107140955 RIL-042 

Research Info Ltr 42: submits critical experiment program 
for neutronics code verification. 

LEVINE'S. Office of Nuclear Regulatory Research* Director. 
78/12/20. 5pp. 09029: 115. 


8107150217 RIL-070 

Research Info Ltr 70: transmits NUREG/CR-0873, “Seismicity 
b Tectonic Relationships of Nemaha Uplift in OK. Part II." 
W/o end. 

LEVINE'S. Office of Nuclear Regulatory Research. Director. 
79/11/19. 14pp. 09033:303. 


8107150220 RIL-069 

Research Info Ltr 69: transmits NURE0/CR-0449. “Integrated 
Geophysical 8c Geological Study of Tectonic Framework W/ 
Extension of New Madrid Fault Zone. " W/o end. 

LEVIhC'8. Office of Nuclear Regulatory Research' Director. 
79/11/19. 5pp. 09033:326. 


8107150227 R IL-064 

Research Info Ltr 64: transmits NURE0/CR-0294. "Revised * 
Augmented List of Earthquake Intensities for KS. 1867-1977. " 
W/o end, 

LEVINE* 8. Office of Nuclear Regulatory Research* Director. 
79/11/01. 4pp. 09033:318. 


8107150230 RIL-061 

Research Info Ltr 61: transmits results of tests conducted at 
Sandia Labs on interaction of molten sodium w/basalt 
concrete 8c siliceous firebrick. 

LEVINE'S. Office of Nuclear Regulatory Research. Director, 
79/10/11. 5pp. 09033:297. 


8107150331 RIL-122 

Research Info Ltr 122: "Impedance Testing at Kuosheng 
Nuclear Power Station. ■ 

MINOQUE. R. B. Office of Nuclear Regulatory 'Research. Director. 
81/06/24, 3pp. 09047:001. 

—8107150333 EGO-EA-3460 

"Kuosheng Mechanical Impedance Testing. " 

BORMAN. V. W. EGtcG Idaho. Inc. FIN A-6333. EQQ-EA-3460. 81/03/31. 

®PP. 09047: 004. 


8107150358 RIL-073 

Research Info Ltr 73: transmits results of completed 
research on measurement of natural U deposited in lungs Sc 
radium deposited in skeletons of workers at nine U mills. 
LEVINE.S. Office of Nuclear Regulatory Research, Director. 
79/11/16. 8pp. 09033:141. 


8107150363 RIL-072 

Research Info Ltr 72: transmits NURE0/CR-0081 St 

NUREB/CR— 0930, "New England Seismotectonic Study Activities 

During FY77 8< 78. " W/o end. 

LEVINE.S. Office of Nuclear Regulatory Research. Director. 

79/11/16. 10pp. 09033:154. 


8107150382 RIL-100 

Research Info Ltr 100: transmits results of completed 
research to develop methods for assessing visual aesthetic 
impact of alternative closed cycle cooling sys of nuclear 
power plants. 

MURLEY.T, E. Office of Nuclear Regulatory Research, Director. 
80/08/23. 4pp. 09032:302. 


8107150307 R IL— 088 

Research Info Ltr 88: transmits results of completed 
research re establishment of design criteria for closely 
spaced nozzles in pressure vessels & resulting change to 
ASME code rules. 

BUDNITZ.R, J. Office of Nuclear Regulatory Research. Director. 
80/04/25. 32pp. 09032:311. 


8107150390 RIL-086 

Research Info Ltr 86: transmits results of completed 
research on use of gas scintillation proportional counter 
for measuring Pu in humans 8c anviron. 

BUDNITZ, R. J. Office of Nuclear Regulatory Research, Director. 
80/04/04. 2pp. 09033:012. 


8107150394 RIL-073 

Research Info Ltr 73: transmits inventory, detection 8c 
catalog of OK earthquakes 8t Map GM-19. 

LEVINE.S, Office of Nuclear Regulatory Research, Director. 

79/11/27. 11pp. 09032:175. 


8107150400 R I L— 089 

Rasearch Info Ltr 89: transmits results of studies on costs, 
feasibility, reliability, limitations 8c potential plant 
degradation associated w/confirmatory in situ dynamic 
testing utilizing vibration in safety-related equipment. 
BUDNITZ, R. J. Office of Nuclear Regulatory Research. Director. 
80/03/11. 3pp. 09032:180. 


8107150404 "Selected ORNL Programs for Ofc of Nuclear Regulatory 
Research," May 1981 monthly highlight*. 

LOTTS, A. L. Oak Ridge National Laboratory. 81/06/10. 39pp. 

09032:193. 


8107150403 R I L— 089 SOI 

Suppl to Resaarch Info Ltr 89: forwards list of power plants 
subjectad to dynamic testing w/post-test operability 
requirements. 

BUDNITZ, R. J, Office of Nuclear Regulatory Research. Director. 
80/06/27. 9pp. 09032:232. 


8107150409 RIL-074 

Research Info Ltr 74: transmits description 8c assessment 
documentation of latest version of steady state fuel rod 
bahavior code FRAPCQN-1. 

LEVINE.S. Office of Nuclear Regulatory Research' Director. 

79/11/16. 16pp. 09032:233. 


8107150413 RIL-060 

Research Info Ltr 60: transmits NURE0/CR-0050' "Seismicity fc 
Tectonic Relationships of Nemaha Uplift in OK FY77. " W/o 
and. 

LEVINE' 8. Office of Nuclear Regulatory Research' Director. 
79/10/12, 9pp. 09049:307. 


8107130432 RIL-039 

Rasearch Info Ltr 59: transmits description 8c assessment 
documentation of latest version of transient fuel rod 
behavior code FRAP-T4. 

LEVINE'S. Office of Nuclear Regulatory Research' Director. 
79/09/21. 5pp. 09049:296. 


8107130433 R IL-031 

Research Info Ltr 51: transmits completed research updating Sc 
expanding CONCEPT computer code for forecasting capital , 
costs for PWRs. 

LEVINE' 8. Office of Nuclear Regulatory Research' Director. 
79/04/12. 3pp. 09049:285. 


! NONDOCKETED ITEMS 


8107150439 RIL-022 

Retearch Info Ltr 22: transmits completed research on matl 
control sgs simulator (MCSS) part of ongoing project for 
development of mathod for evaluating matl control & 
accounting (MCStA) sys. 

LEVINE* S. Offics of Nuclaar Ragulatory Research* Diractor. 
78/09/05. 5pp. 09049:265. 


8107150441 “Nuclear Fuel Rod Simulation Using Electrical Heater Rods* " 
internal technical rept. 

CARBONEAU, M. L. EQStG Idaho* Inc. L0-14-81-074. Bl/06/16. 86pp. 

09049: 161. 


8107150442 RXL-056 

Research Info Ltr 56: transmits completed research to 
evaluate effects of nuclear power plants on community growth 
& residential property values at four plant sites. 

LEVINE* 8. Office of Nuclear Regulatory Research* Director. 
79/07/25. 3pp. 09049: 132. 


8107160022 "Safeguards Analysis for Byproduct Matls & Small 
Quantities of SNM# " monthly progress rept for Nay 1981. 

CHESTER* R. 0. * RANDOLPH, h. L. Oak Ridge National Laboratory. FIN 
B-6108. ORNL/HASRD-127. Bl/06/17. 7pp. 09061:325. 


8107160032 “Environmentally Assisted Cracking in LWR Sys* “ progress 
rept for May 1981. 

SHACK* W. J. , KASSNER* T. F. * KUPPERMAN, D. Argonne National Laboratory. 
FIN A-2212. 81/06/16. 12pp. 09061:240. 


8107200494 “Technology Sc Costs to Termination Surveys Associated u/ 
Decommissioning of Nuclear Facilities* “ monthly progress 
rept for May 1981. 

WITHERSPOON, J. . HOLOWAY, C. F. Oak Ridge National Laboratory. FIN 
A— 9042. 0RNL/HASRD-12S. 81/05/31. 3pp. 09079:254. 


8107200498 Foreign trip rept: "Advanced Instrumentation for Reflood 
Studies Program. 11 

HERSKDVITZ, M. B. Oak Ridge National Laboratory. FIN B-0413. 
DRNL/FTR-1 095. 81/06/25. 8pp. 09079:311. 


8107210482 “Evaluation of Reattachment Welds for LOFT Cladding 
Thermocouples*" interim rept. 

PLQQER* S. , FAUSETT , T. EOfcQ, Inc. FIN A-6053. EQQ-L0FT-5408. 

81/05/15. 32pp. 09108:240. 


8107210508 “Operational Transient Test Series* Test OPTRAN 1-1* 
Experiment Operating Spec* “ interim rept. 

MARTINSON* Z. R. EQStQ* Inc. FIN A-6041. EGQ-TFBP-5213. 81/06/30. 
64pp. 09109:320. 


8107210513 ."Monthly. Rept for May 1981 for Water Reactor Research. Test 
Facilities* 2D/3D* Code Development* Code Assessment & 

Applications Divs & Thermal Fuels Behavior Program. “ 

DEARIEN, J. A. EQScQ Idaho* Inc. EQQ-WRR-5453. 81/05/31. 228pp. 

09109:001. 


8107210540 "Kuosheng Mechanical Impedance Testing, “ interim rept. 
OORMAN* V. W . EOttO Idaho, Inc. FIN A— 6333. EQQ-EA-5460. 81/03/31. 

290pp. 09110:029. 


8107210337 "Quick Look Rept for Semiscale M0D-2A Test S-UT-7* “ 
interim rept. 

HANSON. R.O.* SHIMECK* D. J. * STEINER, J. L. EQStG* Inc. FIN A-6038. 
EGQ-SEMI-5442. 81/03/31. 71pp. 09109:238. 


8107220031 "Fuel Pressure Sintering (FHOTPS), " interim rept. 

MASON* R. E. EQStQ Idaho* Inc. FIN A-6030. E00-CDAP-3419. 81/05/31. 

20pp. 09127:303. 


8107220054 “Quick Look Rept for Semiscale M0D-2A Test 8-UT-6. " interim 
rept, 

C0Z2U0L* J. M. * KVLLBERO, C. M. EQStG Idaho. Inc. FIN A-6038. 

EQO-SEMI -5446. 81/05/31. 68pp. 09126: 169. 


8107220391 “Investigation of Accident-Induced Flow Sc Matl Transport 
in Nuclear Facilities* “ informal monthly progress rept for 
Apr 1981. 

MARTIN* R. A. . QREQQRY* W. 8. Los Alamos Scientific Laboratory. FIN 
A-7029. 81/06/10. 10pp. 09127:344. 


8107220407 Foreign trip rept: "Dosimetry it Biotransport Models to 
Implement ALARA/Uncertainties in Assessment of Long-term 
Collective Dose tt Health Effects. 11 

KOCHER* D. C . Oak Ridge National Laboratory. FIN A-9041. 
ORNL/FTR— 1 093. 81/06/23. , 8pp. 09133: 168. 


8107230322 "Accident Aerosol Characterization*' 1 informal monthly 
progress rept for June 1981. 

OWZARSKI. P . C. Battel le Memorial Institute. Pacific Northwest 
Laboratory. FIN B-2287. 81/07/13. 3pp. 09145:145. 


8107290173 “Investigation of Ventilation Component Response to 
Large-Pressure Pulses*" monthly progress rept for May 1981. 
QREQQRY* W. S. * HQVAK* H. L. Los Alamos Scientific Laboratory. FIN 
A-7028. 81/06/23. 7pp. 09190:336. 


8107290178 "Experiment Results Rept for LOFT Nuclear Experiments 
L3-3, L3-6 St LB-1. " 

BAYLESS* P. D. EQitQ Idaho* Inc. FIN A-6043. EQQ-L0FT-3471. 

81/07/31. 94pp. 09188:234. 


8107290189 “Experiment Operating Spec Natural Circulation Test Series 
(Series NC) Semiscale M0D-2A. " 

LOOMIS, Q. Q. , SODA* K. EOScQ Idaho* Inc. FIN A-6038. EQQ-8EMI-5427. 

81/04/30. 113pp. 09190:001. 


8107290191 “LOFT Monthly Progress Rept for May 1981. " 

LEACH* L. P. EQScQ Idaho* Inc. FIN A-6048. E0Q-L0FT-3468. 81/06/30. 

88pp. 09190:124. 


8107290207 "Definition of Parameters for Major Accidents at Waste 
Solidification Sc Spent Fuel Storage Facilities* “ monthly 
progress rept for June 1981. 

FREDERICK, E. J. Oak Ridge National Laboratory. FIN B-0423. 
Bl/07/14. 3pp. 09206:202. 


8107290231 "LOFT Experiment Operating Spec Nuclear Experiment 
L6-7/L9— 2. " 

MADDEN, S. C. EQStO Idaho* Inc. FIN A-6048. EQQ-LOFT-3447. 81/06/19. 
23pp. 09206:235. 


REVIEW QRP NRC RESEARCH REVIEW QROUPS 


8107070430 Comments on AIF position paper. "Proposed Approach to 
Establishment it Use of Quantitative Safety Qoals in Nuclear 
Regulatory Process. " Supports paper. 

REXNBCH* H. O. Bechtel Corp. 45FR71023. 81/06/09. Ip, 08948:331. 


8107100043 Notification of 810714 meeting w/AIF in Bethesda* MD to 
discuss application of PRA it safety goals in licensing 
process. 

ISRAEL* S. L. Reliability it Risk Assessment Branch. 81/06/29. 2pp. 
09001: 136. 


8107100279 Responds to request for comments re "Safety Goal for Nuclear 

Power Plants." Addl attention should be given to US Supreme 

Court' decision on ’cost/benefit decisions when safety'is 
at risk. Related info end. 

QUIQQ, C. Pollution Environmental Problems. 81/06/22. 2pp. 

09001 : 097. 


— 8107100281 Paper entitled "New Trends in Safety Design It Analysis* " 
presented at IAEA Inti Conference on Current Nuclear Power 
Plant Safety Issues in Stockholm* Sweden. 

OKRENT.D. California* Univ. of* Los Angeles. 80/10/24. 32pp. 

09001:099. 


8107100309 Comments on FR notice "Development of Safety Qoal- 
Preliminary Policy Consideration* " NUREQ-0764 tc NUREQ-0739. 

Qoals must be high-level quantitative goals It address both 
individual It societal risks. 

ANDERSON, T. M. Westinghouse Electric Corp. NS-TMA-2461. 81/06/22. 

2pp. 09002:079. 


8107170001 NUREQ— 0772 DR FT 

TECHNICAL BASES FOR ESTIMATING FISSION PRODUCT BEHAVIOR 
DURING LWR ACCIDENTS. 

* Office of Nuclear Reactor Regulation* Director. * Oak Ridge 
National Laboratory. * Sandia Laboratories. 81/06/29. 230pp. 

09063:001. 


—8107170002 Summarizes reviews from 810317-18 public meeting of Peer 
Review Group in Washington, DC re draft NUREQ-0772 
concerning technical bases for estimating fission product 
behavior during LWR accidents. W/attendance list. 

8ILBERBERG, M. Division of Reactor Safaty Research. 81/03/19. 

2pp. 09063:291. 


8107200007 Summary of 810414 St 15 mooting w/XEEE NPEC Subcommittee 3 in 
Rockville, MD re NUREQ-0739, draft PRA guidebook* new 
organization of Ofc of Nuclear Regulatory Resaarch It San 
Onofre 2 It 3 EIS risk evaluation. 

N1Y0QI* P. Risk Methodology Sc Date Branch. 81/04/29. 2pp. 

09079: 073. 



NONDOCKETED ITEMS 


8107200008 Discusses technical issues in Commissioner Ahearne 810324 
query re roles of component/hardware behavior in accident 
sequences Sc objectives of IREP progam. 

RQUSQME* F. H. Reliability Data Analysis Section. 81/04/09. 3pp. 
09079: 073. 


8107210128 Foruiards analysis of comments on 810326 FR notice* 
(46FR18827) & NUREQ-0764. "Toward Safety Goal : Di scuss ion of 
Preliminary Policy Considerations. " 

GOLDBERG* P. Office of Policy Evaluations. 46FR18827. 81/07/13. 

66pp. 09101:086. 


8107210187 Notice of proposed safety goal 810723-24 workshop in 
Harper's Ferry* WV. Agenda & discussion paper end. 

RATHBUN# D. K. Office of Policy Evaluations. 81/06/29. 3pp. 
09106:212. 


-—8107210194 "Safety Goals for Nuclear Power Plants* " discussion paper. 
List of workshop participants end. 

* Office of Policy Evaluations. 81/07/10. 39pp. 09106:217. 


8107220003 Accepts 810323 invitation to 1981 IEEE Stds Workshop on 
Human Factors & Nuclear Safety to be held 810830-0904 in 
Myrtle Beach* SC. Off ers to hold tutorial on probabilistic 
risk assessment* including origins Sc WASH-1400 methodology. 
BERhEROiR. M. Office of Nuclear Regulatory Research* Director. 
81/04/07. 2pp. 09127:063. 


— 8107220006 Invites participation in 810830-0904 1981 IEEE Stds Workshop 
on Human Factors & Nuclear Safety at Myrtle Beach* SC. Planned 
task group subjs outl ined. Task group participation urged. 

Suggestions for tutorials & discussion topics welcomed. 

SHERIDAN* T. B. Institute of Electrical Sc Electronic Engineers. 
81/03/23. 2pp. 09127:067. 


8107220151 Forwards draft analysis of public comments on development 
of safety goal. 

SEQE* G. NRC - No Detailed Affiliation Given. 81/07/14.. Ip. 
09126:304. 


— 8107220135 Forwards draft highlights of public comments received on 
NUREG-07 64* "Toward Safety Goal : Discussion of Preliminary 
Policy Considerations. " 

GOLDBERG, P. Office of Policy Evaluations. 81/07/14. 12pp. 

09126: 30 3. 


8107220379 Accepts invitation to present paper entitled "Role of IREP 
in NRC Programs. " at special session on IREP program. 

Abstract submitted. 

ROMSQME, F, H. Office of Nuclear Regulatory Research* Director. 
81/04/02. Ip. 09127:337. 


— 8107220381 Requests presentation of paper on "NRC Views on IREP 
Program" at special session of IREP on 810920-24 
ANS/European Nuclear Society topical meeting on 
probabilistic risk assessment. Abstract due by 810413. 

BARI, R. A. Brookhaven National Laboratory. 81/03/09. Ip. 
09127: 338. 


8107230309 Comments on NUREQ-0764. "Toward Safety Goal; Discussion of 
Preliminary Policy Considerations" Sc NUREG-0739, "Approach 
to Quantitative Safety Goals for Nuclear Power Plants. " 

Endorses AIF proposal. 

MITTL*R.L. Public Service Electric Sc Gas Co. of New Jersey. 
43FR17023. 81/06/29. 2pp. 09133:360. 


8107230313 Comments on draft RJ Breen article on defense in depth for 
nuclear safety. No major technical errors found. Emphasis of 
IREP studies on particular accident sequences* not sys* 
stressed. Action plan priority ranking only new info noted. 

MURPHY*J. Office of Nuclear Regulatory Research* Director. 

81/04/03. 2pp. 09146:320. 


—8107230320 Forwards draft RJ Breen article* "Defense In-Depth Approach 
to Safety in Light of TMI Accident*" intended for Nuclear 
Safety Journal publication. Comments re any apparent 
misrepresentation of NRC policies requested by 810417. 

LARKINS, J. T. Office of Nuclear Regulatory Research* Director. 
61/03/26. Ip. 09146:322. 


—8107230324 NS 22(4) IC 

Article entitled* "Defense In-Depth Approach to Safety in 
Light of TMI Accident*" intended for Nuclear Safety Journal 
publication. 

BREEN* R. J. Electric Power Research Institute. 81/04/09. 26pp. 

09146:323. 


8107230334 Notification of 810602-04 meeting of Fuel Cycle Facility 
Accident Research Review Group in Bcthesda*MD to discuss 
handbook d evelopment* analytical/code program developments Sc 
experimental program. Agenda end. 

80LBERG, D. E. Transportation & Materials Risk Branch. 81/03/27. 
6pp. 09143: 181. 


8107230387 Comments on AIF position paper* "Proposed Approach to 
Establishment St Use of Quantitative Safety Goals in Nuclear 
Regulatory Process." Endorses paper. Current NRC efforts do 
not meet objective of establishing .quantitative goals. 

REINSCH, H. 0. Bechtel Power Corp. (subs, of Bechtel Corp. ). 
43FR71023. 81/06/09. Ip. 09143:098. 


8107230392 Comments on NRC safety goal project. Goal should avoid 
hypocrisy of establishing radiological stds for nuclear 
reactors that are not being applied to energy efficient 
dwellings. 

HURWITZ, H. Affiliation Unknown. 43FR71023. 81/.06/23. Ip. 

09149: 085. 


8107270279 Proposes list of speakers & associated topics for risk 
symposium. 

VESELY * W. E . Methodology 6 Data Branch. 81/04/08. 2pp. 09168:334. 


SECY POSITION PAPERS BEFORE THE COMMISSION 


8101190330 SECY-81-019 

Recommends approval of end NUREQ-0696* "Functional Criteria 
for Emergency Response Facilities." 

DIRCKSiW. J. Office of the Executive Director for Operations. 
81/01/09. 8pp. 09067:033. 


-8101080232 Forwards options for location of emergency operations 
facility presented at 801030 Commission meeting. W/o ends. 
DIRCKS* W. J. Office of the Executive Director for Operations. 
80/ 11/12, 10pp. 09067:103. 


8101280121 SECY-8 1-005 

Requests Commission approval of rept to Congress re status 
of emergency response planning for nuclear power plants. 
DIRCKSiW. J. Office of the Executive Director for Operations. 
81/01/03. 3pp. 09067:123. 


— 8101280133 NUREG-07 53 DR FT 

REPORT TO CONGRESS ON STATUS OF EMERGENCY RESPONSE PLANNING 
FOR NUCLEAR POWER PLANTS. 

* Division of Emergency Preparedness. 80/12/31. 72pp. 

09067: 126. 


8102170679 Forwards WJ Dircks 810122 memo w/replacemant pages to 

SEdY-8i-019: 

e Office of the Secretary of the Commission. 81/01/26. Ip. 
09067: 113. 


— 8102170683 Forwards errata, corrected Pages 2*7* 1*1. a* 17 Sc 31. to 
8E3CY-B1— 019. 

DIRCKS* W. J. Office of the Executive Director for Operations. 
81/01/22. Ip. 09067:116. 


—8102170687 SECY-B1-019 ERR 

Errata* c onsisting of corrected Pages 2* 7* 1*1. a* 17 4c 31* to 
SECY-81—019. 

DIRCKS* W. J. Office of the Executive Director for Operations. 
81/01/22. 6pp. 09067:117. 


8106180191 BECY-81-333 

Request approval to publish proposed rule* 10CFR61* 

"Licensing Requirements for Land Disposal of Radwaste* " St 
conforming amends. Marked-up draft Sc Action Plan Task XV.6.2 
analysis re periodic/systematic review of regulations end. 
DIRCKSiW. J. Office of the Executive Director for Operations. 
81/03/27. 140pp. 63407:224. 


8107130043 SECY-81-383 

Reviews proposed Issuance of Licenses XSNM-0844* X8NM-1049 Sc 
XSNM-1643 Sc amends to Westinghouse Sc GE. Recommends licenses 
8c amends be granted. 

DIRCKS* W. J. Office of the Executive Director for Oparations. 
81/06/22. 6pp. 09024:244. 


— 8107130048 Submits application to amend export license* adding 2*068 kg 
U-233* containad in 146*349 kg U* to fuel assemblies for 
export to Spain. 

DAHLSTROM* C. A. Westinghouse Electric CoTp. ICS-6178. 

3pp. 09024:291. 


77/11/02. 
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—■8107130051 License for Westinghouse to export 3* 830 kg U-235, contained 
in 146* 345 kg U, to Spain. 

GUHIN, M. A. Assistant Director for Export/Import & International 
Safeguards. 76/09/17. 2pp. 09024:254. 


—8107130054 Amend 1 to license for Meetinghouse* extending expiration 
date to 800601. 

OtMINiM. A. Assistant Director for Export/Import & International 
Safeguards. 77/12/08. Ip. 09024:256. 


■8107130057 License for Meetinghouse to export 548 kg U-235, contained in 
15.973 kg U. to Spain. 

GUHIN, M. A. Assistant Director for Export/Import 8* International 
Safeguards. PC-NRC-23. 77/07/21. 2pp. 09024:261. 


—8107130060 Amend 1 to license for Meetinghouse, increasing quantity of 
matl authorized for export to 556 kg U-235. contained in 
1 6. 2 23 kg U. to Spain. 

PETERSON. M. R. Assistant Director for Export/Import 8c International 
Safeguards. 79/10/10. Ip. 09024:263. 


—8107130063 Submits application to amend export license by withdrawing 
request for authorization of ENUSA as intermediate 
consignee. 

WILSON. B . D. General Electric Co. 81/03/24. 2pp. 09024: 268. 


— 8107130065 Forwards Executive Branch analysis re two Westinghouse 
license applications for export of low enriched U to Spain. 

Ltr of assurance end. Licenses should be granted. 

NOSENZO. L. V. State. Dept, of . Bureau of Oceans & Internatl. Environ. 
Sc Scientific Affairs. 78/05/08. 17pp. 09024:275. 


-8107130068 Executive Branch position re OE application to export 
2.520 kg U-235. contained in 95.000 kg U. to Spain. Ltr of 
assurance end. License should be granted. 

NOBENZO. L. V. State. Dept, of . Bureau of Oceans Sc Internatl. Environ. 
Sc Scientific Affairs. 81/03/11. 5pp. 09024:296. 


— 8107130070 Advises of some confusion re license Sc amend numbers noted 
in Spanish ltrs of assurance. Future correspondence should 
refer to specific quantities shown on application. 

SHEA. J. R . Office of International Programs. Director. Bl/06/12. 
2pp. 09024:301. 


8107140801 Transcript of 810618 Affirmation Session 81-23 in 
Washington. DC. Pp 1-12. 

* Commissioners. 81/06/18. 15pp. 09048:007. 


—8106150003 SECY-81-342 

Seeks approval to publish FR notice of denial of request for 
reconsideration of petition previously denied by Commission 
l*LAyj ,1980, Public announcement will not be issued. Draft 
notice of denial end. 

DIRCKS. W. J. Office of the Executive Director for Operations. 

81/06/01. 10pp. 


8107140810 Transcript of 810629 Affirmation Session 81-26 in 
Washington. DC. Pp 1-7. 

* Commissioners. Bl/06/29. 10pp. 09048:048. 


8107140925 SECY-B1-397 

Authorizes denial'pf license to Milcor Corp to export 
30.000 Ci of tritium gas to Israel. 

DIRCKS. W. J. Office of the Executive Director for Operations. 
81/06/26. 3pp. 09212:332. 


8107150024 Transcript of 810618 Commission meeting in Washington. DC re 
revisons to reactor operator qualifications. Pp 1-36, 

* Commissioners. 81/06/18. 40pp. 09033:163. 


—8106300043 SECY-81 -084A 

Provides Commission w/outline of NRC comments on proposed 
revision to reactor operator qualifications. 

DIRCKS. W. U. Office of the Executive Director for Operations. 
81/06/13. 3pp. 09033:226. 


8107220035 SECY-81-402 

Discusses proposed license to export natural U to Republic 
of Korea. Issuance of requested license to Edlow Inti Co 
recommended. 

DIRCKS. W. J. Office of the Executive Director for Operations. 
81/07/01. 7pp. 09126:248. 


—8107220039 Responds to NRC 810421 request for status of IAEA sai 
arrangements for conversion plant. IAEA has confirmed that 
plant declared to agency & facility attachment in force. 
STEINBERG, E. B. State. Dept, of . Bureau of Oceans fc 
Internatl. Environ. * Scientific Affairs. 81/06/15. Ip. 
09126:233. 


8107220332 SECY-81-400 

Recommends Commission approval of Gerard Kluyskens Co. Inc 
application for license to export rare earth polishing 
compounds containing U or thorium. 

DIRCKS. W. J. Office of the Executive Director for Operations. 
81/06/30. 4pp. 09121:226. 


— 8107220364 Application for license to export unlimited quantities of 
compound s. containing U or thorium to all countries. except 
those countries listed. 

PICIOCCHI. J. H. Affiliation Unknown. 81/04/02. Ip. 09121:230. 


—8107220368 Forwards application for license to export rare earth 
polishing compounds* containing U or thorium to all 
countries, except those countries listed. 

PICIOCCHI. J. H. Affiliation Unknown. 81/04/02. 3pp. 09121:231. 


—8107220370 Executive Branch position re Gerard Kluyskens Co* Inc 
application. for license to export rare earth polishing 
compounds containing U or thorium to all countries except 
those countries listed. License should be granted. 

BORIGHT. J. P. State, Dept, of . Bureau of Oceans fc Internatl. Environ. 
* Sclent if ic Affairs. 81/06/12. Ip. 09121:234. 


STATE PROG STATE PROGRAMS 


8102260479 Partial response to FOIA request for all documents re five 
categories of info concerning U mills in UT, Nh, AZ, CO & WY. 

Forwards Documents 1-17 listed in app. Document 18 may be 
obtained from NTIS. 

FELTON. J. M. Division of Rules and Records. 81/02/05. 2pp. 


8107140830 Ack receipt of 810527 comments re improvements in technical 
aspects of agreement metis program. Appropriate changes being 
made to incorporate recommendations into program. Plans for 
addressing recommendations presented. 

DAVIDOFF, D. B. New York, State of. 81/06/09. 2pp. 09029:067. 


8107150414 PNA-8 1-003 on 810702 staff informed that MD Dept of Health 
was issuing order to Neutron Products, Inc suspending 
operations involving melting of Co-60 as part of fabrication 
process for sealed sources. 

LUBENAU. J. 0. , NUSSBAUMER, D. A. Office of State Programs, Director. 
81/07/02. 2pp. 09049:316. 


8107160503 NUREG/CR— 2034 

TRANSPORTATION OF RADIOACTIVE MATERIAL IN MICHIGAN. 

* Michigan, State of. Dept, of Public Health. FIN B-1612. 
81/06/30. 100pp. Available at NTIS. *4.73. 09060:321. 


8107200098 Requests that NRC & FEMA provide joint monthly rept of 
status of radiological emergency planning review & approval 
activities. Required info outlines should begin 810630. 

Request based on NRC Sc FEMA testimony at 810427 hearing. 

HART, 0. Senate, Environment Sc Public Works. 81/06/08. 3pp. 
09079: 133. 


—8107200137 Responds to 810513 ltr re TX compliance w/amended U Mill 
Tailings Radiation Control Act. Director of Ofc of State 
Programs will continue to work w/TX Dept of Health for 
signing of amended agreement by 811108. 

HENDRIE, J. M. Commissioners. 81/06/26. ip. 09079:207. 


—8107200160 Responds to 810129 ltr re NRC evaluation of TX Dept of 
Health efforts to comply w/U Mills Tailings Radiation 
Control Act. Discusses monitoring of SB 733 Sc need for 
upgraded tailings mgt programs at existing sites. 

CLEMENTS, W. P. Texas, State of. 81/03/13. 2pp. 09079:217. 


8107210484 Notification of contract execution* Mod 1 to "Development of 
State Regulatory Programs in Support of UMTRCA. " Contractor: 

State of NV. 

MARTIN, L. C. Administrative Contracts Branch. FIN B-1632. 
NRC-06-80-310. 81/07/17. Ip. 09108:280. 


—8107210490 Mod 1, changing method of payment to include advance payment 
for purchase of equipment* to "Development of State 
Regulatory Programs in Support of UMTRCA. " 

* Nevada, 8tate of. LEBO, C. D. Administrative Contracts Branch. 

FIN B-1632. NRC-06-80-310. 81/07/17. Ip. 09108:281. 


TOP REP VENDOR REPORTS AND RELATED CORRESPONDENCE 


8106300563 Forwards nonproprietary and proprietary versions of topical 
rept, "Waste Solidification Sc Packaging 8ys, " for NRC 
approval. Affidavit requasting withholding end. Proprietary 
version withheld (ref 10CFR2. 790). 

ESHELMAN, M. R. Newport News Industrial Corp. (subs, of Newport News 
Shipbuilding Sc DryDock Co.). 81/06/23. 4pp. 08883:232. 
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— 8107010440 Nonproprietary version of, "Waste Solidification & Packaging 
Sys. 11 

* Newport New* Industrial Corp. (subs, of Newport News Shipbuilding 
& DryDoc k Co.). 81/06/30. 152pp. 08907:048. 


8107010203 Forwards application for withholding proprietary info, 
nonproprietary WCAP-9886 & proprietary WCAP-9885, 

“Qualification Testing of ITT/Barton Transmitters Production 
Lot 2. " Proprietary version withheld (ref 10CFR2. 790). 

ANDERSON. T. M. Westinghouse Electric Corp. NS-TMA-2441. 81/04/21. 

3pp. 08915:299. 


-—8107010211 Application for withholding proprietary info from public 
disclosure (ref 10CFR2. 790) . Affidavit end. 

WIESEMANN. R. A. Westinghouse Electric Corp. AW-81-34. 81/04/24. 

8pp. 08915:302. 


— 8107010215 WCAP-9886 

Nonproprietary version of "Qualification Testing of ITT/ 

Barton Transmitters Production Lot 2. " 

MILLER, R. B. . ANDERSON, T. M. . RAMCHANDRAN, S. Westinghouse Electric 
Corp. 81/04/30. 45pp. 08915:310. 


8107010265 Forwards revised organization dhart for water reactor div. 
Section 17.1.1.1 on nuclear technology div provided. Ends to 
be incorporated into Revision 10 of WCAP-8370. 

ANDERSON. T. M. Westinghouse Electric Corp. PI-DA-81-109. Bl/06/11. 

18pp. 08910:238. 


8107010410 Forwards proprietary & nonproprietary WCAP-9558 & 9570, 
Revisions 2 re reactor coolant pipe mechanistic fracture 
evaluation & WCAP-9787 St 9788 re piping welds. 

Proprietary repts withheld (ref 10CFR2. 790). 

ANDERSON, T. M. Westinghouse Electric Corp. NS-TMA-2455. Bl/06/17. 

2pp. 08913:001. 


—8107010416 WCAP-9788 

Nonproprietary version of "Tensile St Toughness Properties of 
Primary Piping Weld Metal for Use in Mechanistic Fracture 
Evaluation. 11 

PALUBAMY . S. S. . CHIRICOS. J. N. Westinghouse Electric Corp. 
81/06/30. 72pp. 08913:010. 


—8107010421 WCAP-9570 R02 

Nonproprietary version of "Mechanistic Fracture Evaluation 
of Reactor Coolant Pipe Containing Postulated 
Circumferential Throughwall Crack. " 

PALUSAMY , S. S. . HARTMANN, A. J. Westinghouse Electric Corp. 
81/06/30. 300pp. 08913:083. 


8107020434 Forwards CEN-152. "C-E Emergency Procedure Guidelines" S, 
CEN-136, "C-E Emergency Procedure Guidelines Development, " 
per 801031 request St requirements of NURE0-0737 Item I.C. 1. 

BASKIN. K. P . Combustion Engineering. Inc. 81/06/30. 2pp. 

0892B: 060. 


—8107020442 CEN-136 

"C-E Emergency Procedure Guidelines Development, " prepared 
for C-E owners group. 

* Combustion Engineering, Inc. 81/06/30. 90pp. 08928:066. 


—8107020449 CEN-132 

"C-E Emergency Procedure Guidelines," prepared for C-E 
owners group. 

* Combustion Engineering, Inc. 81/06/30. 182pp. 08928: 154. 


8107060124 Verifies receipt of AWC-75-A. Revision 3. Enel receipt cards 
may or may not be signed St returned. W/o ends. 

SPRAUL.J. 0. Quality Assurance Branch. 81/06/24. Ip. 08937:316. 


8107060398 Submits Mar St Apr 1981 status repts for core melt program. 
Discussts steam explosions, cora-concrete interactions St temp 
profiles. 

BERMAN, M. Sandie Laboratories. 81/06/10. 10pp. 08958:344. 


8107060441 Forwards Endorsement 36 to MAELU Policy MF-B4. 
B0TH1AN, J. McDermott, Inc. 81/06/29, 3pp. 08899:306. 


8107070044 Approves 810430 Sc 0602 proposed Revision 10 to ETR-1001, 
Ebasco Nuclear QA program manual, re general organization tc 
programmatic changes. Programmatic changes must be submitted 
for review priOT to implementation. 

HAA8B; W. P, Quality Assurance Branch. 81/06/10. Ip. 08960:173. 


8107070286 Forwards slides used by C-E at 810603 meating w/NRC re 
design basis pipe break criteria. Use of alternate pipe 
break criteria will product improvements in plant design, 
reduce personnel exposure St enhance plant safety. 

SCHERER, A. E. Combustion Engineering, Inc. LD-81-033. 81/06/30. 

32pp. 08939:001. 


8107070375 Forwards QA program topical rept NU-QA-1, Revision 3A, App C, 
reflecting changes in matrix of quality-related procedures. 

CQUNSIL, W. G. Northeast Nuclaar Energy Co. (subs, of Northeast 
Utilities). D10227. 81/07/02. Ip. 08942:223. 

— 8107070380 NU-QA-1 R03A 

QA program topical rept App C, Revision 3A re quality-related 
procedures. 

* Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
81/06/26. 33pp. 08942:224. 

8107070383 N EDO-24327 

"GE BWR Feedwater Nozzle Surveillance Instrumentation Sys. " 

CHQE, H. , BRANDON, R. J. , GRIDLEY, R. L. Oaneral Electric Co. 81NED237. 
81/04/30. 66pp. 08942:108. 


8107080214 Requests that concerns discussed in 810608 meeting re 
treatment of proprietary info by non-NRC personnel be 
addressed by NRC prior to submittal of revised FATE8 code in 
Jul 1981. NRC should assure that data will be safeguarded. 
SCHERER, A. E. C-E Power Systems. LD-B1-034. 81/07/01. Ip. 

08962:021. 


8107000251 Forwards nonproprietary version of generic BAW-1511# 
" Irrad iati on— Induced Reduction in Charpy Uppar-Shelf Energy 
of Reactor Vessel Welds. " Proprietary version submitted 
810312. 

TAYLOR, J. H. Babcock Sc Wilcox Co. Bl/06/19. Ip. 08965:001. 


—8107080253 BAW-1511 

" Irrad ia ti on-Induced Reduction in Charpy Upper-Shelf Energy 
of Reactor Vessel Welds," nonproprietary version. 

L£WE,A. L., MOORE, K. E. , WHITEMAR8H. C. L. Babcock 6 Wilcox Co. 
81/04/30. 121pp. 08965:002. 


8107080358 Informs thet response to 810612 questions re BAW-10147 P, 
"Fuel Rod Bowing in B8«W Fuel Designs, " will be submitted by 
810904. 

TAYLOR. J. H. Babcock * Wilcox Co. 8i/07/01. Ip. 08973:025. 


8107090091 Forwards table providing update for scheduled documentation 
submittal dates for equipment quelif ication data packages 
included in vendor equipment qualif ication program. 

ANDERSON, T. M. Westinghouse Electric Corp. N8-TMA-2459. 81/06/17. 

7pp. 08981:171. 


8107090216 Notifies of acceptance of info presented in 810611 ltr re 
organization changes within Water Reactor Div 6 response to 
810407 request for organization charts It description. 

HAA98, W. P. Quality Assurance Branch. 81/06/25. Ip. 08985:362. 


B107090329 Forwards comments on GE 810416 ltr re Ofc for Analysis 6 / 

Evaluation of Operational Data rept, "Safety Concerns 

Associated W/Plpe Breaks in BWR Scram Sys." Ltr reflects 
inadequate understanding of ofc charter Sc operation. 

MICHEL80N, C. Director's Office. 81/04/27. 6pp. 08986:223. 


8107090332 Forwards responses to NRC 810212 request for addl info on 
NEDE-20566 -5-P re ECC8 back flow leakage model. Responses 
were presented to Sc accepted by NRC on 810618. Enel withheld 
(ref 10CFR2. 790). 

HILL, R. A. General Electric Co. MFN-129-81. 81/07/01. 2pp. 

089B4: 145. 


8107090343 Notification of 810715 meeting w/Westinghouse in Bethesda, 
MD to discuss advanced PWR sys development. 

MURLEY, T. E. Division of Safety Technology. 81/06/30. Ip. 

08986: 267. 


—8107090346 Confirms 810715 meeting w/NRC in Bethesda, MD to discuss new 
PWR sys development. 

MCADOO, J. D. Westinghouse Electric Corp. N8-672. 81/06/19. 2pp. 

08986: 269. 


8107100073 Advises that NRC Ofc of Controller has baen asked to bill 
util for review of VEP-FRD-24, "VEPCO Flame Model. " Review 
completed on 810513. 

MILLER, W. Q. License Fee Management Branch. 81/06/29. Ip. 

09001 : 287. 


8107100233 Responds to 810219 request for assurance that fatigue effect 
review methodologies properly consider combination of OBE It 
SRV loads. GE approach to fatigue evaluations clarified. 

Calculated loads combined to comply w/fatigue upset limits. 

JOHNSON, R. B. General Electric Co. MFN 122-81. 01/06/29. 2pp. 

08992: 137. 
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8107100253 Forwards proprietary & nonproprietary versions of rept* 
“Criteria for Low Pressure Nuclear Turbine Disc Insp. " 

Application for withholding end. 

VACCARO* F. R. i BARSNESS, E. J. Westinghouse Electric Corp. 81/07/06. 
3pp. 08995:321. 


—8107100256 MSTG-l-NP 

Nonproprietary version* "Criteria for Lou Pressure Nuclear 
Turbine Disc Insp. " 

* Westinghouse Electric Corp. 81/06/30. 41pp. 08996:003. 


8107140051 Advises of payment due for review of revision to Topical 
Rept FPLTQAR 1-76A* submitted on 801216 * 810403. 

MILLER* W. 0. License Fee Management Branch. 81/06/29. Ip. 

09030: 269. 


8107140147 Notification of 810723 meeting w/Exxon Nuclear* Inc in 
Bethesda* MD to discuss Exxon fuel design analysis 
methodology. 

BEROOREN* J. S. Standardization & Special Projects Branch. 81/06/19. 
3pp. 09029:350. 


8107140172 Notification of 810623 meeting w/Westinghouse in Bethesda* MD 
to discuss transportation plan for shipment of SNM. 

WILSON* J. H. Standardization & Special Projects Branch. 81/06/23. 

Ip. 09031:191. 


8107140212 Summary of 810619 meeting w/Westinghouse re plans for BWR 
fuel product* analytical methods & licensing schedule. 

Proposed schedule* attendance lists & agenda end. 

BEROOREN* J. S. Standardization & Special Projects Branch. 81/06/23. 
6pp. 09031:071. 


8107140424 Responds to NRC 810602 ltr re NRC generic position on 
extended burnup operation. Review of NRC recommended approach 
underway. Decision will be submitted during current quarter 
of 1981. 

SCHERER, A. E. C-E Power Systems. LD-81-035. 81/07/07. Ip. 

09013: 336. 


8107140682 Forwards errata sheet for Revision 3 to BAW-10084P* 
"Programs to Determine In-Reactor Performance of B&W Fuels- 
Cladding Creep Collapse. “ 

TAYLOR* J. H. Babcock & Wilcox Co. 81/07/06. 2pp. 09018:199. 


—8107140686 BAW-10084P ERR 

Errata sheet for Revision 3 to BAW-10084P* “Program to 
Determine In-Reactor Performance of B&U Fuels-Cladding 
Creep Collapse. “ 

* Babcock & Wilcox Co. 81/07/06. Ip. 09018:200. 


8107150003 Advises of organization change. Change has no significant 
impact on topical QA program. Util general info bulletin 
end. 

WITHERS, B. D. Portland General Electric Co. 81/07/09. 2pp. 

09027: 308. 


8107150070 Forwards proprietary versions of revised XN-NF-80-19(P ) # Vol 
2. Revision 1* XN-NF-80-19(P), Vol 2A* Revision 1 * 

XN-NF-80-1 9< P > * Vol 2B. Revision 1, in response to NRC 810529 
request. Repts withheld <ref 10CFR2. 790). 

CHANDLER* J. C. Exxon Nuclear Co., Inc. (subs, of Exxon Corp. >. 
JCC:022; 81 . 81/07/06. 3pp. 09027:317. 


8107150117 Forwards 8uppl l to XN-NF-77-57<A), "Exxon Nuclear Power 
Distribution Control for PWRs* Phase II." 

OWSLEY* 0. F. Exxon Nuclear Co.* Inc. (subs, of Exxon Corp. >. 
QF0:060: 81. 81/07/02. Ip. 09025:159. 


—8107150118 XN— NF-77— 057 < A ) SOI 

"Exxon Nuclear Power Distribution Control for PWRs* Phase 
II*" Sup pi 1. 

HOLM* J. 8. , CHERNO* J. C. Exxon Nuclear Co.* Inc. (subs, of Exxon 
Corp.). 81/05/31. 125pp. 09025:160. 


8107150306 Forwards request for addl info re proposed Revision 5 to 
TVA-TR75-IA, “QA Program Description. " Addl info required to 
complete review. 

HAA88* W. P. Quality Assurance Branch. 81/06/25. 3pp. 09046:334. 


8107140141 Forwards responses to NRC 810428 request re Dec 1979 
PPX-TR-7701, Revision i “U-Form Radwaste Solidification 8ys. " 
Prompt action requested to assist VC Summer radwaste faciliy 
licensing. 

08MEYER* W. E. Teledyne Energy Systems. PPD-WE0-370. 81/07/14. 

67pp. 09045: 256. 


8107160457 Forwards Suppl 1 to BAW-1621* "Effects of Asymmetric LOCA 
Loadings* Phase IX Analysis." 

TAYLOR* J. H. Babcock * Wilcox Co. ESC-795. 81/07/09. Ip. 

09034: 347. 


—8107160462 BAW-1621 SOI 

"Effects of Asymmetric LOCA Loadings* Phase II Analysis," 
Suppl 1. 

* Babcock St Wilcox Co. 77-1126594-00. 81/06/30. 300pp. 

09034: 348. 


8107200162 Advises that EP Rahe will replace TM Anderson as manager 
of Nuclear Safety Dept on 810701. 

SLEMBER* R. J. Westinghouse Electric Corp. 81/07/06. Ip. 09068:345. 


8107200311 Informs that EP Rahe will replace TM Anderson as manager of 
Nuclear Safety Dept of Nuclear Technology Div* effective as 
of 810701. 

SLEMBER* R. J. Westinghouse Electric Corp. 81/07/06. Ip. 09076:012. 


8107200528 Grants approval of Amend 5 to QA topical rept DUKE-1 -A. Amend 
provides commitments to recent revisions to reg guides* 
description of organizational changes Sc editorial changes. 

Topical rept evaluation end. 

HAASB, W. P. Quality Assurance Branch. 81/07/14. Ip. 07079:319. 


— 8107200530 Topical rept evaluation of DUKE-l-A Amend 5* "Duke QA 
Program. " Rept acceptable. 

* Quality Assurance Branch, 81/07/14. 2pp. 09079:320. 


8107210289 Informs that based on 810126 meeting St subsequent telcons 
w/B Sheron,C-E owners group response to concerns in 
Attachment 1 will satisfy requirements of TMI Action Plan 
Item II. K. 3. 30. Results will be submitted by 820101. 

BASKIN* K. P . C-E Operating Plants Owners Group. 81/07/14. 2pp. 
09101:301. 


8107210323 Forwards updated diaphragm floor differential pressure 
upload* conservatively defined per 4T Sc 4TC0 test data. 

Vertical loading on Mark II containment diaphragm floor will 
occur during postulated LOCA due to pressure difference. 

STARK. S. J. General Electric Co. MFN 125-81. 81/06/30. 4pp. 

09104: 183. 


8107220236 Forwards slide presentation entitled* "Small Break LOCA 
Model Resolution," in response to NUREG-0737, Item II. K. 3. 30* 
“Revised Small Break LOCA Methods to Show Compliance 
W/10CFRS0* App K. " No changes needed. Model acceptable. 

BUCHHOLZ* R . H. General Electric Co. MFN-132-81. 81/06/26. 2pp. 

09117:299. 


8107220371 Notifies that Ofc of Controller will bill vendor for review 
of WCAP-9401 (P ) /9402<NP ) * "Verification Testing & Analyses 
of 17X17 Optimized Fuel Assembly. “ Basis for review costs 
outlined. 

MILLER* W. 0. License Fee Management Branch. 81/06/29. Ip. 

09121:236. 


8107230302 Responds to 810710 request for addl info re Part 1 of App 
to NS-TMA-2448 concerning increased preburst clad swelling. 
Sensitivity studies performed to determine impact of 
increased swelling. 

RAHE* E. P. Westinghouse Electric Corp. NS-EPR-2467. Bl/07/15. 4pp. 

09133: 161. 


8107240209 Advises that response to NRC 810608 ltr re questions on 
CENPD-225* “Fuel & Position Rod Bowing* “ will be submitted 
by 811015. 

SCHERER, A. E. C-E Power Systems. LD-81-037. 81/07/20. Ip. 

09139:279. 


8107270013 Forwards comments on draft NRC rept* "Generic Safety 
Evaluation Rept re Integrity of BWR Scram Sys Piping. " 

GR1DLEY* R. L. General Electric Co. MFN-127-81. 81/06/30. 10pp. 

09162:084. 


8107270015 Forwards response to NRC questions re NEDO-24342, “GE 
Evaluation in Response to NRC Request re BWR Scram Sys Pipe 
Breaks. “ 

©RIDLEY* R. L. General Electric Co. MFN-126-81. 81/06/30. 25pp. 

09162:094. 


8107280353 Forwards response to 810403 request for addl info on 
BAW-10110# "CHATA. “ 

TAYLOR, J. H. Babcock St Wilcox Co. 81/07/21. 12pp. 09178:007. 


8107290059 Forwards proprietary version of NEDE— 25090-1 -P* Revision 
i* "Analytical Model for T-Quencher Water Jet Loads on 
Submerged Structures* " on behalf of Mark I owners group as 
part of NRC Taak Action Plan A-7. Withheld (ref 10CFR2. 790). 

STARK* S. J. General Electric Co. MFN 124-81. 81/07/22. 2pp. 

95316: 233. 
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8107290280 Advises of acceptance of Amend 5 to QIBSAR-17-A* QA program 
topical rept submitted 810623. Q A program meets criteria in 
App B to 10CFR50 & may be implemented upon issuance. 

HAA9S,W. P. Quality Assurance Branch. 81/07/08. Ip. 09206:358. 


— 8107290282 Topical rept evaluation of Amend 5 to GIBSAR-17-A 
QA program. Amend acceptable. 

* Quality Assurance Branch. 81/07/08. 2pp. 09206:359. 


8107300031 Forwards info in response to NRC 810717 ltr re Topical 
Rept PPI-TR-7701# Revision l,U-form radwaste solidification 
sys. 

GSMEYER* W. E. Teledyne Energy Systems. PPD-WEO-372. 81/07/23. 7pp. 
09191:145. 


HASH REGULATORY PUBLICATIONS - PRE-NUREG SERIES 


8107220009 Accepts 810323 invitation to 1981 IEEE Stds Workshop on 
Human Factors & Nuclear Safety to be held 810830-0904 in 
Myrtle Beach* SC. Of f ers to hold tutorial on probabilistic 
risk assessment* including origins & WASH-1400 methodology. 
BERNERO* R. M. Office of Nuclear Regulatory Research* Director. 
81/04/07. 2pp. 09127:065. 


WASTE MOT NUCLEAR WASTE MANAGEMENT 


8107060128 Concurs w/proposed DOE method of disposal of small 
quantities of low level radioactive groundwater & 
storm water* in response to 810429 ltr & 810520 telcon. 

Disposal method agreeable to State of UT Dept of Health. 

SCARANO* R. A. Uranium Recovery Licensing Branch. 81/06/16. Ip. 
08957: 317. 


B1 07080546 Comments on Mar 1981 rept* "Environ Cleanup Stds. " Protocol 
for "Procedure for Long-Term Radon Progeny Measurements" 
should be finalized. 

EADIE. G. G. Uranium Recovery Licensing Branch. FIN B-2216. 

81/06/11. Ip. 08979: 130. 


8107100131 Trip rept of 810504-08 scoping meetings & visit 
to Salt Lake City. Tooele fc Tooele County. UT re DOE UMTRAP 
specific project to stabilize & dispose of U mill tailings 
at abandoned Vitro site in Salt Lake City. 

SHAFFER. W. M. Uranium Recovery Licensing Branch. 81/06/19. 21pp. 

09001:252. 


8107100336 Discusses status of 40CFR190 hear ings. Order s to implement 
40CFR190 were issued to 14 NRC-licensed U mills on 810326. 

Eight licensees filed request for hearing. 

SCARANO* R. A. Uranium Recovery Licensing Branch. 81/06/02. Ip. 
09002:270. 


8107160133 Submits comments on "Edgemont Cleanup Action Program Survey" 
for Apr 1981. Engineering assessments for 125 properties 
identified as exceeding EPA remedial action criteria should 
be completed. Other aspects of monthly rept adequate. 

EADIE. G. G. Uranium Recovery Licensing Branch. FIN B-2217. 

81/06/il. lp. 09062:093. 


— 8107160134 “Edgemont Remedial Action Program Survey" ltr rept for Apr 
19S1 . 

JACKSON. P. 0. . WOGMAN. N. A. . PERKINS.R.W. Battelle Memorial 
Institute. Pacific Northwest Laboratory. FIN B-2217-0. 01/05/21. 

7 pp. 09062:094. 


8107160268 Forwards Edgemont cleanup action program status rept. 
•ummarizing results of BNWL radiological surveys through Apr 

PETTENGILL. H. J. Uranium Recovery Licensing Branch. 81/06/18. lp. 
09050: 356. 


— 8107140052 Forwards Edgemont Cleanup Action Program monthly rept 
summary for Apr 1981. Enel summarizes results of BNML 
radiological surveys through Apr. 

SCARANOi R. A. Uranium Recovery Licensing Branch. 81/06/02. 4pp. 
09029:341. 


8107160477 Forwards Edgemont cleanup action program status rept* 
summarizing BNWL radiological survey through Apr 1981. 

PETTENGILL* H. J. Uranium Recovery Licensing Branch. 81/06/18. lp. 
09030: 319. 


■8107160484 Advises that NRC contracted w/PNL to conduct radiological 
surveys to determine extent of U mill tailings at offsite 
properties in Edgamont. SD. Summary of results end. 

SCARANO. R. A. Uranium Recovery Licensing Branch. 81/06/02. 4pp. 
09050: 320. 


8107160636 Discusses 810201-0529 significant actions taken by Div of 
Waste Mgt to execute responsibilities re DOE condut of U 
mill tailings remedial action program. 

SCARANO. R. A. Uranium Recovery Licensing Branch. 81/05/30. 3pp. 
09061 : 186. 


8107170041 Summary of 810521 meeting w/DOE St BNWL in Silver Spring* MD 
to review vegetation/rock cover supporting RS<D program for 
U mill tailings remedial action program. Meeting handout 
end. 

SHAFFER* W. M. Uranium Recovery Licensing Branch. 81/06/16. 5pp. 
09062: 156. 


8107170266 Forwards notice of intent to prepare EIS & to conduct public 
scoping meetings for proposed remedial actions at inactive 
U mill tailings site St vicinity properties near Durango* CO. 
Concurrence requested by 810529. 

BOROBTROM. C. S. Energy, Dept. of. 10181. 81/05/28. 12pp. 

09062:316. 


8107130523 Submits review of Apr 1981 monthly rept for "Environ Cleanup 
Stds." No further action required re workshop rept tt final 
protocol for procedure for long-term radon progeny 
measurements. 

EADIE, 0. G. Uranium Recovery Licensing Branch. FIN B-2216. 

81/06/11. lp. 09024:052. 


0107140307 Advisas of NRC concurrence w/810528 notice of intent for 
Durango UMTRAP EIS Sc associated public EZ8 scoping meetings 
scheduled for 810630 Sc 0701 in Durango* CO. 

SCARANO. R, A. Uranium Recovery Licensing Branch. 81/06/25. lp. 
09031:289. 


B107140842 Informs that min technical qualifications for radiation 
safety officer Sc radiation technicians do not meet w/encl 
current min qualif ications required in recently issued 
licenses. 

SCARANOi R. A. Uranium Recovery Licensing Branch. 81/06/30. 3pp. 
09028:341. 


8107190116 Forwards Edgemont cleanup action program status rept» 
summerizing BNWL radiological survey through Apr 1981. 

PETTENQILL* H. J. Uranium Recovery Licensing Branch. 81/06/18. lp. 
09048:278. 


8107190320 Submits review of Mar 1981 monthly rept for Edgemont cleanup 
action program St concurs w/continuation of RPI8U 
measurements St Track Etch cross-calibr study. Engineering 
assessments for properties exceeding EPA criteria suggested. 

EADIE, G, Q. Uranium Racovery Licensing Branch. FIN B-2217. 

81/06/11. lp. 09046:327. 


■8107150325 Forwards Mar 1981 monthly rept on Edgemont remedial action 
program survey. 

JACKSON, P. 0. , PERKINS, R. U. * WOGMAN, N. A. Battelle Memorial 
Institute, Pacific Northwest Laboratory. FIN B-2217-0. 81/05/19. 

6pp. 09046:328. 


8107200535 Forwards revised memo to S Chilk Sc draft notice of hearing 
re 810515 requests for hearing. Requests transmittal to 8 
Chilk. 

DAVIS* J. G. Office of Nuclear Material Safety 8* Safeguards* Director. 
81/05/27. lp. 09079:342. 


—8107200537 Advises of 810326 issuance of orders to U mill licensees 
requiring quarterly dose assessments re compliance w/ 

40CFR190. Quarterly environ monitoring program data also 
required. Draft notice of hearing end. 

DAVIS, J. 0. Office of Nuclear Material Safety & 

Safeguards, Director. 81/05/27. . 4pp. 09079:344. 


B 107220035 Forwards Ra-222 results for Apr 1981. 

CAIN, J. Cotter Corp. 10149. 81/06/12. 5pp. 09127:255. 


8107220036 Forwards "Solid Waste Disposal Rept* May 1981* “ for Uravan* 
CO facility* License SUA-673. No tailings disehargad or 
produced. 

JONES* R. K. Union Carbide Corp. 81/06/12. lp. 09127:260. 


—8107220039 "Solid Waste Disposal Rept*May 1981." 

* Union Carbide Corp. 81/06/12. 22pp. 09127:261. 


8107220363 Forwards "Remedial Action Concept Paper for U Mill 
Tailings at Vitro Site*Salt Lake City*UT, June 1981." 

RAMSEY, R, W. Utah, State of. 10168. 81/06/19. 23pp. 09125:266. 


8107220398 Requests that ultrasonic testing of field seam be deleted 
fTom QC program. Hovater-Way Engineers, Znc 810521 ltr end. 

THOMPSON, J. E. Dawn Mining Co. 10113. 81/05/27. 2pp. 09127:398. 
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8107230168 Forwards "Breathing Zone Summary, " Natural U Concentration 
( uCi/MI ) for Apr 1981. 

CAIN, J. Cotter Corp. 10189. 81/06/23. alp. 09136:350. 

— 8107230176 "Breathing Zone Summary," Natural U Concentration (uCi/MI) 
for Apr 1981. 

* Cotter Corp. 81/04/30. 4pp. 09136:351. 

8107230180 Forwards "Breathing Zone Summary, " Natural U Concentration 
< uCi/MI ) for May 1981. 

CAIN, J. Cotter Corp. 10190. 81/06/24. Ip. 09136:355. 


— 8107230184 “Breathing Zone Summary," Natural U Concentration (uCi/MI) 
for May 1981. 

* Cotter Corp. 81/05/31. 4pp. 09136: 356. 


8107230292 Forwards draft of remedial action concept paper for Durango 
site. Reviews & comments requested at earliest convenience. 

CAMPBELL, R. H. Energy, Dept. of. 10146. 81/06/08. 28pp. 

09146: 290. 


8107270043 Forwards Rn-222 rept for Feb & Mar 1981. 

CAIN, J. Cotter Corp. 10072. 81/05/12. 5pp. 09162:337. 


8107270045 Forwards water quality rept for Mar 1981. 

CAIN, J. Cotter Corp. 10071. 81/05/12. 7pp. 09167:260. 


8107270310 Forwards Revision 1 to plans & estimated costs for 
reclamation of existing ponds, commingled tailings piles & 
for decommissioning of Uravan Mill. 

KAGETSU, T. J. Union Carbide Corp. 10105. 81/05/27. 8pp. 

09178: 177. 


8107280020 Forwards monthly progress rept for 810427-0531 re tailings 
transfer operation. 

MCCLUSKEY, J. P. Cotter Corp. 10144. 81/06/12. 4pp. 09179:222. 


8107280106 Forwards Revision 2 to proposed plans & estimated costs for 
tailings it pond reclamation Sc decommissioning of Uravan 
Mill. 

KAGETSU, T.J. Union Carbide Corp. 10197. 81/06/30. 16pp. 

09180:069. 


8107280388 Submits info describing applicant progress toward 
implementation of computerized data processing of inplant Sr 
environ data collected at mill. 

MCCLUSKEY, J. P. Cotter Corp. 10123. Bl/05/29. 2pp. 09180:337. 


8107280393 Forwards 810518 memo from Sandia Natl Lab advising DOE of 
intent to use Grand Junction mill tailings site for 
technology develppment for radiological measurements. DOE 
concurs u/decision. 

GONZALES, A. L. Energy, Dept. of. 10117. 81/05/29. Ip. 09180:339. 


8107290019 Requests input for FY81 status rept to Congress on U mill 
tailings remedial action program, be submitted by 810930. 

CAMPBELL. R. H. Energy, Dept. of. 10219. 81/07/09. 2pp. 09189:261. 


8107290222 Forwards one oversize drawing which details drainpipe 
installation Sc proposed change to decant pump sys. Original 
changes will be made if state has no objections. Aperture 
card will be available in PDR. 

THOMPSON, J. E. Dawn Mining Co. 10001. 81/04/20. Ip. 09206:157. 


8107290250 Forwards Phase 11B as-built drawings for typical sections 
submitted 800828 w/Uravan tailings disposal stabilization 
program Phase II geotechnical rept. Six oversize drawings 
end. Apert ure cards will be available in PDR. 

KAOETSU, T. J. Union Carbide Corp. 10191. 81/06/25. Ip. 09206:200. 


8107310123 Requests response to questions re Uravan operations, prior to 
810529 discussion of waste mgt options, scheduled on 810529. 

HAZLE, A. J. Colorado, State of. 10102. 81/05/15. 2pp. 09222:221. 


8107310295 Discusses Dames it Moore recommendation of three alternative 
disposal areas for mill tailings at Vitro Site, Salt Lake 
City, UT. Requests concurrence w/first alternate area as 
disposal area. Dames & Moore evaluation end. 

TIERNEY, M. 8. Sandia Laboratories. 10114. 81/05/18. 13pp. 

09222: 336. 


XPORTLIC EXPORT AND IMPORT LICENSES 


8008140280 Requests Executive Branch views re Ed low Inti Co 800721 
application for amend to license to export natural U to 
France. 

DEVINE, J. B. Assistant Director for Export/Import & International 
Safeguards. 80/07/30. 2pp. 06346:283. 


8107010488 License for Sandvik Special Metals Corp to export 
27,000 lb Zircaloy-4 tubing to Argentina. 

DEVINE, J. B. Assistant Director for Export/Import & International 
Safeguards. D3-9-153 B. 81/06/26. Ip. 08918:344. 


8107020045 Amend 2 to Meetinghouse license, extending expiration date 
from 820101 to 841231. 

DEVINE, J. B. Assistant Director for Export/Import & International 
Safeguards. 0146. 81/06/25. Ip. 08919:350. 


8107020049 License for Union Carbide Corp to export 10.06 kg U-235, 
contained in 10.8 kg U, to France. 

DEVINE, J. B. Assistant Director for Export/Import & International 
Safeguards. 281. 81/06/24. 3pp. 08919:351. 


8107020075 Application for license to export 5 g each NBS samples 
U-0O5, U-020, U-030 Sc U-050 to Japan. 

CQYhE, M. J. Spex Disc, Inc. 5625. 81/06/15. Ip. 08918:359. 


8107020080 Application for license to export nuclear fuel magnetic & 
passive scanner to Japan. 

WILSON, B. D. General Electric Co. BDW-071-81. 81/06/16. Ip. 

08918: 360. 


8107020161 Application for license to export 510 kg U, enriched to 
3. 2534, to Japan. 

* Ed low International Co. UES-JA-027. 81/06/23. Ip. 08920:316. 


8107020163 Application for license to export 7211 kg U, enriched to 
3. 25%, to Japan. 

* Ed low International Co. UES/JA-019. 81/06/23. Ip. 08920:315. 


8107020165 Application for license to export 5 g each NBS samples 
U-005, U-020, U-030 & U-050 to Japan. 

COYbE, M. J. Spex Disc, Inc. 5620. 81/06/15. Ip. 08919:354. 


8107020166 Application for license to export 4 g NBS std ref matl U-050 
to Japan. 

COYNEi, M. J. Spex Disc, Inc. 5624. 81/06/15. Ip. 08920:321. 


8107020168 Application for license to export 13,056 kg U, enriched to 
2. 85%, to Japan. 

* Ed low International Co. UES-JA-17. 81/06/23. Ip. 08920:317, 


8107070499 Application for license to export one compensated 
ionization chamb er, Model WL23084, to Japan. End use statement 
end. 

POCHAL, W. F. Westinghouse Electric Corp. ZE-60213. 81/06/22. 5pp. 

08963: 347. 


8107090143 Requests license to import 18,400 kg U, containing 211.60 kg 
U-235, from France. 

MAT80N, V. Transnuclear, Inc. 81/06/09. 2pp. 08985:267. 


8107090153 Requests that max enrichment of U-235 noted in License 
ISNM-79007 be removed. Original application requested 
authorization to import irradiated fuel assemblies from 
Japan. 

HARMON, D. W. Edlow International Co. 81/06/05. Ip. 08979:347. 


8107090165 Requests license to import 49,811 kg U, containing 454.584 kg 
U-235, from France. 

MATSON, V. Transnuclear, Inc. 81/06/17. 3pp. 08979:354. 


8107090424 Requests emend to export License XB-1065 to extend 
expiration date to Sept 1985. 

HARMON, D. Edlow International Co. 81/06/30. Ip. 08984:228. 


8107090454 License for Mitsui Sr Co (USA), Inc to export two Zircaloy-2 
extruded tubes to Japan. 

DEVINE, J. B. Assistant Director for Export/Import & International 
Safeguards. 136203. 81/07/01. ip. 08985:144. 


8107090457 License for Sigma Chemical Co to export 5 kg deuterium 
oxide to Korea. 

DEVINE, J. B. Assistant Director for Export/Import & International 
Safeguards. D-79. 8i/07/0i. Ip. 08985: 145. 
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8107090439 License for K-C Forest Products Corp to export ten in-core 
radiation detectors* Model WL-23465* to Korea. 

DEVINEiJ. B. Assistant Director for Export/Import & International 
Safeguards. KC-232. 81/07/01. Ip. 08985: 146. 


8107090461 License for Sigma Chemical Co to export 5 kg deuterium oxide 
to Spain. 

DEVINEiJ. B. Assistant Director for Export/ Import it International 
Safeguards. D-BO. 81/07/01. Ip. 08985:147. 


8107090466 License for Mitsubishi Inti Corp to export 0.40 g U-235i 
contained in 41. 59 g U & 60 g depleted Ui as U hexafluoride 
contained in Hoke tubes* to Japan. 

DEVINEiJ. B. Assistant Director for Export/Import & International 
Safeguards. HSA6702-04. 81/06/26. 2pp. 08985:148. 


8107090469 Amend 1 to license for Mitsubishi Inti Corp* decreasing 
quantity of U authorized for export to Japan to 37*655 kg. 
DEVINEiJ. B. Assistant Director for Export/import Sc International 
Safeguards. HSA-5480-12. 81/06/29. Ip. 08985:150. 


8107090472 Application for license to export two fission counters* Model 
UL6971A Si one compensated ioni zation chamber* Model WL6377, 
to Italy. 

POCHAL* W. F. Westinghouse Electric Corp. ZE-40083. 81/06/25. Ip. 

08985: 151. 


8107090476 Application for license to export 1 kg deuterium* in 5 kg 
deuterium oxide* to Columbia. 

EDELSTEIN* B. Aldrich Chemical Co.* Inc. (subs, of Sigma-Aldr ich 
Corp.). 8/81. 81/06/29. Ip. 08985:160. 


8107090478 Forwards three applications for export licenses for minor 
nuclear export. Ltrs of assurance required. U/o ends. 

DEVINEiJ. B, Assistant Director for Export/Import Sc International 
Safeguards. 81/06/30. Ip. 08985:161. 


8107100014 License for Aldrich Chemical Co to export 5 kg deuterium 
oxide to Argentina. 

DEVINEiJ. B. Assistant Director for Export/Import 8c International 
Safeguards. 6/81. 81/07/06. 2pp. 09001: 178. 


8107100019 Discusses SECY-81-361 re Union Carbide Corp proposed license 
to export 10.8 kg U to France. Recommendation for approval 
accepted. 

CHILKiS. J. Office of the Secretary of the Commission. SSI-361. 
81/06/24. Ip. 09001:182, 


8107100021 Advises that Commission has approved proposed license 
amend for Edlow Inti Co to export source matl to France. 

CHILKiS. J. Office of the Secretary of the Commission. 881-355. 
81/06/23. Ip. 09001:189. 


8107100029 Requests Executive Branch position re Edloui Inti Co 
application for amend to export license* extending 
expiration date to 850901. W/o end. 

DEVINE* J, B. Assistant Director for Export/Import it International 
Safeguards. 81/07/06. Ip. 09001:200. 


8107100162 License for Matheson Gas Products to export 90 g deuterium, 
contained in one Size 4 container* to Mexico. 

DEVINEiJ. B. Assistant Director for Export/Import & International 
Safeguards. 104-44857. 81/07/06. 2pp. 09001:335. 


8107100274 Requests Executive Branch position re GE application for 
license to export nuclear fuel magnetic it passive scanner to 
Japan. W/o end. 

DEVINEiJ. B. Assistant Director for Export/Import it International 
Safeguards. 81/07/02. Ip. 09001:053. 


8107100313 Provides findings re Transnuclear* Inc 810617 application to 
import low enriched U from France. License should be issued. 

MQQREi R, N. Assistant Director for Export/Import 8c International 
Safeguard*. 81/07/06. ip. 09002:086. 


8107100319 Notice of receipt of applications for licenses to export/ 
import nuclear facilities or metis. Request for hearing or 
petition for leave to intervene must be filed within 30 days 
of FR publication, 

SHEA* J. R. Offica of International Programs* Director. 81/07/02. 
2pp. 09002: 139. 


8107130043 SEC Y-B 1—383 

Rsviewt proposed issuance of Licenses X8NM-0844* X8NM-1043 8< 
XSNM-164S & amends to Westinghouse it GE. Recommends licenses 
Si amends be granted. 

DIRCK8.W. J. Office of the Executive Director for Operations. 
81/06/22. 6pp. 09024:244. 


-8107130048 Submits application to amend export license* adding 2*068 kg 
U-235* contained in 146*345 kg U* to fuel assemblies for 
export to Spain. 

DAHLSTROM* C. A. Westinghouse Electric Corp. ICS-6178. 77/11/02. 

3pp. 09024:231. 


*8107130051 License for Westinghouse to export 3*830 kg U-235* contained 
in 146, 343 kg U, to Spain. 

GU4IN, M. A. Assistant Director for Export/Xmport S« International 
Safeguards. 76/09/17. 2pp. 09024:254. 


■8107130054 Amend 1 to license for Westinghouse. extending expiration 
date to 800601. 

GLMINiM. A. Assistant Director for Export/Import & International 
Safeguards. 77/12/08. Ip. 09024:256. 


—8107130057 License for Westinghouse to export 348 kg U-235* contained in 
15*973 kg U* to Spain. 

GUHIN, M. A. Assistant Director for Export/Import it International 
Safeguards. PC-NRC-25. 77/07/21. 2pp. 09024:261. 


— 8107130060 Amend 1 to license for Westinghouse* increasing quantity of 
matl authorized for export to 556 kg U-235* contained in 
16*223 kg U. to Spain. 

PETER80N, M. R. Assistant Director for Export/Import & International 
Safeguard*. 79/10/10. Ip. 09024:263. 


— 8107130063 Submits application to amend export license by withdrawing 
request for authorization of ENUSA as intermediate 
consigns e. 

WILSON* B.D. General Electric Co. 81/03/24. 2pp. 09024:268. 


— 8107130068 Executive Branch position re GE application to export 
2*520 kg U-235* contained in 95*000 kg U*to Spain. Ltr of 
assurance end. License should be granted. 

NQ8ENZO, L. V. State, Dept, of , Bureau of Oceans Sc Internatl. Environ. 
Sc Scientific Affairs. 81/05/11. 5pp. 09024:296. 


— 8107130070 Advises of some confusion >e license b amend numbers noted 
in Spanish ltrs of assurance. Future correspondence should 
refer to specific quantities shown on application. 

SHEA* J. R . Office of International Programs* Director. 81/06/12. 
2pp. 09024:301. 


8107140001 Advises that 810515 request for approval of primary routa 
for transport of spent reactor fuel has been approved. 

Arrangements w/law enforcement agencies complete. Data Sc 
approved route end. Info should be provided to carrier. 

MCCORKLE, G. W. Physical Security Licensing Branch. 81/06/24. 20pp. 

09030: 249. 


B10714079B Forwards Transnuclear* Inc 810610 ltr* transmitting addl info 
re export license applicat ion. Ltr should be considered in 
conjunction w/791210 application. 

DEVINEiJ. B. Office of International Programs* Director. 81/06/16. 
Ip. 09032:115. 


8107140925 SECY-81-397 

Authorizes denial of license to Milcor Corp to export 
30,000 Ci of tritium gas to Israel. 

DIRCKSiW. J. Office of the Executive Director for Operations. 
81/06/26. 3pp. 09212:352. 


8107150045 License for Teledyne Wah Chang Albany to export 140 lb 
Zircaloy-4 tube shells to Canada. 

DEVINEiJ. B. Assistant Director for Export/Import it International 
Safeguards. 1345. 81/07/08. Ip. 09048:357. 


8107150051 Application for license to export 237 Inconel self powered 
flux detectors to Canada. 

POCHAL* W. F, Westinghouse Electric Corp. 81/07/08. Ip. Q904B:35B. 


8107150053 Amend 1 to Mitsubishi Inti Corp export license* increasing 
to 120 g amount of depleted U to be exported to Japan. 

PETERSON* M. R. Assistant Director for Export/Import fc International 
Safeguards. HSA-6702-04. 81/07/08. Ip. 09048:359. 


8107150054 License for Aldrich Chemical Co* Inc to export 5 kg deuterium 
oxide to Brazil. 

DEVINEiJ. B. Assistant Director for Export/Import Sc International 
Safeguards. 7/81. Bl/07/08. 2pp. 09048:360. 


8107130056 License for Westinghouse to export 237 self powered flux 
detectors to Canada. 

PETERSON* M. R. Assistant Director for Export/Import * International 
Safeguards. CAR-DAA-57934. 81/07/08. Ip. 09049:017. 
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8107190396 Advise* that license for Meetinghouse to export 237 flux 
detectors to Canada was issued on emergency basis# in 
response to 810707 application. 

MOORE# R. N. Assistant Director for Export/Import Sc International 
Safeguards. 81/07/08. Ip. 09033:021. 


8107160031 Application for license to export two WL-8073 fission 
counter tubes# containing 3 g U-235. to Japan. 

PQCHAL* U. F. Meetinghouse Electric Corp. ZE-60215. 81/07/02. Ip. 

09147: 121. 


8107160943 Requests Executive Branch position re EURATOM application 
for license to export highly enriched U to Greece. M/o end 
application. 

DEVINE# J. B. Assistant Director for Export/Import Sc International 
Safeguards. 81/07/07. ip. 09090: 194. 


8107160948 Executive Branch position re Meetinghouse application to 
export two compensated ionization chambers to Portugal. Ltrs 
of assurance end. License should be granted. 

BORIOHT# J. P. State# Dept, of# Bureau of Oceans & Internatl. Environ, fc 
Scientific Affairs. 81/07/10. 3pp. 09050:092. 


8107160551 Amend 1 to Mitsui Sc Co license# increasing max enrichment 
percentage. 

PETERSON# M. R. Assistant Director for Export/Import & International 
Safeguards. MBK-NAIQ. 81/07/13. Ip. 09050:096. 


8107160595 License for KOR# Inc to export 154 kg deuterium oxide to 
Canada. 

PETERSON# M. R. Assistant Director for Export/Import Sc Internationa 1 
Safeguards. 81/07/13. Ip. 09050:097. 


8107160598 License for Meetinghouse to export two compensated 
ionization chambers to Portugal. 

PETERSON# M. R. Assistant Director for Export/Import S< International 
Safeguards. ZE-20429. 81/07/14. Ip. 09050:098. 


8107160962 License for Mitsui Sc Co to export 85.800 lb Zircaloy-2 Sc 
Zirealoy-4 tube shells to Japan. 

DEVINE# J. B. Assistant Director for Export/Import $< International 
Safeguards. 136198. 81/07/07. Ip. 09050:099. 


8107160963 License for Mitsui Sc Co to export 1#72B kg U-235* contained 
in 79# 171 kg U. to Japan. 

PETERSON# M. R. Assistant Director for Export/Import & International 
Safeguards. 81/07/07. 2pp. 09050: 100. 


8107160567 License for Mitsuiline Travel Svc of America to export 
miscellaneous specially designed or prepared parts Sc 
components to Japan. 

DEVINE. J. B. Assistant Director for Export/Import Sc International 
Safeguards. 81/07/01. Ip. 09050:106. 

8107160970 Application for license to export three BWR-6 control rods 
w/o drives to Japan. 

* General Electric Co. BDW-073-81. Bl/07/13. Ip. 09050: 155. 


8107170183 Forwards application for license to export 6.547 kg U# 
contained in 7.018 kg U hexafluoride# to Greece. 

MARCHAL# J. European Communities# Commission of. 81/06/30. Ip. 
09062: 392. 


— 8107170187 Application for license to export 6.547 kg U# contained in 
7.018 kg U hexafluoride# to Greece. 

MARCHAL# J. European Communities# Commission of. GRR-1. 81/06/29. 
6pp. 09062:353. 


8107200029 Forwards FR notice of receipt of 8MUC0 Inventory Storage Co 
6 Transnuc 1 ear# Inc applications for licenses to import i. 63% 

Sc 1.15% enriched U from West Germany 6 France# respectively. 

SHEA# J. R. Office of International Programs# Director. 81/06/25. 

Ip. 09079:096. 


“-8 1 07200028 Notice of receipt of SMUCO Inventory Storage Co Sc 
Transnuc lear# Inc applications for licenses to import 1.63% Sc 
1.19% enriched U from West Germany Sc France# respectively. 

SHEA# J. R. Office of International Programs# Director. 81/06/25. 
2pp. 09079:097. 


8107210047 Requests license to import 120.828 kg U-235* contained in 
5# 610 kg U# from West Germany. 

GARRETT* J. A. Separative Work Unit Corp. 81/06/22. Ip. 09107:185. 


8107210092 Executive Branch position re Edlow Inti application to 
export 2*500*000 lb U ore# containing 961*632 kg U for 
European Community. License should be granted. 

BORIOHT* J. P. State* Dept, of* Bureau of Oceans Sc Internatl. Environ. Sc 
Scientific Affairs. Bi/07/13. 3pp. 09108:047. 


8107210107 Application for license to export 118# 580 lb Zircaloy-2 
tube shells to Japan. 

MONDEN# T. Mitsui Sc Co. * Ltd. 136201. 81/07/09. 2pp. 09108:088. 


8107210113 Application for license to export two compensated ionization 
chambers* Model ML23944# to France. 

PQCHAL* M. F. Mestinghouse Electric Corp. ZE-20398-5C. 81/07/07. 

Ip, 09107:232. 


8107210130 Application for license to export one mCi solid metal Cm-244 
to Egypt. 

HELM. K. S. Isotope Products Laboratories. W/O 8704. 81/07/06. Ip. 

09107:259. 


8107210158 License for Transnuc lear* Inc to export 363.17 kg U-235* 
contained in 10*230 kg U hexaflouride Sc 0.036 kg U-235# 
contained in 1 kg hexaflouride# to Belgium. 

PETERSON# M. R. Assistant Director for Export/Import Sc International 
Safeguards. 81 188/01 RBU37. 81/07/15. 2pp. 09106:309. 


8107210162 Advises that application for export license should be 
granted. 

MOORE* R. N. Assistant Director for Export/Import Sc International 
Safeguards. 81/06/09. Ip. 09107:301. 


8107210163 Amend 3 to license for Hoke* Inc increasing value & revising 
■description of equipment to 650 pieces of Bellows sealed 
instrument isolating valves Sc parts to be exported to South 
Korea. 

PETERSON. M. R. Assistant Director for Export/Import Sc International 
Safeguards. 81/07/15. Ip. 09106:308. 


8107210182 Application for license to export 5 kg deuterium oxide 
liquid over 2 yr period to India. 

STERN, W.C. Sigma Chemical Co. D-B2. 81/07/10. Ip. 09106:209. 


8107210186 License for Reuter-Stokes. Inc to export two fission 
counters# Model RS-P6- 1608- 110# to Belgium. 

DEVINE# J. B. Assistant Director for Export/Import Sc International 
Safeguards. W-9050. 81/07/13. Ip. 09106:210. 


8107210190 License for Meetinghouse to export one compensated 
ionization chamber* Model WL23084, to Japan. 

DEVINE, J. B. Assistant Director for Export/Import Sc International 
Safeguards. ZE-60213. 81/07/13. Ip. 09106:211. 


8107210469 Application for license to export two uncompensated ion 
chambers* Model RS-C2-2510-104, to The Netherlands. 

EECKHOUT* A. Reuter-Stokes* Inc. W-8975. 81/05/05. Ip. 09108:345. 


8107210479 License for GE to export 2,520 kg U-235. contained in 
95.000 kg U# to Spain. 

PETERSON# M. R. Assistant Director for Export/Import Sc International 
Safeguards. B DM-80006. 81/07/15. 2pp. 09110:345. 


8107210487 Amend 3 to Mestinghouse license* extending expiration date 
to 841231 Sc increasing U available for export to 5*987 
kg U-235* contained in 213*729 kg U* to Spain. 

PETERSON# M. R. Assistant Director for Export/Import Sc International 
Safeguards. WP-41190-AR 8. 81/07/15. ip. 09108:282. 


8107210494 Executive Branch position re DOE application to export A kg 
U-235* contained in 30.69 kg U# to France Sc The Netherlands. 

Ltr of assurance end. License should be granted. 

BORIOHT* J.P. State# Dept, of* Bureau of Oceans S< Internatl. Environ. Sc 
Scientific Affairs. 81/07/15. 3pp. 09108:284. 


8107210551 License for Aldrich Chemical Co# Inc to export 5 kg deuterium 
oxide to Columbia. 

PETERSON* M. R. Assistant Director for Export/Import Sc International 
Safeguards. B/81. 81/07/16. Ip. 09110:343. 


8107210556 License for Mestinghouse to export 2 fission counters# 

Model ML -6971 Sc one compensated ionization chamber* Model 
WL6377* to Italy. 

PETERSON* M. R. Assistant Director for Export/Import Sc International 
Safeguards. ZE-40083. 81/07/16. Ip. 09110:344. 


8107220013 Amend 3 to Mestinghouse license* increasing quantity of matl 
authorized for export to Spain to 3*704.123 kg U-235 
contained in 105,626.56 kg U. 

PETERSON* M. R. Assistant Diraetor for Export/Import Sc International 
Safeguards. PD-NRC-25. 81/07/15, lp. 09127:139. 


8107220024 License for Edlow Inti Co to export 10* 176 kg natural U 
to Korea. 

PETERSON* M. R. Assistant Diraetor for Export/Import Sc International 
Safeguards. 81/07/17. 2pp. 09127: 1B8. 
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8107220027 Executive Branch position re Canadian Embassy application 
to axport specially designed or prepared components & parts 
to Romania. License should be granted. 

BORIGHT, J. P. State* Dept. of, Bureau of Oceans it Internatl. Environ. & 
Scientific Affairs. Si/07/14. Ip. 09127: 190. 


8107220030 Executive Branch position re Carpenter Technology Corp 
application to amend license to export SO Zircaloy-4 
calandria shroud tubes it 90 Zircaloy-4 isolation tubes to 
Argentina. Ltrs of assurance end. License should be amended. 

BORIOHTiJ. P. State* Dept. of. Bureau of Oceans & Internatl. Environ. Sc 
Scientific Affairs. 81/07/13. 7pp. 09127:247. 


8107220095 SECY-B1-402 

Discusses proposed license to export natural U to Republic 
of Korea. Issuance of requested license to Edlow Inti Co 
recommended. 

DXRCKS«W. J. Office of the Executive Director for Operations. 
81/07/01. 7pp. 09126:248. 


—8107220099 Responds to NRC 810421 request for status of IAEA safeguards 
arrangements for conversion plant. IAEA has confirmed that 
plant declared to agency Sc facility attachment in force. 

STEINBERG. E. B. State* Dept. of. Bureau bf Oceans it 
Internatl. Environ. 8c Scientific Affairs. 81/06/19. Ip. 

09126:259. 


B10722014S Requests license to export 154 kg deuterium oxide* in 230 kg 
water* to Canada. 

* KOR, Inc. 81/07/13. Ip. 09126:303. 


8107220352 SECY-81-400 

Recommends Commission approval of Gerard Kluyskens Co. Inc 
application for license to export rare earth polishing 
compounds containing U or thorium. 

DIRCKS.W. J. Office of the Executive Director for Operations. 
81/06/30. 4pp. 09121:226. 

— 8107220364 Application for license to export unlimited quantities of 
compound s. containing U or thorium to all countries, except 
those countries listed. 

PICIOCCHI, J. H. Affiliation Unknown. 81/04/02. Ip. 09121:230. 


— 8107220368 Forwards application for license to export rare earth 
polishing compounds* containing U or thorium to all 
countries, except those countries listed. 

PICIOCCHI, J. H. Affiliation Unknown. 81/04/02. 3pp. 09121:231. 


—8107220370 Executive Branch position re Gerard Kluyskens Co. Inc 
application* for license to export rare earth polishing 
compounds containing U or thorium to all countries except 
those countries 1 isted. License should be granted. 

BORIGHT, J, P. State, Dept, of* Bureau of Oceans it Internatl. Environ. 
it Scientific Affairs. 81/06/12. Ip. 09121:234. 


8107220361 Application for license to export 130 mg neptunium oxide 8c 
90 mg depleted U oxide (72 mg Ur238 containing less than 
0. 02 mg U-235) in six reactor vessel irradiation 
surveillance test capsules* to Japan. 

KUGE.T. Mitsubishi International Corp. (subs, of Mitsubishi Corp.). 
64-7568-81. 81/07/14. Ip. 09125:262. 


8107220453 Executive Branch position re Exxon Nuclear Co* Inc 
application to export 1*230 kg U-235* contained in 49,100 kg 
U* to Taiwan. Ltr of assurance end. License should be granted. 

BORIGHT, J. p. State, Dept, of* Bureau of Oceans 8t Internet 1 . Environ. 8< 
Scientific Affairs. Sl/07/14. 2pp. 09134:328. 


8107220454 Executive Branch position ra C-E application to export 
subcooled margin monitor to calculata margin to saturation 
of primary coolant* to Spain. License should be granted. 

BORIGHT, J. p. State* Dept, of* Bureau of Oceans it Internatl. Environ. It 
Scientific Affairs. , 81/07/14. Ip. 09134:330. 


8107230277 Executive Branch position' ra Meetinghouse application for 
Amend 3 to export license* extending validity of license to 
911231. License should be amended. 

BORIGHT. J. p. State. Dept, of* Bureau of Oceans It Internatl. Environ. It 
Scientific Affairs. 81/07/17. Ip. 09135:340. 


8107230369 Discusses KOR* Inc 810713 application for license to export 
154 kg deuterium oxide to Canada for repurification purposes 
only. Proposed export meets Atomic Energy Act requirements. 

License issued w/o 15-day waiting period. 

MOORE* R. N. Assistant Director for Export/Import It International 
Safeguards. Bi/07/13. ip. 09145:307. 


8107230376 Certifies that 362.17 kg U-235. contained in 10*230 kg U, as 
mentioned in Transnuclear. Inc, 810617 application, will be 
subj to all terms 8t conditions of 600725 amended Addl 
Agreement for Cooperation. 

MARCHAL, J. European Communities, Commission of. 81/07/07. Ip. 
0914S: 290 r 


8107230388 Forwards application for license to export 476 kg U-235, 
contained in 14,631 kg U, to Japan. 

Mitsubishi International Corp. (subs, of Mitsubishi Corp. >. 
HSA-54B1-01. 81/07/14. 3pp. 09145:069. 


81 ??? 2 391 for license to export 476 kg U-235* contained in 

14,631 kg U, to Japan. End use statement end. 

SHIMA, S. Mitsubishi International Corp. (subs, of Mitsubishi 
Corp.). HSA-5481-01. 81/07/14. 2pp. 09145:069. 


8107230393 Application for license to export equivalent of 5 kg 
deuterium oxide liquid* over 2-yr period, to Denmark. 

STERN, W.C. Sigma Chemical Co. D-Bl. 81/07/07. ip. 09145:084. 


8107230394 Forwards application for license to export 585 kg U-235* 
contained in 20*518 kg U* to Japan. 

SHIMA, S. Mitsubishi International Corp. (subs, of Mitsubishi Corp.). 
HSA-5481— 04. 81/07/14. 3pp. 09145:074. 


— a!07230396 Application for licanse to export 585 kg U-235* contained in 
20,518 kg U, to Japan. End use statement end. 

SHIMA, S. Mitsubishi International Corp. (subs, of Mitsubishi 
Corp.). HSA-5481 -04. 81/07/14. 2pp. 09145:077. 


8107230395 Forwards application for license to export 680 kg U-235. 
contained in 20,908 kg U, to Japan. 

SHIMA, S. Mitsubishi International Corp. (subs, of Mitsubishi Corp. .). 
HSA-5481— 06. 81/07/14. 3pp. 09145:079. 


-8107230398 Application for license to export 680 kg U-235, contained 
in 20,908 kg U, to Japan. End use statement end. 

SHIMA, S. Mitsubishi International Corp. (subs, of Mitsubishi 
Corp.). HSA-5481 -06. 81/07/14. 2pp. 09145:082. 


8107230399 Forwards application for license to export 264 kg U-235, 
contained in 10,774 kg U, to Japan. 

SHIMA, S. Mitsubishi International Corp. (subs, of Mitsubishi Corp. ). 
HSAn5481-02. 81/07/14. 3pp. 09143:307. 


-8107230400 Application for license to export 264 kg U-235, contained in 
10,774 kg U, to Japan. End use statement end. 

SHIMA, S. Mitsubishi International Corp. (subs, of Mitsubishi 
Corp.). HSA-5481— 02. 81/07/14. 2pp. 09143:310. 


8107230401 Application for license to export one compensated ionization 
chamber, Modal 23944, to France. 

POCHAL, W. F. Westinghouse Electric Corp. ZE-20199. 81/07/16. Ip. 

09145:360. 


8107230404 Executive Branch position re Transnuclear, Inc application to 
export 2.211 kg U-235, contained in 2.37 kg U, to West 
Germeny. Ltrs of assurance end. License should be granted. 

BORIGHT, J. P. State, Dept. of. 81/07/14. 4pp. 09145:343. 


8107240021 Forwards application to amend export 1 icense, increasing 
quantity of U authorized for export. Ltr of assurance 
required. W/o end. 

DEVINE, J. B. Assistant Director for Export/Import Sc International 
Safeguards. 81/07/21. Ip. 09148:358. 


8107240026 Forwards six applications for export licenses for minor 
nuclear export. Ltrs of assurance required. W/o ends. 

DEVINE, J. B. Assistant Director for Export/Import Sc International 
Safeguards. Bl/07/21. Ip. 09148:359. 


8107240087 Executive Branch position re Transnuclear, Inc application 
to export 2. 205 kg U-235, in 2. 363 kg U, to Germany. Ltr of 
assurance encl. Licenst should be granted. 

BORIGHT, J. R. State, Dept, of, Bureau of Oceans Sc Internatl. Environ. Sc 
Scientific Affairs. 81/07/17. 3pp. 09150:312. 


8107240105 Requests that 810409 approval of route Sc port of call 
include two casks. Model JMTR-W 5200, containing approx 81 
JMTR type fuel elements. Fee classification encl. 

RAVENSCROFT, N. Edlow International Co. 19198. 81/05/22. 2pp. 

09150:289. 


8107240560 Forwards Transnuclear Inc 810715 ltr forwarding addl info ra 
export license application. Requests info be considered in 
conjunction w/orlginal application which was forwarded on 
791210. W/o encl. 

DEVINE, J. B. Assistant Director for Export/Import Sc International 
Safeguards. 81/07/21. Ip. 09148:231. 
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8107270315 Submits application to amend axport 
1664 kg U* containing 63.23 kg U-235. 

MATSON* V. Transnuclear, Inc. 81/07/14. Ip. 


1 leans# to includa addl 
09167:358. 


B10729009S Amand 3 to Waatinghousa 1 icansa. ax tanding aspiration data to 
911231 

PETERSON* M. R. Assistant Diractor for Export/Import 8c Intarnational 
Safaguards. ILS-066. 81/07/23. Ip. 09189.352. 


8107270396 Forwards application for 1 icansa 
contained in 54.135 kg U* to Indonesia. 
MATSON* V. Transnuclear* Inc. 81 207/01. 


to axport 10. 8 kg U-235* 
81/07/21. Ip. 09167:309. 


— 8107270397 Application for licansa to axport 10.8 kg U-235* contained 

in 54.135 kg U» to Indonesia. End use statement and. 

MATSON* V. Transnuc laar# Inc. <NUK-379>81-207. 81/07/20. 2pp. 

09167: 310. 


8107280059 Licansa for DOE to export 6 kg U-235* contained in 30.69 kg 
U. to Franca 8c the Netherlands. 

PETERSON* M. R. Assistant Diractor for Export/Import & International 
Safaguards. 81/07/17. 2pp. 09180:067. 


8107280098 Licansa for embassy of Canada to export specially designed 
miscellaneous parts & components to Romania. 

PETERSON* M. R. Assistant Director for Export/Import 8c Intarnational 
Safaguards. 81/07/17. Ip. 09180:059. 


8107280659 Forwards application for licansa to axport 13*056 kg U. 
containing 373 kg U-235* to Japan. 

SHim*S. Mitsubishi Intarnational Corp. (subs. of Mitsubishi Corp. ). 
HSA-5481— 05. 81/07/14. 3pp. 09188:140. 


— 8107280665 Application for license to axport 13,056 kg U, containing 
373 kg U-235 to Japan. End use statement and. 

SHIMA, S. Mitsubishi International Corp. (subs, of Mitsubishi 
Corp.). HSA-5481 -05. 81/07/14. 5pp. 09188:143. 


8107280669 Forwards application for license to axport 20*518 kg U, 
containing 585 kg U-235* to Japan. 

SHIMA* S. Mitsubishi International Corp. (subs, of Mitsubishi Corp.). 
HSA-5481-03. 81/07/14. 3pp. 09188: 155. 


■8107280699 Application for license to axport 20,518 kg U* containing 
585 kg U-235* to Japan. End use statement end. 

SHIMA, S. Mitsubishi International Corp. (subs, of Mitsubishi 
Corp.). HSA-5481-03. 81/07/14. 2pp. 09188:158. 


8107290067 Requests Executive Branch position re Edlow Inti Co 
application for license to export natural U to Euratom 
countries. 

PETERSON, M. R. Assistant Director for Export/Import 6 International 
Safeguards. 81/07/24. Ip. 09189:237. 


8107290070 Application for license to export 1 kg U, enriched to 
max 1. 09% U-235* to West Germany. 

MATSON, V. Transnuclear* Inc. 81-157/01 TNF38. 81/07/22. Ip. 
09189: 236. 


8107290101 Raouests Executive 






DEVINE* J. B Assistant Director for Export/Import & International 

Safeguards. 81/07/23. Ip. 09189:287. 


8107290109 Requests amend to license authorixing export of H-3* 
contained in metal foils. assembled in static electricity 

LAHR, T. N. 3M Co.* Minnesota Mining 8c Mfg. Co. 81/07/14. 2pp. 
09205: 357. 


8107300236 Forwards AECL supplemental data outlining proposed 
dispersement of licensed matl. „„ „ 

MATSON* V. Transnuclear* Inc. 81/07/14, 3pp. 09208:084. 


8107300290 Amend 1 to Cerac* Inc license, designating Chemapol FT Co as 
intermediate consignee 8c Telsa NP as ultimate consignee. 

PETERSON* M. R. Assistant Director for Export/Import 8c International 
Safeguards. 81/07/23. Ip. 09208:358. 


8X07300311 Application for license to export 11.4 micrograms C»-244 
plated metal on platinum foil to British Columbia. 

HELM* K. S. Isotope Products Laboratories. W/0 8910. 81/07/17. Ip. 

09200: 159. 


8107310088 Forwards application for export license for minor nuclear 
export. Ltr of assurance required. W/o end. 

DEVINE* J. B. Assistant Director for Export/Import fc International 
Safeguards. 81/07/27. Ip. 09221:165. 


8107310091 Requests Executive Branch position re M & T Chemicals* Inc 
application to export thorium contained in cerium fluoride 
to Brazil. W/o end application. 

DEVINE* J. B. Assistant Director for Export/Import 6 International 
Safeguards. 81/07/28. Ip. 09221:152. 


8107310093 Forwards application for license to export miscel laneous 
specially prepared nuclear fuel element hardware* including 
tie plate & tie rod end caps* to Italy. 

KIEL,©. R. Exxon Nuclear Co. , Inc. (subs, of Exxon Corp. ). 81/07/22. 

Ip. 09221:147. 


—8107310095 Application for license to export miscellaneous specially 
prepared nuclear fuel element hardware* including tie plate Sc 
tie rod end caps* to Italy. 

KIEL* 0. R. Exxon Nuclear Co.* Inc. (subs, of Exxon Corp.). 

81/07/22. Ip. 09221:148. 


8107290095 License for Gerard Kluyskens Co* Inc to export 10,000 kg 
natural U Sc/or thorium, contained in rare earth polishing 
compounds* to all destinations except Cuba* Kampuchea, North 
Korea & Vietnam. 

PETERSON. M. R. Assistant Director for Export/Import 8c International 
Safeguards. 81/07/24. 2pp. 09189:350. 


8107290097 License for C-E to export two subcooled margin monitors fc 
miscellaneous spare parts to Spain. 

PETERSON, M. R. Assistant Director for Export/Import & International 
Safeguards. 81/07/23. Ip. 09189:286. 


8107310121 Forwards application for license to export 68.04 kg 
thorium* contained as impurity of 0.04-0.05% in cerium 
fluoride* to Brazil. 

LURIE* D. A. M 8c T Chemicals, Inc. 81/07/20. Ip. 09222:223. 


—8107310122 Application for license to export 60.04 kg thorium* 
contained as impurity of 0.04-0,05% in cerium f louride* to 
Brazil. 

LURIE* D. A. M 8c T Chemicals* Inc. RM-3020. 81/07/20. ip. 

09222: 224. 
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BELLAMY, R. 

8107150066 

8107170109 

50-289 

G 

BENBOW, T. H. 

8107150062 


SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

50-289 

G 

BENBOW, T. H. 

8107280275 

50-348 

M 

50-289 

G 

BENBOW, T. H. 

8107280291* 

50-348 

« 

50-289 

G 

BENBOW, T. H. 

9107280275 

50-348 

M 

50-289 

G 

BENBOW, T. H. 

8107280291* 

50-348 

M 

50-289 

RES 

G 

BENNETT, D. E. 

BENNETT, P. R. 

8107010446 

8107010449 

NUREG 

NUREG 


RES 


BENNETT 

8107270201* 

50-460 

G 

50-302 

P 

BENYA, J. 

8107140616 

50-361 

0 

50-302 

S 

BERANEK, F. 

8107060063 

NUREG 


50-302 

G 

BERGESON. M. 

8107060435 

50-361 

H 

PR 


BERGESS, B. L. 

8107280428* 

50-282 

G 

50-302 

F 

BERGGREN, J. S. 

8107140147 

TOPREP 


50-302 

F 

BERGGREN, J. S. 

8107140212 

TOPREP 


50-302 

P 

BERGMAN, N. 

8107100033 

50-275 

H 

50-302 

P 

BERKOW, H. N. 

8107080565 

50-275 

H 

50-302 

S 

BERLOW, G. 

8107020297 

50-70 

0 

50-302 

P 

BERMAN, M. 

8107060398 

RES 


50-302 

P 

BERMAN, G. A. 

8107060391 

50-361 

G 

50-302 

s 

BERMAN, M. 

8107060055 

NUREG 


50-302 

p 

BERMAN, A. 

8107240109 

50-361 

H 

50-302 

p 

BERNABEI, L. 

8107200256 

50-443 

G 

50-302 

R 

BERNABEI, L. 

8107200256 

50-443 

G 

50-302 

P 

BERNERO. R. M. 

8107220005 

REVIEW GRP 

50-302 

S 

BERNERO, R. M. 

8107150292 

PR 


50-302 

s 

BERNREUTER, D. L. 

8107140205 

NUREG 


50-302 

S 

BERNSTEIN, M. C. 

8107220204* 

50-483 

G 

50-302 

S 

BERRY, D. L. 

0107010449 

NUREG 


50-302 

S 

BERSTEIN, J. 

8107240109 

50-361 

H 

50-302 

S 

BESKIN, K. P. 

8107270064 

50-361 

R 

50-302 

s 

BETANCOURT, B. 

8107070207 

50-482 

H 

50-302 

p 

BETTENHAUSEN, L. 

8107060431* 

50-387 

G 

50-302 

s 

BETTENHAUSEN, L. 

8107280560* 

50-272 

G 

50-302 

s 

BETTY, J. P. 

8107200493* 

50-302 

F 

50-286 

F 

BICKELHAYS, C. 

8107240109 

50-361 

H 

50-333 

F 

B ICKWIT, L, 

8103270931* 

COMMISSION 

50-286 

F 

BICKWIT, L. 

8107070377 

PR 


50-286 

F 

B ICKWIT, L. 

8107070389 

PR 


50-286 

F 

BICKWIT, L. 

8107140039* 

50-369 

T 

50-286 

F 

BICKWIT, L. 

8107140044* 

50-369 

T 

50-286 

F 

BICKWIT, L. 

8107140047* 

50-369 

T 

50-286 

P 

BICKWIT, L. 

8107220373 

COMMISSION 

50-286 

P 

BIELAWSKI. A. P. 

8107170043 

50-454 

Q 

50-286 

Q 

BIELAWSKI, A. P. 

8107170045 

50-454 

G 

50-286 

P 

BIELAWSKI, A. P. 

8107170043 

50-454 

G 

50-286 

P 

BIELAWSKI, A. P. 

8107170045 

50-454 

0 

50-333 

P 

BIGIARELLI, M. J. 

8107130486* 

50-245 

8 

50-333 

V 

BIGIARELLI, M. J. 

8107310119* 

50-243 

8 

50-333 

F 

BIGIARELLI. M. J. 

8107280486* 

50-245 

S 

50-333 

P 

BILSKX, M. K. 

8107100033 

50-275 

H 

50-286 

P 

BINDER, B. 

8107240011 

50-498 

H 

50-286 

P 

BIRDSONG, J. E. 

8107220270* 

50-483 

1 

50-320 

P 

BIRKEL, R. 

8107200070 

50-369 

P 

50-458 

G 

BISCAY, P. 

8107100033 

50-275 

H 

50-275 

H 

BI8CH0FF, C. A. 

8107010198 

50-528 

0 

50-498 

G 

B ISCHOFF, C. A. 

8107010198 

50-528 

0 

50-358 

G 

BISCHOFF, C. A. 

8107150158 

50-528 

G 

50-336 

S 

B ISCHOFF, C. A. 

8107150211 

50-528 

G 

50-336 

s 

BISCHOFF, C. A. 

8107150158 

50-528 

G 

50-321 

G 

BISCHOFF, C. A. 

8107150211 

50-528 

G 

50-321 

G 

BISCHOFF, C. A. 

8107280032 

50-528 

0 

50-321 

G 

BISCHOFF, C. A. 

8107280032 

50-528 

G 

50-321 

G 

BISHOP, C. J. 

8107020307 

50-488 

H 

50-321 

G 

BISHOP, C. J. 

8107010389 

50-389 

0 

50-321 

P 

BISHOP, C. J. 

8107060256 

50-348 

M 

50-321 

P 

BISHOP, C. J. 

8107080426 

50-376 

G 

50-321 

P 

BISHOP, C. J. 

8107100209 

50-348 

M 

50-321 

P 

BISHOP, C. J. 

8107100213 

50-387 

G 

50-334 

Q 

BISHOP. C. J. 

8107200096 

50-275 

G 

50-334 

s 

BISHOP, C. J. 

8107220219 

50-272 

0 

50-395 

M 

BISHOP, C. J. 

8107240074 

50-463 

0 

50-395 

M 

BISHOP, C. J. 

8107240032 

50-329 

0 

50-395 

M 

BISHOP, C. J. 

8107240036* 

50-329 

G 

NUREG 


BISHOP, C. J. 

8107240084 

50-389 

0 

27-10 


BISHOP, C. J. 

8107270214 

30-369 

0 

50-361 

G 

BISHOP, C. J. 

8107270095 

50-387 

G 

50-327 

G 

BITTON, M. • 

8107240109 

30-361 

H 

50-269 

G 

BJORKLUND, E. 

8107140583 

30-361 

0 

50-344 

G 

BLACKBURN, P. E. 

8107170103* 

NUREG 


50-522 

REGGD 

G 

BLACK, S. A. 

BLACK, S. A. 

8107230306 

8107230308* 

70-124 

70-124 


50-344 

H 

BLACK, S. 

8107090018 

50-382 

A 

50-320 

G 

BLACK, M. 

8107140633 

50-361 

0 

50-320 

G 

BLACKETER, B. 

8107140386 

50-361 

G 

50-320 

S 

BLACK, R. L. 

8107140554 

50-466 

G 

50-348 

M 

BLACK, R. L. 

8107150049 

30-466 

Q 


PERSONAL AUTHOR INDEX 411 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

BLACK - S. 

8107270004 

50-382 

D 

BLACK, it 

8107240109 

50-361 

H 

BLACK, R. L. 

8107300093 

50-466 

T 

BLACK.. S. C. 

8107310041 

50-382 

A 

BLAKE. J. J. 

8107240337* 

50-324 

Q 

BLAKE. E. L. 

8107060263 

50-289 

G 

BLAKE. E. L. 

8107060265 

50-289 

G 

BLAKE. E. L. 

8107060268 

50-289 

G 

BLAKE. E. L. 

8107060263 

50-289 

G 

BLAKE, E. L. 

8107060265 

50-289 

G 

BLAKE, E. L. 

8107060268 

50-289 

G 

BLAKE, E. L. 

8107160498 

50-289 

G 

BLAKE, E. L. 

8107160498 

50-289 

G 

BLAKE, E. L. 

8107200093 

50-289 

G 

BLAKE, E. L. 

8107200093 

50-289 

G 

BLAKE, E. L. 

8107280209 

50-289 

G 

BLAKE, E. L. 

8107280209 

50-289 

0 

BLANCHARD, B. 

8107290042 

50-416 

D 

BLASCHKE, R. C. 

8107240127 

50-361 

A 

BLASCHKE, R. C. 

8 107240128 

50-361 

A 

BLEDSOE, M. 

8107240109 

50-361 

H 

BLOCH, P. B. 

8107100049 

50-389 

M 

BLOCH. P. B. 

8107100054 

50-389 

M 

BLOCH, P. B. 

8107220075 

50-440 

G 

BLOCH, P. B. 

8107300154 

50-440 

G 

BLOCK, F. E. 
BLOMBERQ 

8107220389 

8107100033 

70-571 

50-275 

H 

BLOND, R. M. 

BLOOM, J. 0. 

8107010003 

8107060401 

NUREG 

50-329 

G 

BLOOM, J. 0. 

8107060401 

50-329 

G 

BLOOM, J. G. 

8107060405* 

50-329 

G 

' BLOOM, J. 0. 

8107020268 

50-329 

G 

BLOOMBAUM, D. 

8107060367 

50-361 

G 

BLOOM. R. 

8107140443 

50-361 

G 

BLOUOH, A. R. 

8107230229* 

50-277 

G 

BLOWERS. M. 

8107240109 

50-361 

H 

BLUBAUOH, R. E. 
BLUM, S. 

8107310534 

8107100193 

40-3453 

50-369 

G 

BLUMHERO, N. 

8107230163* 

50-334 

Q 

BLUME, M. B. 

8107090223 

50-237 

0 

BLUMS, S. 

8107100193 

50-369 

G 

BOARDMAN. J. R. 

8107090297* 

50-267 

0 

BODDY, J. R. 

BQDINEi J.C. 

8107310541* 

8107080289* 

40-3453 

50-244 

P 

BOGDAN, V. 0. 

8107140742 

50-275 

H 

BOODEN, 0. 

BOODEN, Q. 

B OGDEN, 0. 

BOODEN, G. 

BOGER. B. A. 

8107280399 

8107220009 

8107240039 

8107170326 

8107020010 

40-1162 

40-1162 

40-1162 

40-1162 

50-313 

V 

BQtlN.tLP. 

BOHN, R. J. 

8107010270 

8107070243 

NUREG 

50-367 

R 

BOHN, R. J. 

8107140604 

50-367 

R 

BOHN, R. J. 

8107170035 

50-367 

G 

BOHN, R. J. 

8107200227 

50-367 

R 

BOf IN, R. J. 

8107270202 

50-367 

R 

BOISSY, 0. L. 

8107070325 

50-335 

V 

B0LT2, D. H. 
BONHALL. S. 

8107150034 

S107140421 

PR 

50-361 

G 

BQNZON, L. L. 

BOOK, H. E. 

8107010494 

8107060293* 

NUREG 

50-277 

Q 

BOOK, H. E. 

8107210243* 

50-315 

G 

BOOK, H. E. 

8107290136* 

50-245 

Q 

BOOK, H. E. 

BOOK, H. E. 

8107230093* 

8107210233* 

27-10 

50-344 

Q 

BOOK, H. E. 

BOOK, RE. 

8107010274 

8107170111* 

70-25 

50-206 

G 

BOOK, H. E. 

8107080521 

50-312 

S 

BOOK, H. E. 

8107170098 

50-206 

G 

BOOK, H. E. 

8107280265* 

50-206 

G 

BOOK, H. E. 

8107280245 

50-206 

G 

BOOK, H. E. 

8107270232* 

50-18 

G 

BOOK, H. E. 

8107280276 

50-206 

G 

BOOK, H. E. 

8107280282* 

50-206 

Q 

BOOK, H. E. 

8107240158* 

50-312 

Q 

BOOK, RE. 

8107210307 

50-344 

Q 

BOOK, H. E. 

8107240154 

50-312 

0 

BOOKSTAVER, L. 

8107140692 

50-361 

H 

BOOTH, RR, 

8107070258* 

50-334 

P 

BOOTH, L. F. 

BORDENICK, B. M. 

8107230363 

8107010218 

70-1869 

50-322 

G 

BORDENICK, B. M. 

8107020162 

50-514 

G 

BORDENICK, B. M. 

8107200263 

50-322 

G 

BORDENICK, B. M. 

8107240065 

50-322 

G 

BORES, R. 

8107090281* 

50-320 

Q 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

BORES, R. J. 

S 107 100272* 

50-293 

0 

BORES, R. J. 

8107170172* 

50-333 

G 

BORES, R. J. 

8107210343* 

50-220 

G 

BORES, R. J. 

8107290146* 

50-317 

G 

BORGMANN, E. A. 

8107060306* 

30-358 

G 

BORGMANN, E. A. 

8107070322 

50-358 

G 

BORGMANN. E. A. 

8107010383* 

50-358 

G 

BORGMANN, E. A. 

8107210344 

50-358 

G 

BORGMANN, E. A. 

8107010292 

50-35S 

A 

BORGMANN, E. A. 

8107070218 

50-358 

A 

BORGMANN, E. A. 

8107140726 

50-358 

G 

BORGMANN, E. A. 

8107080368 

50-358 

F 

BORGMANN, E. A. 

8107090282 

50-358 

A 

BORGMANN, E. A. 

8107140387 

50-358 

G 

BORGMANN, E. A. 

8107280533 

50-358 

A 

BORGSTROM, C.S. 
BORIGHT, J. P. 
BORIGHT, J. P. 
BORIGHT, J. P. 
BORIGHT, J. P. 

BORIGHT, J. P. 
BORIGHT, J. P. 
BORIGHT, J. P. 
BORIGHT, J. P. 
BORIGHT, J. P. 

BORIGHT, J. P. 
BORIGHT, J. P. 

8107170266 

8107220370* 

8107160548 

8107210092 

8107220030 

8107230404 

8107220027 

8107220453 

8107220454 

8107210494 

8107230277 

8107240087 

WASTE MGT 

SECY 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

BORSUM, P. E. 

8107140266 

50-368 

H 

BOSEMAN, J. J. 

8107280045 

50-466 

T 

BOSKEY, B. 

8107150090 

50-348 

M 

BOSKEY, B. 

8107150090 

50-348 

M 

BOSKEY, B. 

8107150215 

50-348 

M 

BOSKEY, B. 

BOTHMAN, J. 

8107150215 

8107060441 

50-348 

TOPREP 

M 

BOUCHEY, G. D. 

8107070411 

50-397 

A 

BOUCHEY, G. D. 

8107070316 

50-397 

A 

BOUCHEY, G. D. 

8107080437 

50-397 

F 

BOUCHEY, G. 

8107170214 

50-397 

K 

BOUCHEY, G. D. 

8107150005 

50-308 

A 

BOUCHEY, G. D. 

8107140253 

30-397 

A 

BOUCHEY, G. D. 

8107210342 

30-397 

A 

BOUCHEY, G. D. 

8107210181 

30-397 

A 

BOUCHEY, G. D. 

8107210433 

30-308 

A 

BOUCHEY, G. D. 

8107240468 

30-397 

C 

BOUCHEY, G. D. 

8107280262 

30-397 

A 

BOUCHEY, 0. D. 

8107290177 

30-460 

A 

BOUCHEY, 0. D. 

8107290194 

50-397 

E 

BOUCHEY, G. D. 

8107280186 

30-397 

A 

BOUCHEY, 0. D. 

8107280269 

50-397 

A 

BOUCHEY, G. D. 

8107280561 

30-460 

A 

BOUKNIGHT, J. A. 

8107020301 

30-389 

G 

BOUKNIGHT, J. A. 

8107020501 

50-389 

G 

BOUKNIGHT, J. A. 

8107060130 

30-389 

M 

BOUKNIGHT, J. A. 

8107060447 

30-389 

M 

BOUKNIGHT, J. A. 

8107060130 

30-389 

M 

BOUKNIGHT, J. A. • 

8107060447 

30-389 

M 

BOUKNIGHT, J. A. 

8107240213 

30-389 

M 

BOUKNIGHT, J. A. 

8107220084 

30-389 

M 

BOUKNIGHT, J. A. 

8107240213 

50-389 

M 

BOUKNIGHT, J. A. 

8107280091 

30-389 

M 

BOUKNIGHT, J. A. 

8107280091 

30-389 

M 

BOURNIA, A. 

8107090024 

30-373 

A 

BOWDXSH, J. 

8107100033 

30-273 

H 

BOWERS, E. S. 
BOWERS, R. R. 

8107010403 

8107080240 

30-142 

NUREG 

G 

BOWERS, E. S. 

8107060233 

50-142 

G 

BOWERS, £. S. 

8107200099 

50-142 

G 

BOWERS, E. S. 

8107200263 

50-286 

G 

BOWERS, E. S. 

8107220148 

50-142 

G 

BOWMAN, R. A. 

8107220240* 

50-395 

G 

BOWMAN, R. A. 

8107220233 

50-395 

G 

BOYD, D. C. 

8107140746* 

50-255 

G 

BOYD, D. C. 

8107060247* 

50-329 

Q 

BOYD, D, C. 

8107140372* 

50-253 

G 

BOYD, D. C. 

8107140380* 

50-155 

G 

BOYD, D. C. 

8107100082 

50-253 

8 

BOYD, D. C. 

BOYER, R.L. 

8107210274 

8107230314 

50-235 

FOIA 

S 

BOYKO, D. 

8107080172 

50-133 

H 

BOYLE, D. 

BRADBURY, R. B. 
BRADBURY, R. 8. 
BRADBURY, R. B. 

8107140633 

8107070321 

8107070486 

8107210431 

30-361 

REGGD 

PR 

REQGD 

G 

BRADFORD, P. A. 
BRADFORD, L. 

8107130465* 

8107070486 

50-328 

PR 

A 



ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

BRADFORD, P. A. 

8107240464* 

50-245 

P 

BRADHAM, 0. S. 

8107060196* 

50-395 

G 

BRADHAM, 0. 8. 

8107060406* 

50-395 

G 

BRADLEY, B. 

8107070202 

PR 


BRADLEY. P. 

8107100033 

50-275 

H 

BRADLEY, E. J. 

8107020242 

50-277 

P 

BRADLEY, E. J. 

8107020247* 

50-277 

P 

BRADLEY, G. H. 

8107080026 

50-395 

A 

BRADLEY, E. J. 

8107080308 

50-277 

P 

BRADLEY, E. J. 

8107100074 

50-277 

J 

BRADLEY, D. R. 

8107170209 

NUREG 


BRADLEY. G. H. 

8107270334 

50-369 

P 

BRADLEY, G. H. 

8107280643 

50-275 

A 

BRAHMAVAR, S. M. 

8107130493* 

70-2753 


BRAIL, M. 

8107140621 

50-361 

G 

BRALEY, C. 

8107210367* 

50-528 

G 

BRANAGAN, E. F. 

8107280226 

50-395 

T 

BRANDON, R. J. 

8107020324* 

50-263 

P 

BRANDON, R. J. 

8107070383 

TOPREP 


BRAND, U. E. 

8107080157 

50-395 

M 

BRAND, U. E. 

8107080157 

50-395 

M 

BRAND, W. £. 

8107220122 

50-395 

M 

BRAND, U. E. 

8107220122 

50-395 

M 

BRANIGAN, L. 

8107100033 

50-275 

H 

BRAWN, D. 

8107140587 

50-361 

G 

BRECHA, J. 

8107070433 

PR 


BREEN, R. J. 

8107230324* 

REVIEW GRP 

BRENNAN, W. 

8107070030 

FOIA 


BRENNAN, P. J. 

8107070486 

PR 


BREWER, L. 

8107170125* 

NUREG 


BREY, H. L. 

8107060231 

50-267 

F 

BRIDEN. D. W. 

8107240155* 

50-346 

F 

BRIGGS. L. E. 

8107170188* 

50-219 

G 

BRIGGS, L. 

8107140739 

50-334 

S 

BRIGGS, L. 

8107210369 

50-334 

S 

BRIGHTSEN/R. A. 

8107270054* 

70-754 


BR ILLINGER, D. R. 

8107020459* 

50-70 

G 

BRINKMAN, J. 

8107230372 

40-8786 


BRINKLER, J. E. 

8107070330* 

50-309 

S 

BRINKLER, J. E. 

8107070263* 

50-309 

S 

BRINKMAN. C. B. 

8107090082 

50-285 

H 

BRIONES, A. M. 

8107220061 

50-275 

H 

BROADUS. S. J. 

8107090307 

50-275 

H 

BROCATO, V. J. 

8107020349* 

50-341 

A 

BRODERICK, N. E. 

8107310159* 

50-312 

P 

BRODERICK, N. L. 

8107140624 

50-361 

G 

BROMBERG, B. 
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40-8745 
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40-8745 
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G 

CATCHPOLE, G. J. 
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Q 
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PR 


RES 
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A 
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CHACKES, K. M. 
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50-483 

G 

CHILK, S. J. 

8107240022 
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G 

CLARK, R. A. 

8107220445 

50-335 

P 

CHACKES, K. M. 
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50-483 

G 

CHILK, S. J. 
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G 
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50-454 

G 

CLARK, R. A. 

8107220268 

50-336 

P 

CHANTLAND, J. 

8107270028 

50-361 

H 

C HR I STENBUR Y , E. 

8103310263# 

FOIA 


CLARK, R. A. 

8107220291 

50-285 

P 

CHAO, B. T. 

8107210478 

NUREG 


CHRISTMAN, J. N. 

8107020295 

50-338 

G 

CLARK, R. A. 

8107230321 

50-309 

P 

CHAPLIN, S. D. 

8107240408* 

50-320 

S 

CHRISTIANSON, W. 

81070602S4* 

50-331 

G 

CLARK, R. A. 

8107230323* 

50-309 

P 

CHAPMAN, L. D, 

8107060483 

NUREG 


CHRISTIANSON, W. 

8107100166* 

50-331 

G 

CLARK, R. A. 

8107230328* 

50-309 

P 

CHAPMAN, S. 

8107240109 

50-361 

H 

CHR ISSQTIMOS, N. 

8107240173* 

50-254 

Q 

CLARK, R. A. 

8107270008 

50-338 

P 

CHARLES, M. 

8107100033 

50-275 

H 

CHRISTMAN, J. N. 

8107200426 

PRM 


CLARK, R. A. 

8107290094 

50-309 

P 

CHASE, J. W. 

8107240449* 

50-259 

G 

CHRISTMAN, J. N. 

8107200426 

PRM 


CLARK. P. R. 

8107200408 

50-219 

G 

CHASE, J. W. 

8107240466* 

50-416 

G 

CHRISTOPHER, R. K 

8107240469* 

70-820 


CLARK. R. A. 

8107290212 

50-313 

G 

CHAUDHARY, S. K. 

8107140206* 

50-354 

G 

CHUNO, J. W. 

8107080044* 

50-272 

G 

CLARK, R. A. 

8107280029 

50-368 

F 

CHAUDHARY, S. K. 

8107070533* 

50-423 

Q 

CHURCHILL, B. W. 

8107020394 

50-382 

G 

CLARK. R. A. 

8107290241 

50-266 

F 

CHAUDHARY, S. K. 

8107060242* 

50-220 

G 

CHURCHILL, B. W. 

8107020394 

50-382 

G 

CLARK, R. A. 

8107290253 

50-285 

F 

CHAUDHARY, S. K. 

8107230128* 

50-354 

G 

CHURCHILL, B.W. 

8107070486 

PR 


CLARK. R. A. 

8107290257 

50-344 

F 

CHECK, P. S. 

8107210217 

50-317 

P 

CHURCHILL, B. W. 

8107100160 

50-440 

0 

CLARK, R. A. 

8107300304 

50-309 

F 

CHEN, L. C. 

8107090431 

RES 


CHURCHILL, B. W. 

8107100160 

50-440 

G 

CLARK, A. T. 

8107270325 

70-1308 


CHEN, P. 

8107020013 

50-409 

P 

CHURCHILL, B. W. 

8107100160 

50-440 

0 

CLARK, P. R. 

8107310387 

50-219 

R 

CHEN, K. 

8107170209 

NUREG 


CHURCHILL, B. W. 

8107100160 

50-440 

0 

CLARK, R. A. 

8107310073 

50-282 

F 

CHENG. R. C. 

8107280016* 

50-466 

T 

CHURCHILL, B. W. 

8107100160 

50-440 

0 

CLARK, A. T. - 

8107240017* 

70-1308 


CHENG, R. C. 

8107280016* 

50-466 

T 

CHURCHILL, B. W. 

8107140560 

50-348 

G 

CLARY-JONES, K. 

8107140632 

50-361 

0 

CHERNO, J. C. 

8107150118* 

TOPREP 


CHURCHILL, B. U. 

8107140560 

50-348 

0 

CLARY, R. B. 

8107070376 

NUREG 


CHERNY, F. C. 

8107280234* 

50-275 

0 

CHURCHILL, B. U. 

8107270103 

50-440 

0 

CLAYTON, F. L. 

8107020510* 

50-348 

F 

CHESTER, R. 0. 

8107160022 

RES 


C ILLIS, M. 

8107280282* 

50-206 

Q 

CLAYTON, F. L. 

8107240445 

50-348 

G 

CHIANOI. N. J. 

8107020453 

50-400 

s 

C IPOLLA, A. J. 

8107230359 

40-3392 


CLAYTON, F. L. 

8107310357 

50-364 

S 

CHIANOI, N. J. 

8107210353 

50-400 

s 

CLACK, M. E. 

B107140472 

50-361 

0 

CLAYTON, F. L. 

8107070315 

50-348 

P 

CHILDS, W. V. 

8107130315* 

50-333 

s 

CLARDY, L. S. 

8107060284* 

50-331 

Q 

CLAYTON, F. L. 

8107070336 

50-364 

P 

CHILDS, W. V. 

8107130434* 

50-333 

8 

CLARDY, L. 8. 

8107100166* 

50-331 

Q 

CLAYTON, F. L. 

8107070269 

50-348 

P 

CHILDS, W. V. 

8107130485* 

50-333 

S 

CLARK, R. A. 

8107080016 

50-317 

P 

CLAYTON, F. L. 

8107070281 

50-348 

P 

CHILDS, W. V. 

8107130229* 

50-333 

S 

CLARK, H. E. 

8107210370* 

50-528 

Q 

CLAYTON, F. L. 

8107080256 

50-364 

P 

CHILDS, W. V. 

8107130446* 

50-333 

S 

CLARK, L. K. 

8107090307 

50-275 

H 

CLAYTON, F. L. 

8107310361 

50-364 

S 

CHrLDS, W. V. 

8107240258* 

50-333 

S 

CLARK, D. 0. 

8107160301* 

50-265 

8 

CLAYTON, F. L. 

8107310374 

50-348 

s 

CHILDS, W. V. 

8107240254* 

50-333 

S 

CLARK, R. A. 

8107060087 

50-282 

P 

CLAYTON, F. L. 

8107140649 

50-348 

H 

CHILDS, W. V. 

8107280584* 

50-333 

S 

CLARK, R. A. 

8107070100 

50-313 

P 

CLAYTON, F. L. 

8107170222 

50-348 

P 

CHILES, L. 

8107300101* 

50-389 

H 

CLARK, R. A. 

8107090050 

30-266 

P 

CLAYTON, F. L. 

8107220133 

50-348 

P 

CHILK, 8. J. 

8006170709 

50-344 

P 

CLARK, R. B. 

8107060228 

50-361 

F 

CLAYTON, F. L. 

8107290172 

50-348 

P 

CHIU, S. J. 

8107080212* 

50-361 

0 

CLARK, R. A. 

8107060106 

30-336 

P 

CLAYTON, F. L. 

8107300191 

50-348 

P 

CHILK, S. J. 

8107010499* 

FOIA 


CLARK, R. A. 

8107090128 

50-317 

8 

CLAYTON, F. L. 

8107280306 

50-348 

S 

CHILK, 8. J. 

8107140022* 

50-454 

A 

CLARK, R. A. 

8107020054 

30-344 

P 

CLEMENTS, W. P. 

8107200160* 

COMMISSION 

CHILK, S. J. 

8107230346* 

FOIA 


CLARK, R. A. 

8107020062* 

30-344- 

P 

CLEMENTS, B. R. 

8107070048 

PR 


CHILK, S. J. 

8107100346 

10CFR 


CLARK, R. A. 

' 8107020078* 

30-344 

P 

CLEMONS, P. 

8107080116* 

70-371 


CHILK, S J. 

8107130035 

50-328 

A 

CLARK, R. A. 

8107160281 

50-317 

P 

CLEMONS, P. 

8107060537* 

70-820 


CHILK, S. J, 

8107100351 

10CFR 


CLARK, R. A. 

8107160286# 

30-317 

P 

CLEMONS, P. 

8107160170* 

70-1100 


CHILK, S. J. 

8107100349 

50-335 

P 

CLARK, R. A. 

8107160294* 

30-317 

P 

CLEMONS, P. 

8107080379* 

50-201 

G 

CHILK, a J. 

8107100350 

50-369 

P 

CLARK, R. A. 

8107010065 

50-266 

P 

CLEVELAND, J. C. 

8107100334 

NUREG 


CHILK,. a J. 

8107100305 

10CFR 


CLARK, R. A. 

8107010069* 

30-266 

P 

CLINE. E. 

8107240109 

50-361 

H 

CHILK, a J. 

8107100017 

1 OCFR 


CLARK, R. A. 

8107010073* 

30-266 

P 

CLOUQH, R. L. 

8107010494 

NUREG 


CHILK, a J. 

8107100277 

10CFR 


CLARK, R. A. 

8107090111 

50-344 

H 

COOBURN, T. H. 

8107280610* 

50-368 

8 

CHILK, a J, 

8107100021 

XPORTLIC 


CLARK, R. A. 

8107100083 

50-266 

P 

COOGIN, C. L. 

8107020400# 

50-366 

S 

chiu, a j. 

8107100310 

10CFR 


CLARK, R. A, 

8107140169 

30-313 

P 

COGGXN, C. L. 

8107310376# 

50-321 

S 

CHILK, a J. 

8107100019 

XPORTLIC 


CLARK, P. R. 

8107070264 

50-219 

P 

COOGIN, C.L. 

8107310484* 

50-366 

S 

chiu, a j. 

8107100026 

50-395 

G 

CLARK, R. A. 

a 107090342 

30-336 

P 

COGGXN, C. L. 

8107280382# 

50-321 

S 

chiu, a j. 

8107140748 

50-328 

P 

CLARK, R. A. 

8107100008 

50-317 

P 

COOGIN, C. L. 

8107280611* 

50-321 

8 

CHILK, a J. 

8107010361 

50-395 

M 

CLARK, R. A. 

8107100010 

50-344 

P 

COOGIN, C. L. 

8107280216* 

50-366 

S 

CHILK, a J. 

8107150450 

50-369 

P 

CLARK, R. A. 

8107100055 

50-285 

P 

COOGIN, C> L. 

8107280240* 

50-366 

S 

CHILK, S J, 

8107160025 

50-395 

M 

CLARK, R. A. 

8107100059 

30-336 

P 

COGGXN, C. L. 

8107280424# 

50-366 

S 

CHILK, a J, 

8107150459 

10CFR 


CLARK, R. A. 

8107100064 

30-338 

P 

COOGIN, C. L. 

8107310170* 

50-321 

S 

CHILK, a J. 

8107200006 

50-369 

P 

CLARK, R. A, 

8107140878 

30-317 

P 

COHEN, I. 

8107100326* 

70-1100 


chiu, a j. 

8107200220 

50-454 

A 

CLARK, R. A. 

8107150354 

30-285 

P 

COHEN, X. 

8107100315* 

70-371 


chiu, a j. 

8107080271 

50-387 

G 

CLARK, R. A. 

8107150359# 

50-285 

P 

COHEN, S. 

8107090190 

50-367 

H 

CHILK, a J. 

8107080282 

50-277 

G 

CLARK, R. A. 

8107100314 

50-336 

P 

COHEN, D. 

8107100033 

50-275 

H 

CHILK, a J. 

8107080510 

50-458 

0 

CLARK, R. A. 

8107150128 

50-317 

P 

COHEN-COLE, L. 

8107070081 

PR 


CHILK, a j. 

8107140799 

1 OCFR 


CLARK, R. A. 

8107160448 

50-368 

P 

COHEN, E. 

8107240109 

50-361 

H 

CHILK, a j. 

8107290186 

PRM 


CLARK, R. A. 

8107170304 

50-336 

P 

COHN, B. M. 

8107210564# 

CONTRACT 

CHILK, a J. 

8107200244* 

50-322 

0 

CLARK, R. A. 

8107170306* 

50-336 

P 

COLBERT, W. F. 

8107020345 

50-341 

A 

CHILK, a J. 

8107140566 

50-395 

G 

CLARK, R, A. 

8107170307* 

50-336 

P 

COLBERT, W. F. 

8107020411 

50-341 

A 

CHILK, a J. 

8107160269 

50-277 

G 

CLARK, R. A. 

8107140843 

50-266 

P 

COLBERT, W. F. 

8107010214 

50-341 

F 

chiu, a j. 

8107170208 

50-387 

0 

CLARK, R. A. 

8107140853 

50-335 

P 

COLBERT, W. F. 

8107010308 

50-341 

A 

CHILK, a j. 

8107240018 

50-259 

0 

CLARK, R. A, 

8107160454 

50-249 

F 

COLBERT, W. F. 

8107060202 

50-341 

G 

chiu, a j. 

8107240015 

50-424 

G 

CLARK, R. A. 

8107140180 

50-266 

P 

COLBERT, W. F. 

8107060225 

50-341 

A 
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COLBERT* W. F. 

8107060252 

50-341 

A 

COOK, J. W. 

8107140097 

50-329 

S 

C0UN3IL, W. G. 

8107240082 

50-213 

p 

COLBERT, W. F. 

8107060437 

50-341 

A 

COOK, J. W. 

8107210364 

50-329 

G 

COUNSIL, W. G. 

8107280271 

50-213 

P 

COLBERT, W. F. 

8107070305 

50-341 

A 

COOK, J. W. 

8107230077 

50-329 

A 

COUNSIL, W. G. 

8107290198 

50-423 


COLBERT, W. F. 

8107080224 

50-341 

A 

COOK, J. W. 

8107200347 

50-329 

S 

COUNSIL, W. G. 

8107270239 

50-213 

H 

COLBERT, W. F. 

8107080237 

50-341 

A 

COOK, R. J. 

8107240480* 

50-329 

0 

COUNSIL, W. G. 

8107270230 

50-245 

P 

COLBERT, W. F. 

8107080196 

50-341 

A 

COOK, J. W. 

8107200418* 

50-329 

K 

COUNSIL, W. 0. 

8107270239 

50-213 


COLBERT, W. F. 

8107210399 

50-341 

A 

COOK, J. W. 

8107230154 

50-329 

C 

COUNSIL, W. G. 

8107290058 

50-213 

p 

COLBERT, W. F. 

8107150146 

50-341 

A 

COOK, J. W. 

8107230165* 

50-329 

C 

COUNSIL, W. G. 

8107280060 

50-243 

P 

COLBERT, W. F. 

8107200317 

50-341 

A 

COOK, J. U. 

8107200413 

50-329 

K 

COURTER, J. 

8107270213 

50-209 

14 

COLBERT, W. F. 

8107160177 

50-341 

A 

COOK, J. W, 

8107240282 

50-329 

S 

COWAN, J. E. 

8107100033 

50-275 

H 

COLBERT, W. F. 

8107200357 

50-341 

A 

COOK, J. W. 

8107240315 

50-329 

s 

COWGILL, C. J. 

8107230229* 

50-277 

0 

COLBERT, W. F. 

8107200364 

50-341 

A 

COOK, J. W. 

8107280515 

50-329 

s 

COX, E. L. 

8107070486 

PR 


COLBERT, W. F. 

8107200155 

50-341 

A 

COOK, J. U. 

8107310311 

50-329 

A 

COX, H. T. 

8107280300* 

50-261 

S 

COLBERT, W. F. 

8107280572 

50-341 

F 

COOK, J. W. 

8107290047 

50-329 

E 

COY, P. 

8107020366 

50-49B 

G 

COLBURN, T. 0. 

8107070049 

50-266 

P 

COOKE, F. E. 

8107230112* 

50-387 

G 

COYNE, M. J. 

8107020075 

XPQRTLIC 


COLE, R. F. 

8107280405 

50-445 

G 

COONEY, M. J. 

8107280664 

71-9096 


COYNE, M. J. 

8107020165 

XPORTLIC 


COLF, R. F. 

8107280390 

50-445 

G 

COONEY, M. J. 

8107200216 

50-277 

R 

COYNE, M. J. 

8107020166 

XPQRTLIC 


COLEMAN, R. 

8107200042* 

CONTRACT 


COOPER, R. 

8107060275 

50-361 

H 

COZENS, R. C. 

8107060424 

50-361 

H 

COLEMAN, R. 

8107070502 

CONTRACT 


COPELANO, J. G. 

8107020195 

50-466 

0 

COZZUOL, J. M. 

8107220054 

RES 


COLEMAN, R. 

8107010028 

CONTRACT 


COPELAND. J. G. 

8107020195 

50-466 

G 

CRAODICK, W. G. 

8107020171 

NUREG 


COLEMAN, R. 

8107200035 

CONTRACT 


COPELAND, J. G. 

8107020278 

50-466 

G 

CRAIG, T. 

8107240109 

50-361 

H 

COLEMAN, R. 

8107080556 

CONTRACT 


COPELANO, J. G. 

8107020278 

50-466 

0 

CRAIN, N. 

8107140234* 

CONTRACT 


COLEMAN, R. 

8107080551 

CONTRACT 


COPELAND, J. G. 

8107150048 

50-466 

0 

CRAMN, R. 

8107010377 

50-361 

G 

COLEMAN, W. E. 

8107290168 

50-440 

E 

COPELANO, J. G. 

8107150052 

50-466 

0 

CRANE, L. E. 

8107220123* 

50-254 

p 

COLEV, J. L. 

8107240352* 

50-566 

G 

COPELANO, J. G. 

8107150048 

50-466 

0 

CRANE. C. J. 

8106110504 

50-324 

P 

COLL, N. A. 

8107020271 

50-389 

G 

COPELANO. J. G. 

8107150052 

50-466 

G 

CRANE, C. J. 

8103240212* 

50-244 

P 

COLL, N. A. 

8107020271 

50-389 

G 

COPELANO, J- G. 

8107230112* 

50-387 

G 

CRANE, C. J. 

8104020496* 

50-213 

P 

COLL, N. A, 

8107150156 

50-250 

0 

COPUS, E. R. 

8107010448 

50-537 

A 

CRANE, C. J. 

8104090625* 

50-206 

P 

COLL, N. A. 

8107150163 

50-250 

G 

COROAN I, R. A. 

8107220406 

70-27 


CRANE, C. J. 

8104200353* 

50-409 

P 

COLL, N. A. 

8107150156 

50-250 

G 

COR DAN I, R. A. 

8107210104 

70-27 


CRANE. C. J. 

8104220510* 

50-219 

P 

COLL, N. A. 

8107150163 

50-250 

G 

CORMIER, U. H. 

8107010366 

50-142 

G 

CRANE. C. J. 

8104240353* 

50-29 

P 

COLLINS, T. M. 

8107150014* 

PR 


CORMIER, W. H. 

8107020288 

50-142 

G 

CRANE, P. A. 

8107020524* 

50-275 

0 

COLLINS, S. J. 

8107080093* 

50-271 

G 

CORMIER, W. H. 

8107170200 

50-142 

G 

CRANE, P. A. 

8107060197 

50-275 

G 

COLLINS, L. V. 

8107090410 

PR 


CORMIER, W. H. 

8107170202* 

50-142 

G 

CRANE, C. J. 

8105060309* 

50-237 

P 

COLLINS, L. V. 

8107090400 

50-289 

P 

CORMIER, W. H. 

8107220272 

50-142 

G 

CRANE, C. J. 

8105070463* 

50-245 

P 

COLLINS, L. V. 

8107090396 

50-3 

F 

CORNELIUS, W. E. 

8107220266* 

50-483 

I 

CRANF, P. A. 

8107020523 

50-275 

0 

COLLINS, L. V. 

8107090429 

ORG 


CORNELL, C. L. 

8107140491 

50-361 

0 

CRANE, C. J. 

8105190338* 

50-255 

P 

COLL INS, J. T. 

8107090311* 

50-498 

G 

CORNET, C. 

8107240109 

50-361 

H 

CRANE, C. J. 

8105200210* 

50-155 

P 

COLLINS, J. T. 

8107280463 

40-3453 


CORNWELL, R. E. 

8107100033 

50-275 

H 

CRANE, C. J. 

8106180263* 

50-321 

P 

COLLINS, J. T. 

8107280366 

50-498 

G 

CORSER, S. 

8107140320 

50-361 

G 

CRANE, P. A. 

8107010227 

50-275 

A 

COLLINS, S. P. 

8107140644 

50-416 

D 

CORT, 0. E. 

8107150028 

NUREG 


CRANE, P. A. 

8107020439 

50-275 

A 

COLOMBO. R. W. 

8107090254* 

50-312 

S 

CORYELL, G. P. 

8107080405* 

70-824 


CRANE, P. A. 

8107130326 

50-275 

A 

COLOMBO. R. W. 

8107200233* 

50-312 

R 

COSTANZI, F. A. 

8107280012 

MISC 


CRANE, P. A. 

8107150007 

50-275 

A 

COLOMBO. R. W. 

8107200064* 

50-312 

S 

COSTELLO, F. 

8102270464* 

FOIA 


CRANE, P. A. 

8107200316 

50-275 

A 

COLOMBO. R. W. 

8107240267* 

50-312 

s 

COSTELLO, J. R. 

8107020029* 

GA999 


CRANE, P. A. 

8107280224 

50-275 

F 

COLONNESE, L. M. 

8107090293 

50-254 

H 

COSTELLO, J. R. 

8107020409* 

QA999 


CRANE, P. A. 

8107200396 

50-275 

F 

COMELLA, P. A. 

8107280012 

MISC 


COSTELLO, F. 

8107280443 

I&E 


CRANE, P. A. 

8107270036 

50-133 

8 

COMELLA, P. A. 

8107280017* 

MISC 


COTTER, B. P. 

8107060261 

50-389 

M 

CRANE, P. A. 

8107240276 

50-275 

G 

CONKLIN. J. C. 

8107100334 

NUREG 


COTTRELL, W. B. 

8107060059 

NUREG 


CRANE, P. A. 

8107300014 

50-275 

A 

CONLON, T. E. 

8107080503* 

50-335 

G 

COUCH, 0. A. 

8107130188 

50-361 

G 

CRANSTON, A. 

8107060045 

PR 


CONLON, T. E. 

8107240296* 

50-389 

Q 

COUCH. M. 

8107160103 

50-361 

G 

CRANSTON, A. 

8107060036 

PR 


CONLON, T. E. 

8107080389* 

70-27 


COUNSIL, W. G. 

8107090252 

PR 


CRANSTON, A. 

8107060016 

PR 


CONLON, T. E. 

8107080373* 

50-413 

G 

COUNSIL, W. G. 

8107070283 

50-336 

Q 

CRANSTON, A. 

8107220227 

50-275 

U 

CONNAUOHTON, K. 

8107060246* 

50-331 

G 

COUNSIL, W. G. 

8107010325 

50-245 

P 

CRAVEN, W. 

8107060429 

50-361 

H 

CONNAUGHTON, K. 

8107210139* 

50-373 

G 

COUNSIL, W. G. 

8107010323 

50-213 

P 

CREWS, J. L. 

8107010437 

50-344 

G 

CONNER, T. B. 

8107020492 

50-358 

G 

COUNSIL, W. G. 

8107130216 

50-213 

G 

CREWS, J. L. 

8107010435 

50-275 

G 

CONNER, T. B. 

8107020492 

50-358 

G 

COUNSIL, W. G. 

8107010323 

50-213 

P 

CREWS, J. L. 

8107010359 

50-206 

a 

CONNELL. C. 

8107210048* 

50-286 

R 

COUNSIL, W. G. 

8107010350 

50-245 

P 

CREWS, J. L. 

8107010364 

50-361 

a 

CONNER, T. B. 

8107080194 

50-358 

0 

COUNSIL, W. G. 

8107010414 

50-336 

P 

CREWS, J. L. 

8107140716 

50-312 

a 

CONNER, T. B. 

8107080194 

50-358 

0 

COUNSIL, W. G. 

8107020312 

50-336 

P 

CREWS, J.L. 

8107140499 

50-206 

G 

CONNER, T. B. 

8107100207 

50-358 

G 

COUNSIL, W. G. 

8107070114 

50-213 

P 

CREWS, J. L. 

8107140473 

50-361 

a 

CONNER, T. B. 

8107100207 

50-358 

G 

COUNSIL, W. G. 

8107070120 

50-213 

P 

CREWS, J. L. 

8107150083 

50-206 

Q 

CONRADE, A. 

8107100033 

50-275 

H 

COUNSIL, W. G. 

8107100042 

50-213 

P 

CREWS, J. L. 

8107270117 

50-361 

G 

CONROY, B. W. 

8107300295 

40-8502 


COUNSIL, W. G. 

8107070183 

50-245 

P 

CREWS, J. L. 

8107270108 

50-206 

a 

CONROY, B. W. 

8107220250 

40-8502 


COUNSIL, W. G. 

8107070320 

50-245 

P . 

CREWS, J. L. 

8107270155 

50-312 

a 

CONROY, B. W. 

8107280692 

40-8502 


COUNSIL, W. G. 

8107100202 

50-245 

P 

CREWS, J. L. 

8107270122 

50-397 

0 

CONSTABLE, 0. L. 

8107130361* 

50-382 

G 

COUNSIL, W. G. 

8107100275 

50-213 

P 

CREWS, J. L. 

8107200428 

50-312 

G 

CONTE, R. 

8107090281* 

50-320 

Q 

COUNSIL, W. G. 

8107130390 

50-213 

P 

CREWS, J. L. 

8107240055 

50-206 

8 

CONTE, R. 

8107160013* 

50-320 

Q 

COUNSIL, W. G. 

8107070341 

50-245 

P 

CRXSCIONE, J. L. 

8107130160* 

50-336 

S 

CONTE, R. 

8107080038* 

50-320 

Q 

COUNSIL, W. 0. 

8107130390 

50-213 

P 

CRXSCIONE, J. 

8107280554* 

50-336 

s 

CONTE, R. 

8107140829* 

50-320 

G 

COUNSIL, W. G. 

8107130404 

50-213 

Q 

CROCKER, H. W. 

8107060467* 

50-219 

a 

CONTE, , R. 

8107280119* 

50-320 

G 

COUNSIL, W. G. 

8107070375 

TOPREP 


CROCKER, L. P. 

8107070112 

MISC 


CONTE, R. 

8107080167 

50-320 

8 

COUNSIL, W. 0. 

8107080267 

50-423 

A 

CROCKER, H. W. 

8107240458* 

70-820 


CONTRERAS, G. R. 

8107060414 

50-361 

H 

COUNSIL, W. G. 

8107100130 

50-245 

P 

CROCKER, H. W. 

8107100245* 

50-170 

G 

CONWAY, C. E. 

8107130005 

NUREG 


COUNSIL, W. G. 

8107160297 

50-245 

P 

CROCKER, H. W. 

8107100199* 

50-184 

a 

COOK, 0. M. 

8107230331 

71-5957 


COUNSIL, W. G. 

8107230083 

50-245 

S 

CROCKER, H. W. 

8107100076 

70-820 


COOK, J. W. 

8107160278* 

50-329 

Q 

COUNSIL, W. G. 

8107200168 

50-245 

P 

CROMMELIN, P. 

8107100033 

50-275 

H 

COOK, R. J. 

8107060247* 

50-329 

G 

COUNSIL, W. G. 

8107210391 

50-245 

P 

CROOKE, E. A. 

8107310332 

50-317 

I 

COOK, J. W. 

8107020228 

50-329 

R 

COUNSIL, W. 0. 

8107280581 

PR 


CROSSMAN, W. A. 

8107130332* 

50-482 

0 

COOK, J. W. 

8107060189 

50-329 

A 

COUNSIL, W. G. 

8107240075 

50-213 

P 

CROSSMAN, W. A. 

8107130222* 

50-498 

Q 

COOK, J. W. 

8107080160 

50-329 

S 

COUNSIL, W. G. 

8107210333 

50-245 

P 

CR08SMAN, W. A. 

8107130352* 

50-458 

a 

COOK, J. W. 

8107020376 

50-329 

K 

COUNSIL, W. G. 

8107220138 

50-336 

P 

CROSSMAN, W. A. 

8107280583* 

50-482 

8 

COOK, T. L. 

8107290233 

50-339 

P 

COUNSIL, W. 0. 

8107240064 

50-245 

B 

CROSSMAN, W. A. 

8107280566* 

50-445 

8 

COOK, J. W. 

8107080241 

50-329 

R 

COUNSIL, W. G. 

8107240075 

50-213 

P 

CROSSMAN, W. 

8107160381 

50-498 

8 

COOK, J. W. 

8107140085 

50-329 

S 

COUNSIL, W. G. 

8107240375 

50-213 

P 

CROSSMAN, W. A. 

8107280525 

50-498 

8 
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ACCESSION 

SUBJECT 



ACCESSION 

NUMBER 

CATEGORY 

AUTHOR 

NUMBER 

8107130052* 

30-346 

F 

CRUTCHFIELD, D. 

8107160012 

8107060239* 

50-346 

Q 

CRUTCHFIELD, D. 

8107160024 

8107060345* 

50-346 

0 

CRUTCHFIELD, D. 

8107020218 

8107060470 

50-346 

P 

CRUTCHFIELD, D. 

8107020346 

8107060201 

50-346 

F 

CRUTCHFIELD, D. 

8107130228 

8107060350 

50-346 

P 

CRUTCHFIELD, D. 

8107130234* 

8107100037 

50-346 

P 

CRUTCHFIELD, D. 

S107130239* 

8107130259 

30-346 

P 

CRUTCHFIELD, D. 

8107130366 

8107220100 

50-346 

P 

CRUTCHFIELD, D. 

8107130370 

8107220102* 

50-346 

P 

CRUTCHFIELD, D. 

8107130374 

8107210415 

50-346 

P 

CRUTCHFIELD, D. 

8107130382 

8107280289 

50-346 

Q 

CRUTCHFIELD, D. 

8107130433 

8107230212 

70-371 


CRUTCHFIELD, D. 

8107130437 

8107210035* 

70-820 


CRUTCHFIELD, D. 

8107130445 

8107090422* 

70-113 


CRUTCHFIELD, D. 

8107130456 

8107210282 

70-734 


CRUTCHFIELD, D. 

8107140921 

8107210091* 

70-1100 


CRUTCHFIELD, D. 

8107160236 

8107240593* 

70-2941 


CRUTCHFIELD, D. 

8107150008 

8107220333 

70-1201 


CRUTCHFIELD, D. 

8107150399 

8107300269* 

70-1100 


CRUTCHFIELD, D. 

8107130452 

0107020521* 

CONTRACT 


CRUTCHFIELD, 0. 

8107130447 

8107240361* 

30-390 

G 

CRUTCHFIELD, D. 

8107130385 

8107130171 

30-361 

0 

CRUTCHFIELD, 0. 

8107130388 

8107160105 

30-361 

0 

CRUTCHFIELD, D. 

8107130392 

8107100205 

30-443 

H 

CRUTCHFIELD, D. 

8107130403 

8107060081* 

30-320 

H 

CRUTCHFIELD, 0. 

8107130413 

8107310290 

30-328 

S 

CRUTCHFIELD, D. 

8107130362 

8107300075 

30-153 

P 

CRUTCHFIELD, 0. 

8107210440 

8107300169 

30-409 

P 

CRUTCHFIELD, 0. 

8107270157 

8107300102 

30-29 

P 

CRUTCHFIELD, D. 

8107270163 

8107300174 

30-213 

P 

CRUTCHFIELD, 0. 

8107270170 

8107300091 

30-233 

P 

CRUTCHFIELD, 0. 

8107270175 

8107300107 

30-244 

P 

CRUTCHFIELD, 0. 

8107280687 

8107300081 

30-206 

P 

CRUTCHFIELD, 0. 

8107290149 

8107090136 

30-206 

Q 

CRUTCHFIELD, 0. 

8107130378 

8107300087 

30-219 

P 

CRUTCHFIELD, 0. 

8107130408 

8107300182 

50-245 

P 

CRUTCHFIELD, D. 

8107130397 

8107300189 

30-237 

P 

CRUTCHFIELD, D. 

8107160334 

8107070050 

50-409 

Q 

CRUTCHFIELD, 0. 

8107160348 

8107020114 

50-409 

P 

CRUTCHFIELD, 0. 

8107160333 

8107060524 

50-133 

P 

CRUTCHFIELD, D. 

8107160362 

8107070094 

30-237 

P 

CRUTCHFIELD, D. 

8107200478 

8107090045 

30-213 

P 

CRUTCHFIELD, D. 

8107210137 

8107060038 

30-29 

P 

CRUTCHFIELD, 0. 

8107210166* 

8107060138 

50-206 

Q 

CRUTCHFIELD, 0. 

8107210177* 

8107070037 

50-409 

P 

CRUTCHFIELD, D. 

8107210480 

8107200018 

30-213 

P 

CRUTCHFIELD, D. 

8107230368 

8107010080 

30-213 

P 

CRUTCHFIELD, 0. 

8107270287 

8107010084* 

30-213 

P 

CRUTCHFIELD, D. 

8107160230 

8107010090* 

30-213 

P 

CRUTCHFIELD, D. 

8107160237 

8107130381 

30-244 

P 

CRUTCHFIELD, D. 

8107160295 

8107150402 

50-244 

P 

CRUTCHFIELD, 0. 

8107160325 

8107130430 

30-244 

F 

CRUTCHFIELD, 0. 

8107160327 

8106290331 

50-29 

P 

CRUTCHFIELD, D. 

8107160360 

8107020336 

50-29 

P 

CRUTCHFIELD, D. 

8107160372 

8107070546 

30-133 

P 

CRUTCHFIELD, 0. 

8107160402 

8107070558 

30-206 

P 

CRUTCHFIELD, 0, 

8107160468 

8107080002 

30-233 

P 

CRUTCHFIELD, 0. 

8107200020 

8107080353 

30-213 

P 

CRUTCHFIELD, 0. 

8107240372 

8107090039 

30-244 

P 

CRUTCHFIELD, D. 

8107240376 

8107090039 

30-29 

P 

CRUTCHFIELD, D. 

8107270164 

8107090093 

30-206 

P 

CRUTCHFIELD, D. 

8107290113 

8107090099 

30-213 

P 

CRUTCHFIELD, D. 

8107300083 

8107090173 

30-237 

P 

CRUTCHFIELD, D. 

8107240183 

8107130312 

30-133 

P 

CRUTCHFIELD, D. 

8107240240 

8107090106 

30-233 

P 

CRUTCHFIELD, D. 

8107240303 

8107100069 

30-29 

P 

CRUTCHFIELD, D. 

8107240303 

8107100071 

30-409 

P 

CRUTCHFIELD, D. 

8107240086 

8107140334 

30-409 

F 

CRUTCHFIELD, D. 

8107280227 

8107140860* 

30-10 

P 

CRUTCHFIELD, D. 

8107300030 

8107020300 

30-237 

P 

CRUTCHFIELD, D, 

8107240182 

8107020326 

30-244 

P 

CRUTCHFIELD, D. 

8107290021 

8107020331 

30-237 

P 

CRUTCHFIELD, D. 

8107290023 

8107020369 

30-237 

P 

CRUTCHFIELD, D. 

8107290161 

8107160020 

30-213 

P 

CRUTCHFIELD, D. 

8107290234 

8107160090 

30-243 

P 

CRUTCHFIELD, D. 

8107290238 

8107160632 

30-29 

P 

CRUTCHFIELD, D. 

8107290231 

8107010208 

30-206 

P 

CRUTCHFIELD, D. 

8107240078 

8107020224 

30-219 

P 

CRUTCHFIELD, D. 

8107240143 

8107020231 

30-219 

P 

CRUTCHFIELD, D. 

8107270072 

8107020243 

50-219 

P 

CRUTCHFIELD, D. 

8107270210 

8107020248 

30-219 

P 

CRUTCHFIELD, D. 

8107300024 

8107020313 

30-219 

P 

CRUTCHFIELD, D. 

8107300297 

8107020330 

30-219 

P 

CRUTCHFIELD, D. 

8107300299* 

8107020408 

30-244 

P 

CRUTCHFIELD, D. 

8107280490 


SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

50-244 

P 

CRUTCHFIELD, D. 

8107280501 

50-245 

P 

50-206 

P 

CRUTCHFIELD, D. 

8107300246 

50-244 

P 

50-245 

P 

CRUTCHFIELD. D. 

8107270226 

50-206 

P 

30-244 

P 

CRUTCHFIELD, D. 

8107300037 

50-206 

P 

50-244 

P 

CRUTCHFIELD. D. 

8107300129 

50-206 

P 

50-244 

P 

CRUTCHFIELD, D. 

8107300034 

30-206 

Q 

50-244 

P 

CRUTCHFIELD, D. 

8107300043 

30-244 

P 

50-206 

P 

CRUTCHFIELD, D. 

8107300123 

30-244 

P 

50-243 

P 

CRUTCHFIELD, D. 

8107300132 

50-206 

P 

50-237 

P 

CUELLAR, J. M. 

8107140565 

50-361 

0 

50-237 

P 

CULP, R. H. 

8107020412 

50-466 

G 

50-219 

P 

CULP, R. H. 

8107020412 

50-466 

G 

50-255 

P 

CULVER, M. W. 

8107200243* 

30-302 

R 

50-255 

P 

CUMMINGS, T. 

8107140329* 

30-341 

I 

50-253 

30-253 

P 

P 

CUMMINGS. F. 

CUNNINGHAM, G. E. 

8107270067 

8107280028 

50-361 

70-754 

G 

50-253 

30-245 

50-213 

50-409 

P 

P 

P 

P 

CUNNINGHAM, A. L. 
CUNNINGHAM, K. A. 
CURNANE, R. A. 
CURRAN, G. M. 

8107240450# 

8107280049 

8107020138* 

8107230130 

50-327 

70-371 

GA999 

70-1224 

G 

30-237 

P 

CURRAN, J. M. 

8107090277* 

50-206 

S 

30-237 

P 

CURRAN, J. M. 

8107090240* 

30-206 

8 

30-245 

P 

CURRAN, J. M. 

8107090284* 

30-206 

8 

30-409 

P 

CURRAN, J. M. 

8107090247# 

50-206 

8 

30-237 

P 

CURRAN, J. M. 

8107090294# 

30-206 

8 

50-237 

P 

CURTIS, N. W. 

8107020414 

30-387 

8 

50-206 

P 

CURTIS, N. W. 

8107070168 

30-387 

<3 

30-133 

P 

CURTIS, N. W. 

8107070171 

30-387 

Q 

30-243 

P 

CURTIS. N. W. 

8107060230 

30-387 

F 

30-219 

P 

CURTIS, N. W. 

8107020267 

30-387 

K 

30-206 

P 

CURTIS, N. W. 

8107020270* 

30-387 

k 

50-409 

P 

CURTIS, N. W. 

8107020333 

50-387 

A 

30-235 

P 

CURTIS, N. W. 

8107060209 

30-387 

A 

30-213 

P 

CURTIS, N. W. 

8107130364 

30-387 

8 

30-245 

P 

CURTIS. N. W. 

8107100192 

30-387 

E 

30-219 

P 

CURTIS. N.-W. 

8107230218 

30-387 

8 

30-244 

P 

CURTIS, N. W. 

8107150105 

30-387 

F 

30-243 

P 

CURTIS, N. W. 

8107240317 

30-387 

G 

30-237 

P 

CURTIS. N. W. 

8107200442* 

30-387 

K 

50-219 

P 

CURTIS. N. W. 

8107240189 

30-387 

8 

30-233 

P 

CURTIS, N. W. 

8107240475 

30-387 

8 

30-29 

F 

CURTIS. N. W. 

8107280239 

30-387 

8 

30-237 

P 

CURTIS. D. J. 

8107220061 

30-273 

H 

30-237 

P 

CURTIS. N. W. 

8107210373 

30-387 

E 

30-237 

P 

CURTIS. N. W. 

8107210377 

30-387 

E 

30-244 

F 

CURTIS. N. W. 

8107210379 

50-387 

G 

30-206 

F 

CURTIS, N. W. 

8107280063 

30-387 

8 

30-219 

P 

CURTIS, L. H. 

8107280313 

30-329 

8 

30-155 

P 

CURTIS, N. W. 

8107200438 

30-387 

K 

30-213 

P 

CURTIS, N. W. 

8107230117 

30-387 

V 

50-219 

P 

CURTIS, N. W. 

8107280218 

30-387 

8 

50-29 

P 

CURTIS, N. W. 

8107240438 

30-387 

E 

50-237 

P 

CURTIS, N. W. 

8107240447* 

30-387 

E 

50-10 

P 

CURTIS. N. W. 
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8107150320 

WASTE MGT 

EADIE, G.G. 

EADIE. G. G. 

EADIE, G.G. 
EAGLETON, T. F. 

8107160133 

8107100154 

8107150434 

8107070433 

WASTE MGT 

40-8793 

40-8743 

PR 

EARLEY, A. F. 

8107080279 

50-322 

G 

EARLEY, A. F. 

8107080279 

50-322 

G 

EARLEY, A. F. 

8107200315 

50-322 

G 

EARLFY, A. F. 

8107170071* 

50-322 

G 

EARLFY, A. F. 

8107170097* 

50-322 

0 

EARLEY, A. F. 
EARLEY, A. F. 

8107200315 

8107200426 

50-322 

PRM 

G 

EASTMAN, K. 

8107130083 

50-498 

H 

EATON, N. W. 
EBENHACK, D. G. 

8107090206 

8107140823 

50-361 

27-47 

H 

EBERT, M. S. 

8107070186 

50-275 

H 

EBNETER, S. D. 

8107140206* 

50-354 

0 

EBNETER, S. D. 

8107160176* 

50-213 

Q 

EBNETER, 8. D. 

8107070533* 

50-423 

Q 

EBNETER, S. D. 

8107060411* 

50-289 

Q 

EBNETER, S. D. 

8107170178* 

50-220 

0 

ECCLESTON, K. 

8107140355 

50-263 

P 

echenigue, s. 

8107080226 

. 50-361 

G 

ECHENIGUE, M. 

8107140457 

50-361 

G 

ECKHARDT, J. H. 

8107010424* 

50-528 

G 

ECKHARDT, J. H. 

8107010412* 

50-528 

G 

ECKHARDT, U. H. 

8107170223* 

50-528 

G 

ECKHARDT, J. H. 

8107270130* 

50-206 

G 

eckoff, J. r. 

8107240109 

50-361 

H 

econokob, n. 
eddleman, w. 

8107240273* 

8107070486 

50-395 

PR 

G 

edelhan, l. 

edelstein, B. 

8107210439 

8107090476 

50-382 

XPQRTLIC 

K 

EDGAR. 0. L. 

8107020509 

50-70 

G 

EDGAR. 0. L. 

8107020460 

50-70 

T 

EDGAR, 0. L. 

8107020460 

50-70 

T 

EDGAR, 0. L. 

8107060299 

50-70 

G 

EDGAR,©. L. 

8107060299 

50-70 

G 

EDGAR, 0. L. 

8107080190 

30-70 

G 

EDGAR, G. L. 
EDGEWORTH. P. 
EDGEWORTH, P. 

8107170210 

8107020520 

8107220106 

50-70 

CONTRACT 

CONTRACT 

0 

edick.l. d. 

8107100033 

50-275 

H 

EDISON, G. E. 

8107090017 

50-482 

A 

EDISON, G. 

8107090495 

50-482 

A 

EDISON, 0. E. 

8107230288 

50-482 

A 

ui 

6 

i 

3 

8107140163 

50-482 

A 
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EDISON, 0. 

E. 

8107310126 

50-482 

A 

EDLER, S. K 


8107310549 

NUREG 


EECKHOU T, 

A. 

8107210469 

XPORTLIC 


EHLIG, P. L 


8107140243 

50-361 

T 

EHLIG, P.L. 

8107140276 

50-361 

T 

EICH, E. 


8107210025* 

50-247 

R 

EICMHORN, 

W. H. 

8107020450 

50-367 

G 

EXCHHQRN, 

W. H. 

8107020450 

50-367 

G 

EXCHHORN, 

W. H. 

8107020311 

50-367 

G 

EICHHORN, 

W. H. 

810702031 1 

50-367 

G 

EICHHQRN, 

W. H. 

8107010380 

50-367 

G 

EICHHORN, 

W. H. 

8107010380 

50-367 

G 

EICHHORN, 

W, H. 

8107020444 

50-367 

G 

EICMHORN, 

W. H. 

8107020447* 

50-367 

G 

EICHHORN, 

W. H. 

8107020444 

50-367 

G 

EICHHORN, 

W. H. 

8107020447* 

50-367 

G 

EICHHORN, 

W. H. 

8107170149 

50-367 

0 

EICHHQRN, 

W. H. 

8107170161 

50-367 

G 

EICHHORN, 

W. H. 

8107170176 

50-367 

G 

EICHHORN, 

W. H. 

8107170149 

50-367 

G 

EICHHORN, 

W. H. 

8107270084 

50-367 

G 

EICHHORN, 

W. H. 

8107270234 

50-367 

G 

EICHHORN, 

W. H. 

8107300151 

50-367 

G 

EICHHORN, 

W. H. 

8107300152* 

50-367 

G 

EICHHORN, 

W. H. 

8107300151 

50-367 

G 

EICHHORN, 

W. H. 

8107300152* 

50-367 

G 

EIKENBERRY, F. W. 

8107210030 

40-8781 


EINTERSQTTQM, E. 

8107240109 

50-361 

H 

EISENHUT, 

D. G. 

8106220468 

50-10 

P 

EISENHUT, 

D. G. 

8106190050 

50-10 

P 

EISENHUT, 

D. G. 

8107090549 

50-361 

F 

EISENHUT, 

D. G. 

8107140830 

50-213 

P 

EISENHUT. 

D. G. 

8107160094* 

50-245 

P 

EISENHUT. 

D. G. 

8107230285 

50-346 

P 

EISENHUT. 

D. G. 

8107270330 

50-269 

G 

EISENHUT, 

D. G. 

8107100320 

50-275 

F 

EISENHUT. 

D. G. 

8107070054 

50-361 

H 

EISENHUT, 

D. G. 

8107200177 

50-361 

H 

EISENHUT. 

D. G. 

8107310298 

50-10 

P 

EISENHUT. 

D. G. 

8107070055 

50-445 

A 

EISENHUT. 

D. G. 

8107140174 

ORG 


EISENHUT, 

D. G. 

8107140270 

50-361 

A 

EISENHUT, 

D. G. 

0107070203 

50-382 

E 

EISENHUT, 

D. 0. 

8107310579 

MISC 


EISENHUT, 

D. G. 

8107060161 

50-361 

H 

EISENHUT, 

D. 0. 

8107070108 

50-361 

H 

EISENHUT, 

D. G. 

8107070117 

50-361 

H 

EISENHUT, 

D. G. 

8107070151 

50-361 

H 

EISENHUT, 

D. G. 

8107090249* 

50-250 

P 

EISENHUT, 

D. G. 

8107090417 

50-328 

P 

EISENHUT, 

D. G. 

8107100031 

50-361 

H 

EISENHUT, 

D. G. 

8107100241 

50-361 

H 

EISENHUT. 

D. G. 

8107100242 

50-361 

H 

EISENHUT, 

D. G. 

8107100246 

50-361 

H 

EISENHUT, 

D. G. 

8107100251 

50-361 

H 

EISENHUT, 

D. G. 

8107100292 

50-361 

H 

EISENHUT, 

D. G. 

8107140106 

50-361 

H 

EISENHUT, 

D. G. 

8107140123 

S 0-361 

H 

EISENHUT, 

D. G. 

8107140138 

50-361 

H 

EISENHUT, 

D. G. 

8107140794 

50-361 

H 

EISENHUT, 

D. G. 

8107150393 

50-361 

H 

EISENHUT, 

D. G. 

8107150397 

50-361 

H 

EISENHUT, 

D. G. 

8107150346 

50-443 

0 

EISENHUT, 

D. G. 

8107140760 

MISC 


EISENHUT, 

D. G. 

8107090470 

50-361 

H 

EISENHUT. 

D. G. 

8107090483 

50-361 

H 

EISENHUT. 

D. G. 

8107090487 

50-361 

H 

EISENHUT, 

D.G. 

8107090517 

50-361 

H 

EISENHUT, 

D. G. 

8107090518 

50-361 

H 

EISENHUT, 

D. G. 

8107150440 

50-361 

H 

EISENHUT, 

D. G. 

8107160201 

50-361 

H 

EISENHUT, 

D. G. 

8107160633 

50-352 

A 

EISENHUT, 

D.G. 

8107310055 

50-10 

P 

EISENHUT, 

D. G. 

8107130417 

50-10 

P 

EISENHUT, 

D. 0. 

8107150424 

50-261 

G 

EISENHUT, 

D. G. 

8107160036 

50-237 

G 

EISENHUT, 

D. G. 

8107270160* 

50-245 

P 

EISENHUT, 

D. G. 

8107270168* 

50-219 

P 

EISENHUT, 

D. G. 

8107270172* 

50-206 

P 

EISENHUT, 

D. G. 

8107270177* 

50-409 

P 

EISENHUT, 

D. G. 

8107280690* 

50-255 

P 

EISENHUT, 

D. G. 

8107290150* 

50-213 

P 

EISENHUT, 

D. G. 

8107140336 

50-369 

P 

EISENHUT, 

D. G. 

8107140341* 

50-369 

P 

EISENHUT, 

D. G. 

8107210064 

50-369 

G 


AUTHOR 
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NUMBER 
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EISENHUT, D. G. 

8107290002 

50-10 

F 

EISENHUT, D. G. 

8107170010* 

50-317 

P 

EISENHUT, D. G. 

8107170143* 

50-261 

P 

EISENHUT, D. G. 

8107210041* 

50-272 

P 

EISENHUI , D. G. 

8107210172* 

50-293 

P 

EISENHUT, D. G. 

8107210295* 

50-277 

P 

EISENHUT, D. G. 

8107220050* 

50-344 

P 

EISENHUT, D. G. 

8107220206* 

50 -368 

P 

EISENHUT, D. G. 

8107220235* 

50-335 

P 

EISENHUT, D. G. 

8107220275* 

50-336 

P 

EISENHUT, D. G. 

8107220295* 

50-285 

P 

EISENHUT, D. G. 

8107270361* 

50-348 

P 

EISENHUT, D. G. 

8107290035* 

50-315 

P 

EISENHUT, D. G. 

8107290061* 

50-271 

P 

EISENHUT, D. G. 

8107290085* 

50-263 

P 

EISENHUT, D. 0. 

8107290091* 

50-286 

P 

EISENHUT, D. G. 

8107290096* 

50-309 

P 

EISENHUT, D. G. 

8107290103* 

50-313 

P 

EISENHUT, D. G. 

8107290127* 

50-324 

P 

EISENHUT, D. G. 

8107290133* 

50-298 

P 

EISENHUT, D. G. 

8107290139* 

50-220 

P 

EISENHUT, D. G. 

8107290264* 

50-305 

P 

EISENHUT, D. G. 

8107310120* 

50-250 

P 

EISENHUT, D. G. 
EISENHUT. D. G. 

8107220420 

8107290018 

ORG 

50-361 

H 

EISENHUT. D. G. 

8107300095 

50-361 

H 

EISENHUT, D. G. 

8107300204 

50-389 

A 

EL-ASHRY. M. T. 

8107020322 

50-327 

P 

EL-ASHRY, M. T. 

8107140348 

50-327 

P 

ELAN, D. 

8107020287 

50-275 

H 

ELDER, M. L. 

8107290044* 

50-287 

P 

ELIN, J. 0. 

8107270130* 

50-206 

G 

ELKUND, S. 

8107060057* 

COMMISSION 

ELLERSHAW, L. E. 
ELLIOT, S. 

8107010253* 

8107140630 

GA999 

50-361 

G 

ELLIOTT, A. E. 

8107130489 

50-123 

F 

ELLIOTT, J. C. 

8107280040 

50-466 

T 

ELLIS, J. 

8107060429 

50-361 

H 

EMPSON, F. M. 
ENGELKEN, R. H. 

8107240017* 

8107010295 

70-1308 

50-206 

Q 

ENGELKEN, R. H. 

8107150238* 

50-133 

F 

ENGELKEN, R. H. 

8107270200 

50-460 

G 

ENGELKEN, R. H. 

8107150144* 

50-206 

G 

ENGELKEN. R. H. 

8107150244* 

50-133 

G 

ENGELKEN. R. H. 

8107140634* 

50-133 

G 

ENGELKEN, R. H. 

8107170095* 

50-133 

Q 

ENGELDER, T. C. 
ENGELKEN, R. H. 

8107080385* 

8107270068* 

70-824 

50-133 

G 

ENGELKEN, R. H. 

8107280256 

50-275 

A 

ENGI, D. 

ENGLE, L. B. 

8107010406 

8107290174 

NUREG 

50-338 

F 

ENTWISLE, E. B. 

8107020518 

50-170 

G 

ENTWISLE, E. B. 

8107020519* 

50-170 

G 

ENTWISLE. E. B. 

8107020518 

50-170 

G 

ENTWISLE. E. B. 

8107020519# 

50-170 

G 

ENTWISLE. E. B. 

8107020517 

50-170 

G 

ENTWISLE, E. 

8107020415 

50-170 

G 

ENTWISLE. E. B. 

8107020517 

50-170 

G 

ENTWISLE. E. 

8107020415 

50-170 

G 

ERB, C. M. 

8107140663# 

50-456 

G 

ERDMAN, C. A. 

ERGER, E. 

8107170209 

8107240109 

NUREG 

50-361 

H 

ERICKSON. P. 

8107150281 

50-302 

H 

ERTEL, A. E. 
ESHELMAN, M. R. 

ESKRIDGE, H. E. 
ESPEY, J. J. 

8107150307* 

8106300563 

8107270049 

S 107060277* 

PR 

TOPREP 

70-36 
50-31 1 

S 

ESPEY, J. J. 

8107060264* 

50-311 

S 

ESPEY, J. J. 

8107060289* 

50-272 

s 

ESPEY, J. J. 

8107060321* 

50-272 

s 

ESPEY, J. J. 

8107060331* 

50-311 

s 

ESPEY, J. J. 

8107060274* 

50-31 1 

s 

ESPEY, J. J. 

8107130201* 

50-31 1 

s 

ESPEY, J. J. 

8107130247* 

50-311 

s 

ESPEY, J. J, 

8107130471# 

50-272 

s 

ESPEY. J. J. 

8107130501# 

50-311 

s 

ESPEY. J. J. 

8107130210# 

50-311 

8 

ESPEY. J. J. 

8107130399# 

50-31 1 

8 

ESPEY, J. J. 

8107240220# 

50-272 

S 

ESPEY. J. J. 

8107290084* 

50-272 

8 

ESPEY, J. J. 

8107280487* 

50-31 1 

S 

ESPEY, J. J. 

8107280608* 

50-272 

S 

ESPEY, J. J. 

8107290080* 

50-272 

S 

ESPEY, J. J. 

8107290134* 

50-311 

S 

ESPINOZA, L. 

8107070319 

50-206 

H 
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AUTHOR 
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EVANS, S. J. 

S 107100033 

50-275 

H 

FEIL, R. 

8107070533* 

50-423 

G 

FERGUSON, R. L, 

8107070051 

PR 


EVANS, C. 

8107080221 

50-361 

G 

FEIL, R. A, 

8107060302* 

50-412 

Q 

FERGUSON, J. H. 

8107060107 

50-339 

P 

EVANS, M. F. 

8107300105 

50-349 

M 

FEITKNECHT , C. 

8107060207 

50-334 

R 

FERGUSON, J. H. 

9107070356 

50-338 

P 

EVANS, M. F. 
EVERETT, R. J. 

8107300105 

8107080463* 

50-348 

GA999 

M 

FEITKNECHT , C. 
FELDE, 0. K. 

8107060211* 

8107020171 

50-334 

NUREG 

R 

FERNOS. 0. 

FERRARO, D. C. 

8107280198 

8107140489 

50-376 

50-361 

G 

G 

EVERETT, R. J. 

8107280466* 

40-3453 


FELDMAN, J. H. 

8107280341 

50-358 

G 

FERRIS- M. 

8107140481 

50-361 

0 

EYERICK, E. 

8107140620 

50-361 

G 

FELDMAN, J. H, 

8107280341 

50-358 

G 

FEUERBACHER, R. 

8107310386* 

50-155 

P 

FABIC.S. 

FAHNFR, T. C. 
FAHNER, T. C. 

8107170146 

8107020511 

8107230012 

NUREG 

50-367 

50-367 

G 

G 

FELL IN, M. F. 

FELTON, J. M. 

FELTON, J. M, 

8107090190 

8102260479 

8107070488 

50-367 

FOIA 

FOIA 

H 

FIEDLER, R. L. 
FIELDS, J. 

FIELDS, D. E. 

8107240358* 

8107010057 

8107010482 

50-328 

CONTRACT 

NUREG 

G 

FAIRTILE, M. B. 
FAIRTILE, M. B. 

8107150177 

8107150185 

50-277 

50-321 

H 

H 

FELTON, R.W. 

FELTON, J. M, 

8107140156* 

8106250219 

CONTRACT 

FOIA 

FIELD, S. G. 

FIELDS, J. 

8107070433 

8107220169 

PR 

CONTRACT 


FAIRTILE, M. B. 

8107150272 

50-321 

H 

FELTON, J. M, 

8106190059 

50-249 

P 

FIELDS, J. 

8107210450 

CONTRACT 


FAIRTILE, M. B. 

8107150273 

50-277 

H 

FELTON, J. M. 

8107230319 

50-397 

H 

FIELDS, M. B. 

8107300108* 

50-466 

T 

FAIRTILE, M. B. 

8107150275 

50-277 

H 

FELTON, J. M. 

8107100128 

50-244 

F 

FINCHER, P. L. 

8107070325 

50-335 

V 

FAIRTILE. M. B. 

8107150279 

50-277 

H 

FELTON, J. M. 

8107100327 

50-333 

F 

FINFROCK, I. R. 

8107070324* 

50-219 

G 

FAIRTILE, M. B. 

8107150317 

50-321 

H 

FELTON, J. M. 

8107080047 

50-3 

F 

FINFROCK, I. R. 

8107010219 

50-219 

R 

FAIRTILE, M. B. 

8107160004 

50-321 

H 

FELTON, J. M. 

8107080126 

50-286 

F 

FINFROCK, I. R. 

8107130316 

50-219 

8 

FAIRTILE, M. B. 

8107280656 

50-278 

P 

FELTON, J. M. 

8107010296 

50-361 

F 

FINFROCK, I. R. 

8107080530 

50-219 

P 

FALK, K. M. 

8107240523 

50-266 

G 

FELTON, J. M. 

8107090387 

50-29 

H 

FINFROCK, I. R. 

8107130293 

50-219 

S 

FALK, K. M. 

8107240527* 

50-266 

G 

FELTON, J. M. 

8107010304 

50-220 

F 

FINFROCK, I. R. 

8107130462 

50-219 

S 

FAMILIARS, L. J. 

8107100033 

50-275 

H 

FELTON, J. M. 

8107010309 

50-313 

F 

FINFROCK, I. R. 

8107130453 

50-219 

S 

FANIA, M. 

8107130168 

50-361 

G 

FELTON, J. K, 

8107010459 

50-266 

F 

FINFROCK, I. R. 

8107140563 

50-219 

F 

FANNING, G. 

8107160308* 

50-295 

S 

FELTON, J. M. 

8107010465 

50-272 

F 

FINFROCK, I. R. 

8107140598 

50-219 

F 

FARGrONI, M. 

8107100033 

50-275 

H 

FELTON, J. M. 

8107010472 

50-261 

F 

FINFROCK, I. R. 

8107140563 

50-219 

F 

FARKAS, S. W. 

8107230274* 

71-5958 


FELTON, J. M. 

8107010478 

50-348 

F 

FINFROCK. I. R. 

8107140598 

50-219 

F 

FARLEY, J. M. 

8107060359 

PR 


FELTON, J. M. 

8107020136 

50-272 

F 

FINFROCK, I. R. 

8107200417 

50-219 

P 

FARNELL, A. S. 

8107060158 

50-329 

G 

FELTON, J. M. 

8107020141 

50-272 

F 

FINKEL, A. E. 

8107140807* 

50-334 

P 

FARNELL, A. S. 

8107060413 

50-329 

G 

FELTON, J. M. 

8107020352 

50-286 

F 

FINLEY, N. C. 

8107010446 

NUREG 


FARNELL, A. S. 

8107150050 

50-329 

G 

FELTON, J. M. 

8107020502 

50-348 

F 

FIOCK, W. L. 

8107230227* 

50-387 

G 

FASANO. A. N. 

8107170154* 

50-320 

Q 

FELTON, J. M. 

8107230337 

FOIA 


FIORELl I, G. 

8107060255* 

50-483 

Q 

FASANO, A. 

8107090281* 

50-320 
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8107140734 

50-483 

G 

HEISHMAN, R. F. 

8107140738* 

50-483 

0 

HEISHMAN, R. F. 

8107100151 

50-341 

G 

HEISHMAN, R. F. 

8107100161 

50-331 

G 

HEISHMAN, R. F. 

8107210229 

50-358 

Q 

HEISHMAN, R. F. 

8107210232* 

50-358 

G 

HEISHMAN, R. F. 

8107080326 

50-440 

Q 

HEISHMAN, R. F. 

8107140574 

50-155 

G 

HEISHMAN, R. F. 

8107140708 

50-315 

G 

HEISHMAN, R. F. 

8107140715* 

50-315 

Q 

HEISHMAN, R. F. 

8107140753 

50-10 

G 

HEISHMAN, R. F. 

8107140757* 

50-10 

G 

HEISHMAN, R. F. 

8107210215 

50-483 

G 

HEISHMAN, R. F. 

8107280406 

50-454 

Q 

HEISHMAN, R. F. 

8107140567 

50-155 

G 

HEISHMAN, R. F. 

8107240157 

50-315 

G 

HEISHMAN, R. F. 

8107240170 

50-254 

Q 

HEISHMAN, R. F. 

8107160314 

50-461 

G 

HEISHMAN, R. F. 

8107160317* 

50-461 

G 

HEISHMAN, R. F. 

8107200236 

50-305 

G 

HEISHMAN, R. F. 

8107200415 

50-255 

G 

HEISHMAN, R. F. 

8107240215 

50-263 

G 

HEISHMAN, R. F. 

8107280225 

50-546 

Q 

HEISHMAN, R. F. 

8107280377 

50-282 

P 

HEISHMAN, R. F. 

8107280420 

50-282 

G 

HEISHMAN, R. F. 

8107280422* 

50-282 

G 

HEISHMAN, R. F. 

8107280327 

50-341 

G 

HEISHMAN, R. F. 

8107280427 

50-461 

G 

HEISHMAN, R. F. 

8107280446 

50-10 

Q 

HEISHMAN, R. F. 

8107240474 

50-315 

G 

HEISHMAN, R.F. 

8107280410 

50-461 

G 

HEISHMAN, R. F. 

8107280391 

50-483 

G 

HELD, C. 

8107240109 

50-361 

H 

HELLER, J, K. 

8107140746* 

50-255 

Q 

HELLER, J. K. 

8107140572* 

50-255 

Q 

HELM, K, 8. 

8107210130 

XPORTLIC 


HELM, K. S. 

8107300311 

XPORTLIC 


HELMS, J. 

8107150318* 

PR 


HELWICK, C. 

8107100175 

50-142 

0 

HENDERSON, J. B. 

8107020029* 

QA999 


HENDRIE, J. M- 

8107200107* 

COMMISSION 

HENDRIE, J. M. 

8103270110 

COMMISSION 

HENDRIE, J. M. 

8107060056 

COMMISSION 

HENDRIE, J. M. 

8107070103 

COMMISSION 

HENDRIE, J. M. 

8107200139* 

50-238 

P 

HENDRIE, J. M. 

8107200148* 

COMMISSION 

HENDRIE, J. M. 

8107200153* 

COMMISSION 

HENDRIE, J.M. 

8107200157* 

COMMISSION 

HENDRIE, J. M. 

8107140020 

50-454 

A 

HENDRIE, J. M. 

8107200102* 

COMMISSION 

HENDRIE, J. H. 

8107200119* 

COMMISSION 

HENDRIE, J. M. 

8107200127* 

COMMISSION 

HENDRIE, J. M. 

8107200113* 

COMMISSION 

HENDRIE, J . M. 

8107220286 

COMMISSION 

HENDRON, A. J. 

8107300094 

50-329 

T 

HENDRON, A. 

8107300099* 

50-329 

T 

henneoen, d. 

8107130166 

50-361 

0 

henneoen, d. 

8107270028 

50-361 

H 

HENRY, E. 

8107150041 

50-361 

0 

HENRY, K. 

8107140655 

50-361 

Q 

HENRY, L.G. 

8107210268 

50-57 

S 

henry, e. 

8107240109 

50-361 

H 

HERBERT , J. 

8107160100 

50-361 

0 

herdt, A. R. 

8107240559* 

50-413 

G 

herdt, a. r. 

8107240400* 

50-280 

Q 

HERDT, A.R. 

8107080350* 

50-416 

Q 

herdt, a. r. 

8107240273* 

50-395 

Q 

HERDT, A. R, 

8107240352* 

50-566 

G 

herdt, A. r. 

8107240361* 

50-390 

Q 
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NUMBER 
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CATEGORY 

HERDT, A. R. 

8107240337* 

50-324 

Q 

HERMANN, R. A. 

8107300126 

50-206 

P 

HERNANDEZ, V. A, 

8107200336* 

50-302 

S 

HERNANOEZ, V. A, 

8107310275* 

50-302 

S 

HERNANDEZ, V. A. 

8107210401* 

50-302 

s 

HERMAN, R. W. 

8107160003 

50-438 

A 

HERNANOEZ, V. 

8107280357* 

50-302 

S 

HERNANOEZ, V. A. 

8107280365* 

50-302 

8 

HERNANOEZ, V. A, 

8107280376* 

50-302 

S 

HERNANOEZ, V. A. 

8107280493* 

50-302 

S 

HERNANOEZ, V. A. 

8107280617* 

50-302 

S 

HERNANOEZ, V. A. 

8107310402* 

50-302 

s 

HERNANOEZ, V. A. 

8107310494* 

50-302 

s 

HERR, R. K. 

9107090311* 

50-498 

0 

HERRING, K. S. 

8107080039 

50-133 

P 

HERRINGTON, L. 

8107140285 

50-445 

D 

HERRIDGE, E. 

8107160120 

50-361 

H 

HERRING, K. S. 

8107300126 

50-206 

P 

HERSKQVITZ, M. B. 
HERTZ. F. 

8107200498 

8107010336 

RES 

50-275 

H 

HEST, K. 

8107140345 

50-361 

G 

HEYER, R. 

HEYER, R. S. 

HEYER, R. S. 

HEYER, R. S. 

HEYER, R. S. 

HEYER, R. S. 

HEYER, R. S. 

HEYL, N. F. 

HIATT , S. L. 

HICKEY, C. R. 

8107100311 

8107150380 

8107150406 

8107200073 

8107210096 

8107210149 

8107300063 

8103250212* 

8107070486 

8107060206 

40-8502 

40-8584 

40-8674 

40-8674 

40-8722 

40-8502 

40-8304 

ORG 

PR 

50-320 

R 

HICKIN, R. A. 

HICKOK, N. 

8107100343* 

8107210370* 

CONTRACT 

50-528 

G 

HIGGINBOTHAM, L. 

8106190068* 

50-249 

P 

HIGGINS, J. C- 

8107100119* 

50-322 

G 

HIGGINS, S. 

8107090307 

50-275 

H 

HIGGINS, J. C. 

8107280458* 

50-220 

Q 

HILBERT, M. 

8107100111 

50-275 

H 

HILER, J. 

8107200115* 

COMMISSION 

HILGIRS, M. 

8107140610 

50-361 

G 

HILL, J. M. 

HILL, R. A. 

HILL, W. M. 

8107070275 

8107090332 

8107280560* 

PR 

TOPREP 

50-272 

G 

HILL, 0. R. 

HILL, J. 0. 

8107210183* 

8107210356 

CONTRACT 

50-368 

H 

HILLIARD, R. K. 

HIND, J. A. 

8107170101* 

8107140714 

NUREG 

50-263 

Q 

HIND, J. A. 

8107200451 

50-282 

Q 

HIND, J. A. 

8107200278 

50-295 

Q 

HIND, J. A. 

8107310173 

50-373 

E 

HIRSCH, D. 

8107080305 

50-142 

G 

H ISER, H. W. 

8107060185* 

50-250 

G 

HJELMFELDT, D. C. 

8107300105 

50-348 

M 

HJELMFELDT, D. C. 

8107300105 

50-348 

M 

HOBBS, B. F. 

HQCHREITER, L. E. 
HODGDON, A. P. 

8107270012 

8107130005 
' 8107010429 

NUREG 

NUREG 

50-367 

G 

HODGDON, A. P. 

8107100172 

50-389 

M 

HODGDON, A. P. 

8107130098 

50-445 

M 

HODGDON, A. P. 

HODGES, M. W. 

8107140571 

8107300117* 

PROJ 

50-466 

T 

MGDOXN, A. C. 

8107140656 

50-361 

G 

HODGSON, K. 

8107140485 

50-361 

G 

HOEFLlNGrR. K. 

8107160163 

50-361 

G 

HOEFLINO, R. K. 

8107240233 

50-275 

G 

HOFFMAN, G. L. 
HOFFMAN, E. 

8107220307* 

8107100033 

40-2259 

50-275 

H 

HOFFMAN, D. P, 

8107060208 

50-155 

P 

HOFFMAN, D. P. 

8107070238 

50-155 

P 

HOFFMAN, D. P. 

8107070355 

50-155 

P 

HOFFMAN, D. P. 

8107070365 

50-155 

F 

HOFFMAN, D. P. 

8107100165 

50-255 

P 

HOFFMAN, D. P. 

8107100198 

50-255 

P 

HOFFMAN, D. P. 

8107100247 

50-255 

P 

HOFFMAN, D. P. 

8107200420* 

50-255 

G 

HOFFMAN, D. P. 

8107140363 

50-155 

F 

HOFFMAN, D. P. 

8107140695 

50-155 

P 

HOFFMAN, D. P. 

8107160167 

50-155 

P 

HOFFMAN, D. P. 

8107140596 

50-255 

R 

HOFFMAN, D. P. 

8107200130 

50-255 

S 

HOFFMAN, D. P. 

8107220114 

50-155 

P 

HOFFMAN, D. P. 

8107280373 

50-255 

P 

HOGDON, A. P. 

8107090134 

50-367 

G 

HOLDER, G. 

8107210305* 

50-259 

S 

HOLDER, 0. 

8107280258* 

50-259 

S 
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HOLDER, G. 

8107210413* 

50-260 

S 

HOLDER, G. 

8107280280* 

50-260 

s 

HOLDER, G. 

8107280290* 

50-296 

s 

HOLDER, G. 

8107310347* 

50-296 

s 

HOLDER, 0. 

8107310393* 

50-260 

s 

HOLDER, G. 

8107310394* 

50-260 

s 

HQLDRIDOE, H. B. 

8107090190 

50-367 

H 

HOLLAR, D. E. 

8107020293 

50-395 

G 

HOLLAND, P. 

8107160312* 

50-237 

S 

HOLLANDER, T. C. 

8107080246 

50-369 

S 

HOLLANO, P. 

8107140381* 

50-237 

s 

H0LLING3, K. 

8107160116 

50-275 

H 

HOLM, J. S. 

HOLOWAY, C. F. 
HOLOWAY, C. F. 

HOLSTEIN, H. M. 
HOLYOAK, R. H. 

8107150118* 

8107200494 

8107100328 

8107100249 

8107130096* 

TOPREP 

RES 

NUREG 

PR 

50-373 

F 

HOLZMER, M. M. 

8107210139* 

50-373 

Q 

HONEYCUTT, C. R. 

8107210421* 

50-287 

Q 

HOOD, D. S. 

8107010185* 

50-329 

T 

HOOD, B. F. 

HOPKINS. J. B. 

8107270014 

8107270115* 

NUREG 

50-316 

Q 

HORAN, J. 

8107070025 

50-369 

H 

HORIN, W. A. 

8107020365 

50-445 

G 

HORIN, W. A. 

8107020365 

50-445 

G 

HORIN, U. A. 

8107020377 

50-445 

G 

HORIN, W. A. 

8107020377 

50-445 

G 

HORIN, W. A. 

8107010393 

50-445 

G 

HORIN, W, A. 

8107010393 

50-445 

G 

HORIN, W. A. 

8107220132 

50-445 

G 

HORIN, W. A. 

8107220132 

50-445 

0 

HORN, M. 

HORNE, S. A. 

HOSEY, C.M. 

8107290209 

8107290245* 

8107080538* 

71-9033 

70-1355 

50-395 

Q 

HOSEY, C.M. 

8107240418* 

50-269 

Q 

HOSEY, C. M. 

8107240369* 

50-369 

0 

HOURIHAN, P. L. 

8107270238 

50-528 

G 

HOUSEL, b. A. 

8107100033 

50-275 

H 

HOUSE, B.R. 

HOUSTON, M. D. 

8107070363 

8107140200 

PR 

50-440 

E 

HOUSTON, M. D. 

8107210151 

50-416 

A 

HOUSTON, M. D. 

8107200066 

50-416 

A 

HOUSTON, M. D. 

8107220452 

50-416 

A 

HQVAK, H. L. 

HOVEY, G. K. 

8107290173 

8107090271* 

RES 

50-320 

Q 

HOVEY, 0. K. 

8107020197 

50-320 

S 

HOVEY, 0. K. 

8107240362 

50-320 

S 

HOVIS, R. L. 

8107210324 

50-171 

H 

HOWARD, J. E. 

HOWARD, R. 

8107070310 

8107230289* 

NUREG 

CONTRACT 


HOWE, G. E. 

HOWELL, J.C. 
HOWLAND, M. E. 

8107290007 

8107080407* 

8107090388* 

70-2205 

70-992 

50-29 

H 

HUANG. R. L. 

8107280045 

50-466 

T 

HUANG, T. L. 

8107300103* 

50-466 

T 

HUBACEK, W. 0. 

8107160370 

50-482 

S 

HUBACEK, W. 

8107160381 

50-498 

8 

HUBACEK. W. G. 

8107280525 

50-498 

S 

HUBBARD. R. B. 

8107020504* 

50-237 

G 

HUBBARD, A. 

HUCHTON, R. L. 
HUCIK.S A. 

8107070486 

8107170264 

8107280045 

PR 

NUREG 

50-466 

T 

HUDIBURO, J. J.. 

8107290152* 

50-250 

P 

HUDSON, S. D. 

8107140965* 

50-220 

Q 

HUDSON, S. D. 

8107100176* 

50-220 

Q 

HUDSON, S. D. 

8107170169* 

50-220 

G 

HUETER, L, J. 

8107210276* 

50-315 

G 

HUGHES, N. B. 

8107290249* 

50-259 

F 

HUKILL, H, D. 

8107130025* 

50-289 

F 

HUKILL, H. D. 

8107020347* 

50-289 

F 

HUKILL, H. D. 

8107060319 

50-289 

F 

HUKILL, H. D. 

8107070364 

50-289 

P 

HUKILL, H. D. 

8107080367 

50-289 

P 

HUKILL, K D. 

8107100045 

50-289 

P 

HUKILL, H. D. 

8107080369 

50-289 

G 

HUKILL, H. D. 

8107230084 

50-289 

R 

HUKILL, H. D. 

8107280346 

50-289 

S 

HUKILL, H. D. 

8107280574 

50-289 

P 

HUKILL, H. D. 

8107280578* 

50-289 

P 

HULTGUI8T, L. 

8107080210 

50-329 

A 

HUME, n. 

8107140465 

50-361 

0 

HUMPHREY, J. H. 
HUMPHRIS, R. R. 
HUNNICUTT, D. M. 

8107010055* 

8107170209 

8106190082* 

CONTRACT 

NUREG 

50-254 

8 

HUNNICUTT, D. M. 

8106190077* 

50-254 

8 
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ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

HUNNICUTT, D. M. 

8107130338* 

50-313 

Q 

HUNNICUTT, D. M. 

8107210339 

50-313 

S 

HUNSTAD, A. A. 

8107240172* 

50-306 

S 

HUNSTAD, A. A. 

8107300057* 

50-282 

S 

HUNT, M. D. 

8107060041* 

50-302 

P 

HUNT, M. D. 

8107080301* 

50-328 

0 

HUNT, I. C. 

8107090212 

50-361 

H 

HUNTER, M. L. 

8107150147* 

50-341 

A 

HUNTER, R.S. 

8107240479* 

50-315 

Q 

HUNTER, R. S. 

8107090222 

50-315 

F 

HUNTER, R. S. 

8107080450 

50-315 

F 

HUNTER, R. S. 

8107080243 

50-315 

P 

HUNTER, R. S. 

8107080386 

50-315 

P 

HUNTER, R. S. 

8107140016 

50-315 

F 

HUNTER, R. S. 

8107170253 

50-315 

P 

HUNTER, R. 8. 

8107200387 

50-315 

G 

HUNTER, R. 8. 

8107210430 

50-315 

F 

HUNTER, R. 8. 

8107210398 

50-315 

P 

HUNTER, R. S. 

8107210416 

50-315 

P 

HUNTER, R. S. 

8107310241 

50-315 

0 

HURWITZ, H. 

8107230392 

REVIEW 

GRP 

HUSEBY, 0. E. 

8107240112* 

50-317 

S 

HUSTQLES, e. j. 

8107210297 

50-341 

D 

HUTCHINGS, R. E. 
HUTTON, P. H. 

8107020349* 

8107090399 

50-341 

RES 

A 

HYATT , T. 

8107140712 

50-361 

G 

HYATT, C. 

8107140484 

50-361 

G 

HYATT, T. 

8107240109 

50-361 

H 

HYMAN, M. 

8107090069 

50-361 

G 

IDRISS, I. M. 

8107240318* 

50-498 

A 

INGALLS, P. 

8107140703 

50-361 

G 

INGERSOLL, A. C. 

8107090217 

50-361 

H 

INGWERSEN, J. L. 

8107020498* 

50-327 

F 

INGWERSEN, J. L. 

8107020221* 

50-327 

F 

IOTTI.R. C. 

8107280062 

50-466 

T 

IQTTI, R. C. 

8107280062 

50-466 

T 

IOTTI, R. C. 

8107280082 

50-466 

T 

IQTTI, R. C. 

8107280082 

50-466 

T 

IPPOLITO, T. A. 

8107080562 

50-324 

P 

IPPQLXTO, T. A. 

8107100063 

50-220 

F 

IPPOLITO, T. A. 

a 1071 40796 

50-254 

P 

IPPOLITO, T. A. 

8107060111 

50-261 

P 

IPPOLITO, T. A. 

8107100107 

50-260 

S 

IPPOLITO, T. A. 

8107090409 

50-324 

P 

IPPOLITO, T. A. 

8107090414* 

50-324 

P 

IPPOLITO, T. A. 

0107090420* 

50-324 

P 

IPPOLITO, T. A. 

8107140851 

50-10 

P 

IPPOLITO, T. A. 

8107140879* 

50-10 

P 

IPPOLITO. T. A. 

8107090361 

50-260 

P 

IPPOLITO, T. A. 

8107140093 

50-263 

P 

IPPOLITO, T. A. 

8107140105* 

50-263 

P 

IPPOLITO, T. A. 

8107140116* 

50-263 

P 

IPPOLITO, T. A. 

8107150389 

50-271 

P 

IPPOLITO, T. A. 

8107090510 

50-259 

P 

IPPOLITO, T. A. 

8107100321 

50-293 

P 

IPPOLITO, T. A. 

8107100322 

50-298 

P 

IPPOLITO, T. A. 

8107130223 

50-331 

P 

IPPOLITO, T. A. 

8107140209 

50-333 

P 

IPPOLITO, T. A. 

8107140216* 

50-333 

P 

IPPOLITO, T. A. 

8107140224* 

50-333 

P 

IPPOLITO, T. A. 

8107140245 

50-333 

P 

IPPOLITO, T. A. 

8107140252* 

50-333 

P 

IPPOLITO, T. A. 

8107140259* 

50-333 

P 

IPPOLITO, T. A. 

8107160629 

50-324 

P 

IPPOLITO, T. A. 

8107200474 

50-333 

F 

IPPOLITO, T. A. 

8107210148 

50-10 

F 

IPPOLITO, T. A. 

8107210166* 

50-237 

P 

IPPOLITO, T. A. 

8107220022 

50-220 

F 

IPPOLITO, T. A. 

8107210165 

50-293 

P 

IPPOLITO, T. A. 

8107220044 

50-271 

F 

IPPOLITO, T. A. 

8107220366 

50-220 

P 

IPPOLITO, T. A. 

8107240584 

50-254 

P 

IPPOLITO, T. A. 

8107240586 

50-331 

P 

IPPOLITO, T. A. 

8107290025 

50-237 

P 

IPPOLITO, T. A. 

8107290041 

50-259 

P 

IPPOLITO, T. A. 

8107290055 

50-271 

P 

IPPOLITO, T. A. 

8107290083 

50-263 

P 

IPPOLITO, T. A. 

8107290121 

50-324 

P 

IPPOLITO, T. A. 

8107290130 

50-298 

P 

IPPOLITO, T. A. 

8107290135 

50-220 

P 

IPPOLITO, T. A. 

8107100317 

50-259 

G 

IPPOLITO, T.\A. 

8107160625 

50-333 

F 

IPPOLITO, T. A. 

8107290119 

50-333 

P 

IPPOLITO, T. A. 

8107230330 

50-324 

P 

IPPOLITO, T. A. 

8107230336* 

50-324 

P 
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AUTHOR 

NUMBER 

CATEGORY 

IPPOLITO, T. A. 

8107240566 

50-271 
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AUTHOR 

NUMBER 

CATEGORY 

KENYON. T. J. 

8107080566 

50-390 

A 

KENYON, T. J. 

8107090232 

50-390 

A 

KENYON. T. J. 

8107210445 

50-390 

A 

KENYON, T. J. 

8107090423 

50-390 

A 

KENYON. T. J. 

8107300214 

50-390 

A 

KENYON, T. J. 

8107240005 

50-390 

A 

KENYON, T. J. 

8107300316 

50-390 

A 

KEPPLER, J. G. 

8107060393 

50-346 

P 

KEPPLER, J. G. 

8107140735 

50-255 

Q 

KEPPLER, J. G. 

8107140741* 

50-255 

0 

KEPPLER, J. G. 

8107130331 

50-461 

G 

KEPPLER, J. G. 

8107130333* 

50-461 

G 

KEPPLER, J. G. 

8107140623 

70-572 


KEPPLER, J. G. 

8107170250 

50-10 

F 

KEPPLER, J. G. 

8107010394 

40-8724 


KEPPLER, J. G. 

8107080343 

50-461 

G 

KEPPLER, J. 0. 

8107100158* 

50-358 

G 

KEPPLER. J. G. 

8107010408 

70-8 


KEPPLER, J. 0. 

8107060251 

50-483 

G 

KEPPLER, J. G. 

8107060253* 

50-483 

G 

KEPPLER, J. 0. 

8107100156 

50-358 

G 

KEPPLER. J. G. 

8107080131 

70-8 


KEPPLER, J. G. 

8107080164 

50-546 

A 

KEPPLER, J. 0. 

8107210200 

50-10 

F 

KEPPLER, J. G. 

8107100250 

50-305 

F 

KEPPLER. J. G. 

8107210237 

50-315 

G 

KEPPLER, J. G. 

8107150274 

50-305 

F 

KEPPLER. J. G. 

8107200362 

50-10 

F 

KEPPLER, J. G. 

8107240465 

50-329 

G 

KEPPLER, J. G. 

8107240472* 

50-329 

G 

KEPPLER, J. G. 

8107160228 

50-329 

A 

KEPPLER, JT G. 

8107240324 

50-10 

F 

KEPPLER, J. G. 

8107270059 

50-546 

A 

KEPPLER. J. G. 

8107280442 

50-315 

P 

KERR. W. 

0107080184 

50-19 

S 

KERRIGAN, J. 

8107100344 

50-528 

A 

KERRIGAN, J. D. 

8107200533 

50-528 

A 

KERRIGAN, J. 

8107200069 

50-470 

A 

KERRIGAN, J. 

8107310046 

50-528 

A 

KERRIGAN, J. 

8107310053 

50-528 

A 

KETZLACH. N. 

8107210091* 

70-1100 


KETZLACH, N. 

8107300269* 

70-1100 


KEY, W. J. 

8107060255* 

50-483 

Q 

KIDMORE, D. S. 

8107140622 

50-361 

G 

KIEL, 0. R. 

8107310093 

XPORTLIC 


KIEL, G. R. 

8107310095* 

XPORTLIC 


KIMPEL.C. H. 

8107060483 

NUREG 


K INANE, R. J. 

8107070486 

PR 


KING. E. H. 

8107100033 

50-275 

H 

KING. M. 

8107080171 

50-289 

H 

KING. D. 

8107020497* 

50-250 

G 

KING. L. R. 

8107240109 

50-361 

H 

KINGSLEY, S. S. 

8107310112* 

71-358 


KINGSLEY, 8. 8. 

8107310109* 

71-358 


KINNEKAN. J. D. 

8010210788* 

FOIA 


KINNEMAN, J. D. 

8010210785* 

FOIA 


KINNEMAN, J. D. 

8107140114 

40-7106 


KINNEMAN, J. D. 

8107100267 

70-2753 


KINNEMAN, J. D. 

8107100271* 

70-2753 


KINNEY, W. W. 

8107240271* 

70-820 


KINNEMAN, J. D. 

8107070007 

70-741 


KINNEMAN, J. D. 

8107070010* 

70-741 


KINNEMAN. J. D. 

8107090482 

70-2383 


KINNEMAN, J. D. 

8107090484* 

70-2383 


KINNEMAN, J. D. 

8107090488 

70-2141 


KINNEMAN, J. D. 

8107090490* 

70-2141 


KINNEY, W. W. 

8107240458* 

70-820 


KINNEMAN, J. D. 

8107130231*' 

40-2286 


KINNEMAN, J. D. 

8107060235 

70-2232 


KINNEMAN, J. D. 

8107060237# 

70-2232 


KINNEMAN, J. D. 

8107060186 

70-2678 


KINNEMAN, J. D. 

8107060192* 

70-2678 


KINNEMAN, J. D. 

8107290092 

70-474 


KINNEMAN, J. D. 

8107290093* 

70-474 


KINNEMAN, J. D. 

8107100195 

40-8610 


KINNEMAN, J. D. 

8107130226 

40-2286 


KINNEMAN, J. D. 

8107100181 

70-2529 


KINNEY, W. W. 

8107100076 

70-820 


KINNEMAN, J. D. 

8107170218 

70-1331 


KINNEMAN, J. D. 

8107170221* 

70-1331 


KINNEMAN, J. D. 

8107130457 

40-7455 


KINNEMAN, J. D. 

8107130113 

70-2383 


KINNEMAN, J. D. 

8107130186* 

40-8610 


KINNEMAN, J. D. 

8107130487 

70-2753 


KINNEMAN, J. D. 

8107210326 

70-870 
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KINNEMAN, J. D. 

SI 072 10374 

70-767 


KNOX, E. 

8107290195 

50-440 

H 

LACEY, W. S. 

8107240359* 

50-334 

S 

KINNEMAN, J. D. 

8107240132 

70-2232 


KNUTH, D. F. 

8107070072 

PR 


LACEY, W. S. 

8107240335* 

50-334 

8 

KINNEMAN, J. D. 

8107240299 

70-1277 


KOCH, L. J. 

8107080233 

50-461 

A 

LACEY, W. S. 

8107280332* 

50-334 

8 

KINNEMAN, J. D. 

8107240309 

70-2678 


KOCH, L. J. 

8107070279 

NUREG 


LACEY, W. 8. 

8107280505* 

50-334 

8 

KINNEMAN, J. 0. 

8107240316 

40-8610 


KOCH, D. L. 

8107060510* 

CONTRACT 


LACEY, W. 8. 

8107290072* 

50-334 

S 

KINTNER, L. 

8107090498 

50-341 

A 

KOCH, L. J. 

8107010422 

50-461 

A 

LAGIEWSKI, J. 8. 

8107130309* 

50-317 

s 

KINTNER, L. L. 

8107090500 

50-341 

A 

KOCH, L. J. 

8107210245 

50-461 

S 

LAGIEWSKI, J. S. 

8107240248* 

50-317 

s 

KINTNER, L. 

8107100047 

50-341 

F 

KOCH, L. J. 

8107220146 

50-461 

K 

LAGQMARSINO, R. 

8107070077* 

PR 


KINTNER, L. L. 

8107220451 

50-341 

A 

KOCH, L. J. 

8107280415* 

50-461 

G 

LAHR, T. N. 

8107290109 

XPORTLIC 


KINTNER, L. L. 

8107240079 

50-341 

A 

KOCHER, D. C. 

8107220407 

RES 


LAINAS, 0. C. 

8107150391 

50-237 

0 

KINTNER, L. L. 

8107240083 

50-341 

0 

KOCIS, R. 

8107240395* 

50-346 

8 

LAKIN, G. 

8107100145 

50-133 

H 

KINTNER, L. L. 

8107270380 

50-341 

F 

KOESTER, G. L. 

8107070068 

PR 


LAMAY. U. R. 

8107270042* 

71-458 


KINTNER. L. L. 

8107310066 

50-341 

A 

KQESTER. G. L. 

8107090184 

50-482 

S 

LANDGRAF, L. C. 

8107140319 

50-341 

I 

KINTNER, L. L. 

8107310056 

50-341 

F 

KOESTER, G. L. 

8107090239 

50-482 

S 

LANDIS, K. D. 

8107240522 

50-281 

8 

KINTNER, L. L. 

8107310060 

50-341 

A 

KOESTER, G. L. 

8107090351 

50-4S2 

S 

LANDSMAN, R. B. 

8107140700* 

50-546 

<3 

KIRK, 0. B. 

8107310271* 

50-327 

S 

KOESTER. G. L. 

8107090352 

50-482 

S 

LANDSMAN, R. B. 

8107210334* 

50-461 

G 

KIRK, 0. B. 

8107280523* 

50-327 

s 

KOESTER, G. L. 

8107070335 

50-482 

A 

LAND8MAN, R. B. 

8107240480* 

50-329 

Q 

KIRK, 0. B. 

8107310296* 

50-327 

s 

KQESTER, G. L. 

8107170246 

50-482 

K 

LANE, M. R. 

8107280035 

50-466 

T 

KIRKLAND, R. S. 

8107090169* 

50-160 

R 

KQESTER, G. L. 

8107280539 

50-482 

8 

LANG, T. 

8107020356 

50-461 

0 

KIRKLAND, R. S. 

8107090166* 

50-160 

R 

KOESTER, G. L. 

8107280589 

50-482 

S 

LANG, T. 

8107020367* 

50-461 

G 

KIRKLAND, R. S. 

8107090163* 

50-160 

R 

KOESTER. G. L. 

8107280591 

50-482 

A 

LANG, T. 

8107020374* 

50-461 

G 

KIRKLAND, R. S. 

8107090161 

50-160 

R 

KOFPMAN, E. 

8107130123 

50-361 

G 

LANGE. W. G. 

8107230267* 

71-450 


KISTER, H. B. 

8107150059* 

50-333 

0 

KOLTAY, P, S. 

8107160176* 

50-213 

G 

LANGE. D. F. 

8107060282 

50-361 

H 

KISTER, H. B. 

8107100119* 

50-322 

G 

KOLTAY, P. S. 

8107170178* 

50-220 

G 

LANGHAAR, J. W. 

8107140825 

ACRS 


KISTER, H. 

8107070522* 

50-247 

G 

KOLUNCICH, K. 

8107100033 

50-275 

H 

LANKSBURY, R. D. 

8107150302* 

50-373 

Q 

KISTER, H. B. 

8107140965* 

50-220 

G 

KOMARA, B. 

8107280588* 

50-302 

8 

LANPHER, L. C. 

8107100167 

50-275 

G 

KISTER, H. B. 

8107060302* 

50-412 

G 

KQNKLIN, J. E. 

8107130356* 

50-305 

G 

LANPHER. L. C. 

8107100167 

50-275 

G 

KISTER, H. B. 

8107100176* 

50-220 

G 

KONKLIN. J. E. 

8107060337* 

50-483 

G 

LANPHER, L. C. 

8107200247 

50-275 

G 

KISTER, H. 

8107060215 

50-247 

S 

KONKLIN, J. E. 

8107070174 

50-341 

Q 

LANPHER, L. C. 

81 07200247 

50-275 

G 

KISTER, H. B. 

8107170169* 

50-220 

G 

KONKLIN, J. E. 

8107060397* 

50-266 

G 

LANPHER. L. C. 

8107230018 

50-275 

G 

KISTER, H. B. 

8107210231* 

50-333 

G 

KONKLIN. J. E. 

8107140743* 

50-483 

G 

LANPHER, L. C. 

8107230018 

50-275 

G 

KISTER, H. B. 

8107280458* 

50-220 

G 

KONKLIN, J. E. 

SI 07070271 

50-266 

S 

LANTZ.P. M. 

8107100328 

NUREG 


KLAMER, J. 

8107130202 

50-361 

G 

KONKLIN, J. E. 

8107080315* 

50-305 

G 

LARIVIERE, J. L. 

8107280607 

REGGD 


KLAMER, J. M. 

8107140645 

50-361 

G 

KONKLIN. J. E. 

8107100153* 

50-341 

G 

LARKINS, J. T. 

8107230320* 

REVIEW GRP 

KLEINSORCE, W. P. 

8107240559* 

50-413 

G 

KONKLIN, J. E. 

8107210218* 

50-483 

Q 

LAROCCA, J. L. 

8107200518 

50-201 

P 

KLEINSQRGE, W. P. 

8107240400* 

50-280 

G 

KONKLIN. J. E. 

8107280333* 

50-341 

Q 

LAROCHE, W. W. 

8107220073 

PR 


KLEIN, J. 

8107020116 

PR 


KONKLIN, J. 

8107280398* 

50-483 

Q 

LAROCHE, W. W. 

8107220073 

PR 


KLEINFEUDER, J. 

8107210458* 

CONTRACT 


KONKQL, B. 

8107140373 

50-361 

G 

. LARSON, A. 

8107070258* 

50-334 

P 

KLEPFER, H. H. 

8107010026* 

CONTRACT 


KONKQL, J. 

8107140532 

50-361 

G 

LARSON, C. L. 

8107010346 

50-275 

H 

KLINE, J. R. 

8107300154 

50-440 

G 

KONKQL, B. 

8107240109 

50-361 

H 

LARSON, T. 

8107060325 

50-275 

H 

KLINGSBERG, I. 0. 

8107060369 

50-289 

H 

KQOBS, A. H. 

8106020381* 

50-361 

H 

LASUK, 8. R. 

8107150282* 

70-975 


KNAP IK, M. 

8107230341 

FOIA 


KOONS, H. V. 

8107150157* 

40-8109 


LASUK, S. R. 

8107150278 

70-975 


KNAPP, P. J. 

8107080116* 

70-371 


KOPACZ, J. 

8107160395* 

50-265 

8 

LATHAM, 8. B. 

8107100197 

PR 


KNAPP, P. J. 

8107090243* 

50-286 

G 

KOPPELMAN, C. 

8107020116 

PR 


LATHAM, 8. B. 

8107080166 

50-322 

G 

KNAPP, P. J. 

8107060537* 

70-820 


KOSLA, B. M. 

8107160124* 

70-1207 


LATHAM, 8. B. 

8107080166 

50-322 

G 

KNAPP, P. J. 

8107070526* 

50-245 

G 

KOSLA, B. M. 

8103190013* 

70-1207 


LATHAM, 8. B. 

8107200240 

50-322 

G 

KNAPP, P. J. 

8107280137* 

50-225 

G 

KOSLA, B. M. 

8107160121* 

70-1207 


LATHAM, 8. B. 

8107200240 

50-322 

G 

KNAPP. P. J. 

8107150043* 

50-244 

G 

KOSLA, B. M. 

8107160142 

70-1113 


LAUDENBACH, D. H. 

8107140827* 

50-302 

Q 

KNAPP. P. J. 

8107160170* 

70-1100 


KOTSCH, J. L. 

8107140058 

40-8084 


LAUPHEIMER, F. R. 

8107230236 

50-275 

H 

KNAPP, P. J. 

8107100225* 

50-219 

G 

KOTSCH, J. 

8107150153 

40-299 


LAVE. L. 

8107070084 

NUREG 


KNAPP, P. J. 

8107100290* 

50-317 

G 

KOTSCH, J. 

8107150288 

40-299 


LAVERTY, J. H. 

8107080393 

50-387 

G 

KNAPP, P. J. 

8107080379* 

50-201 

G 

KOTSCH, J. 

8107100335 

40-6659 


LAVERTY, J. h. 

8107200280 

50-387 

0 

KNAPP. P. J. 

8107100261* 

50-244 

G 

KOTSCH, J. 

8107160634 

40-8602 


LAVERTY, J. H. 

8107220178 

50-387 

G 

KNAPP. P. J. 

8107130101 

50-219 

S 

KOTSCH, J. L. 

8107210017 

40-3453 


LAWRENCE, L. I. 

8107280629* 

50-298 

S 

KNECHT, E. 

8107060399 

50-275 

H 

KOTSCH, J. L. 

8107210143 

40-8084 


LAZARUS, W. 

8107060380* 

50-309 

Q 

KNIEL. K. 

8104220889* 

50-482 

A 

KOTSCH, J. L. 

8107270272 

40-6659 


LAZARUS, W. 

8107280222 

50-184 

S 

KNOP, R. C. 

8107130333* 

50-461 

Q 

KRATZ8CH, N. E. 

8107100033 

50-275 

H 

LAZO, R. M. 

8107010403 

50-286 

G 

KNOP, R. C. 

8107070240 

50-315 

S 

KREBS, A. H. 

8107100040* 

CONTRACT 


LAZO. R. H. 

8107160277 

50-255 

G 

KNOP, R. C. 

8107070247 

50-306 

S 

KRIDER, J. 

8107080216 

50-361 

G 

LAZO, R. M. 

8107300036 

70-2937 


KNOP, R. C. 

8107070233 

50-315 

8 

KRONCKE, G. M. 

8107290015 

70-2598 


LAZO, R. M. 

8107300038 

50-322 

0 

KNOP, R. C. 

8107070271 

50-266 

S 

KRONCKE, G. M. 

8107290016* 

70-2598 


LE, N. B. 

8107270201* 

50-460 

G 

KNOP, R. 

8107100087 

50-346 

S 

KUCIK, G. R. 

8107300278* 

50-389 

M 

LEACH, D. E. 

8107150014* 

PR 


KNOP, R. 

8107100066 

50-346 

S 

KUCIK, 0. R. 

8107200237 

50-389 

M 

LEACH, L. P. 

8107290191 

RES 


KNOP, R. 

8107100070 

50-346 

S 

KUCIK, G. R. 

8107200237 

50-389 

IM 

LEAR, 0 . 

8106220269* 

50-329 

A 

KNOP, R. C. 

8107100082 

50-255 

S 

KUEHN, N. H. 

8107060063 

NUREG 


LEASBURG, R. H. 

8107070180 

50-339 

P 

KNOP, R. C. 

8107150069 

50-316 

s 

KUGE, T. 

8107220361 

XPORTLIC 


LEASBURG, R. H. 

8107070331 

50-280 

P 

KNOP, R. C. 

8107150064 

50-306 

s 

KUHNE, T. 

8107220063 

50-275 

H 

LEASBURG, R. H. 

8107070361 

50-280 

P 

KNOP, R. C. 

8107210274 

50-255 

s 

KULLBERG, C. M. 

8107220054 

RES 


LEASBURG, R. H. 

8107100218 

50-338 

P 

KNOTTS, J. B. 

8107060183 

50-395 

G 

KUPPER, K. 

8107090307 

50-275 

H 

LEASBURG, R. H. 

8107170275 

50-280 

P 

KNOTTS, J. B. 

8107060199* 

50-395 

G 

KUPPERMAN, D. 

8107160032 

RES 


LEASBURG, R. H. 

8107210253 

50-338 

P 

KNOTTS, J. B. 

8107060396 

50-395 

G 

KURTZ, R. J. 

8107090399 

RES 


LEASBURG, R. H. 

8107240376 

50-281 

G 

KNOTTS, J. B. 

8107060410* 

50-395 

G 

KUSNER, D. 

8107130119* 

70-2383 


LEASBURG, R. H. 

8107070159 

50-280 

F 

KNOTTS, J. B. 

8107020499 

50-395 

G 

KYLE, tl. 

8107090113 

50-361 

G 

LEASBURG, R, H. 

8107070458 

50-280 

F 

KNOT! S» J. B. 

8107020503* 

50-395 

G 

KYLE, W. 

8107130191 

50-361 

G 

LEASBURG, R. H. 

8107100216 

50-280 

P 

KNOTTS, J. 8. 

8107020508* 

50-395 

G 

KYLE, W. 

8107240109 

50-361 

H 

LEASBURG, R. H. 

8107130421 

50-281 

P 

KNOTTS, J. B. 

8107020499 

50-395 

G 

L 'ESPERANCE, M. 

8107130138 

50-361 

G 

LEASBURG, R. H. 

8107140079 

50-280 

P 

KNOTTS, J. B. 

8107020503* 

50-395 

G 

L'HEUREUX, J. H. 

8107240573 

70-820 


LEASBURG, R. H. 

8107140530 

50-280 

F 

KNOTTS, J. B. 

8107020508* 

50-395 

G 

L 'HEUREUX, R. W. 

8107240367* 

50-317 

8 

LEASBURG, R. H. 

8107150123 

50-338 

P 

KNOTTS, J. B. 

8107130086 

50-395 

M 

L 'HEUREUX, W. L. 

8107240509* 

50-317 

8 

LEASBURG, R. H. 

8107210254 

50-338 

R 

KNOTTS. J. B. 

8107130086 

50-395 

M 

LAATS, E. T. 

8107170234 

NUREG 


LEASBURG, R. H. 

8107210255 

50-280 

P 

KNOTTS, J. B. 

8107130086 

50-395 

M 

LACEY, W, 8. 

8107130274* 

50-334 

3 

LEASBURG, R. H. 

8107210419 

50-338 

P 

KNOTTS, J. B, 

8107300040 

50-395 

0 

LACEY, W. 8. 

8107130279* 

50-334 

8 

LEASBURG, R. H. 

8107230023 

50-338 

P 

KNOTTS, J. B. 

8107300155 

50-395 

G 

LACEY, W. S. 

8107130287* 

50-334 

S 

LFASBURO, P. H. 

8107210036 

50-280 

R 

KNOTTS, J. B. 

8107300040 

50-395 

G 

LACEY, W. S. 

8107130305* 

50-334 

8 

LEASBURG, R. H. 

8107280263 

50-339 

E 

KNOTTS, J. B, 

8107300155 

50-395 

G 

LACEY, W. S. 

8107240108* 

50-334 

8 

LEASBURG, R. H. 

8107280349 

50-338 

P 


AUTHOR 


LEASBUROi R. H. 
LEASBURO, R. H. 
LEBO# C. 0. 

LEBO, C. D. 

LEBO, C. 0. 

LEBO* C. D. 

LEBO, C. D. 

LEBO, C. D. 

LEBO, C. D. 

LEBO, C. 0. 

LEBO, C. 0. 

LEBO, C. D. 

LEBO, G. 

LEBO, C. 

LEBO, C. 

LEBO, C. 

LEBO, €. ». 

LEBO, C. D. 

LEBO. C. 

LEBO, C. 

LEDDICK, R. 8. 
LEDDXCK, R* 8. 

LEE, C. 

LEE, J. P, 

LEE, 0. R. 

LEERER, C. 
LEMPQE8, T. E. 
LEMPQE8, T. E. 
LEMP0E8, T. E. 
LEMPQES, T. E. 

LEMPGES, T. E. 
LEMPQES, T. E. 
LENAHAN, J. J. 
LENTACH, J. W. 
LFMTL, M. 

LEON, J, 

LEONARD, J. D. 
LE8H, L. 

LESSOR, L.C. 
LESSOR, L. C. 

LESSOR, L. C. 
LESSOR, L. C. 
LESSOR, L. C. 
LESSOR, L. C. 
LESSOR, L. C. 

LES8Y, R. P, 
LE8SY, R. P. 
LESTER, D. H. 
LE8T0N, C, 
LEUSCHEL, N. 

L EVE IN, C. D. 
LEVENSON, M. 
LEVEND08KY, C. M. 
LEVINE, 8. 
LEVINE, 8. 

LEVINE, 8. 
LEVINE, 8. 
LEVINE, 8. 
LEVINE, 8. 
LEVINE, 8. 

LEVINE, 8. 
LEVINE, 8. 
LEVINE, 8. 
LEVINE, 8. 
LEVINE, S. 

LEVINE, 8. 
LEVINE, 8, 
LEVINE, 8. 
LEVINE, 8. 
LEVINE, 8. 

LEVINE, S. 
LEVINE, S. 
LEVINE, 8, 
LEVINE, 8. 
LEVINE, 8. 

LEVIN, K. V. 
LEVIN, 8. 
LEVINE, Z. 

LEVY, D. 

LEWIS, R, C. 

LEWIS, R.C, 
LEWIS, R.C, 
LEWIS, R.G. 
LEWIS, R,C. 
LEWIS, R. C. 
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ACCESSION 

SUBJECT 



NUMBER 

CATEGORY 

AUTHOR 

8107300045 

50-280 

P 

LEWIS, R. C. 

8107310267 

50-280 

P 

LEWIS, R. C. 

S 10720004 5* 

CONTRACT 


LEWIS, R.C. 

8107140136* 

CONTRACT 


LEWIS, R. C. 

8107070309* 

CONTRACT 


LEWIS, R.C. 

8107270318* 

CONTRACT 


LEWIS, R. C. 

8107070304* 

CONTRACT 


LEWIS, R.C. 

8107200039* 

CONTRACT 


LEWIS, R.C. 

8107010030* 

CONTRACT 


LEWIS, R.C. 

8107090022* 

CONTRACT 


LEWIS, R. C. 

8107080337* 

CONTRACT 


LEWIS, R.C. 

8107080333* 

CONTRACT 


LEWIS, R. C. 

8107290110 

CONTRACT 


LEWIS, R. C. 

8107290114* 

CONTRACT 


LEWIS, R. C. 

8107280637 

CONTRACT 


LEWIS, R. C. 

8107280639* 

CONTRACT 


LEWIS, R. C. 

8107160042* 

CONTRACT 


LEWIS, R. C. 

8107210490* 

CONTRACT 


LEWIS, R. C. 

8107280641 

CONTRACT 


LEWIS, E. G. 

8107280642* 

CONTRACT 


LEWIS, R. C. 

8107130142 

50-508 

a 

LEWIS, R. C. 

8107140690 

50-308 

s 

LEWIS, R. C. 

8107090064 

30-361 

G 

LEWIS, R. C. 

8107240318* 

30-498 

A 

LEWIS, R.C. 

8107280368* 

30-267 

a 

LEWIS, R.C. 

8107070486 

PR 


LEWIS, R.C. 

8107060356* 

50-220 

F 

LEWIS, R. C. 

8107100037* 

50-220 

a 

LEWIS, R. C. 

8107070065 

PR 


LEWIS, D. L. 

8107240223 

50-220 

s 

LEWIS, 8. H. 

8107290066 

50-220 

s 

LEWIS, R.C. 

8107290075 

50-220 

s 

LEWIS, R. C. 

8107240296* 

50-389 

a 

LEWIS, R. C. 

8107140865 

PR 


LEWIS, R. C. 

8107090190 

50-367 

H 

LEWIS, R. C. 

8107240061 

50-275 

H 

LEWIS, R. C. 

8107200479* 

50-333 

F 

LEWIS, R. C. 

8107130145 

50-361 

G 

LEWIS, R. C. 

8107130346 

50-298 

8 

LEWIS, R. C. 

8107130282 

50-298 

8 

LEWIS, W. B. 

8107280311 

50-298 

S 

LEWIS, R. C. 

8107280593 

50-298 

S 

LEWIS, R. C. 

8107280614 

50-298 

8 

LEWI8, R. C. 

8107280625 

50-298 

S 

LEW 18, R. C. 

8107280628 

50-298 

8 

LEWIS# R. C. 

8107080346 

50-483 

0 

LEWIS. R. C. 

8107140558 

50-483 

G 

LEW 18, R. C. 

8107240067 

50-289 

H 

LEWIS# J. P. 

8107070449 

PR 


LEWIS# R.C. 

8107280437 

50-275 

H 

LEWIS, R. C. 

8107220067 

50-498 

H 

LEWIS, R.C. 

8107170167* 

NUREG 


LEWIS, R. C. 

8107020116 

PR 


LEWI8, R, C. 

8107140327 

RES 


LEWIS, J. 

8107140417 

RES 


LEWIS, W. 

8107150439 

RES 


LEWIS, 8. H, 

8107140078 

RES 


LEWIS, R. C. 

8107140070 

RE8 


LEWIS, R. C. 

8107140941 

RES 


LEWIS, 8. H. 

8107140933 

RES 


LEWIS, R.C. 

8107140943 

RES 


LEWIS, R. C. 

8107140937 

RES 


LEWIS, R. C. 

8107130433 

RES 


LEWIS, R. C. 

8107130442 

RES 


LEWIS, R. C. 

8107130432 

RES 


LEWIS, S. H. 

8107130230 

RES 


LEWIS, R. C. 

8107130413 

RES 


LEWIS, S, H. 

8107130227 

RES 


LEWIS, R.C. 

8107130338 

RES 


LEWIS, S. H. 

8107130363 

RES 


LEWI8, S. H. 

8107^30409 

RES 


LEWIS, S. H. 

8107130217 

RES 


LEWIS, S. H. 

8107190220 

RES 


LXBERTELLI , M. 

8107130394 

8107170117* 

RES 

NUREG 


LIBSCH, J, F. 
LICHTENBEROER 

8107100033 

30-273 

H 

LICHTEN8ERGER 

8107160125 

30-361 

H 

lichtenserger 

8107170295 

30-238 

P 

LICHTENBEROER 

8107240109 

30-361 

H 

LICHTENBEROER 

8107240519 

30-324 

a 

LICHTENBEROER 

8107240334* 

30-413 

a 

LICH1ENBERGER 

8107240360* 

30-269 

a 

LICITRA/E. A. 

8107080484* 

30-390 

a 

LICITRA, E. A. 

8107240394* 

30-280 

a 

LIE8ERMAN, J. 

8107080513* 

30-269 

a 

LXEBLER, 0. H. 


ACCESSION 

SUBJECT 



NUMBER 

CATEGORY 

AUTHOR 

8107080488* 

50-335 

a 

LXEBLER. G. H. 

8107080501* 

50-269 

a 

LIEBLER. G. H. 

8107080513* 

50-302 

a 

LIEBLER# G. H. 

8107240241* 

50-324 

a 

LIEBLER, G. H. 

8107080392* 

70-824 


LIGHT, R. H. 

8107240477* 

50-413 

a 

LIGHT SEY, R. 

8107240514* 

50-269 

a 

LXMBERG, R. D. 

8107240428* 

50-259 

a 

LINDBERG, P. M. 

8107240529* 

50-369 

a 

LINDBERG, P. M. 

8107240537* 

50-338 

a 

LINDBERG, P. M. 

8107080364 

50-416 

a 

LINDBERG, P. M. 

8107240239* 

50-261 

a 

LINDBERG, P. M. 

8107240292* 

50-389 

a 

LINDER, F. 

8107240535* 

50-324 

a 

LINDER, F. 

8107080280 

50-321 

a 

LINDER, F. 

8107080298 

50-328 

a 

LINDER, F. 

8107080340 

50-416 

a 

LINDER, F. 

8107080382 

70-27 


LINDER, F. 

8107140671 

50-361 

G 

LINDER, F. 

8107080363 

50-413 

Q 

LINDER, F. 

8107080492 

50-400 

a 

LINDER. F. 

8107080536 

50-416 

a 

LINDER, F. 

8107080459 

50-395 

a 

LINDER, F. 

8107080416 

50-328 

a 

LINDER, F. 

8107080534 

50-395 

a 

LIND8UX8T# L. 

8107240440 

50-327 

a 

LINDQUIST. J. M. 

8107240270 

50-395 

a 

LINDSTED. R. D. 

8107240346 

50-566 

a 

LINEHAN, J. J. 

8107060394 

50-361 

G 

LINEHAN, J. J. 

8107300046* 

50-320 

0 

LINEHAN. J. J. 

8107240357 

50-390 

a 

LINEHAN. J. J. 

8107080420 

50-416 

a 

LINEHAN. J. J. 

8107080391 

50-369 

a 

LINEHAN. J. J. 

8107240404 

50-518 

a 

LINEHAN, J. J. 

8107240459 

50-416 

a 

LINEHAN, J. J. 

8107080427 

50-338 

a 

LINEHAN, J. J. 

8107080461 

50-390 

a 

LINEHAN, J. J. 

8107240334 

50-324 

a 

LINEHAN, J. J. 

8107240365 

50-369 

a 

LINEHAN# J. J. 

8107070347 

50-335 

H 

LINEHAN, J. J. 

8107240353 

50-328 

a 

LINEHAN. J. J. 

8107240407 

50-269 

a 

LINEHAN# J. J. 

8107240435 

50-261 

a 

LINEHAN# J. J. 

8107240506 

50-324 

a 

LINENBERGER. G. 

8107240372 

50-280 

a 

L INGEL, C. 

8107240380 

50-424 

a 

LINGEL, C. 

8107240538 

50-413 

a 

LINNfr RUD, H. J. 

8107080124* 

CONTRACT 

LINV1LLE, J. C. 

8107240339 

50-250 

a 

LINVILIE, J. C. 

8107240553 

50-400 

a 

LIPINSKI, U. C. 

8107080468 

50-335 

a 

LIP INSKI# W. C. 

8107240231 

50-261 

Q 

LITFIN, K. 

8107240461 

50-321 

a 

LITTLE. W. S. 

8107140614 

50-361 

G 

LITTLE. W. S. 

8107140657 

50-361 

G 

LITTLE# W. 8. 

8107100157 

50-367 

G 

LITTLE, w. s. 

8107240412 

50-259 

a 

LITTLE, W. S. 

8107240526 

50-338 

a 

LITTLE, M. 

81071301 70 

50-367 

G 

LITTLE, B. H. 

8107080322 

50-364 

a 

LITTLE, L. W. 

8107240310 

70-27 


LITTLE, W. S. 

8107240345 

50-269 

a 

LITTLE, B. H. 

8107240230 

50-324 

a 

LITTLE, W. S. 

8107240548 

50-324 

a 

LITTLE, W. S. 

8107170196 

50-367 

G 

LITTLE, W. S. 

8107240423 

50-413 

a 

LITZ, J. E. 

8107210313 

50-367 

G 

LIU, L. 

8107240512 

50-324 

8 

LIVERMORE, H. H. 

8107240068 

50-367 

G 

LIVERMORE, H. H. 

8107300044* 

50-320 

G 

LIVERMORE. H. H. 

8107280007 

50-367 

G 

LIZAKOWSKI# G. 

8107280220 

50-367 

G 

LO, V. 

8107140492 

50-361 

G 

LOCHSTET, W. A. 

8107270301* 

CONTRACT 

LOCHSTET, W. A. 

8107100324* 

70-1100 

LOCHSTET, W. A. 

8107280054 

70-1100 

LOCKE, R. F. 

8107290009 

70-1100 

LODGE, T. 

8107280003 

70-1100 

LODGE, T. 

8107290235 

70-1100 

LOFQRENi E. 

8107100295* 

70-1100 

• LOFTUS, M. J. 

8107300041 

70-36 


LOHRMAN, 8. B. 

8103050688* 

FOIA 


L0H8E, D. T. 

8107210005 

50-400 

A 

LONG, D. J. 

8107020096 

50-255 

0 

LONG, E. B. 

8107300120* 

50-3 

F 

LONGBROOK, B. 


ACCESSION 

NUMBER 

8X07300121* 

8107300122* 

8107300123* 

8107300124* 

8107240561* 

8107020112 

8107070270 

8107140372* 

8107140519* 

8107210230* 

8107240166* 

8107280343* 

8107060456* 

8107070346 

8107070339 

8107070397 

8107070309 

8107070312 

8107070386 

8107100147 

8107080512 

8107100208 

8107140344 

8107170110 

8107140458 

8107140615 
8107270327 
810728001 1 
8107280015* 
8107160644 

8107160638 

8107230266 

8107140782 

8107140788 

8107300266 

8107160061 

8107140819 

8107200534 

8107210003 

8107210152 

8107210527 

8107280686 

8107300270 

8107240222 

8107070367 

8107130095 

8107310044* 

8107150059* 

8107210231* 

8107100032 

8107100100 

8107240109 

8107060284* 

8107140705* 

8107060315* 

8107100166* 

8107070247 

8107140228 

8107100153* 

8107080277 

8107150064 

8107280333* 

8107280428* 

8107240218* 

8107280229* 

8107240561* 

8107290163* 

8107060249* 

8107160319* 

9107280429* 

8107070486 

8107100033 

S107200110 

8107200131 

8107200126 

8107010213 

8107020371 

8107020371 

8107100340 

8107130005 

8107100033 

8107060369 

8107190062 

8107280502 

8107090203 


SUBJECT 

CATEGORY 

50-3 F 

50-3 F 

50-3 F 

50-3 F 

40-8743 

PR 

50-361 H 

50-305 S 

50-305 S 

50-305 S 

50-305 8 

50-305 S 

50-409 G 

50-409 P 

50-409 P 

50-409 P 

50-409 P 

50-409 P 

50-409 P 

50-409 P 

50-409 P 

50-409 F 

50-409 F 

50-409 P 

50-361 G 

50-361 G 

NUREG 

40-2239 

40-2259 

40-8728 

40—8714 

40-8647 

40-8698 

40-8721 

40-8793 

40-8380 

40-8783 

40-8786 

40-8663 

40-8663 

40-8602 
40-8745 
40-8745 
50-466 0 

PR 

50-275 H 
CONTRACT 
50-333 Q 
50-333 Q 
ACRS . 

ACR8 

50-361 H 
50-331 Q 
50-546 Q 
50-546 8 

50-331 a 
50-306 S 
CONTRACT 
50-341 0 

70-1308 

50-306 8 

50-341 a 
50-282 G 
90-263 0 

50-346 Q 

40-8743 
50-331 F 
50-461 a 
50-461 a 
50-461 a 

PR 

30-275 H 
30-445 H 
50-382 H 
50-341 H 

30-275 0 

50-440 0 

50-440 G 
NUREG 
NUREG 

30-275 H 
50-289 H 
50-348 M 
50-361 H 
30-361 H 
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AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


LQNGMIRE, P. 

8107140389 

50-361 

G 

MACDONALD, C. E. 

8107240107 

71-456 


MANRY, M. 

8107310349 

50-366 

S 

LONG WELL/ R. L. 

8107310543* 

40-3453 


MACDONALD, C. E. 

8107240111* 

71-456 


MANRY, M. 

8107310366 

50-321 

s 

LOOMIS# 0. G. 

8107290189 

RES 


MACDONALD, C. E. 

SI 07240556* 

71-459 


MANRY, M. 

8107310476 

50-366 

s 

LOOMIS. G. G. 

8107090228 

RES 


MACDONALD, C, E. 

8107290104 

71-451 


MANRY, M. 

8107310125 

50-366 

s 

LOPEZ. 0. 

8107130194 

50-361 

G 

MACDONALD, C. E. 

8107290106* 

71-451 


MANRY, M. 

8107310133 

50-321 

s 

LOPPING. E. J. 

8107240069 

50-367 

H 

MACGUINEAS, D. B. 

8107100182 

50-348 

M 

MANRY, M. 

8107310155 

50-321 

s 

LOTTS. A. L. 

8107150404 

RES 


MACGUINEAS, D. B. 

8107100182 

50-348 

M 

MANRY, M. 

8107310174 

50-321 

s 

LOUDERBACK, T. E. 

8107240058 

40-8200 


MACGUINEAS, D. B. 

8107150090 

50-348 

M 

MANRY, M. 

8107310278 

50-366 

s 

LOUDERBACK, T. E. 

8107280050 

40-8714 


MACGUINEAS, D. B. 

8107150090 

50-348 

M 

MANRY, M. 

8107310288 

50-321 

s 

LOUDERBACK. T. E. 

8107300072 

40-8200 


MACGUINEAS, D. B. 

8107150215 

50-340 

M 

MANRY, M. 

8107310317 

50-321 

8 

LOUGHLIN. T. 

8107090307 

50-275 

H 

MACGUINEAS, D. B. 

8107150215 

50-348 

M 

MANRY, M. 

8107210246 

50-321 

S 

LOVE. J. H. 

8107010336 

50-275 

H 

MACH AD A, J. 

8107070198 

50-275 

H 

MANRY, M. 

8107210234 

50-366 

S 

LOVE. R. S. 

8107240480* 

50-329 

G 

MACHON, R.D. 

8107020151 

50-293 

S 

MANRY, M. 

8107210238 

50-321 

s 

LOVENDALE. P. C. 

8107200490* 

50-373 

G 

MACHON, R. D. 

8107010125 

50-293 

S 

MANRY, M. 

8107210400 

50-366 

s 

LOVER IDGE. W. E. 

8107150022 

50-220 

P 

MACHON, R. D. 

8107010115 

50-293 

S 

MANRY, M. 

8107280374 

50-321 

s 

LOWE. A. L. 

8107080253* 

TOPREP 


MACHON, R. D. 

8107130299 

50-293 

S 

MANRY, M. 

8107200183 

50-321 ’ 

R 

LOWENSTEIN. R. 

8107070486 

PR 


MACHON, R. D. 

8107130401 

50-293 

S 

MANRY. M. 

8107200186 

50-321 

R 

LUBENAU, J. 0. 

8107150414 

Stats Prog 

MACHON, R. D. 

8107130411 

50-293 

S 

MANRY, M. 

8107200189 

50-366 

R 

LUEBKE. E. A. 

8107140369* 

50-250 

G 

MACHON, R. D. 

SI 07280472 

50-293 

S 

MANRY, M. 

8107200193 

50-366 

G 

LUEBKE. E. A. 

8107300005 

50-250 

G 

MACHON, R. D. 

8107280586 

50-293 

S 

MANRY, M. 

8107280246 

50-366 

s 

LUK. K. H. 

8107170235 

70-1308 


MACHON. R.D. 

8107280451 

50-293 

S 

MANRY, M. 

8107280402 

50-321 

8 

LUNDVALL. A. E. 

8107130132* 

50-317 

G 

MACHON, R. D. 

8107280479 

50-293 

S 

MANRY, M. 

8107280538 

50-366 

8 

LUNDVALL. A. E. 

8107080189 

50-317 

R 

MACHON, R. D. 

8107280455 

50-293 

S 

MANRY, M. 

8107280605 

50-321 

S 

LUNDVALL. A. E. 

8107020280 

50-317 

P 

MACHON, R. D. 

8107280166 

50-293 

S 

MANRY, M. 

8107280212 

50-366 

S 

LUNDVALL. A. E. 

8107070385 

50-317 

P 

MACHON, R.D. 

8107280445 

50-293 

S 

MANRY, M. 

8107280232 

50-321 

8 

LUNDVALL. A. E. 

8107100204 

50-317 

P 

MACHON, R. D. 

8107290124 

50-293 

S 

MANRY, M. 

8107280237 

50-366 

8 

LUNDVALL. A. E. 

8107230183* 

50-317 

G 

MACMILLEN, J. 

8107100033 

50-275 

H 

MANRY, M. 

8107280299 
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S 

MAYER, L. 0. 

8107210384 

50-263 

P 

MCOAUOHY, J. P. 

8107160412* 

30-41.6 

K 

8107200239* 

50-305 

G 

MAYER, L. 0. 

8107230058 

50-282 


MCOINNESS, J. 

8107130186* 

40-8610 


8107070362 

50-305 

P 

MAYER, L, 0. 

8107240174 

50-263 

8 

MCGOVERN, J. J. 

8107280632 

70-687 


8107090085 

50-305 

F 

MAYER, L. 0. 

8107240168 

50-306 

8 

MCGOWAN, B. J. 

8107240109 

50-361 

H 

8107140367 

50-305 

S 

MAYER, L. 0. 

8107280174 

50-263 

8 

MCGREGOR, L. 

8107100087 

30-346 

S 

8107140510 

50-305 

S 

MAYER, L. 0. 

8107280489 

50-282 

P 

MCGREGOR, L. 

8107100066 

30-346 

S 

8107140636 

50-305 

P 

MAYER, L. 0. 

8107300056 

50-282 

8 

MCGREGOR, L. 

8107100070 

30-346 

s 

8107240225* 

50-346 

s 

MAYS, W. M, 

8107300282 

71-9100 


MCGURREN, H. J. 

8107020107 

30-376 

G 

8107170220 

50-305 

P 

MAZUR, D. W. 

8107010195 

50-460 

8 

MCGURREN, H. J. 

8107080285 

27-39 


8107210227 

50-305 

s 

MAZUR, D. W. 

8107010306 

50-460 

8 

MCGURREN, H. J. 

8107200272 

27-39 


8107240161 

30-305 

8 

MAZUR, D. W. 

8107140497 

50-460 

8 

MCGURREN, H. J. 

8107240190 

30-528 

G 

8107280335 

50-305 

8 

MAZUR, D. W. 

8107140512 

50-460 

8 

MCGURREN, H. J. 

8107240226 

50-328 

G 

8107280279 

50-397 

8 

MAZUR, D. W. 

8107210355 

50-460 

Q 

MCXLWA1N, J. A. 

8107100033 

30-275 

H 

8107140540 

50-397 

8 

MAZUR, D. W. 

8107210386 

50-460 

G 

MCKELVEY, S. 

8107130044 

50-352 

H 

8107140585 

50-397 

G 

MCADOO, J. D. 

8107090346* 

TOPREP 


MCKEOWN, L. M. 

8107200041* 

30-243 

a 

8107140678 

50-397 

S 

MC ALEXANDER, V, 

8107140608 

50-361 

0 

MCLEAREN. T. 

8107010018 

CONTRACT 


8107140770 

50-397 

S 

MCBREARTY, R. A. 

8107140965* 

50-220 

Q 

MCLEAN, L. 

8107090296 

30-133 

H 

8107140689 

50-397 

8 

MCBREARTY, R. A. 

8107060422* 

50-219 

G 

MCLEAREN, T. 

8107210176 

CONTRACT 


8107140553 

50-397 

8 

MCBRIDE, L. M. 

8107210054* 

50-267 

R 

MCLEAREN, T. 

8107270385 

CONTRACT 


8107140668 

50-397 

G 

MCBRIDE, L. M. 

8107280264* 

50-267 

8 

MCLOUOHLIN, M. T. 

8107020153* 

50-293 

8 

8107090143 

XPORTLIC 


MCBRIDE, L. M. 

8107280301* 

50-267 

8 

MCLOUOHLIN, M. T. 

8107010132* 

50-293 

8 

8107090165 

XPORTLIC 


MCBRIDE, J. P. 

8107170235 

70-1308 


MCLOUOHLIN, M. T. 

8107130407# 

50-293 

8 

8107270315 

XPORTLIC 


MCCABE, E.C, 

8107130384* 

50-352 

G 

MCLOUOHLIN, M. T. 

8107130416# 

30-293 

8 

8107300236 

XPORTLIC 


MCCABE, E.C. 

8107230229* 

50-277 

G 

MCLOUOHLIN, M. T. 

8107130167 

30-293 

S 

8107270397* 

XPORTLIC 


MCCABE, E.C. 

8107130272 

50-317 

8 

MCLOUOHLIN, M. T. 

8107240313 

50-293 

S 

8107270396 

XPORTLIC 


MCCABE, E.C. 

8107160400 

50-353 

S 

MCLOUOHLIN, M. T. 

, 8107280477* 

30-293 

S 

8107290070 

XPORTLIC 


MCCABE, E. 

8107210369 

50-334 

8 

MCLOUOHLIN, M. T. 

8107280594* 

50-293 

S 

8107080354 

PROJ 


MCCAFFREY, B. R. 

8107200223 

50-322 

E 

MCLOUOHLIN, M. T. 

8107280454* 

30-293 

S 

8107080354 

PROJ 


MCCAFFREY, B. R. 

8107170076* 

50-322 

G 

MCLOUOHLIN, M. T, 

8107280481* 

50-293 

8 

8107080354 

PROJ 


MCCAFFREY, B. R. 

8107170100* 

50-322 

G 

MCLOUOHLIN, M. T. 

8107280439* 

30-293 

8 

8107100033 

50-275 

H 

MCCAFFREY, B. R. 

8107170272 

50-322 

E 

MCLOUOHLIN, M. T. 

8107280169# 

50-293 

8 

8107290114* 

CONTRACT 


MCCAFFREY. B. R. 

8107210327 

50-322 

E 

MCLOUOHLIN. M. T. 

8107280447* 

30-293 

8 

8107280401 

50-269 

S 

MCCAFFREY, B. R. 

8107210375 

50-322 

E 

MCLOUOHLIN, M. T. 

8107290128* 

30-293 

8 

8107070333* 

50-423 

G 

MCCAFFREY, B.R, 

8107230259 

50-322 

A 

MCMULLIN, B. 

8107290278* 

30-206 

H 

8107010050* 

CONTRACT 


MCCAFFREY, B.R, 

8107220119 

50-322 

A 

MCMURRAY, W. T. 

8107090206 

30-361 

H 
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MCNICHQLSi R. J. 

8107150339* 

50-289 

G 

MILLER, W. Q. 

8107070046 

50-313 

P 

MILLS, L. M. 

8107020386 

50-438 

8 

MCNITT, D. 

8107100033 

50-275 

H 

MILLER. W. 0. 

8107100073 

TOPREP 


MILLS, L. M. 

8107240405 

50-259 

Q 

MCQUEEN. A. D. 

8107140496* 

50-344 

Q 

MILLER, W. 0. 

8107140051 

TOPREP 


KILLS, L. M. 

8107020393 

50-328 

8 

MCQUEEN, A. D. 

8107270074 

50-275 

S 

MILLER, W. 0. 

8107220371 

TOPREP 


MILLS, L. M. 

8107020398 

50-328 

S 

MCQUEEN, A. D. 

8107270081 

50-275 

S 

MILI. ER,G. E. 

8107080424 

50-326 

F 

MILLS, L. M. 

8107020433 

50-438 

8 

MCRELL, Q. 

8107140582 

50-361 

G 

MILLES, E. B. 

8107280112 

CONTRACT 


MILLS, L. M. 

8107310447 

50-438 

s 

MCSWIGGIN, T. Q. 

8107220123* 

50-254 

P 

MILLER, W. 0. 

8107090473 

50-302 

P 

MILLS, L. M. 

8107060104 

50-327 

F 

MCWEENEY, T. G. 

8107010496 

FOIA 


MILLER, W. 0. 

8107090512 

50-3 

W 

MILLS, L. M. 

8107060324 

50-327 

P 

MEADOWS, K. 

8107020116 

PR 


MILLER, W. 0. 

8107150349 

50-317 

P 

MILLS, L. M. 

8107060407 

50-390 

A 

MEARIG, L.C. 

8107090195 

50-275 

H 

MILLER, W. 0. 

8107150352* 

50-317 

P 

MILLS, L. M. 

8107310334 

50-438 

B 

MEDLOCK, R. L. 

8107220038 

40-8452 


MILLER, R. 

8107160147 

PR 


MILLS, L. M. 

8107080255 

50-259 

F 

MEIER, P.M. 

8107270014 

NUREG 


MILLER, W. 0. 

8107090548 

50-346 

R 

MILLS. L. M. 

8107080456 

50-328 

A 

MEISS, R. L. 

8107010427 

PROJ 


MILLER, W. 0. 

8107090550 

50-331 

P 

MILLS, L. M. 

8107080470 

50-259 

F 

MEISS, R.L. 

8107010434* 

PROJ 


MILLER, W. 0. 

8107100146 

50-364 

P 

MILLS, L. M. 

8107310220 

50-518 

s 

MEISS, B. 

8107090208 

50-361 

H 

MILLER, W. 0. 

8107140037 

50-261 

P 

MILLS, L. M. 

8107310242 

50-518 

S 

MEKBEL, C. 

8107210249* 

50-346 

S 

MILLER, W. 0. 

8107150343 

50-219 

P 

MILLS, L. M. 

8107310315 

50-328 

8 

MENCZER, W. B. 

8107130111 

50-440 

H 

MILLFR, W. 0. 

8107150131 

50-298 

P 

MILLS, L. M. 

8107310333 

50-518 

S 

MENDEZ, J. A. 

8107020276 

50-361 

G 

MILLER, L. K. 

8107200062* 

50-311 

R 

MILLS, L. M. 

8107080317 

50-259 

P 

MENDEZ, J. A. 

8107020457 

50-361 

G 

MILLER, M. E. 

8107170205 

PROJ 


MILLS, L. M. 

8107080377 

50-259 

P 

MENDEZ, J. A. 

8107020276 

50-361 

G 

KILLER, W. 0. 

8107310086 

50-298 

P 

MILLS, L. M. 

8107070418 

50-327 

P 

MENDEZ, J. A. 

8107020457 

50-361 

G 

MILLFR, M. E. 

8107240202 

50-445 

Q 

MILLS, L. M. 

8107090080 

50-259 

P 

MENDEZ, J. A. 

8107020276 

50-361 

G 

KILLER, M. E. 

8107270099 

50-445 

G 

MILLS, L. M. 

8107130220 

50-259 

P 

MENDEZ, J. A. 

8107020457 

50-361 

G 

MILLER, M. E. 

8107280400 

50-445 

G 

MILLS, L. M. 

8107130448 

50-259 

P 

MENDENHALL, P. 

8107100033 

50-275 

H 

MILLER, M. E. 

8107280405 

50-445 

G 

MILLS, L. M. 

8107240427 

50-327 

Q 

MENDONCA. M. 

8107010441* 

50-275 

Q 

MILLER, M. E. 

8107280390 

50-445 

G 

MILLS, L. M. 

8107240534 

50-327 

Q 

MENGE, R. 

8107100033 

50-275 

H 

MILLER, M. E. 

8107300005 

50-250 

G 

MILLS, L. M. 

8107310327 

50-327 

8 

MERCURIO, W. F. 

8107280014 

50-466 

T 

MILLS, L. M. 

8107310291 

50-390 

S 

MILLS, L. M. 

8107310328 

50-328 

8 

MERCURIO, W. F. 

8107280072 

50-466 

T 

MILLS, L. M. 

8107310231 

50-553 

8 

MILLS, L. M. 

8107140393 

50-438 

A 

MERCURIO, W. F. 

8107280014 

50-466 

T 

MILLS, R. R. 

8107080327* 

50-285 

P 

MILLS, L. M. 

8107140422 

50-327 

P 

MERCURIO, W. F. 

8107280072 

50-466 

T 

MILLS, R. R. 

8107080333* 

50-285 

P 

MILLS, L. M. 

8107310076 

40-1341 


MERONK, F. 

8107270024 

50-275 

H 

MILLS, L. M. 

8107310228 

50-518 

8 

MILLS, L. M. 

8107310320 

50-328 

8 

MERRITT, W. J. 

8102170202 

50-293 

P 

MILLS, L. M. 

8107310281 

50-518 

8 

MILLS, L. M. 

8107310321 

50-390 

S 

MERR I WEATHER, N. 

8107080511* 

50-390 

Q 

MILLS, L. M. 

8107310300 

50-553 

8 

MILLS, L. M. 

8107310401 

50-390 

s 

MERR I WEATHER, N. 

8107080374* 

50-416 

Q 

MILLS, L. M. 

8107310307 

50-518 

8 

MILLS, L. M. 

8107140295 

50-327 

P 

MESERVE, E. A. 

8107080181 

50-361 

H 

MILLS, L. M. 

8107020296* 

50-259 

F 

MILLS. L. M. 

8107140388 

50-327 

P 

MESTER, M. 

8107090307 

50-275 

H 

MILLS, L. M. 

8107310408 

50-518 

S 

MILLS, L. M. 

8107240307 

50-518 

Q 

METEVIA, W. J. 

8107280057 

50-309 

P 

MILLS, L. M. 

8107310369 

50-566 

8 

MILLS, L. M. 

8107240510 

50-438 

a 

METZGER, J. R. 

8107020515 

I&E 


MILLS, L. M. 

8107310302 

50-567 

8 

MILLS, L. M. 

8107310323 

50-390 

s 

METZGER, J. R. 

8107020308 

I&E 


MILLS, L. M. 

8106300197 

50-328 

S 

MILLS, L. M. 

8107310324 

50-438 

s 

MEYERSON, B. 

8107020305 

50-528 

0 

MILLS, L. M. 

8107280691* 

50-259 

F 

MILLS, L. M. 

8107310325 

50-566 

8 

MEYERSON, B. 

8107020373 

50-528 

G 

MILLS, L. M. 

8107290269* 

50-259 

F 

MILL8, L. M. 

8107240293 

50-328 

Q 

MEYERSON. B. 

8107020381 

50-528 

G 

MILLS, L. M. 

8107020496* 

50-327 

F 

MILLS, L. M. 

8107310145 

50-390 

8 

MEYER, 0. 

8107010490 

50-272 

P 

MILLS, L. M. 

8107310305 

50-390 

8 

MILLS. L. M. 

8107310164 

50-438 

s 

MEYER, G. C. 

8107300098 

50-311 

P 

MILLS, L.M. 

8107020217* 

50-327 

F 

MILLS, L. M. 

8107310396 

50-438 

S 

MEYERHOFF, S. 

8107240109 

50-361 

H 

MILLS, L. M. 

8107310299 

50-518 

8 

MILLS, L. M. 

8107310497 

50-328 

8 

MEYERSON. B. 

8107270091 

50-528 

G 

MILLS, B. D. 

8107100033 

50-275 

H 

MILLS, L. M. 

8107160355 

NUREG 


MICHAVILA, F. 

8107130001 

REQQD 


MILLS, L. M. 

8107080473* 

50-390 

Q 

MILLS, L. M. 

8107230013 

50-259 

P 

MICHELSON, C. 

8105140113* 

MISC 


MILLS, L. M. 

8107310495 

50-390 

8 

MILLS, L. M. 

8107200374 

50-327 

P 

MICHELSON. C. 

8107090329 

TOPREP 


MILLS, L.M. 

8107310144 

50-438 

8 

MILLS, L. M. 

8107200430 

50-327 

P 

MICHELSON, C. 

8105140410 

50-247 

S 

MILLS, L. M. 

8107310468 

50-390 

8 

KILLS, L. M. 

8107210269 

50-438 

8 

MICHEL, C. J. 

8107280047 

70-143 


MILLS, L. M. 

8107290263 

50-438 

A 

MILLS, L. M. 

8107210287 

50-390 

8 

MI DURA, H. J. 

8107130372* 

50-272 

Q 

MILLS, L. M. 

8107310354 

50-390 

8 

MILLS, L. M. 

8107210372 

50-518 

s 

MIDURA, H. J. 

8107060180 

50-272 

R 

MILLS, L. M. 

8107310406 

50-390 

8 

MILLS, L. M. 

8107220096 

50-390 

R 

MI DURA, H. J. 

8107200060 

50-311 

R 

MILLS, L. M. 

8107310205 

50-438 

8 

MILLS, L. M. 

8107200319 

50-327 

P 

MIDURA, H. J. 

8107290032 

50-272 

R 

MILLS, L. M. 

8107310351 

50-328 

8 

MILLS, L. M. 

8107310235 

50-390 

6 

MIKI.R. T. 

8107080336 

50-341 

D 

MILLS, L. M. 

8107310367 

50-390 

8 

MILLS, L. M. 

8107310265 

50-390 

S 

MILES, E. B. 

8107200013 

CONTRACT 


MILLS, L. M. 

8107310418 

50-518 

8 

MILI S, L. M. 

8107210203 

50-259 

P 

MILES, E. B. 

8107280124 

CONTRACT 


MILLS, L. M. 

8107310504 

50-328 

8 

MILLS, L. M. 

8107310226 

50-390 

s 

MILES, E. 

8107210561 

CONTRACT 


MILLS, L. M. 

8107020390 

50-438 

S 

MILLS, L. M. 

8107310341 

50-390 

s 

MILHISER, R. J. 

8107280093 

50-382 

S 

MILLS. L. M. 

8107310221 

50-438 

8 

MILLS, L. M. 

8107310382 

50-438 

s 

MILHISER, R. J. 

8107280462 

50-382 

S 

MILLS, L.M. 

8107310297 

50-518 

8 

MILLS, L. M. 

8107310105 

50-438 

8 

MILHISER, R. J. 

8107280599 

50-382 

S 

MILLS, L.M. 

8107310429 

50-390 

8 

MILLS, L. M. 

8107310156 

50-390 

8 

MILIQTI, S. J. 

8107080201 

NUREG 


MILLS, L. M. 

8107130047* 

50-259 

F 

MILLS, L. M. 

8107310213 

50-566 

8 

MILLAR, F. 

8107070486 

PR 


MILLS, L. M. 

8107310139 

50-439 

8 

MILLS, L. M. 

8107240308 

50-259 

P 

MILLARD, J. W. 

8107080361* 

50-387 

G 

MILLS, L. M. 

8107310316 

50-390 

S 

MILLS, L. M. 

8107280519 

50-327 

a 

MILLER, R. B. 

8107010215* 

TOPREP 


MILLS, L. M. 

8107310417 

50-390 

S 

MILLS, L. M. 

8107280587 

50-518 

A 

MILLER, W. H. 

8107080503* 

50-335 

Q 

MILLS, L. M. 

8107310512 

50-328 

s 

MILLS, L. M. 

8107310246 

50-390 

8 

MILLER, R. S. 

8107100303 

PR 


MILLS, L. M. 

8107020420 

50-438 

8 

MILLS, L. M. 

8107310260 

50-390 

8 

MILLER, M. A. 

8107090307 

50-275 

H 

KILLS, L. M. 

8107020426 

50-328 

S 

MILLS, L. M. 

8107280187 

50-327 

P 

MILLER, D. F. 

8107100033 

50-275 

H 

MILLS, L.M. 

8107310308 

50-328 

S 

MI NECK, D. L. 

8107140701 

50-331 

8 

MILLER, 0. L. 

8107230377 

71-6717 


MILLS, L. M. 

8107020440 

50-328 

8 

MINECK, D. L. 

8107140498 

50-331 

8 

MILLER, M. E. 

8107140369* 

50-250 

G 

MILLS, L. M. 

8107240520 

50-518 

Q 

MINECK, D. L. 

8107140548 

50-334 

8 

MILLER, W. 0. 

8107060061 

50-348 

P 

MILLS, L. M. 

8107310210 

50-328 

3 

MINECK, D. L. 

8107200166 

50-331 

8 

MILLER, W. H. 

8107080389* 

70-27 


MILLS, L. M. 

8107310514 

50-328 

S 

MINECK, D. L. 

8107220088 

50-331 

R 

MILLER, W. 0. 

8107070091 

70-27 


MILLS, L. M. 

8107310433 

50-390 

8 

MINECK, D. L. 

8107240150 

50-331 

8 

MILLER, W. 0. » 

8107090123 

70-1100 


MILLS, L. M. 

8107020404 

50-518 

S 

MINECK, D. L. 

8107240181 

50-331 

8 

MILLER, L. 

8107010373* 

50-361 

Q 

MILLS, L. M. 

8107020413 

50-438 

8 

MINECK, 0. L. 

8107240482 

50-331 

8 

MILLER, W. 0. 

8107100085 

50-409 

P 

MILLS, L. M. 

8107310437 

50-390 

8 

MINECK, D. L. 

8107280460 

50-331 

8 

MILLER, W. 0. 

8107100094* 

50-409 

P 

MILLS, L. M. 

8107020428 

50-438 

8 

MINOGUE, R. B. 

8107150331 

RES 


MILLER, W. 0. 

8107140793 

50-259 

P 

MILL8, L. M. 

8107020435 

50-438 

8 

MINOOUE, R. B. 

8107270029 

REGGD 


MILLER, L. 

8107140504* 

50-206 

Q 

MILLS, L. M. 

8107240504 

50-259 

Q 

MINOGUE, R. B. 

8107300279 

NUREG 


MILLER, W. 0. 

8107060113 

50-348 

P 

MILLS, L. M. 

8107310391 

50-390 

8 

MINOGUE, R. B. 

8107300280* 

NUREG 


MILLER, W. 0. 

8107060121 

50-295 

P 

MILLS, L. M. 

8107310436 

50-390 

8 

MINOR, E. E. 

8107270201* 

50-460 

a 

MILLER, J, R. 

8107090380 

50-294 

P 

MILLS, L. M. 

8107240419* 

50-259 

Q 

MINI Z, D. 

8107020391 

50-10 

G 

MILLER, J. R. 

8107090382* 

50-294 

P 

MILLS, L. M. 

8107310465 

50-518 

8 

MINTZ, D. 

8107020391 

50-10 

G 


PERSONAL AUTHOR INDEX 


ACCESSION SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

AUTHOR 

<flAGLIA,F. J. 
JJpAOLIA.F. J. 

*J#aolia,f. j. 

2JrAGLIA,F. J. 
JJ}#AGLIA,F. J. 

8107310114 

50-361 

D 

MORISI, A. V. 

8107060066 

50-272 

P 

MORISLA. V. 

8107090114 

50-382 

E 

MORRIS, F. A. 

8107100062 

50-400 

A 

MORRILL, P. 

8107280682 

50-382 

D 

MORTEN, 8. 

mflAGLlA»F. J. 
CjftAGLlA, F. J. 
2 jTCHELL.B. 
ClTCHELL# D. 0. 
fjinuR.L. 

MlTTL, r. l. 

8107290145 

50-275 

A 

MORTIMER, 8. R. 

8107290175 

50-361 

A 

MORTON, X. V. 

8107090219 

50-361 

H 

MORTON, X. V. 

8107230087* 

50-289 

R 

MORTON, X. V. 

8107010469* 

8107090554 

8107070466 

50-272 

NUREG 

REGGD 

F 

MORTON, K. V. 

MORTON, K. V. 
MORTON, X. V. 

h^tu,r. l. 

^ITTLi R. L. 

8107130264 

50-272 

P 

MORTON, X. V. 

8107020468 

50-311 

P 

MORTON, K. V. 

h ittl,r.l. 

8107230309 

REVIEW GRP 

MORTON, X. V. 

H lTTL,R.L. 

8107020301 

50-311 

P 

MORTON, X. V. 

rtlTTLi R. L. 

8107020418 

50-311 

P 

MORTON, K. V. 

UlTTL. R. L, 

8107130217 

50-272 

R 

MORTON, X. V. 

M ITIUR.L. 

8107080176 

50-31 1 

P 

MORTON, X. V. 

HITTLi R.L. 

8107080517 

50-272 

F 

MORTON, X. V. 

mittur.l. 

8107140525 

50-354 

A 

MORTON, X. V. 

hittu r. l. 

8107200376 

50-272 

G 

MORTON, X. V. 

MITTL, R.L. 

8107160329 

50-311 

P 

MORTON, X. 

HlTTLf R. L. 

8107240524 

50-272 

R 

MORTON, X. V. 

MITTL, R.L. 

8107240072 

50-272 

P 

MORTON, X. V. 

HITTL, R. L. 

8107290171 

50-272 

P 

MORTON, X. V. 

fllZE, J.s. 

8107220060 

50-361 

H 

MORTON, X. V. 

HCJABA. J. E. 

MOBEROi a. j. 
M0HANTY. A. X. 

8107310339* 

8107230161 

8107010464 

50-335 

71-9143 

NUREG 

S 

MORTON, K. V. 
MORTON, K. V. 
MORTON, K. V. 

MOLZAHN, D. J. 

8107160235* 

50-305 

S 

MORTON, K. V. 

MOLZAHN, D. J. 

8107160242* 

50-305 

S 

MORTON, K. V. 

MOLZAHN, D. J. 

8107160249* 

50-305 

s 

M08ES, R. 0. 

MOLZAHN, D. J. 

8107140372* 

50-305 

s 

M08IER, J. 

MQLZAHN, D. J. 

8107140519* 

50-305 

8 

MOSKQWITZ, P. 

MOLZAHN, D. J. 

8107210230* 

50-305 

8 

MOSLAK, T. 

MOLZAHN, D. J. 

8107240166* 

50-305 

8 

M08LAK, T. 

MOLZAHN, D. J. 
MQMBQISSE, R. M. 
HONDEN, T. 

8107280343* 
0107070486 
a 10721 01 07 

50-305 

PR 

XPQRTHC 

8 

MOSS, R. L. 

MQUCXA, J. 

MOUSER, W. R. 

MONTGOMERY, D. M. 

8107240450* 

50-327 

0 

MOWRY. W. R. 

MONTY, C. E. 

8107100126 

50-309 

P 

MOWRY, W. R. 

MOODY, W.C. 

8107060326 

50-206 

P 

MOWRY, W. 

MOODY, W.C. 

8107140358 

50-206 

F 

MOWRY, W. R. 

MOODY, W.C. 

8107210387 

50-361 

X 

MOYER, W. B. 

MOODY, W.C. 
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50-331 

0 

NORELIUS, C. E. 

8107140402 

50-237 

0 

NORELIUS, C. E. 

8107170184 

50-454 

Q 

NORELIUS, C. E. 

8107200406 

50-237 

Q 

NORELIUS. C. E. 

8107200416 

50-454 

0 

NORELIUS, C. E. 

8107200429 

50-341 

Q 

NOREL XUS, C. E. 

8107210135* 

50-373 

0 

NORELIUS, C. E. 

8107210133 

50-373 

0 

NORELIUS, C. E. 

8107210262 

50-315 

Q 

NOREL IUS, C. E. 

810721026 7* 

50-315 

Q 

NORELIUS, C. E. 

8107140731 

50-454 

0 

NORELIUS. C. E. 

8107210332 

50-461 

G 

NORELIUS, C. E. 

8107210252 

50-295 

Q 

NORELIUS, C. E. 

8107210260 

50-255 

a 

NORELIUS, C. E. 

8107280318 

50-305 

0 

NORELIUS, C. £. 

8107270112 

50-316 

a 

NOREL IUS, C.E. 

8107160270 

50-329 

G 

NORELIUS, C. E. 

8107200284 

50-237 

G 

NORELIUS, C. E. 

8107270144 

50-315 

G 

NORELIUS, C. E. 

8107270146* 

50-315 

G 

NORELIUS. C. E. 

8107210390 

50-341 

Q 

NORELIUS, C.E. 

8107300026 

40-8567 


NORELIUS. C. E. 

8107300028* 

40-8567 


NORRHOLM, L. J. 

8107280560* 

50-272 

a 

NORRHOLM, l. J. 

8107160332* 

50-272 

G 


PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

NORTHROP, J. 

8107210456 

70-2909 


NORTH, H. S. 

8107080521 

50-312 

S 

NORTH, H. S. 

8107270229* 

50-18 

Q 

NORTH, H. S. 

8107270232* 

50-18 

Q 

NORTON, J. F. 

8107060259* 

50-546 

a 

NORTON, B. 

8107080197 

50-275 

G 

NORTON, B. 

8107080197 

50-275 

G 

NORTON, J. F. 

8107210334* 

50-461 

G 

NORTON, B. 

8107220136 

50-275 

0 

NORTON, B. 

8107220136 

50-275 

G 

NORTON, B. 

8107280243 

50-275 

6 

NORTON, B. 

NOSENZO, L. V. 
NOSENZO, L. V. 

8107280243 

8107130065* 

8107130068* 

50-275 

SECY 

SECY 

G 

NOVAK, T. M. 

8107150360 

50-289 

0 

NOVAK, T. M. 

8107270323 

50-277 

P 

NOVAK, T. M. 

NOVAK, T. M. 

8107160338 

8107100097 

50-313 

NUREG 

G 

NOVAK, T. M. 

8107090176 

50-293 

P 

NOVAK, T. M. 

8107270020 

50-324 

P 

NOVAK, T. M. 

8107090319 

50-313 

V 

NOVAK, T. M. 

8107160364 

50-266 

G 

NOVAK, T. M. 

8107230360 

50-295 

P 

NOVAK, T. M. 

8107220362 

50-263 

F 

NOVAK, T. M. 

8107240587 

50-298 

P 

NOVAK, T. M. 

8107290213 

50-321 

P 

NOVAK, T. M. 

8107290214 

50-321 

P 

NOVAK, T. M. 

8107300018 

50-346 

P 

NOVAK, T. M. 

8107280675 

50-259 

P 

NOVARRO. J. P. 

8107080230 

50-322 

F 

NOWICKI , S. J. 

8107280140 

50-206 

P 

NOYES, C. R. 

8107130347* 

50-298 

S 

NUCKOLLS, P. 

NUGENT, E. L. 

NUGENT, E. L. 

NUNN, 8 

8107140555 

8107230303 

8107230304* 

8107020104* 

50-361 

40-2259 

40-2259 

PR 

G 

NUNN, D. E. 

8107010402 

50-361 

S 

NUNN, D. E. 

8107200125 

50-361 

S 

NUNN, D. E. 

NUNN, D. E. 

8107280238 

8107270389* 

50-361 

CONTRACT 

S 

NUSSBAUMER, D. A. 

8107150414 

Stati Prog 

O'BRIEN, J. 

O'BRIEN, J. M. 

8107140718* 

8107010020* 

50-312 

CONTRACT 

G 

O'BRIEN, J. 

8107270158* 

50-312 

<3 

0 'CONNOR, P. W. 

8107010477 

50-237 

P 

O'CONNOR, L. A. 

8107080205 

50-213 

J 

0 'CONNOR, L. A. 

8107080209 

50-336 

J 

0 'CONNOR, P. W. 

8107210077 

50-237 

P 

0 'CONNOR, P. M. 

8107270100 

50-237 

P 

0 'CONNOR, P. W. 

8107280640 

50-237 

P 

0 'DEAY, C. A. 

8107020255 

50-498 

S 

0 'HANLON, J. P. 

8107010303* 

50-313 

F 

0 'HANLON, J. P. 

8107010301* 

50-313 

F 

O'KEEFE, It 

O'NEILL. B. 

8107090190 

8102270464* 

50-367 

FOIA 

H 

O'NEILL, B. 

8107280119* 

50-320 

G 

O'NEILL, B. 

8107080135 

50-320 

S 

O'NIELL, B. 

8107080038* 

50-320 

G 

O'REILLY, J. P. 
O'REILLY, J. P. 

8107150277 

8107080388 

50-250 

70-992 

G 

O'REILLY, J. P. 

8107080435 

50-302 

G 

O'REILLY, J. P. 

8107270011 

50-250 

G 

O'REILLY, J. P. 

8107270026* 

50-250 

G 

O'REILLY, J. P. 

8107240284 

50-250 

G 

O'TOOLE, J. D. 

8107080117* 

50-3 

F 

O'TOOLE, J. D. 

8107170133* 

50-247 

F 

0 'TOOLE, J. D. 

8107130044* 

50-247 

F 

O'TOOLE, J. D. 
O'TOOLE, J. D. 

8107070302 

8107100197 

50-247 

PR 

G 

O'TOOLE, J. D. 

8107070391 

50-247 

P 

0 'TOOLE, J. D. 

8107240117 

50-247 

G 

O'TOOLE, J. D. 

8107210019 

50-247 

R 

O'TOOLE, J. 0. 

8107280272 

50-3 

J 

0 'TOOLE, J. D. 

OBERO, C. T. 

8107290188 

8103200092* 

50-247 

FOIA 

P 

OESTMANN, It J. 

8107140750* 

50-263 

Q 

OESTMANN, M. J. 

8107200459* 

50-282 

G 

OGAWA, K. 

8107060325 

50-275 

H 

OHNESOROE, W. F. 

8107140870* 

50-293 

G 

OKRENT, D. 

8107100281* 

REVIEW GRP 

OLIVA, Y. 

8107100033 

50-275 

H 

OLMSTEAD, W. J. 

8107200340 

50-275 

G 

OLMSTEAD, W. J. 

8107220129 

50-275 

0 

OLMSTEAD, W. J. 

OLSEN, W. C. 

8107280231 

8107230276* 

50-275 

71-5958 

0 



ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

OLSEN, A. F. 

8107220041 

70-824 


OLSEN, A. F. 

8107230125 

71-5957 


OLSEN, A. F. 

8107150148 

50-13 

P 

OLSEN. A. F. 

8107290048 

50-99 

P 

OLSHAN, L. 

8107220016 

50-286 

P 

OLSON. J. F. 

8107070486 

PR 


OLSON. R. C. L. 

8107310197 

50-317 

P 

ONNEN, M. 

8107280177* 

50-263 

8 

OPREA, G. W. 

8107280372* 

50-498 

Q 

OPREA, G. W. 

8107280567* 

50-498 

Q 

OPREA, G. W. 

8107280600 

50-498 

8 

OPREA, 0. W. 

8107020389 

50-498 

S 

OPREA, 0. W. 

8107280175 

50-498 

S 

OPREA, G. W. 

8107280183 

50-498 

8 

OPREA, 0. W. 

8107280530 

50-498 

6 

OPREA, Q. W. 

8107280532 

50-498 

8 

OPREA, G. W. 

8107280205 

50-466 

T 

ORDERS- W. 

8107080525* 

50-269 

0 

QSMEYER, W. E. 

8107160141 

TOPREP 


OSMEYER, W. E. 

8107300031 

TOPREP 


OST, F. 

8107080227* 

50-295 

S 

OST, F. 

8107080231* 

50-295 

8 

OST, F. 

8107140542* 

50-295 

S 

OTT, L. J. 

8107020171 

NUREG 


OUELLETTE, R. W. 

8107310151* 

50-369 

S 

OUELLETTE, R. W. 

8107200475* 

50-369 

8 

OUELLET TE, R. W. 

8107200252* 

50-369 

S 

OUELLETTE. R. W. 

8107200444* 

50-369 

8 

OUELLETTE, R. W. 

8107200394* 

50-369 

S 

OUELLETTE, R. W. 

8107200295* 

50-369 

S 

OUELLETTE, R. W. 

8107200446* 

50-369 

s 

OUELLETTE, R. W. 

8107200455* 

50-369 

s 

OUELLETTE, R. W. 

8107200308* 

50-369 

s 

OUELLETrE, R. W. 

8107200342* 

50-369 

s 

OUELLETTE, R. W. 

8107200431* 

50-369 

s 

OUELLETTE, R. W. 

8107200489* 

50-369 

s 

OUELLETTE, R. W. 

8107200484* 

50-369 

8 

OUELLETTE, R. W. 

8107200392* 

50-369 

8 

OUELLETTE. R. W. 

8107200403* 

50-369 

S 

OUELLETTE, R. W. 

8107200378* 

50-369 

S 

OUELLETTE, R. W. 

8107200410* 

50-369 

8 

OUELI ETTE. R. W. 

8107200385* 

50-369 

S 

OUELLETTE, R. W. 

8107200434* 

50-369 

8 

OUELLETTE. R. W. 

8107200291* 

50-369 

S 

OUELLETTE, R. W. 

8107310345* 

50-369 

S 

OUELLETTE, R. W. 

8107310352* 

50-369 

S 

OUELLETTE, R. W. 

8107310359* 

50-369 

s 

OUELLETTE, R. W. 

8107310460* 

50-369 

8 

OUELLETTE, R. W. 

8107310475* 

50-369 

8 

OUELLETTE, R. W. 

8107310410* 

50-369 

8 

OUELLETTE, R. W. 

8107310362* 

50-369 

8 

OUELLETTE, R. W. 

8107310420* 

50-369 

S 

OUELLETTE, R. W. 

8107310368 

50-369 

S 

OUELLETTE, R. W. 

8107310372* 

50-369 

s 

OUELLETTE, R. W. 

8107310380* 

50-369 

S 

OUELLETTE, R. W. 

8107310464* 

50-369 

8 

OUELLETTE, R. W. 

8107200463* 

50-369 

S 

OUELLETTE, R. W. 

8107200466* 

50-369 

s 

OUELLETTE, R. W. 

8107310481* 

50-369 

s 

OUELLETTE, R. W. 

8107200245* 

50-369 

8 

OUELLETTE, R. W. 

8107200372* 

50-369 

S 

OUELLETTE, R. W. 

8107200300* 

50-369 

S 

OVERTON, M. 

8107100033 

50-275 

H 

OWEN, W. 

8107090192 

PR 


OWSLEY, G. F. 

8107150117 

TOPREP 


OWZARSKX, P. C. 

8107230322 

RES 


OYLER, G. W. 

8107020516* 

CONTRACT 


OZTULANX, 0. 

8107280046* 

40-2061 


PACE, P. L. 

8107200400* 

50-250 

S 

PACE, P. L. 

8107200470# 

50-251 

S 

PACE, P. L. 

8107310379# 

50-335 

S 

PACE, P. L. 

8107310101# 

50-335 

s 

PADOVAN, M. L. 

8107150172 

50-312 

H 

PADOVAN, M. L. 

8107150181 

50-312 

H 

PAGE, R. G. 

8107060370 

70-925 


PAGE, R. G. 

8107080550 

70-2609 


PAGE, R. 0. 

8107210023 

70-820 


PAGE, R. G. 

8107160115 

70-1207 


PAGE, R. G. 

8107160118* 

70-1207 


PAGE, R. G. 

. 8107090030 

70-113 


PAGE, R. 0. 

8107090041* 

70-113 


PAGE, R. 0. 

8107090218 

70-1151 


PAGE, R. G. 

8107160145 

70-113 


PAGE, R. G. 

8107210087 

70-1100 


PAGE, R. G. 

8107160066 

40-8610 





ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

PAGE* R. 0. 

8107240588 

70-2941 


PAGE* R. G. 

8107240591* 

70-2941 


PAGE* R. G. 

8107300267 

70-1100 


PAINE* W. J. 

8107240253* 

50-309 

S 

PAINE* W. J. 

8107280573* 

50-309 

S 

PAINE* W. J. 

8107280620* 

50-309 

s 

PAINE. W. J. 

8107290026* 

50-309 

s 

PALL A. M. R. 

8107060039* 

PR 


PALMA. E. 

8107100033 

50-275 

H 

PALMER* M. A. 

8107020111* 

50-376 

G 

PALMER* R. A. 

8107140409* 

50-315 

S 

PALMER* R. A. 

8107140377* 

50-315 

S 

PALMER* R. A. 

8107210354# 

50-315 

S 

PALMER* R. A. 

8107210359* 

50-315 

s 

PALMER. R. A. 

8107240262* 

50-315 

s 

PALMER* R. A. 

8107300053* 

50-315 

S 

PALMISSANO, W. 

8107100033 

50-275 

H 

PALUSAMY, S. S. 

8107010416* 

TOPREP 


PALUSAMY, 3. S. 

8107010421* 

TOPREP 


PANAGOS, A. 

8107240326* 

50-295 

8 

PANDEY, S. 

8107090374* 

50-315 

P 

PANETTA* L. E. 

8107160168 

50-275 

U 

PANE1 TA» L. E. 

8107170203 

50-275 

H 

PANG, J. P. 

8107210243* 

50-315 

G 

PAOLINO* R. J. 

8107280560* 

50-272 

G 

PAPARIAN, M. 

8107280444 

50-312 

H 

PAPAY* L. T. 

8107150232* 

50-361 

G 

PAPAY, L. T. 

8107150087* 

50-206 

Q 

PAPAY, L. T. 

8107200075 

50-361 

S 

PAPAY, L. T. 

8107140501 

50-361 

8 

PAPAY* L. T. 

8107200086 

50-361 

S 

PAPER IELLO, C. J. 

8107140750* 

50-263 

Q 

PAPER IELLO* C. J. 

8107200459* 

50-282 

Q 

PARCZEWSKI* K. I. 

8107020118 

MISC 


PARDUE, L. G. 

8107020490* 

50-250 

G 

PARIS* O.H. 

8107140369* 

50-250 

G 

PAR IS, 0. H. 

8107010392 

50-155 

G 

PARIS, 0. H. 

8107020481 

50-155 

G 

PARIS, 0. H. 

8107200101 

50-461 

G 

PARIS, O.H. 

8107300042 

50-320 

G 

PAR IS, O.H. 

8107300005 

50-250 

G 

PARKER* W. 0. 

8107200282 

50-287 

8 

PARKER, W. 0. 

8107010279 

50-269 

8 

PARKER* W. 0. 

8107010267 

50-270 

S 

PARKER, W. 0, 

8107010423 

50-269 

8 

PARKER, W. 0. 

8107010406 

50-269 

8 

PARKER, N. 0. 

8107200486 

50-287 

8 

PARKER, W. 0. 

8107010331 

50-269 

8 

PARKER, M. 0. 

8107310364 

50-287 

P 

PARKER* M. 0. 

8107200331 

50-270 

8 

PARKER, M. 0. 

8107240521* 

50-269 

G 

PARKER, W. 0. 

8107310147 

50-369 

8 

PARKER, W.O. 

8107310165 

50-369 

S 

PARKER, W. 0. 

8107080409* 

50-369 

G 

PARKER, W. 0. 

8107240550* 

50-413 

G 

PARKER, W. Q. 

8107200248 

50-369 

S 

PARKER, W. 0. 

8107200468 

50-369 

S 

PARKER, W. 0. 

8107200339 

50-369 

8 

PARKFR, W. 0. 

8107200440 

50-369 

S 

PARKER, W. 0. 

8107200441 

30-369 

8 

PARKER, W. 0. 

8107200448 

30-369 

8 

PARKER, W. 0. 

8107200289 

30-369 

8 

PARKFR, W. 0. 

8107200302 

30-369 

8 

PARKFR, W. 0. 

8107200390 

30-369 

S 

PARKER* W. 0. 

8107200399 

50-369 

8 

PARKFR, W. 0. 

8107200482 

30-369 

S 

PARKER, W. 0. 

8107200377 

30-270 

8 

PARKER, 14. 0. 

8107200449 

30-269 

S 

PARKER, W. □. 

8107310270 

50-370 

S 

PARKER, W. 0. 

8107200480 

30-369 

8 

PARKER, W.O. 

8107080401* 

30-369 

G 

PARKER, U. 0. 

8107200391 

30-369 

8 

PARKER, W. 0. 

8107200398 

30-369 

S 

PARKER, W. 0. 

8107200273 

50-270 

S 

PARKER, W. 0. 

8107200375 

50-369 

8 

PARKER, W. 0. 

8107200407 

50-369 

S 

PARKER, W.O. 

8107200381 

50-369 

8 

PARKER, W.O. 

8107200427 

30-369 

8 

PARKFR, W.O. 

8107200453 

30-270 

8 

PARKER, W.O. 

8107200330 

50-287 

8 

PARKER, W.O. 

8107240095 

70-2944 


PARKER, W. 0. 

8107200288 

50-369 

8 

PARKER, W.O, 

8107310342 

50-369 

8 

PARKER, W. 0. 

8107310350 

50-369 

S 

PARKER, W. 0. 

8107310355 

50-369 

S 


PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

PARKER, W. 0. 

8107310454 

50-369 

8 

PARKER, W. 0. 

8107310467 

50-369 

8 

PARKFR* W. 0. 

8107240347* 

50-413 

G 

PARKFR, W. 0. 

8107310404 

30-369 

8 

PARKER, W. 0. 

8107310360 

50-369 

8 

PARKER* W. 0. 

8107310413 

50-369 

S 

PARKFR, W. 0. 

8107240429* 

50-413 

G 

PARKER, W. 0. 

8107310375 

50-369 

8 

PARKER* W. 0. 

8107200285 

50-287 

8 

PARKER, W. 0. 

8107200345 

50-270 

8 

PARKER. W. 0. 

8107310453 

50-369 

8 

PARKER. W. 0. 

8107200343 

50-270 

8 

PARKER, W. 0. 

8107200456 

50-369 

8 

PARKFR, W. 0. 

8107200307 

50-287 

8 

PARKFR, W. 0. 

8107200320 

50-269 

8 

PARKER, W. 0, 

8107200462 

30-369 

8 

PARKFR, W. 0. 

8107310471 

50-369 

8 

PARKER, W. Q. 

8107240467* 

50-413 

G 

PARKER. W. 0. 

8107200326 

50-287 

8 

PARKER, W. 0. 

8107200242 

30-369 

8 

PARKER, W. 0. 

8107200292 

50-287 

8 

PARKER* W. 0. 

8107240323* 

50-369 

G 

PARKER, W. 0. 

8107200296 

50-369 

8 

PARKFR, W. 0. 

8107200367 

50-369 

S 

PARKER* W. 0. 

8107240165 

50-370 

G 

PARKER, W. 0. 

8107200299 

50-270 

S 

PARKER, U. 0. 

8107240494 

50-269 

G 

PARKER, W. 0. 

8107240518* 

50-413 

G 

PARKER, W. 0. 

8107080156 

50-413 

A 

PARKFR, M. E. 

8107140580* 

50-155 

G 

PARKER, W. 0. 

8107070334 

50-269 

P 

PARKER, W.O. 

8107070318 

50-413 

F 

PARKER* W. 0. 

8107240289 

50-269 

G 

PARKER* W. 0. 

8107080302 

50-369 

P 

PARKER* W. 0. 

8107080453 

50-369 

F 

PARKER, W. 0. 

8107240162 

30-413 

G 

PARKER, W. 0. 

8107310343 

50-413 

8 

PARKER, W. 0. 

8107310240 

50-369 

8 

PARKER, W. 0. 

8107310232 

30-269 

S 

PARKER, W. 0. 

8107310237 

50-370 

S 

PARKER, W. 0. 

8107310319 

30-413 

S 

PARKER, W. 0. 

8107310371 

30-369 

S 

PARKER, W. 0. 

8107130266 

30-269 

P 

PARKER, W. 0. 

8107130434 

30-269 

P 

PARKER, W. 0. 

8107150378* 

50-369 

P 

PARKER, W. 0. 

8107240430 

50-413 

a 

PARKER, W. 0. 

8107240303 

30-413 

Q 

PARKER, W. 0. 

8107170011 

50-269 

i 

PARKER, W. 0. 

8107240434 

30-269 

Q 

PARKER, W. 0. 

8107210296 

50-369 

.8 

PARKER, W. 0. 

8107210308 

30-413 

8 

PARKER, W. 0. 

8107210316 

50-369 

8 

PARKER, W. 0. 

8107200301 

30-270 

G 

PARKFR, W. 0. 

8107210031 

50-269 

Q 

PARKER, W. 0. 

8107210418 

30-287 

G 

PARKER, W. 0. 

8107310237 

50-269 

S 

PARKER, W. 0. 

8107210283 

30-413 

A 

PARKER, W. 0, 

8107210348 

30-369 

P 

PARKER, W. 0. 

8107210394 

30-269 

F 

PARKER, W. 0. 

8107210411 

30-369 

A 

PARKER, W. 0. 

8107210383 

30-369 

V 

PARKER, W. 0. 

8107280274 

50-369 

S 

PARKER, W. 0. 

8107280380 

30-369 

s 

PARKER* W. 0. 

8107210272 

50-270 

P 

PARKER, W. 0. 

8107310157 

50-369 

s 

PARKER, W. 0. 

8107280283 

50-269 

P 

PARKER, W. 0. 

8107280360 

50-269 

p 

PARKER, W. 0. 

8107290029 

30-269 

p 

PARKER, W. 0. 

8107290039 

30-287 

p 

PARKER, W. 0. 

8107290165 

50-269 

p 

PARKER* W. 0. 

8107290200 

30-269 

p 

PARKER* W. 0. 

8107300142 

50-269 

p 

PARKS, P. B. 

PARME, A. L. 

8107060063 

8107080165* 

NUREG 

30-546 

A 

PARRIS, H, 0. 

8107100235 

50-327 

J 

PARRIS. H. 0. 
PARSONS, C. H. 

8107240076 

8107140687 

70-2917 

50-289 

H 

PARTIN, L. 

8107240109 

30-361 

H 

PARVEX, G. C. 

8107100033 

50-275 

H 

PASCOE* 8. 

PASCOE, 8. 

PASEDAG, W. F. 
PASSIAKOS, M, 
PASTERNAK, R. J. 

8107280639* 

8107280642* 

8107010003 

8107060039 

8107130213* 

CONTRACT 

CONTRACT 

NUREG 

NUREG 

50-333 

G 

PASTERNAK, R. U. 

0107130213* 

50-333 

G 
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AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

PASTERNAK, R. J. 

8107130207 

50-333 

Q 

PASTERNAK, R. J. 

8107130313 

50-333 

S 

PASTERNAK, R. J. 

8107130428 

50-333 

S 

PASTERNAK, R. J. 

8107130482 

50-333 

S 

PASTERNAK, R. J. 

8107130224 

50-333 

8 

PASTERNAK, R. J. 

8107130396 

50-333 

S 

PASTERNAK. R. J. 

8107130443 

50-333 

S 

PASTERNAK, R. J. 

8107240256 

50-333 

S 

PASTERNAK, R. J. 

8107240251 

50-333 

8 

PASTERNAK, R. J. 

8107280579 

50-333 

s 

PASTRQNE, P. 

8107090307 

50-275 

H 

PASTVA, M. J. 

8107060285* 

50-324 

S 

PASTVA, M. J. 

8107310266* 

50-324 

s 

PASTVA, M. J. 

8107280270* 

50-324 

s 

PASTVA, M. J. 

8107310216* 

50-324 

s 

PATE.R. J. 

8107010368* 

50-361 

Q 

PATE. R. J. 

8107010373* 

50-361 

Q 

PATE, R. J. 

8107140482* 

50-361 

G 

PATEL, B. A. 

8107210367* 

50-528 

Q 

PATON, W. D. 

8107240486 

50-329 

T 

PATTEN, M. 

8107130128 

50-361 

0 

PATTEN, D. 

8107130133 

50-361 

G 

PATTERSON, R. L. 

8107280590 

50-361 

8 

PAUL, R. A. 

8107280331* 

50-305 

Q 

PAULK, G. 

’ S 107240449* 

50-259 

G 

PAULSON. W. A. 

8107130037 

50-155 

P 

PAULSON. W. A. 

8107270102 

50-155 

F 

PAUSEWANO, J. 

8107090117 

50-361 

0 

PAVLAKQS, C. J. 

8107060483 

NUREG 


PAVLICEK, W. 

8107270060 

70-2213 


PAWLICKI, S. S. 

8107160021* 

50-352 

A 

PEARRIMO, J. R. 

8107300112* 

50-466 

T 

PEASE, E. A. 

8107090190 

50-367 

H 

PECK, 8. 0. 

0107010270 

NUREG 


PECK, R. B. 

8107080195 

50-329 

0 

PEDIGO, 8. C. 

8107060436* 

50-237 

T 

PELAN. M. 

8107140706 

50-361 

G 

PELL, C. 

8107160554* 

PR 


PELTIER. I. A. 

S 107020042 

50-358 

A 

PENA, D. A. 

8107020116 

PR 


PENDLETON, C. 

8107060432 

50-361 

H 

PENNINGTON, T. W. 

8107300225 

40-2259 


PENNY, B. Y. 

8107140474 

50-361 

G 

PERCH, R. 

8107230325 

50-458 

A 

PERCY, C.H. 

8107060024 

PR 


PERENSTEIN, J. 

8107280133* 

CONTRACT 


PEREZ, J. 

8107130152 

50-361 

G 

PERKINS, K. R. 

8107090431 

RES 


PERKINS, R. W. 

8107150325* 

WASTE MGT 

PERKINS, R. W. 

8107160134* 

WASTE MOT 

PERLMAN, J. 

8107140234* 

CONTRACT 


PERLMAN, J. 

8107300294* 

50-320 

P 

PERO, M. 

8107100033 

50-275 

H 

PERSON. L. 8. 

8107150342 

40-6622 


PESCHEL, J. M. 

8107210139* 

50-373 

G 

PETERSON, M. R. 

9107130060* 

SECY 


PETERSON, R. K. 

0107220375* 

COMMISSION 

PETERS, 8. 

8107090307 

50-275 

H 

PETERSON. B. R. 

8107020156 

NUREG 


PETERSON, M. R. 

8107160563 

XPORTLIC 


PETERSON, M. R. 

8107150053 

XPORTLIC 


PETERSON, M. R. 

8107150056 

XPORTLIC 


PETERSON, M. R. 

8107160551 

XPORTLIC 


PETERSON, M. R. 

8107160555 

XPORTLIC 


PETERSON, M. R. 

8107160558 

XPORTLIC 


PETERSON, M. R. 

8107210158 

XPORTLIC 


PETERSON, M. R. 

8107210163 

XPORTLIC 


PETERSON. M. R. 

8107210479 

XPORTLIC 


PETERSON, M. R. 

8107210487 

XPORTLIC 


PETERSON, M. R. 

8107220013 

XPORTLIC 


PETERSON. M. R. 

8107210551 

XPORTLIC 


PETERSON, M. R. 

8107210556 

XPORTLIC 


PETERSON. M. R. 

8107220024 

XPORTLIC 


PETERSON, M. R. 

8107280059 

XPORTLIC 


PETERSON, M. R. 

8107280098 

XPORTLIC 


PETERSON, M. R. 

8107290097 

XPORTLIC 


PETERSON, M. R. 

8107290098 

XPORTLIC 


PETER80N, M. R. 

8107300290 

XPORTLIC 


PETERSON, M. R. 

8107290067 

XPORTLIC 


PETERSON, M. R. 

8107290095 

XPORTLIC 


PETRICK, N. A. 

8107060203 

50-482 

A 

PETRICK, N, A. 

8107060434 

50-482 

A 

PETRICK, N, A. 

8107010276 

50-482 

K 

PETRICK, N. A. 

8107070205 

50-482 

A 

PETRICK, N. A. 

8107240319 

50-482 

Q 
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PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

PETRICK,N. A. 

8107300010 

50-482 

Q 

PETRONE, C. D. 

8107060431* 

50-387 

Q 

PETROFF, B. 

8107140658 

50-361 

G 

PETRONCO, B. 

8107080273 

50-361 

G 

PETROFF, D. 

8107140505 

50-361 

G 

PETTENGILL, H. J. 

8107070122 

40-8768 


PETTENGILL, H. J. 

8107070063 

40-8745 


PETTENGILL, H. 

8107150153 

40-299 


PETTENGILL, H. 

8107150288 

40-299 


PETTENGILL* H. 

8107150380 

40-8584 


PETTENGILL* H. 

8107100105 

40-1162 


PETTENGILL, H. J. 

8107060364 

40-1162 


PETTENGILL, H. J. 

8107150116 

WASTE MGT 

PETTENGILL, H. J. 

8107160268 

WASTE MGT 

PETTENGILL, H. J. 

8107160477 

WASTE MGT 

PETTENGILL, H. 

8107160634 

40-8602 


PETTENGILL, H. J. 

8107270055 

40-8584 


PETTENGILL, H. J. 

8107090391 

40-2259 


PETTENGILL, H. J. 

8107240590 

40-8452 


PETTENGILL, H. J. 

8107280006 

40-1162 


PETTENGILL, H. J. 

8107130011 

40-3453 


PETTENGILL, H. J . 

8107170226 

40-8771 


PETTENGILL, H. J. 

9107230257 

40-6659 


PETTENGILL, H. 

8107280009 

40-8452 


PETTENGILL, H. J. 

8107140121 

40-2259 


PETTENGILL, H. J. 

8107220320 

40-8584 


PETTENGILL, H. J. 

8107210161 

40-299 


PETTENGILL, H. J. 

8107210147 

40-8783 


PETTENGILL, H. J. 

8107210017 

40-3453 


PETTENGILL, H. J. 

8107300039 

40-1162 


PETTI, C. 

8107070486 

PR 


PEVEY, L. E. 

8107220182 

PRM 


PEVEY, L. E. 

8107220386 

70-398 


PFAFF, S. J. 

8107170321 

40-6659 


PFAFF, S. J. 

8107210012 

40-6659 


PHILBRICK, S. S. 

8107080552 

50-361 

0 

PHILLIPS, H. S. 

8107130222* 

50-498 

Q 

PHILLIPS, F. E. 

8107070214 

50-382 

D 

PHILLIPS, F. E. 

8107070224 

50-445 

D 

PHILPOTT, F. T. 

8107010413* 

50-269 

S 

PHINNEY, J. D. 

8107210421* 

50-287 

Q 

PICIQCCHI, J. H. 

8107220364* 

SECY 


PICIOCCHI, J. H. 

8107220368* 

SECY 


PIEHL, R. H. 

8107140400* 

50-315 

S 

PIEHL, R. H. 

8107140385* 

50-316 

S 

PIEHL, R. H. 

8107210247* 

50-315 

S 

PIEHL, R. H. 

8107240153* 

50-315 

S 

PIEHL, R. H. 

8107280330* 

50-316 

S 

PIERCE, R. A. 

8107240159 

50-275 

H 

PIERCErB.L. 

8107270010 

NUREG 


PIERCE, B.L. 

8107270014 

NUREG 


PIGOTT, D.R. 

8107010372 

50-361 

G 

PIGOTT, D.R. 

8107010398 

50-361 

G 

PIGOTT, D.R. 

8107010411 

50-361 

G 

PIGOTT, D.R. 

8107010372 

50-361 

G 

PIGOTT, D.R. 

8107010398 

50-361 

G 

PIGOTT, D.R. 

8107010411 

50-361 

G 

PIGOTT, D. R. 

8107010372 

50-361 

G 

PIGOTT, D.R. 

8107010398 

50-361 

G 

PIGOTT, D.R. 

8107010411 

50-361 

G 

PIGOTT, D.R. 

8107080211 

50-361 

G 

PIGOTT, D.R. 

8107080211 

50-361 

G 

PIGOTT, D.R. 

8107080211 

50-361 

G 

PIGOTT, D, R. 

8107170139 

50-361 

G 

PIGOTT, D.R. 

8107170139 

50-361 

G 

PIGOTT, D. R. 

8107170139 

50-361 

G 

PILANT, J. M. 

8107020124* 

50-298 

F 

PILANT, J. M, 

8107080159 

50-298 

P 

PILANT, J. M. 

8107060463 

50-298 

F 

PILANT, J. M. 

8107070348 

50-298 

F 

PILANT, J. li. 

8107080474 

50-298 

P 

PILANT, J. M. 

8107130251 

50-298 

F 

PILANT, J. M. 

8107060482 

50-298 

Q 

PILANT, J. M. 

8107100214 

50-298 

F 

PILANT, J.M. 

8107280172 

50-298 

F 

PILANT, J. M. 

8107220097 

50-298 

P 

PILANT, J. H. 

8107220112 

50-298 

F 

PILANT, J. M. 

8107290038 

50-298 

P 

PILCH, H. 

8107170209 

NUREG 


PIPER, T. 

8107140724 

50-361 

G 

PIPER, B. 

8107140333 

50-361 

G 

PIPER, C. A. 

8107140637 

50-361 

G 

PIPER, D. L. 

8107140650 

50-361 

G 

PLAKE, T. D. 

8107090307 

50-275 

H 

PLAYTON, 8, J. 

8107220307* 

40-2259 



AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

PLOGER, S. 

8107210482 

RES 


PLUMLEE, K. E. 

8107070526* 

50-245 

Q 

PLUMLEE, K. E. 

8107150043* 

50-244 

Q 

PLUNKETT, T. F. 

8107080419 

PR 


POCHAL, W. F. 

8107070499 

XPORTLIC 


POCHAL, W. F. 

8107090472 

XPORTLIC 


POCHAL, W. F. 

8107160031 

XPORTLIC 


POCHAL, W. F. 

8107210113 

XPORTLIC 


POCHAL, W. F. 

8107150051 

XPORTLIC 


POCHAL, W. F. 

8107230401 

XPORTLIC 


PQHLE, J. A. 

8107280005 

40-8714 


POHLE, J. A. 

8107160638 

40-8714 


POHLE, J. A. 

8107210003 

40-8663 


POLITES, F. L. 

8107090076 

50-361 

G 

POLLOCK, M. S. 

8107130163* 

50-322 

Q 

POLLOCK, M. 

8107080206 

50-142 

G 

POLLOCK, M. 

8107080278 

50-142 

G 

POLLOCK, M. 

8107080283 

50-142 

G 

POLLOCK, M. 

8107080330 

50-142 

G 

POLLOCK, M. S. 

8107130172 

50-322 

Q 

POLLOCK, M. S. 

8107240398 

50-322 

Q 

POLLOCK, M. 

8107200270 

50-142 

G 

POLLOCK, M. 

8107200270 

50-142 

G 

POLLOCK, M. S. 

8107150174 

50-322 

A 

POLLOCK, M. S. 

8107230014 

50-322 

F 

POLLOCK, M. 

8107220253 

50-142 

G 

POLLOCK, M. 

8107220283 

50-142 

G 

POLLOCK, M. 

8107220253 

50-142 

G 

POLLOCK, M. 

8107220283 

50-142 

G 

PONICH, 8. 

8107240109 

50-361 

H 

POOLE, D. 

8107280488 

50-302 

S 

PORTER, W. L. 

8107020289 

50-488 

G 

PORTER, J. W. 

8107080446* 

70-498 


PORTER, D. K. 

8107240244 

50-266 

S 

POSTMA, A. K. 

8107170174* 

NUREG 


POTAPOVS, U. 

8107010238* 

QA999 


POTAPOVS, U. 

8107020403* 

QA999 


POTAPOVS, U. 

8107020143* 

QA999 


POTAPOVS, U. 

8107010134 

GA999 


POTAPOVS, U. 

8107020392 

QA999 


POTAPOVS, U. 

8107020016 

QA999 


POTAPOVS, U. 

8107020134 

QA999 


POVELITE, R. 

8107240109 

50-361 

H 

POWELL, H. C. 

8107090071 

50-361 

G 

POYSER, R. W. 

8107220164 

40-2259 


POYSER, R. W. 

8107220305 

40-2259 


PREHODA, C. H. 

8107220032* 

71-122 


PRICE, P. 

8107090303 

50-389 

H 

PRINGLE, B. 

8107140429 

50-361 

G 

PUCKETT, J. M. 

8107240418* 

50-269 

Q 

PUDLICK, L. 

8107070374* 

50-263 

S 

PULIDO, M. 

8107240109 

50-361 

H 

PUMPHREY, K. A. 

8107130135 

50-361 

0 

PURCHASE, W. C. 

8107300023 

71-9070 


PURPLE, R. A. 

8107210526* 

50-346 

P 

PURPLE, R. A. 

8107210536* 

50-302 

P 

PURPLE, R. A. 

8107220217* 

50-282 

P 

PURPLE, R. A. 

8107220249* 

50-266 

P 

PURPLE, R. A. 

8107220262* 

50-338 

P 

PURPLE, R. A. 

8107240567* 

50-334 

P 

PURPLE, R. A. 

8107270167* 

50-29 

P 

PURPLE, R. A. 

8107290028* 

50-237 

P 

PURPLE, R. A. 

8107290049* 

50-259 

P 

PURPLE, R. A. 

8107290069* 

50-295 

P 

PURPLE, R. A. 

8107290079* 

50-247 

P 

PURPLE, R. A. 

8107290117* 

50-244 

P 

PURPLE, R. A. 

8107290118* 

50-280 

P 

PURPLE, R. A. 

8107300224* 

50-312 

P 

QUIGG, C. 

8107100279 

REVIEW GRP 

QUIGLEY, T. W. 

8107240558 

40-8743 


QUIGLEY, T. W. 

8107230220 

40-8743 


QUIGLEY, T. W. 

8107230273 

40-8743 


QUIGLEY, T. W. 

8107220409 

40-8743 


QUIGLEY, T. W. 

8107310062 

40-8743 


QUIGLEY, T. W. 

8107210108 

40-8743 


QUIGLEY, T. W. 

8107230296 

40-8743 


QUIGLEY, T. W. 

8107170329 

40-8743 


QUIGLEY, T. W. 

8107170314 

40-8743 


QUIGLEY, T. W. 

8107310050 

40-8743 


QUIGLEY, T. W. 

8107300230 

40-8743 


QUIGLEY, T. W. 

8107290013 

40-8743 


QUILLIN, R. M. 

8107080215 

50-346 

H 

QUIRK, M. 

8107140646 

50-361 

G 

QUIRK, J. F, 

8107210214 

50-447 

A 

RABSTEAU 

8107010340 

50-275 

H 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


RADEMACHER, J. M. 
RADEMACHER, J. M. 
RADER, R. M. 

8107210164 

8107240031 

8107020285 

40-6264 

40-6264 

27-39 


RADOSEVIC, J. R. 
RAHE, E. P. 

8107140827* 

8107100197 

50-302 

PR 

Q 

RAHE.E. P. 

RAHE, E. P. 
RAMCHANQRAN, S. 

8107200366 

8107230302 

8107010215* 

50-275 

TOPREP 

TOPREP 

V 

RAMSEY, R. W. 

8107220363 

WASTE MGT 

RANDALL, J. D. 

8107280180 

50-128 

S 

RANDAZZA, J. B. 

8107080186 

50-309 

P 

RANDALL, R. 

8107130438* 

50-220 

S 

RANDALL, R. 
RANDOLPH, M. L. 

8107140012* 

8107160022 

50-220 

RES 

s 

RANZAU, P. A. 

8107280040 

50-466 

T 

RAPKIN, A. 

8107020511 

50-367 

G 

RAPKIN, A. 

RAPKIN, A. 

8107020387 

8107100197 

50-367 

PR 

G 

RAPKIN, A. 

8107170009 

50-367 

G 

RAPKIN, A. 

8107170007 

50-367 

G 

RAPKIN, A. 

8107220190 

50-367 

G 

RASHO, R. P. 

8107210241 

50-461 

A 

RASMUSSEN, N. C. 

8107070105* 

COMMISSION 

RASMUSSEN, C. A. 

8107140374 

50-361 

G 

RATHBUN, D. K. 

8107210187 

REVIEW GRP 

RAUCH, W. E. 
raOsch, t. J. 

8107100033 

50-275 

H 

8107210306 

50-237 

P 

RAUSCH, T. J. 

8107060173 

50-254 

P 

RAUSCH, T. J. 

8107020344 

50-237 

P 

RAUSCH, T. J. 

8107020158 

50-237 

P 

RAUSCH, T. J. 

8107140733 

50-237 

P 

RAUSCH, T. J. 

8107100194 

50-237 

P 

RAUSCH, T. J. 

RAUSCH, D. A. 

8107140378 

8107170263 

50-237 

NUREG 

a 

RAUSCH, T. J. 

8107220120 

50-254 

p 

RAUSCH, T. J. 

8107270222 

50-254 

p 

RAUSCH, T. J. 

8107290051 

50-254 

p 

RAVELY, W. T. 
RAVENSCROFT, N. 

8107170213 

8107240105 

50-322 

XPORTLIC 

G 

RAVINDRA, M. K. 

RAY, E. L. 

8107080247* 

8107220384 

50-315 
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SNAREY. S. 

8107140395 

8107230111 

50-387 

0 

SNELL, J. C. 

8107300306 

8107210103 

50-387 

G 

SNELL, J. 

0107270368 

8107230092 

50-387 

G 

8NIEZEK, J, H. 

8107210197* 

8107230111 

50-387 

G 

SNOWE, 0. J. 

8107220070 

8107210103 

50-387 

0 

SNYDER, H. L. 

8107220377 

8107230092 

50-387 

0 

SNYDER, H. L. 

8107240023 

8107230111 

50-387 

G 

SNYDER, H. L. 

8106050362 

8107230226 

50-387 

G 

SNYDER, H. L. 

8107220014 

8107230226 

50-387 

G 

SNYDER, B. J. 

810706007S 

8107230226 

50-387 

G 

SNYDER, B. J. 

8107060072 

8107270103 

50-440 

G 

SNYDER, 0, L. 

8107100104 

8107080266 

PR 


SNYDER, G. L. 

8107100109* 

8107060356* 

50-220 

F 

SNYDER, G. L. 

8107100269 

8107240109 

50-361 

H 

SNYDER, G. L. 

8107100270* 

8107090190 

50-367 

H 

SNYDER, B. J. 

8107100044 

8107080460* 

70-498 


SNYDER, G. L. 

8107130125 

8107080441* 

70-498 


SNYDER, B. J. 

8107090013 

8107100033 

50-275 

H 

SNYDER, B. J. 

8107090014* 

8107200098 

50-454 

A 

SNYDER, B. J. 

8107090016* 

8107090230 

50-482 

G 

SNYDER, B. J. 

8107090312 

8107090234 

50-482 

G 

SNYDER, S, D. 

8107100337 

8107090230 

50-482 

G 

SNYDER, 0, L. 

8107170164 

8107090234 

50-482 

G 

SNYDER, G. L. 

0107170168* 

8107090230 

50-482 

G 

SNYDER, G. L, 

8107210338 

8107090234 

50-482 

0 

SNYDER, G. L. 

8107290140 
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AUTHOR 

ACCESSION 
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SUBJECT 

CATEGORY 

50-329 

G 

SNYDER, G. L. 

8107290142* 

50-317 

0 

PR 


SNYDER, B. J. 

a 107280030 

50-320 

P 

50-361 

G 

SNYDER, B. J. . 

8107270267 

50-320 

P 

50-237 

T 

SNYDER, B. J. 

8107300114 

50-320 

P 

50-237 

T 

SNYDER, B. J. 

8107270181 

50-320 

P 

NUREG 


SNYDER, B. J. 

8107270186* 

50-320 

P 

50-329 

T 

SNYDER, B. J. 

8107300250 

50-320 

P 

PR 


SOBEL, J. M. 

8107060152* 

50-389 

M 

50-269 

0 

SODA. K. 

8107290189 

RES 


50-219 

R 

SODAY, R. 

8107240109 

50-361 

H 

50-219 

R 

SOLBERG, D. E. 

8107230354 

REVIEW GRP 

50-219 

R 

SOLI. EN8ERGER, D. 

8107270055 

40-8584 


50-255 

P 

S0LLFN8ERGER, D. 

8107090391 

40-2259 


50-395 

Q 

SOLLENBERGER, D. 

8107280009 

40-8452 


40-6943 

TCJPREP 

TOPREP 

50-361 

G 

8QLLENBERGER, D. 

SOLLENBERGER, D. 
S0LLFN8ERGER , D. 
SOLOMON, H. M. 

8107140121 

8107150347 

8107270276 

8107280453 

40-2259 

40-8584 

40-2259 

50-275 

H 

50-275 

H 

SOLOUJOUS. J. 

8107240109 

50-361 

H 

50-275 

H 

SOLOVJOVS, J. 

8107140376 

50-361 

G 

NUREG 


SOMIT, J. 

8107010442 

50-70 

G 

50-293 

Q 

SOONG, A. 

8107070138 

70-1703 


70-371 


SORENSEN, G. C. 

8107080437 

50-397 

F 

70-371 


SOUDER, J. L. 

81 07090 14S 

50-440 

C 

70-820 


SOUDER, J. L. 

8107280296 

50-335 

F 

70-820 


SOUDER, J. L. 

8107280414 

50-338 

F 

50-220 

Q 

SOUDER, J. L. 

8107280416 

50-309 

F 

50-245 

G 

SOUDER, J, L. 

8107280421 

50-333 

F 

50-245 

Q 

SOUDER, J. L. 

8107280423 

50-338 

F 

50-213 

0 

SOUDER, J. L. 

8107280426 

50-244 

F 

MISC 


SOUDER, J. L. 

8107290141 

50-298 

F 

71-358 


SOUDER, J. L. 

8107290225 

50-348 

F 

50-302 

Q 

SOUDER, J. L. 

8107290226 

50-285 

F 

50-275 

H 

SOUDER, J. L. 

8107290227 

50-280 

F 

50-275 

H 

SOUDER, J. L. 

8107290228 

50-244 

F 

50-244 

Q 

SOUDER, J. L.' 

8107290229 

50-263 

F 

40-8681 


SOUDER, J. L. 

8107300144 

50-395 

F 

CONTRACT 


SOUDER, J. L. 

8107300145 

50-259 

F 

50-361 

T 

SOUDER, J. L. 

8107300167 

50-220 

F 

50-361 

T 

SOUDER, J. L. 

8107300175 

50-302 

F 

CONTRACT 


SOUDER, J. L. 

8107300178 

50-250 

F 

50-361 

G 

SOUDER, J. L. 

8107300180 

50-250 

F 

50-254 

G 

SOUDER, J. L. 

8107300187 

50-259 

F 

NUREG 


SOUDER, J. L. 

8107300190 

50-387 

F 

NUREG 


SOUDER, J, L. 

8107300195 

50-206 

F 

NUREG 


SOUDER, J. L. 

8107310089 

50-280 

F 

NUREG 


SOUDER. J. L. 

8107240470 

50-286 

F 

50-271 

P 

SOUDER. J. L. 

8107310183 

50-289 

F 

50-271 

P 

SOUDER, J. L. 

8107310184 

50-289 

F 

CONTRACT 

SOUDER, J. L. 

8107310186 

50-289 

F 

50-361 

H 

SOUDER, J. L. 

8107310189 

50-286 

F 

50-289 

G 

SOUDER, J. L. 

8107310192 

50-289 

F 

50-255 

C 

SOUDER, J. L. 

8107310195 

50-327 

F 

50-206 

H 

SOUDER, J. L. 

8107310198 

50-327 

F 

50-361 

H 

SOUDER, J. L. 

8107310200 

50-261 

F 

50-289 

G 

SOUDER, J. L. 

8107310202 

50-261 

F 

NUREG 


SOUDER, J.L. 

8107310204 

50-266 

F 

50-29 

P 

SOUDER, J. L. 

8107310206 

50-220 

F 

50-361 

G 

SOUDER, J. L. 

8107310207 

50-280 

F 

50-361 

G 

SOUDER, J. L. 

8107310211 

50-331 

F 

50-454 

A 

SOUDER. J. L. 

8107310215 

50-254 

F 

50-454 

E 

SOUDER, J. L. 

8107310217 

50-317 

F 

50-369 

G 

SOUDER, J. L. 

8107310222 

50-361 

F 

50-309 

U 

SOUDER, J. L. 

8107310225 

50-206 

F 

40-8584 


SOUDER, J. L. 

8107310229 

50-313 

F 

40-8584 


SOUDER, J. L. 

8107310233 

50-313 

F 

40-8584 


SOUDER, J. L. 

8107310236 

50-313 

F 

40-8584 


SOUDER, J. L. 

8107310238 

50-313 

F 

50-320 

H 

SOUDER, J. L. 

8107310243 

50-346 

F 

50-320 

P 

SOUDER, J. L. 

8107310245 

50-346 

F 

50-277 

Q 

SOUDER, J. L. 

8107310249 

50-346 

F 

50-277 

<3 

SOUDER, J. L. 

8107310251 

50-10 

F 

50-293 

0 

SOUDER, J, L. 

8107310253 

50-10 

F 

50-293 

0 

SOUDER, J. L. 

8107310256 

50-259 

F 

50-289 

F 

SOZZI, G. L. 

8107280021 

50-466 

T 

50-317 

Q 

8PANNAUS, W. 

8107070486 

PR 


50-320 

P 

SPANNAUS, W, 

8107140238 

50-282 

H 

50-320 

P 

SPARDS, D. T. 

8107020006 

NUREG 


50-320 

P 

SPARN, W. 

8107070058* 

CONTRACT 

50-320 

P 

SPECTER, A. 

8107280468 

PR 


NUREG 

50-333 

Q 

SPECTER, A. 
SPECTER, A. 

8107280473 

S 107280509 

PR 

PR 


50-333 

Q 

SPELLMAN, D. J. 

3107060266 

50-361 

b 

50-220 

Q 

SPENCER, W, C. 

8107240476 

50-404 

( 

50-317 

G 

SPENCER, G. S. 

8107210221 

50-344 

( 
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AUTHOR 
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SPENCER, C. S. 

8107010106 

50-206 

0 

SPENCER, W. C. 

S 107240422 

50-404 

Q 

SPENCER, G. S. 

8107270227 

50-18 

Q 

SPIER, C. 

S 107 140539 

50-361 

G 

SPINK, C. 

8107010336 

50-275 

H 

SPRAUL, J. G. 

8107060124 

TOPREP 


SQUIRE, A. 

8107070047 

PR 


SRENIAWSKI, D. J. 

8107140627* 

70-572 


SRENIAWSKI, D. J. 

8107100220 

40-8109 


SRENIAWSKI, D. J. 

8107100222* 

40-8109 


SRENIAWSKI, D. J. 

8107080433 

70-498 


SRENIAWSKI, D. J. 

8107150309* 

70-2872 


SRENIAWSKI, 0. J. 

8107150151 

40-8109 


SRENIAWSKI, D. J. 

8107150305 

70-2872 


STABE, E. 

8107240109 

50-361 

H 

STAGNITTO, L. 

8107060270 

50-361 

H 

STAHLE, C. 

8107270395 

50-327 

P 

STAMIR IS, B. 

8107020462 

50-329 

G 

STAMIR IS, B. 

8106120274 

50-329 

G 

STAMIR IS, B. 

8107230242 

50-329 

H 

STAMIR IS, B. 

8107020378 

50-329 

G 

STAMIR IS, B. 

8107020383* 

50-329 

G 

STAMIR IS, B. 

8107090304 

50-329 

G 

STAMIR IS, B. 

8107090110 

50-329 

G 

STAMPLEY, N. L. 

8107240487 

50-416 

Q 

STAMPLEY, N. L. 

8107230230 

50-416 

I 

STANFORD, R. E. 

©107280570 

REOGD 


STANSBERRY, E. R. 

8107280203 

50-182 

V 

STANTON, C. A. 

8107100033 

50-275 

H 

STANTON, J. R. 

8107280603 

PR 


STARK, 8. J. 

8107100240 

50-219 

P 

STARK, S. J. 

8107210323 

TOPREP 


STARKEY, R. B. 

8107200231 

50-261 

R 

STARK, R. M. 

8107210475 

50-387 

G 

STARKEY. R. B. 

8107280288 

50-261 

S 

STARK, R. M. 

8107220184* 

50-387 

G 

STARK, S. J. 

8107290059 

TOPREP 


STAUB, 8. J. 

8107100033 

50-275 

H 

STAUDER, W. V. 

8107270332* 

CONTRACT 


STEED, L. S. 

8107060211* 

50-334 

R 

STEIN, 8. 8. 

8107310008 

71-5796 


STEINER, J. L. 

8107210557 

RES 


STEINBERG, E, B. 

8107220059* 

SECY 


STEINER, K. 

8107270029 

50-361 

H 

STEITLER, R. W. 

8107060193* 

50-395 

G 

STEITLER, R. W. 

8107060400* 

50-395 

G 

STELLO, V. 

8106190021 

50-10 

F 

STELLQ, V. 

8107020102* 

50-255 

G 

STELLO, V. 

8107020452 

50-255 

S 

STEPHEN80N, C. 

8107280354* 

50-289 

s 

STEPTOE, P. P. 

8107060428 

50-237 

T 

STEPTOE, P. P. 

8107060428 

50-237 

T 

STEPTOE, P. P. 

8107020473 

50-237 

G 

STEPTOE, P. 

8107280328 

50-237 

G 

STEPTOE, P. 

8107280328 

50-237 

G 

STERLING, P. 

8107140586 

50-361 

G 

STERN, T. 

8107200198* 

50-87 

H 

STERNBERG, D. M. 

8107010439* 

50-344 

G 

STERNBERG, D. M. 

8107010441* 

50-275 

G 

STERN, W. C. 

8107230393 

XPORTLIC 


STERN, W. C. 

8107210182 

XPORTLIC 


STERNBERG, D. M, 

8107270123* 

50-397 

G 

STERNBERG, D. M. 

8107240055 

50-206 

S 

STETKA, T. F. 

8107080532* 

50-302 

G 

STEVENSON, J. D. 

8107080247* 

50-315 

P 

STEVENSON, R. L. 

8107210035* 

70-820 


STEVENSON, R. L. 

8107240593* 

70-2941 


STEVENSON, M. Q. 

8107150020 

NUREG 


STEWART, J. 

8107100033 

50-275 

H 

STEWART, R. C. 

8107280566* 

50-445 

G 

STIERHEIM, M. R. 

8107020506* 

50-389 

G 

STOLE, U. F. 

8107060035 

50-302 

P 

STOLZ, J. F. 

8107150370* 

50-289 

0 

STOLZ, J. F. 

8107090118 

50-321 

P 

STOLZ, J. F. 

8107060133 

50-394 

A 

STOLZ, J. F. 

8107060135* 

50-394 

A 

STOLZ, J. F. 

8107100075 

50-346 

G 

STOLZ, J. F. 

8107100044 

50-289 

F 

STOLZ, J. F, 

8107230254 

50-277 

G 

STOLZ, J. F. 

8107270284 

50-277 

F 

STOLZ, J. F. 

8107140169 

50-313 

P 

STOLZ, U. F, 

8107140178* 

50-313 

P 

STOLZ, J. F. 

©107140187* 

50-313 

P 

STOLZ, U. F. 

8107140183 

50-277 

P 

STOLZ, J. F. 

8107140817 

50-302 

G 


ACCESSION SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

STOLZ, J. F. 

8107140805 

50-269 

P 

STOLZ, J. F. 

8107170171 

50-313 

P 

STOLZ, J. 

8107200483 

50-321 

F 

STOLZ, J. 

8107200488 

50-346 

F 

STOLZ, J. 

8107200492 

50-302 

F 

STOLZ, J. F. 

8107210290 

50-277 

P 

STOLZ, J. F. 

8107210446 

50-313 

P 

STOLZ, J. F. 

3107210496 

50-302 

P 

STOLZ, J. F. 

8107210499* 

50-302 

P 

STOLZ, J. F. 

8107210505* 

50-302 

P 

STOLZ, J. F. 

8107210524 

50-346 

P 

STOLZ, J. F. 

8107210532 

50-302 

P 

STOLZ, J. F. 

8107290099 

50-313 

P 

STOLZ, J. F. 

8107300222 

50-312 

P 

STOLZ, J. F. 

8107290212 

50-313 

G 

STOLZ, J. F. 

8107240563 

50-277 

P 

STOLZ, J. 

8107270056 

50-289 

P 

STOLZ, J. F. 

8107270258 

50-277 

P 

STOLZ, J. F. 

8107290208 

50-321 

P 

STOLZ, J. F. 

8107310150 

50-312 

P 

STOLZ, J. F. 

8107210531 

50-269 

P 

STOLZ, J. F. 

8107300218 

50-313 

P 

STOLZ, J. F. 

8107300228 

50-313 

P 

STOLZ, J. F. 

8107280676 

50-289 

O 

STOLZ, J. F. 

8107310087 

50-302 

P 

STOLZ, J. F. 

8107310092 

50-269 

P 

STOLZ, J. F. 

8107240565 

50-277 

P 

STOLZ, J. F. 

8107240569* 

50-277 

P 

STOLZ, J. F. 

8107240571* 

50-277 

P 

STOLZ, J. F. 

8107290160 

50-269 

H 

STOLZ, J. F. 

8107300252 

50-289 

P 

STOLZ, J. F. 

8107300296 

50-269 

P 

STOLZ, J. F. 

8107300298* 

50-269 

P 

STOLZ, J. F. 

8107300302* 

50-269 

P 

STOLZ, J. F. 

8107300254 

50-346 

P 

STONEBURNER, W. 
STOTZ, J. 

8107280018 

8107140729* 

70-2479 

50-346 

S 

STOTZ, J. 

8107200310* 

50-346 

s 

STOTZ, J. 

8107240255* 

50-346 

s 

STOUT, R. B. 

8107280394* 

50-255 

p 

STRATTON, W. R. 
STRAUEE, M. 

8107170108* 

8107020474* 

NUREG 

50-289 

F 

STRAUBE, M. 

8107060423 

50-289 

G 

STRAUBE, M. 

8107220256 

50-289 

G 

STRAUBE, M. 

8107270087 

50-289 

G 

STREET, W. M. 

8107150147* 

50-341 

A 

STREFTER, J. 

8107060255* 

50-483 

Q 

STRONG, L. 

8107100033 

50-275 

H 

STRONG. E. 

8107160093 

50-361 

G 

STRUMWASSER, M. 

STRUMWASSER, M. 
STUART, B. 

8107080183 

8107170031 

8107240109 

PROJ 

PROJ 

50-361 

H 

STUETZER, 0. M. 

SU, T. M. 

8107010494 

8107210169 

NUREG 

30-447 

A 

SUGARMAN, R. J. 

8107080188* 

50-352 

H 

SUGIMOTO, J. 
SULLIVAN, R. F. 

8107060052 

8107240449* 

NUREG 

50-259 

G 

SULLIVAN, F. X. 

8107130458* 

50-219 

S 

SUNSER, J. J. 

8107010112 

50-220 

F 

SUNSER, J. J. 

8107130211 

50-220 

F 

SUNUKJIAN, J. P. 
SUTCLIFF, E. 

8107230097 

8107100033 

71-441 

50-275 

H 

SWAN, W. B. 

8107240414* 

50-518 

G 

SWANSON, E. R. 

8107140720* 

50-315 

G 

SWANSON, D. T. 

8107100149 

50-289 

G 

SWANSON, E. 

8107150069 

50-316 

8 

SWANSON, E. R. 

8107240164* 

50-31 5 

G 

SWANSON, D. T. 

8107150080 

50-70 

G 

SWANSON, E. R. 

8107270115* 

50-316 

G 

SWANSON, D. T. 

8107270088 

50-289 

G 

SWARTZ, E. D. 

8107140361 

50-454 

G 

SWARTZ, L. L. 

8107100170 

50-289 

G 

SWARTZ, E. D. 

8107200371 

50-373 

G 

SWARTZ. E. D. 

8107140577 

50-10 

P 

SWARTZ. E. D. 

8107240142 

50-373 

S 

SWARTZ, L. L. 

8107270088 

50-289 

G 

SWARTZ. L. L. 

8107300003 

50-289 

G 

SWENSON, D. 

8107240109 

50-361 

H 

SWETLAND, P. 

8107060380* 

50-309 

G 

SWITZER, D, C. 

8107290239* 

50-213 

F 

SYKES, F. D. 

SYLVIA, B.R. 

8107210426 

8107240390* 

PR 

50-280 

G 

SYLVIA, B.R. 

8107240379* 

50-280 

0 

SYLVIA, B.R. 

8107240332 

50-280 

G 

SYLVIA, B.R. 

8107240184 

50-280 

G 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

SYLVIA, B. R. 

8107240533* 

50-338 

0 

SYLVIA, B. R. 

8107020148 

50-338 

R 

SYLVIA, B. R. 

8107010232 

50-339 

P 

SYLVIA, B. R. 

8107020210 

50-280 

P 

TAIT, D. 

8107240109 

50-361 

H 

TAPELLA. L. 

TARAS, D. N. 

TARAS, D. N. 

TARAS, D. 

8107140680 

8107230197 

8107290008 

8107290242 

50-456 

71-446 

40-8158 

70-1355 

a 

TAUBER, H. 

8107080269 

50-341 

A 

TAUBER, H. 

8107300032 

50-341 

A 

TAYLOR, P. 

TAYLOR, J. H. 
TAYLOR, J. H. 
TAYLOR, J. H. 

8107240245* 

8107080251 

8107080358 

8107140682 

50-261 

TOPREP 

TOPREP 

TOPREP 

a 

TAYLOR, B. 

TAYLOR, J. H. 
TAYLOR, J. H. 

8107100145 

8107160457 

8107280353 

50-133 

TOPREP 

TOPREP 

H 

TEDESCO, R, L. 

8107200532 

50-322 

E 

TEDESCO, R. L. 

8107090552* 

50-361 

F 

TEDESCO, R. L. 

8107200473 

50-369 

P 

TEDESCO, R. L. 

8107090070 

50-389 

A 

TEDESCO, R. L. 

8107020105 

50-440 

E 

TEDESCO, R. L. 

8107090479 

50-389 

A 

TEDESCO, R. L. 

8107020109 

50-397 

A 

TEDESCO, R. L. 

8107140784 

50-382 

F 

TEDESCO, R. L. 

8107140838 

50-528 

E 

TEDESCO. R. L. 

8107080001 

50-454 

C 

TEDESCO, R. L. 

8107080408 

50-382 

A 

TEDESCO, R. L. 

8107070043 

50-528 

F 

TEDESCO, R. L. 

8107070144 

50-390 

I 

TEDESCO, R. L. 

8107090074 

50-471 

E 

TEDESCO, R. L. 

8107160545 

50-329 

A 

TEDESCO, R. L. 

8107240585 

50-329 

F 

TEDESCO, R. L. 

8107060029 

50-454 

A 

TEDESCO, R. L. 

8107060531 

50-352 

H 

TEDESCO, R. L. 

8107070083 

50-528 

A 

TEDESCO, R. L. 

8107080185 

50-352 

H 

TEDESCO, R. L. 

8107270027 

50-397 

A 

TEDESCO, R. L. 

8107060129 

50-397 

D 

TEDESCO, R. L. 

8107060379 

50-390 

A 

TEDESCO, R. L. 

8107060386 

50-390 

F 

TEDESCO. R. L. 

8107090068 

50-341 

A 

TEDESCO, R. L. 

8107090140 

50-389 

A 

TEDESCO, R. L. 

8107090394 

50-445 

A 

TEDESCO, R. L. 

8107100051 

50-382 

F 

TEDESCO. R. L. 

8107150437 

50-31 1 

P 

TEDESCO. R. L. 

8107080561 

50-387 

F 

TEDESCO. R. L. 

8107090385 

50-358 

A 

TEDESCO. R. L. 

8107090308 

50-382 

A 

TEDESCO, R. L. 

8107090065 

50-327 

G 

TEDESCO, R. L. 

8107090324 

50-322 

A 

TEDESCO. R. L. 

8107140316 

50-483 

F 

TEDESCO, R. L. 

8107140323 

50-445 

E 

TEDESCO, R. L. 

8107140885 

50-389 

A 

TEDESCO. R. L. 

8107160534 

50-329 

F 

TEDESCO, R. L. 

8107170262 

50-387 

A 

TEDESCO. R. L. 

8107230246 

50-389 

P 

TEDESCO, R. L. 

8107230332 

50-390 

E 

TEDESCO. R. L. 

8107270025 

50-341 

A 

TEDESCO. R. L. 

8107090412 

50-389 

A 

TEDESCO, R. L. 

8107090415 

50-440 

F 

TEDESCO, R. L. 

, 8107140453 

50-389 

£ 

TEDESCO, R. L. 

8107140954 

50-389 

A 

TEDESCO. R. L. 

8107150411 

50-440 

A 

TEDESCO, R. L. 

8107140175 

50-483 

C 

TEDESCO, R. L. 

8107150448 

50-329 

E 

TEDESCO, R. L. 

8107150284 

50-341 

F 

TEDESCO, R. L. 

8107140002 

50-361 

E 

TEDESCO, R. L. 

8107140004 

50-341 

A 

TEDESCO. R. L. 

8107140017 

50-488 

A 

TEDESCO. R. L. 

8107140196 

50-322 

E 

TEDESCO, R. L. 

8107150444 

50-341 

A 

TEDESCO, R. L. 

8107220317 

50-389 

A 

TEDESCO, R. L. 

8107310605 

50-361 

A 

TEDESCO, R. L. 

8107230121 

50-327 

P 

TEDESCO, R. L. 

8107140006 

50-267 

H 

TEDESCO, R. L. 

8107140934 

50-440 

A 

TEDESCO, R. L. 

8107150365 

50-454 

A 

TEDESCO, R. L. 

8107210476 

50-397 

E 

TEDESCO, R. L. 

8107310011 

50-482 

A 

TEDESCO, R. L. 

8107270007 

50-454 

A 

TEDESCO, R. L. 

8107310102 

50-57 

F 

TEDESCO, R. L. 

8107210441 

50-352 

A 

TEDESCO. R. L. 

8107210444 

50-328 

P 
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AUTHOR 

ACCESSION 
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SUBJECT 
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AUTHOR 

ACCESSION 

NUMBER 
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CATEGORY 

TEDESCQ.R. L. 

8107280430 

50-528 

A 

THOMPSON, R. D, 

8107230289* 

CONTRACT 


TRIMBLE, D.C. 

8107280508 

50-313 

F 

TEDESCO, R.L. 

8107280679 

50-528 

A 

THOMPSON, R. D. 

8107210183* 

CONTRACT 


TRIMBLE, D. C. 

8107300133 

50-360 

p 

TEDESCO, R.L. 

8107290137 

50-528 

A 

THOMPSON, E. 

8107270028 

50-361 

H 

TRIMBLE, D. C. 

8107280524 

50-313 

p 

TEDESCO, R.L. 

8107230402 

50-358 

A 

THOMPSON, R. D, 

8107270389* 

CONTRACT 


TRIPP, L.E. 

8107060242* 

50-220 

Q 

TEDESCO. R. L. 

8107290120 

50-387 

A 

THOMSEN, F. T. 

8107020304 

50-522 

G 

TRIPP, L.E. 

8107060422* 

50-219 

Q 

TEDESCO, R. L. ’ 

8107310022 

50-397 

F 

THOMSEN, F. T. 

8107020304 

50-522 

G 

TRIPP, L.E. 

8107100232* 

50-443 

Q 

TEDESCO, R. L. 

8107240578 

50-328 

P 

THONUS, L. 

8107160013* 

50-320 

G 

TRIPP, L. E. 

8107230128* 

50-354 

0 

TEDESCO, R. L. 

8107290113 

50-528 

F 

THONUS, L. 

81 070700 11* 

50-320 

G 

TROUP, G. L. 

8107080538* 

50-395 

n 

TEDESCO, R. L. 

8107300264 

50-445 

E 

THONUS, L. 

8107140829* 

50-320 

G 

TROUP, G. L. 

8107240369* 

50-369 

0 

TEDESCO, R. L. 

8107280024 

50-390 

A 

THORNTON, P. 

81070202S6 

50-155 

G 

TROVATO, G. H. 

8107240136 

70-1397 


TEDESCO. R.L. 

8107280408 

50-387 

F 

THORNE, K. P. 

8107100033 

50-275 

H 

TROMBRIDGE.G. F. 

8107020525 

50-289 

G 

TEDESCO, R. L. 

8107290123 

50-358 

F 

THORNTON, P. 

8107010378 

50-155 

G 

TROWBRIDGE, G. F. 

8107020525 

50-289 

G 

TEDESCO. R. L. 

8107300261 

50-341 

F 

THORNTON, P. 

8107010378 

50-155 

G 

TROWBRIDGE, G. F. 

8107020475 

50-289 

G 

TEDESCO, R.L. 

8107300262 

50-445 

F 

THORNTON, P. 

8107230090 

50-155 

G 

TROWBRIDGE, G. F. 

8107020475 

50-289 

0 

TEDESCO, R.L. 

8107310014 

50-373 

F 

THORPE, J. R. 

8107170252 

NUREG 


TROWBRIDGE, G. F. 

8107300046* 

50-320 

G 

TEDESCO, R. L. 

8107310016 

50-458 

F 

THUU. , T. 

8107280635* 

50-245 

S 

TROWBRIDGE, G. F. 

8107300044* 

50-320 

G 

TEDESCO, R. L. 

8107310018 

50-440 

F 

THULL, T. S, 

8107290143* 

50-245 

S 

TRYON.P. 

8107240109 

50-361 

H 

TEDESCO, R. L. 

8107310090 

50-466 

^1 

THURMAN, P. S. 

8107240178* 

50-263 

s 

TUBBS, R. 

8107300021* 

50-254 

R 

TEDESCO, R, L. 

8107290111 

50-369 

P 

TIERNEY, M. S. 

8107310295 

WASTE MGT 

TUITE.P.T. 

8107300294* 

50-320 

P 

TEDESCO, R. L. 

8107310030 

50-397 

A 

TIERNEY, J. E. 

8107070486 

PR 


TURCAN, A. N. 

8107160184 

REGGD 


TEDESCO. R. L. 

8107310036 

50-397 

A 

TING, W. W. 

8107160015 

50-201 

V 

TURK, S. E. 

8107010175 

70-2909 


TEDESCO, R.L. 

8107310094 

50-483 

F 

TINKER, A. J. 

8107150157* 

40-8109 


TURK, S E. 

8107060229 

50-445 

G 

TEDESCO, R. L. 

8107310158 

50-358 

E 

TITANO, J. A. 

8107270042* 

71-458 


TURK, 8. E. 

8107080242 

50-445 

G 

TEDESCO, R. L. 

8107300206 

50-413 

F 

TO ALSTON, A. 

8107310572* 

50-358 

M 

TURK, S. E. 

8107150188 

70-2909 


TEDESCO, R. L. 

8107300208 

50-390 

F 

TOALSTON, A. 

8107310567 

50-358 

M 

TURNER, J. J. 

8107300257 

71-439 


TEDESCO, R.L. 

8107300307 

50-275 

8 

TOLAND, G. C. 

8107310537* 

40-3453 


TURNER, J. J. 

8107300259* 

71-439 


TEDESCO, R. L. 

8107310096 

50-445 

F 

TOLAND, G. C. 

8107310541* 

40-3453 


TWOMBLY, Z. 

8107100033 

50-275 

H 

TEDESCO, R. L. 

8107310099 

50-454 

A 

TOMPKINS, B. A. 

8107060257 

50-369 

G 

TYGELL, D. L. 

8107100033 

50-275 

H 

TEDESCO, R. 

8107310124 

50-416 

A 

TOMPKINS, B. A. 

8107300007 

50-376 

G 

TYGELL, D. 

8107240109 

50-361 

H* 

TEDESCO, R. L. 

8107300212 

50-471 

F 

TONO, A. 

8107130005 

NUREG 


TYLER. P. E. 

8107140670 

50-170 

K 

TEDESCO, R. L. 

8107310616 

50-329 

E 

TONGUE, T. M. 

8107140764* 

50-10 

G 

TYLER, P. E. 

8107140643 

50-170 

C 

TEDESCO. R. L. 

8107300244 

50-518 

C 

TONGUE, T. M. 

8107280448* 

50-10 

G 

UDERITZ, R. A. 

8107020144* 

50-272 

F 

TEDEBCQ, R. L. 

8107310083 

50-416 

A 

TOOLE, R. 

8107010489* 

50-289 

F 

UDERITZ. R. A. 

8107020139* 

50-272 

F 

TEITT.T. R. 

8107060212* 

50-320 

R 

TORGERSON, D. F. 

8107170141* 

NUREG 


UDERITZ, R. A. 

8107060273 

50-311 

S 

TENBEAU, P. N. 

8107210449* 

CONTRACT 


TORGESON, J. E. 

8107090307 

50-275 

H 

UDERITZ, R. A. 

8107060260 

50-311 

s 

TENEBAUM, R. B. 

8107100169 

50-498 

G 

TOTH, K. J. 

8107020211* 

50-280 

P 

UDERITZ. R. A. 

8107060287 

50-272 

s 

TEPEUR. C. 

8107010460 

NUREG 


TOY, H. L. 

8107220403 

70-8 


UDERITZ. R. A'. 

8107060318 

50-272 

s 

TERC, N. M. 

8107140870* 

50-293 

G 

TOY, H. L. 

8107220160 

70-8 


UDERITZ, R. A. 

8107060328 

50-311 

s 

TERC.N, M. 

8107100092* 

50-220 

G 

TOY, H. L. 

8107280071 

40-8202 


UDERITZ, R. A. 

8107060269 

50-31 1 

s 

THESSIN, J. H. 

8107010212 

50-329 

G 

TRAMM, T. R. 

8107070353 

50-295 

P 

UDERITZ, R. A. 

8107130197 

50-31 1 

s 

THESSIN, J. H. 

8107210080 

50-329 

G 

TRAMM, T. R. 

8107090096 

50-454 

A 

UDERITZ, R. A. 

8107130243 

50-311 

s 

THESSIN, J. H. 

8107210084 

50-389 

G 

TRAMM, T. R. 

8107070423 

50-10 

P 

UDERITZ, R. A. 

8107130464 

50-272 

s 

THESSIN, J. H. 

8107210086 

50-389 

G 

TRAMM, T. R. 

8107060430 

50-295 

P 

UDERITZ, R. A. 

8107130497 

50-311 

s 

THIERFELDER, W. 

8107200097* 

50-289 

G 

TRAMM, T. R. 

8107070352 

50-454 

E 

UDERITZ, R. A. 

8107130208 

50-31 1 

s 

THIES, A. C, 

8107240356* 

50-269 

G 

TRAMM, T. R. 

8107200469 

50-10 

H 

UDERITZ, R. A. 

8107130394 

50-31 1 

s 

THIES, A. C. 

8107240507* 

50-269 

G 

TRAMM, T. R. 

8107200467 

50-295 

P 

UDERITZ, R. A. 

8107240216 

50-272 

s 

THIES, A. C. 

8107080495* 

50-269 

Q 

TRAMM, T. R. 

8107210220 

50-295 

F 

UDERITZ, R. A. 

8107290082 

50-272 

s 

THIES, A. C. 

8107080485* 

50-269 

G 

TRASK, N. J. 

8107170267* 

REGGD 


UDERITZ. R. A. 

8107280484 

50-311 

s 

THIES, A.C. 

8107240349* 

50-269 

Q 

TRAUTMAN, D. J. 

8107140441* 

50-346 

8 

UDERITZ. R. A. 

8107280602 

50-272 

s 

THIES, A. C. 

8107060169 

50-369 

P 

TRAVIESO-DIAZ 

8107010206 

50-387 

G 

UDERITZ. R. A. 

8107290076 

50-272 

s 

THIES, A.C. 

8107080390 

50-269 

F 

TRAVIESO-DIAZ 

8107010206 

50-387 

G 

UDERITZ, R. A. 

8107290131 

50-311 

s 

THOM, T. 

8107240051* 

50-259 

R 

TRAVIESO-DIAZ 

8107010206 

50-387 

G 

UDERITZ, R. A. 

8107290060 

50-311 

s 

THOMAS, R. D. 

8107060293* 

30-277 

Q 

TRAVIESO-DIAZ 

8107020437 

50-387 

G 

UDERITZ, R. A. 

8107290087 

50-311 

s 

THOMAS, R. D. 

8107210243* 

30-313 

G 

TRAVIESO-DIAZ 

8107020441* 

50-387 

G 

UHL, 0. A. 

8107280061 

71-430 


THOMAS. R. D. 

8107290136* 

50-243 

G 

TRAVIESO-DIAZ 

8107020437 

50-387 

G 

UHRIG.R. E. 

8107210127* 

50-335 

F 

THOMAS, R. D. 

8107230093* 

27-10 


TRAVIESO-DIAZ 

8107020441* 

50-387 

G 

UHRIG, R. E. . 

8107130043* 

50-335 

F 

THOMAS, D. 

8107270016 

PR 


TRAVIS, W. H. 

8107230403 

71-5595 


UHRIG.R. E. 

8107310163 

50-389 

s 

THOMAS, B. C. 

8107020351 

50-324 

H 

TRAVIS, W. H. 

8107280076 

71-5552 


UHRIG.R. E. 

8107080482* 

50-335 

8 

THOMAS, si. A. 

8107170188* 

50-219 

Q 

TRAVIESO-DIAZ 

8107230221 

50-387 

G 

UHRIG, R.E. 

8107240342* 

50-250 

8 

THOMAS, W. N, 

8107070276 

50-280 

P 

TRAVIESO-DIAZ 

8107230221 

50-387 

0 

UHRIG.R. E. 

8107310336 

50-389 

S 

THOMAS, M. S. 

8107140611 

50-361 

0 

TRAVIESO-DIAZ 

8107230221 

50-387 

G 

UHRIG, R.E. 

0107060181 

50-250 

F 

THOMAS- M. S. 

8107240109 

50-361 

H 

TRAVIESO-DIAZ 

8107280031 

50-387 

G 

UHRIG, R.E. 

8107070466 

REGGD 


THOME, F. V. 

8107010494 

NUREG 


TRAVIESO-DIAZ 

8107280031 

50-387 

G 

UHRIG, R.E. 

8107090286 

50-335 

P 

THOMPSON, 0. 

8107010436* 

50-367 

G 

TRAVIESO-DIAZ 

8107280031 

50-387 

G 

UHRIG, R. E. 

8107010014 

50-250 

P 

THOMPSON, 0. 

8107170089* 

NUREG 


TRELA.B. 

8107240109 

50-361 

H 

UHRIG, R.E. 

8107060163 

50-335 

P 

THOMPSON, J. E. 

8107290222 

WASTE MGT 

TRIMBLE, D. C. 

8107010311* 

50-313 

F 

UHRIG, R.E. 

8107060418 

50-335 

P 

THOMPSON, L. D. 

8107100033 

50-275 

H 

TRIMBLE, D. C. 

8107300054 

50-313 

S 

UHRIG, R.E. 

8107060443 

50-389 

K 

THOMPSON, J. E. 

8107220398 

WASTE MGT 

TRIMBLE, D. C. 

8107280248 

50-313 

8 

UHRIG, R.E. 

8107070338 

50-250 

P 

THOMPSON, S. L. 

8107020002 

NUREG 


TRIMBLE, D. C. 

8107280236 

50-313 

S 

UHRIG, R.E. 

8107240290* 

50-389 

0 

THOMPSON, R. D. 

8107200030 

CONTRACT 


TRIMBLE, D. C. 

8107280520 

50-368 

S 

UHRIG, R. E. 

8107070379 

50-335 

F 

THOMPSON, R. D. 

8107200034* 

CONTRACT 


TRIMBLE, D.C. 

8107070181 

50-313 

R 

UHRIG, R.E. 

8107080514 

50-250 

F 

THOMPSON, R. D. 

8107020513 

CONTRACT 


TRIMBLE, D, C. 

8107280244 

50-313 

S 

UHRIG, R. E. 

8107070261 

50-335 

P 

THOMPSON, R. 0. 

8107020516* 

CONTRACT 


TRIMBLE, D. C. 

8107070121 

50-368 

P 

UHRIG, R.E. 

8107070392 

50-250 

F 

THOMPSON, R. D. 

8107020090 

CONTRACT 


TRIMBLE, D. C. 

8I07130I90 

50-368 

P 

UHRIG.R. E. 

8107140685 

50-335 

P 

THOMPSON, R. 0. 

8107020095* 

CONTRACT 


TRIMBLE, D.C. 

8107130258 

50-313 

P 

UHRIG, R.E. 

8107240463 

50-250 

Q 

THOMPSON, R. D. 

8107010020* 

CONTRACT 


TRIMBLE, D.C. 

8107140015 

50-368 

P 

UHRIG, R.E. 

8107130141 

50-389 

A 

THOMPSON. R, D. 

8107070056 

CONTRACT 


TRIMBLE, D. C. 

8107140495 

50-313 

P 

UHRIG, R.E. 

8107140010 

50-335 

P 

THOMPSON, R. D. 

8107070058* 

CONTRACT 


TRIMBLE, D.C. 

8107280601 

50-368 

S 

UHRIG, R. E. 

8107240411 

50-335 

G 

THOMPSON. D. 

8107020515 

X&E 


TRIMBLE, D. C. 

8107280618 

50-313 

8 

UHRIG, R. E. 

0107140292 

50-250 

P 

THOMPSON, D. 

8107020308 

I ME 


TRIMBLE, D. C. 

8107140725 

50-313 

P 

UHRIG, R.E. 

8107200309 

50-335 

F 

THOMPSON, R. D. 

8107010038 

CONTRACT 


TRIMBLE, D. C. 

8107280178 

50-368 

S 

. UHRIG, R.E. 

8107200134 

50-389 

C 

THOMPSON, R. D. 

8107010041* 

CONTRACT 


TRIMBLE, D. C. 

8107280315 

50-313 

P 

UHRIG, R.E. 

8107230225 

50-250 

P 

THOMPSON. D. 

8107020452 

50-235 

S 

TRIMBLE, D. C. 

8107170248 

50-368 

P 

UHRIG, R. E. 

8107310335 

50-389 

8 

THOMPSON, D. 

8107150032 

70-820 


TRIMBLE, D. C. 

8107210118 

50-313 

R 

UHRIG, R. £. 

8107210074 

50-399 

I 

THOMPSON, R. D. 

8107230284 

CONTRACT 


TRIMBLE. D. C. 

8107280067 

50-313 

P 

UHRIG, R. E. 

8107210312 

90-389 

A 
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UHRIO.R.E. 

8107210331 

30-250 

P 

UHRIG, R.E. 

8107240300 

50-335 

P 

UHRIO.R.E. 

8107240382 

30-230 

P 

UHRIG. R.E. 

8107280234 

30-335 

P 

UHRIQ. R. £. 

8107280168 

50-389 

A 

UHRIO.R.E. 

8107280412 

50-389 

R 

UHRIG. R.E. 

8107280204 

50-389 

C 

UHRIO.R.E. 

8107280267 

50-333 

P 

UHRIO.R.E. 

8107280356 

50-335 

P 

UHRIO.R.E. 

8107280403 

50-335 

P 

UHRIO.R.E, 

8107280510 

50-250 

P 

UHRIO.R.E. 

8107290148 

50-250 

P 

UHRIO.R.E. 

8107310148 

50-250 

P 

UHRIO.R.E. 

810728041 1 

50-335 

P 

UHRIO. R. E. 

8107310141 

50-389 

A 

UHRIO.R.E. 

ULLRICH, W. T. 

8107310264 

8107070020 

50-389 

PR 

A 

UPRIGHT, C. M. 

8107080511* 

50-390 

Q 

UPRIGHT, C.M. 

8107240370* 

50-269 

0 

UPRIGHT, C. 

8107080374* 

50-416 

0 

UTLEY, E. E. 

8107290032* 

50-261 

F 

UTLEY, E. E. 

8107010475* 

50-261 

F 

UTLEY, E. E. 

UTLEY, E. E. 

UTLEY, E. E. 

8107020188* 

8107230353 

8107090378 

50-261 

71-9079 

PR 

F 

UTLEY, E. E. 

8107070393 

30-324 

P 

UTLEY, E. E. 

8107060313 

30-324 

P 

UTLEY, E. E. 

8107060340 

50-325 

P 

UTLEY, E. E. 

8107070265 

50-324 

P 

UTLEY, E. E. 

8107070272 

50-261 

P 

UTLEY, E. E. 

UTLEY, E. E. 

8107080260 

8107080542 

50-261 

NUREO 

F 

UTLEY, E. E. 

UTLEY, E. E. 

8107100138 

8107100159 

30-261 

PR 

0 

UTLEY, E. E. 

8107100102 

50-324 

P 

UTLEY, E. E. 

8107130359 

30-324 

P 

UTLEY, E. E. 

8107240431 

30-400 

0 

UTLEY, E. E. 

8107160408 

30-261 

p 

UZZI,P. J. 

VACCARO. F.R. 

8107230237 

8107100253 

30-206 

TOPREP 

R 

VALENTINE, J. S. 
VALKOVIC, M. M. 

8107100117 

8107130005 

30-275 

NUREO 

H 

VALLAVIK, E. 

8107140619 

50-361 

0 

V ALLENS, R. 

8107140477 

50-361 

0 

VAN BRUNT, E. E. 

8107010314 

30-328 

s 

VAN BRUNT, E. E. 

8107280223 

30-528 

s 

VAN BRUNT, E. E. 

8107140550 

30-328 

s 

VAN BRUNT, E. E. 

8107140709 

30-328 

E 

VAN BRUNT, E. E. 

8107090245 

50-328 

F 

VAN BRUNT, E. E. 

8107150002 

30-328 

A 

VAN BRUNT, E. E. 

8107210363 

30-328 

0 

VAN BRUNT, E. E. 

8107170244 

50-528 

A 

VAN BRUNT, E. E. 

8107300033 

50-528 

A 

VAN BRUNT, E. E. 

8107220230 

30-528 

E 

VAN BRUNT, E. E. 

8107230124 

30-328 

T 

VAN COPPENOLLE 

8107220068 

30-498 

0 

VAN DOORN, P. K. 

VAN DYKE, J. U. 

8107080336* 

8107010460 

50-413 

NUREO 

Q 

VAN HORSEN, D. M. 

8107090307 

30-273 

H 

VAN SICKEL, J. 

VAN VRANKEN, J. 

VAN VRANKEN, J. 

8107220091* 

8107080281 

8107080288 

30-331 

70-1308 

70-1308 

R 

VANDENBUROH, D. 

8107300229* 

30-29 

P 

VANDEL, T. E. 
VANDENBUROH, D. 

8107130332* 

8107070042 

30-482 

PR 

Q 

VANDENBUROH, D. 

8107300223* 

50-29 

P 

VANDEL, T. E. 
VANDELL, T. D. 

8107280583* 

8107200014 

50-482 

40-8693 

0 

VANDEL, T. E. 
VANDELL, T. D. 

VANDELL, T. D. 
VANDELL, T. D. 
VANDELL, T. D. 

8107140743* 

8107070106 

8107200202 

8107300069* 

8107210021 

50-483 

40-8502 

40-8502 

40-8304 

40-8302 

0 

VANDENBERO, D. 

8107140488 

30-233 

R 

VANDERLKISH, S. 

8107240109 

30-361 

H 

VANDEL, T. 

. 8107280398* 

50-483 

0 

VANDENBUROH. D. 

8107310279 

50-29 

P 

VANDOGRN, P. K. •' 

8107240582* 

30-413 

G 

VANEKLASEN, D. 

, 8107070319 

50-206 

H 

VARA. 8. A. 

VARANINZ, E. E. 
VARCOLIK, F. 

8107220043 

8107100213 

8107100340 

50-280 

REOOD 

NUREO 

P 

VARELA, A. A, 

8107070018* 

50-354 

G 

VARGA, S. A. 

8107080587 

30-315 

Q 

VARGA, S. A. 

8107070041 

50-250 

P 



ACCESSION 

SUBJECT 



ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

AUTHOR 

NUMBER 

CATEGORY 

VARGA, S. A. 

8107080053 

50-247 

P 

VARCA, S. A. 

8107300314* 

50-305 

P 

VARGA, S. A. 

8107090032 

■50-334 

P 

VARNER, L. S. 

8107070504* 

CONTRACT 


VARGA, S. A. 

8107060157 

50-315 

P 

VARNER, S. 

8107090022* 

CONTRACT 


VARGA, S. A. 

8107060070 

50-280 

P 

VASILE, J. B. 

8107080190 

50-70 

G 

VARGA, S. A. 

8107060317 

50-261 

P 

VAUGHAN, C. M. 

8107220365 

70-1113 


VARGA, S. A. 

8107070098 

50-305 

P 

VAUGHAN, C. M. 

8107230379 

70-1113 


VARGA, S. A. 

8107090372 

50-315 

P 

VAUGHAN, C. M. 

8107270133 

70-1113 


VARGA, S. A. 

8107080369 

50-305 

0 

VAUGHAN, C. M. 

8107220021 

71-9019 


VARGA, S. A. 

8107140841 

50-348 

P 

VAUGHAN. C. M. 

8107290219 

71-9019 


VARGA, S. A. 

8107070064 

50-305 

P 

VAUGHAN, C.M. 

8107290221* 

71-9019 


VARGA, S. A. 

8107140837 

50-272 

P 

VAUGHAN, C. M. 

SI 07300291 

71-9019 


VARGA, S. A. 

8107090389 

50-305 

P 

VAUGHAN, C M. 

8107300293* 

71-9019 


VARGA, 3. A. 

8107100067 

50-250 

F 

VAUGHAN, R. 

8107130085 

50-361 

H 

VARGA, S. A. 

8107080046 

50-295 

P 

VESELY, W. E. 

8107270279 

REVIEW GRP 

VARGA, S. A. 

8107080050* 

50-295 

P 

VESELY, W. 

8107100340 

NUREG 


VARGA. S. A. 

8107080051* 

50-295 

P 

VESSEL Y, J. E. 

8107070285 

REGGD 


VARGA, S. A. 

8107230298 

50-340 

P 

VESSELY, J. E. 

8107070285 

REGGD 


VARGA, S. A. 

8107020120 

50-250 

P 

VEST, G. W. 

8107100337 

NUREG 


VARGA, S. A. 

8107020127* 

50-250 

P 

VEST, A. L. 

8107270283* 

CONTRACT 


VARGA, S. A. 

8107020137 

50-280 

P 

VIGIL, J. C. 

8107150020 

NUREG 


VARGA, S. A. 

8107020160* 

50-280 

P 

VILCHE8, L. C. 

8107140600 

50-361 

G 

VARGA, S. A. 

8107020164* 

50-280 

P 

VILCHES, J. 

8107140721 

50-361 

G 

VARGA, S. A. 

8107020169 

50-250 

P 

VILLFORTH, J. C. 

8107060453 

50-382 

D 

VARGA, S. A. 

8107.020174* 

50-250 

P 

VILI. FORTH, J. C. 

8107060452 

50-341 

D 

VARGA, S. A. 

8107020184* 

50-250 

P 

VILLFORTH, J. C. 

8107170229 

50-445 

D 

VARGA, S. A. 

8107090244 

50-250 

P 

VINCENT, K. 

8107100033 

50-275 

H 

VARGA, S. A. 

8107090253* 

50-250 

P 

VINCENT, R. A. 

8107070092 

PR 


VARGA, S. A. 

8107090179 

50-286 

P 

VINCENT, R. A. 

8107060220 

50-155 

P 

VARGA, S. A. 

8107150446 

50-247 

P 

VINCENT, R. A. 

8107070463 

50-255 

P 

VARGA, S. A. 

8107150408 

50-295 

P 

VINCENT, R. A. 

8107080264 

50-155 

P 

VARGA, S. A. 

8107140003 

50-272 

P 

VINCENT, R. A. 

8107070141 

50-255 

P 

VARGA, S. A. 

8107140294 

50-295 

P 

VINCENT, R. A. 

8107070149 

50-255 

P 

VARGA, S. A. 

8107140302* 

50-295 

P 

VINCENT, R. A. 

8107070136 

50-255 

P 

VARGA, S. A. 

8107140317* 

50-295 

P 

VINCENT, R. A. 

8107090158 

50-155 

P 

VARGA, S. A. 

8107140797 

50-334 

P 

VINCENT, R. A. 

8107130339 

50-255 

P 

VARGA, S. A. 

8107150125 

50-334 

P 

VINCENT, R. A. 

8107140599 

50-255 

P 

VARGA, S. A. 

8107160467 

50-315 

P 

VINCENT. R. A. 

8107160186 

50-155 

P 

VARGA, S. A. 

8107100012 

50-272 

P 

VINCENT, R. A. 

8107220108 

50-255 

P 

VARGA, S. A. 

8107100013 

50-250 

P 

VINCENT, R. A. 

8107220149 

50-155 

P 

VARGA, S. A. 

8107100056 

50-305 

P 

VINCENT, R. A. 

8107240368 

50-255 

8 

VARGA, S. A. 

8107150198 

50-250 

P 

VINCENT, R. A. 

8107240378 

50-155 

S 

VARGA, S. A. 

8107210099 

50-286 

P 

VINCENT, R. A. 

8107210329 

50-255 

P 

VARGA, S. A. 

8107140026 

50-250 

H 

VINCENT, R. A. 

8107240297 

50-255 

P 

VARGA, 8. A. 

8107300315* 

50-305 

P 

VINCENT, R. A. 

8107280097 

50-255 

P 

VARGA, S. A. 

8107140735 

50-261 

Q 

VINCENT, R. A. 

8107280162 

50-255 

P 

VARGA, S. A. 

8107150337 

50-348 

P 

VINCENT, R. A. 

8107280197 

50-255 

P 

VARGA, 8. A. 

8107160092 

50-315 

P 

VINCENT, R. A. 

81072&0483 

50-255 

P 

VARGA, S. A. 

8107160099* 

50-315 

P 

VINCENT, R. A. 

8107310381 

50-155 

P 

VARGA, 8. A. 

8107160104* 

50-315 

P 

VINCENT, R. A. 

8107300012 

50-155 

P 

VARGA, 8. A. 

8107160131 

50-261 

P 

VIOLETTE, M. 

8107140516 

50-361 

G 

VARGA, S. A. 

8107210079 

50-251 

P 

VISKANTA, R. 

8107010464 

NUREG 


VARGA, S. A. 

8107210082* 

50-251 

P 

VISSING, 0. 

8107210547 

50-269 

P 

VARGA, 8. A. 

8107210085* 

50-251 

P 

VISSING, G. 

8107290005 

50-29 

P 

VARCA, S. A. 

8107210178 

50-250 

P 

VOEGTLY, J. 

8107070433 

PR 


VARGA, S. A. 

8107210185* 

50-250 

P 

VOGEL, R. C. 

8107170077* 

NUREG 


VARGA, 8. A. 

8107210198* 

50-250 

P 

VOGEL, T. N. 

8107200196* 

50-263 

G 

VARGA, S. A. 

8107230195 

50-261 

P 

VOGEL, T. N. 

8107230022* 

50-263 

Q 

VARGA, 8. A. 

8107170331 

50-281 

P 

VOGT. J. F. 

8107170003 

71-457 


VARGA, 8. A. 

8107170333* 

50-281 

P 

VOGT, J. F. 

8107230263 

71-458 


VARGA. 8. A. 

8107170336* 

50-281 

P 

VOGT, H. 

8107090212 

50-361 

H 

VARGA, S. A. 

8107170337 

50-295 

P 

VOIGT, H. H. 

8107010284 

50-341 

K 

VARGA, 8. A. 

8107170338* 

50-295 

P 

VOIGT, H. H. 

8107060421 

50-548 

A 

VARGA, 8. A. 

8107170340* 

50-295 

P 

VOLKMER, H. L. 

8107060047 

PR 


VARGA, 8. A. 

8107220261 

50-272 

P 

VOLLEN, R. J. 

8107020292 

50-367 

G 

VARGA, 8. A. 

8107170136 

50-261 

P 

VOLLEN, R. J. 

8107020292 

50-367 

G 

VARGA. S. A. 

8107210037 

50-272 

P 

VOLLEN, R. J. 

8107020292 

50-367 

G 

VARGA, 8. A. 

8107240562 

50-334 

P 

VOLLEN, R. J. 

8107070486 

PR 


VARGA, 8. A. 

8107270358 

50-348 

P 

VOLLEN, R. J. 

8107020279 

50-367 

G 

VARGA, 8. A. 

8107290031 

50-315 

P 

VOLLEN, R. J. 

8107020310 

50-367 

G 

VARGA. 8. A. 

8107290064 

50-295 

P 

VOLLEN, R. J. 

8107020279 

50-367 

G 

VARGA, 8. A. 

8107290077 

50-247 

P 

VOLLEN, R. J. 

8107020279 

50-367 

G 

VARGA, 8. A. 

8107290088 

50-286 

P 

VOLLEN, R. J. 

8107020483 

50-367 

G 

VARGA, 8. A. 

8107290116 

50-280 

P 

VOLLEN, R. J. 

8107020483 

50-367 

G 

VARGA, 8. A. 

8107290262 

50-305 

P 

VOLLEN, R. J. 

8107080198 

50-367 

G 

VARGA, 8. A. 

8107310116 

50-250 

P 

VOLLEN, R. J. 

8107080198 

50-367 

G 

VARGA. 8. A. 

8107240568 

50-315 

F 

VOLLEN, R. J. 

8107080198 

50-367 

G 

VARGA, 8. A. 

8107240570 

50-315 

P 

VOLLEN, R. J. 

8107160119 

50-367 

G 

VARGA, 8. A. 

8107280019 

50-334 

P 

VOLLEN, R. J. 

8107160119 

50-367 

G 

VARGA, 6. A. 

8107280700 

50-305 

F 

VOLLEN, R. J. 

8107160262 

50-367 

G 

VARGA, 8. A. 

8107290030 

50-261 

F 

VOLLEN, R. J. 

8107160262 

50-367 

0 

VARGA, 8. A. 

8107240575 

50-315 

P 

VOLLEN, R.J. 

8107280337 

50-367 

G 

VARGA, 8. A. 

8107240577* 

50-315 

P 

VOLLEN, R. J. 

8107280337 

50-367 

G 

VARGA, 8. A. 

8107240581* 

50-315 

P 

VORDERBRUEGGEN 

8107010409* 

50-528 

G 

VARGA, 8. A. 

8107280645 

50-334 

F 

VORDERBRUEGGEN 

8107010412* 

50-528 

G 

VARGA, 8. A. 

8107300313 

50-305 

P 

VORDERBRUEGGEN 

8107170223* 

50-528 

G 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

VOSS/ T. J. 

8107210318* 

50-389 

A 

WADE/ W. 0. 

8107300234* 

50-313 

P 

MADE. W. 0. 

SI 073101 59* 

90-312 

P 

MACE. R. It 

81 07090066 

50-361 

G 

WAGNFR, P. C. 

S 107080560 

50-269 

P 

WAGNER. W. J. 

SI 07270 130* 

50-206 

Q 

WAGNER, W. J. 

8107270127* 

50-206 

Q 

MAONER. D. 

8107240109 

50-361 

H 

WAHL . F. M. 

8107010045* 

CONTRACT 


WAJNA8, E. F. 

8107100121* 

50-244 

Q 

WALBRIDQE, W. C. 

8107090248 

50-312 

S 

WALBRIDQE, W. C. 

8107140631 

50-312 

F 

WALDO. T. B, 

8107270275* 

CONTRACT 


WALKER. R. 0. 

8107150302* 

50-373 

Q 

WALKER. A. £. 

8107220062 

50-275 

H 

WALLACE, R. ti. 

8107170181 

NUREO 


WALLACE, T. J. 

8107090205 

50-223 

F 

WALSH, P. J. 

8107270069 

70-1308 


WALSH, E. 

8107140687 

50-289 

H 

WALSH, E. 

8107270179 

70-1308 


WALSH, E. 

8107270176 

70-1308 


WALSKE, C. 

8107070076 

PR 


WALSKE, C. 

8107070486 

PR 


WALTON, 0. A. 

8107060302* 

50-412 

0 

WAN, P. D. 

8107060178* 

50-250 

G 

W ANGLER, M. E. 

8107210040 

REGOD 


WARD, K. 0. 

8107140768* 

50-329 

G 

WARD, R. 

8107270296 

40-8771 


WARD, K. 0. 

8107140521* 

50-341 

0 

WARD, E. C. 

8107020215 

50-282 

R 

WARD, E. C. 

8107070360 

50-282 

S 

WARD, K. D. 

8107170191* 

50-454 

Q 

WAREHBOURG, D. 

8107130271 

50-267 

S 

UAREMBQURG, D. 

8107130278 

50-267 

s 

WAREHBOURG, D. 

8107130294 

90-267 

s 

WAREHBOURG, D. 

8107280364 

50-267 

s 

WAREHBOURG, D. 

8107280195 

50-267 

s 

WAREHBOURG, D. 

8107280381 

90-267 

s 

WAREHBOURG, D. 

8107200312 

50-267 

F 

WAREHBOURG, 0. 

8107280257 

50-267 

8 

WAREHBOURG, D. 

8107280292 

50-267 

8 

WAREHBOURG. D. 

8107220065 

50-267 

R 

WAREHBOURG, D. 

8107210052 

50-267 

R 

WARHOL, W. N. 

8107240596* 

40-8794 


WARHOL, W. N. 

8107240589 

40-8794 


WARHOL, W.N. 

8107240592* 

40-8794 


WARHOL, M. N. 

8107240595* 

40-8794 


WARNERT, D. A. 

8107090307 

50-275 

H 

WARNE, D. B. 

8107080223 

50-361 

G 

WARWICK, R. F. 

8107210235* 

50-358 

0 

WARNICK, R, F. 

8107140660* 

50-346 

Q 

WARWICK, Ft. F. 

8107100158* 

50-358 

Q 

WARNKE, J, E. 

8107070156* 

50-361 

H 

WASHATKA, E. 

8107140728 

50-361 

0 

WASSERBACH, A. E. 

8107170254 

NUREG 


WATERSTON, B. 

8107140625 

50-361 

0 

WATERBURY.B. D. 

8107140464 

50-361 

0 

WATFORD, M. 

8107200234* 

50-261 

R 

WATTS, K. S. 

8107230327 

40-4492 


WEBB, A. J. 

8107080034 

NUREG 


WEBER, D. A. 

8107290248 

50-272 

P 

WEBER, D. A. 

8107300001 

50-247 

P 

WEBER, D. A. 

8107300002 

50-219 

P 

WEBER, D. A. 

8107300047 

50-324 

P 

WEBSTER, E. H. 

8107240546* 

50-338 

Q 

WEBSTER, D. A. 

8107070466 

REGGD 


WEDLICK, H. L. 

8107140870* 

50-293 

0 

WEIL, E. 8. 

8107160414 

50-498 

8 

WEINBERG, M. 

8107300011 

50-361 

H 

WEINFURTER, E. 

8107200112* 

90-254 

8 

WEIR.P, J. 

8107240420* 

50-317 

8 

WEI8E, S. 

8107240245* 

50-261 

0 

WEISE, 8. 

8107240441* 

50-261 

Q 

WEISHAN, J. 

8107240109 

50-361 

H 

WEISS, D. 

8107290218* 

40-299 


WEI 88, D. 

8107240035 

40-299 


WEIS8.D. 

8107070059 

70-135 


WEISS, D. 

8107070087 

70-143 


WEISS, D. 

8107070089 

40-8348 


WEISS, E.R. 

8107070486 

PR 


WEI88, E. R. 

8107070486 

PR 


WEISS. D. 

8107160643 

70-364 


WEISS, D. 

8107270030 

40-1162 


WEIS8.A. J. 

8107010458 

NUREO 


WEISS, D, 

8107280051* 

70-371 
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WEISS, D. 

WE 138, E. R. 

8107240020* 

8107090124 

40-8674 

50-289 

G 

WE 1 83, E. R. 

8107150286 

50-10 

G 

WEISS, E. R. 

8107170104 

50-289 

G 

WEISS, E. R. 

8107170105* 

50-289 

G 

WEISS, E. R. 

8107170107* 

50-289 

G 

WEISS, E. R. 

8107170104 

50-289 

G 

WEISS, E.R. 

8107170105* 

50-289 

G 

WEISS, E. R. 

8107170107* 

50-289 

G 

WEISZ.G. 

WELLAND, H. J. 

WELLS, D. A. 

8107240037 

8107060485 

8107070177* 

71-9150 

RES 

50-341 

Q 

WELLS, D. A. 

8107200432* 

50-341 

Q 

WELLS, D. A. 

8107160343 

50-341 

S 

WELLS, D. A. 

8107060200 

50-341 

S 

WELLS, D. A. 

8107170102 

50-341 

S 

WELLS, D. A. 

8107160391 

50-341 

Q 

WELLS, D. A. 

8107200144 

50-341 

S 

WELL8, D. A. 

8107300025 

50-341 

s 

WELLS, D. A. 

8107300188 

50-341 

s 

WELLS, D. M. 

WELLS, D. A. 

8107170211* 

8107300141 

CONTRACT 

50-341 

8 

WELLS, D. A. 

8107200199 

50-341 

8 

WELS, H. G. 

8107090307 

50-275 

H 

WENDERLICH, R.L. 

8107070215* 

50-317 

S 

WENDERLICH, R. L. 

8107070253* 

50-317 

S 

WENDERLICH, R. L. 

8107240144* 

50-317 

S 

WENNER, 8. 
WENSLAWSKI , F. A. 

8107170205 

8107210233* 

PRGJ 

50-344 

a 

WENSLAW8KI , F. A. 

8107170111* 

50-206 

a 

WENSLAWSKI, F. 

8107280265* 

50-206 

Q 

WENSLAWSKI, F. A. 

8107270232* 

50-18 

Q 

WENSLAWSKI. F. A. 

8107280282* 

50-206 

G 

WENSLAWSKI, F. 

8107240158* 

50-312 

G 

WENTSEL. P. J. 

8107140652 

50-361 

G 

WENTSET. R. 

8107140602 

50-361 

G 

WERNER, R. P. 

8107070114 

50-213 

P 

WERNER, R. P. 

8107070120 

50-213 

P 

WERNER. R. P. 

8107070183 

50-245 

P 

WERNFR, R. P. 

8107070320 

50-245 

P 

WERNER, R. P. 

8107100202 

50-245 

P 

WERNER, R. P. 

8107070341 

50-245 

P 

WESCOTT, H. M. 

8107210081* 

50-461 

G 

WESSMAN, R. 

8107130162 

50-361 

G 

WESSMAM, R. 

8107240109 

50-361 

H 

WESTBROOK, K. B. 
WE8TBR00K, K. B. 
WESTERMAN, T. F. 

8107210010 

8107220337 

8107130361* 

40-8698 

40-7869 

50-382 

Q 

WE8TERMAN, T. F. 

8107130349* 

50-407 

Q 

WESTERMAN, T. F. 

8107280211 

50-128 

S 

WESTFALL, R. M. 
WETHY, C. M. 

8107160054 

8107070325 

NUREG 

50-335 

V 

WETTERHAHN, M. J. 

8107020492 

50-358 

0 

WETTERHAHN, M. J. 

8107020492 

30-358 

0 

WETTERHAHN, M. 

8107080194 

50-358 

G 

WETTERHAHN, M. 

8107080194 

50-358 

G 

WETTERHAHN. M. J. 

8107100207 

30-358 

G 

WETTERHAHN, M. J. 

8107100207 

50-358 

G 

WHARTON, R. J. 

8107020507 

30-361 

G 

WHARTON, R. J. 

8107020507 

50-361 

0 

WHARTON, R. J. 

8107100210* 

30-361 

G 

WHICHER, J. M. 

8107010327 

50-367 

G 

WHICHER, J. M. 

8107010327 

50-367 

G 

WHICHER, J. M. 
WHICHER, J. M. 

8107070486 

8107080202 

PR 

50-367 

G 

WHICHER, J. M. 

8107080202 

30-367 

G 

WHICHER, J. M. 

8107080238 

50-367 

G 

WHICHER, J. M. 

8107080238 

50-367 

G 

WHICHER, J. M. 

8107100203 

50-367 

G 

WHICHER, J. M. 

8107100203 

50-367 

G 

WHICHER, J. M. 

8107150047 

50-367 

G 

WHICHER, J. It 

8107150047 

50-367 

G 

WHICHER, J. M. 

8107160406 

50-367 

G 

WHICHER, J. M. 

8107160406 

50-367 

G 

WHICHER, J. M. 

8107270233 

50-367 

G 

WHICHER, J. It 

8107270233 

50-367 

G 

WHITE, L. D. 

8107290022* 

50-244 

F 

WHITE, B.E. 

WHITE, J. R. 

8107280077* 

8107100092* 

40-8202 

50-220 

0 

WHITE, J. R. 

8107100072* 

50-220 

G 

WHITEMARSH, C. L. 
WHITENER* H. L. 

8107080253* 

8107240249* 

TOPREP 

50-324 

G 

WHITE, J. R. 

8107100121* 

50-244 

G 

WHITENER, H. L. 

8107080301* 

50-328 

G 

WHITE, M. C. 

8107070407 

REGGD 
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WHITE, E. B. 

SI 07070486 

PR 


WHITE, R. 

8107130148 

50-361 

G 

WHITE, M. D. 

8107020171 

NUREG 


WHITE, C. 

8107140606 

50-361 

G 

WHITLER, J. D. 

8107150065 

50-348 

M 

WHITHER, C. F. 

8107200485* 

50-321 

F 

WHITMAN, R. V. 

8107240490* 

50-498 

A 

WHITNEY. J. W. 

8107150386 

PR 


WHITNER, H. L. 

8107080332* 

50-364 

Q 

WHITNEY, M. A. 

8107200414 

50-309 

R 

UHORTON. F. 

8107100033 

50-275 

H 

WICHERS, D. L. 

8107270302 

40-8502 


WICHERS, D. L. 

8107220380 

40-8502 


WICHERS, D. L. 

8107280439 

40-8502 


WICHERS, D. L. 

8107210544 

40-8502 


WICHERS, D. L. 

8107280653 

40-8502 


WICHERS, D. L. 

8107220002 

40-8502 


WICHERS, D. L. 

8107200039 

40-8502 


WICHERS. D. L. 

8107220010 

40-8502 


WICHERS, D. L. 

8107280033 

40-8502 


WICHERS, D. L. 

8107230397 

40-8502 


WICHERS, D. L. 

8107230275 

40-8502 


WICHERS, D. L. 

8107240056 

40-8502 


WICHERS. D. L. 

8107290223 

40-8502 


WIDLAK, F. W. 

8107140747 

50-546 

H 

WIDNER, W. A. 

8107090159 

PR 


WIEBE, J. 

8107280119* 

50-320 

G 

WIEBE. J. 

8107150066 

50-320 

S 

WIEDERSTEIN, G. 

8107200196* 

50-263 

G 

WIEDERSTE1N. G. 

8107230022* 

50-263 

G 

WIESEMANN, R. A. 

8107010211* 

TOPREP 


WIGGINS, E. 

8107070507 

CONTRACT 


WIGGINS, E. 

8107090020 

CONTRACT 


WILBORN, L. 

8107230107* 

40-8768 


WILBORN, L. - 

8107080463* 

QA999 


WILCOX, W. P. 

8107100033 

50-275 

H 

WILDING, N. 

8107090307 

50-275 

H 

WILHELM, D. 

8107010287 

NUREG 


WILKEY, A. M. 

8107310423* 

50-327 

S 

WILKEY, A. M. 

8107210362* 

50-327 

S 

WILKEY, A. M. 

8107310508* 

50-327 

S 

WILKINSON, E. P. 

8107130008 

NUREG 


WILKINSON, E. P. 

8107090164 

PR 


WILLETT, D. 

8107270232* 

50-18 

G 

WILLETT, D. J. 

8107270123* 

50-397 

G 

WILLIAMS, R. E. 

8107230357 

40-4492 


WILLIAMS. R. E. 

8107240131 

40-4492 


WILLIAMS. H. 

8107010070* 

PR 


WILLIAMS, C.E. 

8107230272* 

71-5958 


WILLIAMS. R.L. 

8107270138 

40—8745 


WILLITS, L. E. 

8107100033 

50-275 

H 

WILLIAMS, C. C. 

8107060259* 

50-546 

Q 

WILLIAMS, C.C. 

8107100229* 

50-295 

G 

WILLIAM, M. S. 

8107010397 

50-2 

R 

WILLIAMS, C. C. 

8107140700* 

30-546 

Q 

WILL IANS, H. P. 

8107130269 

50-334 

S 

WILLIAMS, H. P. 

8107130298 

50-334 

S 

WILLIAMS, K. 

8107140618 

50-361 

G 

WILLIAMS, C.C. 

8107210334* 

50-461 

G 

WILLIAMS, P. 

8107170273 

50-18 

G 

WILLIAMS, H. P. 

8107240106 

50-334 

S 

williams, h: p. 

8107240355 

50-334 

8 

WILLIAMS, C. C. 

8107240480* 

50-329 

G 

WILLIAMS, H. P. 

8107240333 

50-334 

S 

WILLIAMS, H. P. 

8107280325 

50-334 

S 

WILLIAMS, H. P. 

8107280498 

50-334 

S 

WILLIAMS, H. P. 

8107290068 

50-334 

S 

WILLIAMS, J. H. 

8107310106 

50-461 

A 

WILLMAN, P. L. 

8107020385 

50-461 

G 

WILLMAN, P. L. 

8107020388* 

50-461 

G 

WILLSEY, W. B. 

8107070428 

30-277 

R 

WILLS, J.L. 

8107280093 

50-382 

S 

WILLS, J. L. 

8107280462 

50-382 

S 

WILLS, J. L. 

8107280599 

50-382 

S 

WILSON, B. D. 

8107130063* 

SECY 


WILSON, K. R. 

8107100025 

50-302 

P 

WILSON, B. D. 

8107020080 

XPORTLIC 

WILSON, G. P. 

8107060376 

50-361 

G 

WILSON, J. H. 

8107140172 

TOPREP 


* WILSON, J. N. 

8107090494 

50-322 

A 

WILSON, K. L. 

8107100234 

50-387 

D 

WILSON. F. R. 

8107070452 

50-344 

J 

WILSON. J. L. 

8107310440 

50-280 

S 

WILSON, J. L. 

8107310446* 

50-280 

S 

WILSON, J. L. 

8107310451* 

50-280 

S 
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AUTHOR 

NUMBER 
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WILSON. J. L. 

8107310458* 

50-280 

S 

wolletiTs. 

8107270285 

CONTRACT 


YOUNG7F7ir 

8107100183* 

50-289 

Q 

WILSON. F. R. 

8107150134 

50-344 

J 

WOLTNER, E. F. 

8107240431* 

70-820 


YOUNG. E. 

8107060303 

50-361 

G 

WILSON. J. L. 

8107210298 

50-230 

s 

WONG, T. 

8107210175 

40-8788 


YOUNGDAHL, R. C. 

8107070191 

NUREG 


WILSON. J. L. 

8107210294* 

50-280 

s 

WONG, T. 

8103310609 

40-229 


YOUNGDAHL, R. C. 

8107070191 

NUREG 


WILSON. J. L. 

8107210300* 

50-280 

8 

WONG. T. 

8107290216 

40-299 


YOUNG, T. 

8107270120* 

50-361 

G 

WILSON. J. L. 

8107280464 

50-281 

S 

WONG, S. 

8107130005 

NUREG 


YOUNGBLOOD, B. J. 

8107140008 

50-524 

A 

WILSON. J. L. 

8107280467* 

50-281 

S 

WONG, T. 

8107280139 

40-299 


YOUNGBLOOD, B. J. 

8107140011* 

50-524 

A 

WILSON. J. L. 

8107280470* 

50-281 

s 

WONG. T. 

8107280694 

40-299 


YOUNG, M. A. 

8107090274 

50-395 

G 

WILSON. J. L. 

8107210310 

50-280 

s 

WOOD, E. C. 

8107070327 

50-309 

S 

YOUNG, T. 

8107270110* 

50-206 

Q 

WILSON. J. L. 

8107210322 

50-280 

s 

WOOD, E. C. 

8107070262 

50-309 

s 

YOUNG, T. 

8107270158* 

50-312 

0 

WILSON. J. L. 

8107310469 

50-280 

s 

WOOD, E. C. 

8107240250 

50-309 

s 

YOUNG, T. 

8107270232* 

50-18 

Q 

WILSON. J. L. 

8107310489* 

50-280 

s 

WOOD, E. C. 

8107170231 

50-309 

s 

YOUNGBLOOD. B. J. 

8107310561 

50-445 

D 

WILSON. J. L. 

8107310505* 

50-280 

s 

WOOD, E. C. 

8107280569 

50-309 

s 

YOUNG, T. 

8107210365 

50-206 

S 

WILSON. J. L. 

8107310518* 

50-280 

s 

WOOD, E. C. 

8107280615 

50-309 

s 

YOUNGS! OOD, B. J. 

8107290230 

50-341 

D 

WILT. D. D. 

8107020371 

50-440 

G 

WOOD, E. C. 

8107290196 

50-309 

s 

YOUNG, T. 

8107270187 

50-206 

S 

WILT. D. D. 

8107020371 

50-440 

G 

WOOD, E. C. 

8107290024 

50-309 

s 

YOUNGBLOOD, B. J. 

8107300284 

50-341 

E 

WILT. D. D. 

8107020323 

50-440 

G 

WOODHEAQ, C. P. 

8107280228 

50-142 

G 

YOUNGBLOOD, B. J. 

8107300285* 

50-341 

E 

WILT. D. D. 

8107020371 

50-440 

G 

WOODHEAD, C. P. 

8107300153 

50-341 

0 

YOUNGBLOOD, B. J. 

8107310079 

50-483 

A 

WILT. D. D. 

8107020484 

50-440 

G 

WOODRUFF. H. T. 

8107220018 

71-9006 


YOUNG, M. A. 

8107280010 

50-250 

G 

WILT. D. D. 

8107070486 

PR 


WOODS. G. R. 

8107020430 

50-142 

0 

YOUNGDAHL, R. C. 

8107290199 

NUREG 


WINDORF, K. 

8107100033 

50-275 

H 

WOODS, P. 

8107090307 

50-275 

H 

YOUNG, M. A. 

8107280008 

50-250 

G 

WINSOR, 0. H. 

8107230334 

71-6601 


WOODS. G.R. 

8107100016 

50-142 

G 

YOUNGBLOOD, B. J. 

8107310084 

50-445 

E 

WINTER. L. A. 

8107100033 

50-275 

H 

WOODS, 0. R. 

8107100175 

50-142 

G 

YOUNGBLOOD. B. J. 

8107310085* 

50-445 

E 

WISE. G. R. 

8107130248* 

50-261 

F 

WOODSUM, H. C. 

a 107300 128 

70-1143 


YTTRI, D. R. 

8107100033 

50-275 

H 

W1SENBURG, li. R. 

8107070147 

50-327 

P 

WQODSUM, H. C. 

8107300130* 

70-1143 


YUHA8, G, P. 

8107010299* 

50-206 

G 

WISEN8URG, M. R. 

8107070326 

50-327 

P 

WOOLEVER, E. J. 

8107240402 

50-412 

0 

YUHAS, G. P. 

8107210233* 

50-344 

a 

WISENBURG, N. R. 

8107070350 

50-327 

P 

WOOLEVER, E. J. 

8107290107* 

50-412 

Q 

YUHAS, G. P. 

8107210224* 

50-344 

a 

WISENBURG, li. R. 

8107240275 

50-328 

G 

WOOLEVER, E. J. 

a 107240 177 

50-412 

S 

YUHAS, G. P. 

8107170111* 

50-206 

a 

WISNER, J. W. 

8107200355* 

CONTRACT 


WOOLEVER, E. J. 

8107240384 

50-412 

G 

YUNDT.C. P. 

8107280666 

71-6601 


WISSLER. J. 

8107020287 

50-275 

H 

WOOLEVER, E. J. 

8107290155 

50-412 

G 

ZAHLFR, R. E. 

8107150335 

50-289 

G 

WITHERS. B.D. 

8107290260* 

50-344 

F 

WOOLSEY, R. T. 

a 107280425 

40-8783 


ZAHLER, R. E. 

8107150341* 

50-289 

G 

WITHERSPOON, J. 

8107200494 

RES 


WORKMAN, A. 

8107140617 

50-361 

G 

ZAHLER, R. E. 

8107150345* 

50-289 

G 

WITHERS, B.D. 

8107060218 

50-344 

P 

WORLEY, C. A. 

8107080327* 

50-285 

P 

ZAHLER, R. E. 

8107150335 

50-289 

G 

WITHERS, B. D. 

8107060223* 

50-344 

P 

WORLEY, C. A. 

8107080333* 

50-285 

P 

ZAHLFR. R. E. 

8107150341* 

50-289 

G 

WITHERS, B.D. 

8107140763 

50-344 

G 

WRIGHT, R. 

8107080511* 

50-390 

Q 

ZAHLER, R. E. 

8107150345* 

50-289 

© 

WITHERS, B.D. 

8107070408 

50-344 

P 

WRIGHT, R. 

8107080374* 

50-416 

G 

ZAHLER, R. E. 

8107220087 

50-289 

G 

WITHERSPOON, J. 

8107100328 

NUREG 


WRIGHT, 8. F. 

8107270041 

NUREG 


ZAHLER, R. E. 

8107220087 

50-289 

G 

WITHERS, B.D. 

8107080296 

50-344 

F 

WRIGHT, 8. V. 

8107300271 

71-6771 


ZAJAC.L. D. 

8107080350* 

50-416 

a 

WITHERS. B.D. 

8107160152 

REGGD 


WRIGHT, 0. C. 

8107140580* 

50-155 

G 

ZALLER, C. 

8107280506 

50-275 

H 

WITHERS. B.D. 

8107130003 

TOPREP 


WRIGHT, T. 

8107100328 

NUREG 


ZARNICK, D. M. 

8107100033 

50-273 

H 

WITHERS, B. D. 

8107210309* 

50-344 

G 

WULLER , 0. E. 

8107210191 

50-461 

Q 

ZAVADOWSKI, R. 

8107140870* 

50-293 

a 

WITHERS, B.D. 

8107160299 

50-344 

K 

WULLER » 0. E. 

8107210396 

50-461 

A 

ZECH, 0. 0. 

8107150415 

50-443 

H 

WITHERS, B. D. 

8107200156 

50-344 

P 

WULLER, 0. E. 

8107240206 

50-461 

G 

ZECH, G. G. 

8107280661 

50-275 

H 

WITHERS, B.D. 

8107210106 

50-344 

P 

WULLER, 0. E. 

8107290156 

50-461 

A 

ZEFF, D. W. 

8107280395 

70-1201 


WITHERS, 8. D. 

8107210115* 

50-344 

P 

WYLIE, K. J. 

8107150378* 

50-369 

P 

ZEVON.C. 

8107100033 

50-275 

H 

WITHERS, B.D. 

8107220247 

50-344 

P 

YAQLIARDO, R. 

8107100033 

50-275 

H 

ZIBULSKY, H. 

8107160574* 

70-135 


WITHROW, G. C. 

8107160336 

50-155 

8 

YAMADA, T. A. 

8107100033 

50-275 

H 

ZIBUL8KY. H. 

8107100315* 

70-371 


WITHROW, G.C. 

8107140575* 

50-155 

G 

YANG. J. W. 

8107270039 

NUREG 


ZIEMIANSKI, E. J. 

8107130306* 

50-293 

a 

WITHROW, G.C. 

8107200005 

50-155 

8 

YELLICH, J. A. 

8107280437 

40-8721 


ZIRWAS, K. 

8107240210* 

50-237 

s 

WITHROW, G.C. 

8107270216 

50-153 

P 

YELLICH, J. A. 

8107200525 

40-8452 


ZIRWAS, K. 

8107200232* 

50-237 

s 

NITKOWSKI. R.C. 

8107280474* 

PR 


YIN, I.T. 

8107020029* 

QA999 


ZIRWAS, K. 

8107240224* 

50-249 

a 

WIZNER. D. G. 

8107200212* 

50-316 

8 

YIN, I. T. 

8107080352* 

50-461 

G 

ZIRWAS. K. 

8107200058* 

50-237 

a 

WOGHAN. N. A. 

8107150323* 

WASTE MOT 

YIN, I. T. 

8107130344* 

50-358 

Q 

ZIRWAS, K. 

8107300070* 

50-237 

s 

WOGMAN, N. A. 

8107160134* 

WASTE MGT 

YIN, X. T. 

8107240480* 

50-329 

G 

ZITTEL, H. E. 

8107060404 

RES 


WOLF, R. S. 

8107300127 

50-273 

H 

YORK, J. 

8107240273* 

50-395 

G 

ZUDAN8, Z. 

8107100348 

50-247 

o 

WOLF, J. F. 

8107300042 

50-320 

G 

YOST, M. W. 

8107200500 

50-336 

P 

ZUDAN8, Z. 

8107080558 

ACRS 


WOLFE, S. J. 

8107170203 

PROJ 


YOUNGER, J. J. 

8107070258* 

50-334 

P 

ZUMBRUN. R. A. 

8107070486 

PR 


WOLFE, S. J. 

8107240222 

50-466 

0 

YOUNGBLOOD. B. J. 

8107100030 

50-395 

A 

ZUMWALT , L. R. 

8107170158* 

NUREG 


WOLFE. S. J. 

8107300009 

50-466 

G 

YOUNGBLOOD. B. J. 

8107100032 

50-483 

A 

ZURAKOWSKI, P. 

8107060293* 

50-277 

a 

WOLFF, C. E. 

8107220273 

40-8602 


YOUNG, T. 

8107010373* 

50-361 

Q 

ZWETZ10. G. B. 

8107010363* 

50-206 

a 

WOLLETT.S. 

8107140951 

CONTRACT 


YOUNGBLOOD. B. J. 

8107060154 

50-445 

F 

ZWETZIG, G. B. 

8107270232* 

50-18 

a 

WOLLETT, S. A. 

8107060307 

CONTRACT 


YOUNGBLOOD. B. J. 

8107060101 

50-445 

H 





WOLLETT.S. 

8107100342 

CONTRACT 


YOUNG, T. 

8107140718* 

50-312 

Q 





WOLLETT.S. 

8107270094 

CONTRACT 


YOUNG, T. 

8107140482* 

50-361 

Q 





WOLLETT.S. 

8107310039 

CONTRACT 


YOUNG, T. 

8107140504* 

50-206 

Q 






CORPORATE 


The subject category column in this index gives the docket 
number and the symbol for the category of information 
within that docket; for example, 50-320 P. The docket subject 
categories are defined in Appendix A. 

Subject categories for nondockdted items are also entered 
in this column by symbol; for example, ACRS. These cate- 
gories are defined in Appendix B and listed in the Contents. 


AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


3K Co, * Minnesota Mining Sc Mfg. Co. 

8107290109 

XPORTLIC 


AFL-CIO 

8107140692 

30-361 

H 

Advanced Medical Systems. Inc. 

8107240057 

71-5796 


Ajrieultursi Dept. of 

8107310008 

8107070504* 

71-5796 

CONTRACT 


Air Force. Dept, of 

8107080557* 

8107090022* 

8107280404 

CONTRACT 

CONTRACT 

40-8611 


Mt Force. Dept, of . Radioisotope Committee* 

8107*90010 

8107290017 

40-8672 

40-8611 


Alabeme Power Co. 

8107020510* 

50-348 

F 


8107060359 

8107070269 

PR 

50-348 

P 


8107070281 

50-348 

P 


8107070315 

50-348 

P 


8107070336 

50-364 

P 


8107080256 

50-364 

P 


8107100182 

50-348 

M 


8107100182 

50-348 

M 


8107140560 

50-348 

0 


8107140649 

50-348 

H 


8107140649 

50-348 

H 


81071 50062 

50-348 

M 


8107170222 

50-348 

P 


8107170222 

50-348 

P 


8107210211 

50-364 

S 


8107210366 

50-364 

s 


8107220133 

50-348 

p 


8107220133 

50-348 

p 


8107240445 

50-348 

Q 


8107280275 

50-348 

M 


8107280275 

50-349 

M 


8107280284* 

50-348 

M 


8107280284* 

50-348 

M 


9107280291* 

50-340 

M 


8107280291* 

50-348 

M 


8107280306 

50-340 

S 


8107280313* 

50-348 

8 


8107290172 

50-348 

P 


8107300191 

50-348 

P 


8107300194* 

50-348 

P 


8107310357 

50-364 

8 


8107310361 

50-364 

a 


8107310363* 

50-364 

s 


8107310365# 

50-364 

s 


8107310370* 

50-364 

8 


8107310374 

50-348 

8 


8107310378# 

50-348 

8 

Aldrich Chemical Co. . Inc. (subs, of 

8107310384* 

50-348 

8 

8107090476 

XPORTLIC 


Sigsie-Aldrich Corp. > 

Allegheny Electric Cooperative/ Inc. 

8107010206 

50-387 

0 


8107060451 

50-387 

0 


8107060451 

50-387 

0 


8107060458* 

50-387 

0 


INDEX 


An asterisk following the accession number in this index 
indicates that the document is an enclosure to another 
document. To obtain the accession number of the principal 
document under which the enclosure is listed, refer to the 
index entitled "Cross Reference of Enclosures to Principal 
Documents." 
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AUTHOR 

ACCESSION 

SUBJECT 


AUTHOR 


ACCESSION 

SUBJECT 


AFFILIATION 

NUMBER 

CATEGORY 

AFFILIATION 

NUMBER 

CATEGORY 


8107210363 

50-528 

0 



81071 50187 

50-387 

0 


8107220230 

50-528 

E 



8107150194* 

50-387 

0 


8107220230 

50-528 

E 



8107150194* 

50-387 

G 


8107220230 

50-528 

E 



81Q7 150215 

50-348 

M 


8107230124 

50-528 

T 



8107210103 

50-387 

0 


8107230124 

50-528 

T 



8107210103 

50-387 

C 


8107230124 

50-528 

T 



8107230092 

50-387 

G 


8107230132* 

50-528 

T 



8107230092 

50-387 

G 


8107230132* 

50-528 

T 



8107230111 

50-387 

C 


8107230132* 

50-528 

T 



8107230111 

50-387 

0 


8107230144* 

50-528 

T 



8107280031 

50-387 

G 


8107230144* 

50-528 

T 

Atlantic Richfield Co. <ARCO> 

8107280061 

71-430 



8107230144* 

50-528 

T 

Atlas Minerals 


8107310534 

40-3453 



8107280032 

50-528 

0 

Atomic Energy of Canada. 

Ltd. 

8107170141* 

NUREC 



8107280223 

50-528 

S 

Atomic Industrial Forum 


8107070076 

PR 



8107300033 

50-528 

A 



8107070486 

PR 


Arizona State Univ. 

8107300312* 

CONTRACT 


Automated Correspondence 

Systems. Inc. 

8107080553* 

CONTRACT 


Arizona> Univ. of 

8107100238 

REOOD 


BWR Owners Group 


8107090238 

NUREG 


8107310025* 

CONTRACT 


Babcock & Wilcox Co. 


8107080251 

TOP REP 


Arkansas Power & Light Co. 

8107010012 

50-368 

P 



8107080253* 

TOPREP 



8107010301* 

50-313 

F 



8107080358 

TOPREP 



8107010301* 

50-313 

F 



8107080385* 

70-824 



8107010302* 

50-313 

F 



8107130263* 

50-346 

P 


8107010302* 

50-313 

F 



8107130463* 

50-269 

P 


8107010303* 

50-313 

F 



8107140266 

50-368 

H 


8107010311* 

50-313 

F 



8107140682 

TOPREP 



8107010315* 

50-313 

F 



8107140686* 

TOPREP 



8107010317* 

50-313 

F 



8107150148 

50-13 

P 


81070 10362* 

50-368 

P 



8107160457 

TOPREP 



8107070121 

50-368 

P 



8107160462* 

TOPREP 



8107070181 

50-313 

R 



8107210104 

70-27 



8107090170 

PR 




8107210421* 

50-287 

Q 


8107090259 

50-382 

S 



8107220041 

70-824 



8107090291 

50-10 

0 



8107220349 

70-364 



8107090291 

50-10 

0 



8107220406 

70-27 



8107090376 

PR 




8107230125 

71-5957 



8107130190 

50-368 

P 



8107240070 

50-537 

S 


8107130258 

50-313 

P 



8107280353 

TOPREP 



8107130258 

50-313 

P 



8107290012 

70-364 



8107140015 

50-368 

P 



8107290048 

50-99 

P 


8107140495 

50-313 

P 



8107290057* 

50-99 

P 


8107140725 

50-313 

P 

Babcock & Wilcox Co.. Nuclear Material 

8107200522 

70-364 



8107170248 

50-368 

P 

Div. 






8107210118 

50-313 

R 



8107280395 

70-1201 



8107210121* 

50-313 

R 

Baker & Botts 


8107020195 

50-466 

G 







8107020278 

50-466 

0 


8107280067 

50-313 

P 







8107280178 

50-368 

S 



8107020309 

50-466 

0 


8107280182* 

50-368 

S 



8107150048' 

50-466 

G 


8107280236 

50-313 

s 



8107150052 

50-466 

O 


8107280242* 

50-313 

s 

Saleh. Bingham. Baker. Hawthorne. 

8107280275 

50-348 

M 





Williams & Ward 






8107280244 

50-313 

s 

Baltimore Gas & Electric 

Co. 

8107020280 

50-317 

P 


8107280247* 

50-313 

s 







8107280248 

50-313 

s 



8107070208 

50-317 

S 


8107280253* 

50-313 

s 



8107070215* 

50-317 

S 


8107280315 

50-313 

p 



8107070222 

50-318 

s 







8107070226* 

50-318 

s 


8107280315 

50-313 

p 



8107070250 

50-317 

s 


8107280508 

50-313 

F 







8107280520 

50-368 

s 



8107070253* 

50-317 

s 


8107280524 

50-313 

p 



8107070256 

50-317 

s 


8107280526* 

50-368 

s 



8107070259* 

50-317 

s 







8107070385 

50-317 

p 


8107280601 

50-368 

s 



8107080189 

50-317 

R 


8107280610* 

50-368 

s 







8107280618 

50-313 

s 



8107090291 

50-10 

G 


8107280623* 

50-313 

s 



8107090291 

50-10 

G 


8107300054 

50-313 

s 



8107100204 

50-317 

P 







8107100204 

50-317 

P 


8107300058* 

50-313 

s 



8107100243 

50-317 

F 


8107300061* 

50-313 

s 







8107300064* 

50-313 

s 



8107130132* 

50-317 

Q 


8107300066* 

50-313 

s 



8107130256 

50-318 

S 


8107300133 

50-368 

p 



8107130265* 

50-318 

S 







8107130304 

50-317 

S 

Arkansas. State of 

8107210356 

50-368 

H 



8107130309* 

50-317 

S 

Army* Dept. of# Headquarter* Materiel 
Development & Readine** Command 

8107230197 

71-446 




8107130311 

50-318 

S 

8107230201* 

71-446 




8107130314* 

50-318 

S 


8107230207* 

71-446 




8107130371 

50-317 

P 


8107290242 

70—1355 




8107130371 

50-317 

P 







8107130474 

50-318 

s 


8107290245* 

70-1355 







Army. Dept, of 

8107140777 

50-382 

D 



8107130477* 

50-318 

s 

8107290008 

40-8158 




81071 40737 

50-317 

p 

Army. Dept. of. Corps of Engineer* 

81071 40644 

50-416 

D 



81071 50023 

50-317 

p 

8107240500* 

50-329 

T 



81071 50023 

50-317 

p 







8107230183* 

50-317 

G 

Associated Electric Cooperative. Ine». 

8107130195 

50-387 

0 






8107150068 

50-387 

0 



8107230183* 

50-317 

Q 


8107150090 

50-348 

M 



8107240110 

50-317 

8 


8107150187 

50-387 

0 



8107240112* 

50-317 

8 
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AUTHOR 

AFFILIATION 


Bengor Hydro-Elec trie Co. 

iettelle Memorial Institute. Columbus 
laboratories 


i 

;] 

■I 

■V 

1 

1 

1 Sett* lie Memorial Institute* Pacific 
Northwest Laboratory 


I Bear Creek Uranium Co. 

| 

I Bechtel Associates Professional Corp. 
\ Bechtel Corp. 


) l «*»tel Power Corp. <subs. of Bechtal 
Corp . ) 

| 


ACCESSION 

NUMBER 

8107240121* 

8107240121* 

8107240125* 

8107240125* 

8107240129* 

8107240129* 

8107240139 

8107240140 

8107240140 

8107240144* 

8107240199 

8107240203* 

8107240214 

8107240214 

8107240247 

8107240248* 

8107240259 

8107240261* 

8107240291 

8107240294* 

8107240322 

8107240325* 

8107240363 

8107240367* 

8107240415 

8107240420* 

8107240434 

8107240434 

8107240497 

8107240509* 

8107270208 

8107280201 

8107280206* 

8107280210 

8107280214* 

8107280476 

8107280480* 

8107310197 

8107310332 

8107300237* 

8107010289 

0107070060 

8107070111 

8107080036 

8107170001 

8107220160 

8107220403 

8107280071 

8107280073a 

8107280077a 

8107280081a 

8107280087a 

8107280090a 

8107280094a 

8107280099a 

8107010289 

8107090399 

8107100092* 

8107100121* 

8107140870* 

81071 50325* 

8107160134* 

8107230322 

8107310549 

8107220038 

8107080469 

8107080498 

8107280515 

8107020443* 

8107060178* 

8107070430 

8107080195 

8107080210 

8107170167* 

8107230132* 

8107230132* 

8107230132* 

8107230144* 

8107230144* 

8107230144* 

8107130003 

8107230387 


SUBJECT 

CATEOORY 

50-317 F 
50-317 F 
50-317 F 
50-317 F 
50-317 F 

50-317 F 
50-317 S 
50-317 P 
50-317 P 
50-317 3 

50-318 S 
50-318 S 
50-317 Q 
50-317 Q 
50-317 S 

50-317 S 
50-317 S 
50-317 S 
50-317 S 
50-317 S 

50-318 S 
50-318 S 
50-317 S 
50-317 S 
50-317 S 

50-317 S 
50-317 P 
50-317 P 
50-317 S 
50-317 S 

50-317 P 
50-317 S 
50-317 S 
50-318 S 
50-318 • S 

50-317 S 
50-317 8 

50-317 P 
50-317 I 
50-443 I 

NUREO 

RES 

RES 

NUREQ 

NUREQ 

70-8 

70-8 

40-8202 

40-8202 

40-8202 

40-8202 

40-8202 

40-8202 

40-8202 

40-8202 

NUREO 

RES 

50-220 Q 
50-244 Q 
50-293 Q 

WASTE MOT 
WASTE MQT 
RES 
NUREQ 
40-8452 

50-329 A 
50-329 A 
50-329 S 
50-387 0 

30-250 0 

REVIEW QRP 
50-329 0 

50-329 A 
NUREQ 
30-528 T 

50-328 T 
30-528 T 
50-528 T 
50-528 T 
30-328 T 

REQQD 

REVIEW QRP 


AUTHOR 

AFFILIATION 


Benton City Technology 
8erle.Eutzel.Kass & Case 
Bingham-Wi 1 lamette Co. 

Bischoff. C. A. 


Black & Veatch 
Blacks in Government 
B luffl. 8. 

Borg-Warner Corp. 
Boston College 
Boston Edison Co. 


Brand & Hall 

Brookhaven National Laboratory 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

8107280495* 

50-282 

P 

8107280590 

50-361 

S 

8107170174* 

NUREQ 


8107080188* 

50-352 

H 

8107230377 

71-6717 


8107150158 

50-528 

0 

8107150158 

50-328 

G 

8107150158 

50-528 

G 

8107150211 

50-528 

G 

8107150211 

50-528 

G 

8107150211 

50-528 

G 

8107070486 

PR 


8107200133* 

COMMISSION 

8107100193 

50-369 

G 

81072 1 0367* 

50-528 

Q 

8107060183* 

30-230 

G 

8107270041 

NUREQ 


8102170202 

50-293 

P 

8106120204 

50-293 

F 

8107010115 

50-293 

S 

8107010122* 

50-293 

S 

8107010125 

50-293 

s 

a 1070 10132* 

50-293 

s 

8107020151 

50-293 

s 

8107020153* 

50-293 

s 

8107020258 

50-293 

Q 

8107060438 

50-293 

P 

8107070290 

50-293 

P 

8107070310 

NUREQ 


8107090291 

50-10 

G 

8107090291 

50-10 

G 

8107100050 

50-471 

G 

8107 1 00150 

50-293 

P 

8107130107* 

50-293 

Q 

8107130167 

50-293 

8 

8107130299 

50-293 

8 

8107130306* 

50-293 

S 

8107130401 

50-293 

8 

8107130407* 

50-293 

S 

8107130411 

50-293 

S 


8107130416* 

8107130495* 

8107140210 

8107140362 

8107140669 

8107140847* 

8107200306 

8107230205 

8107240179* 

8107240192 

8107240313 

8107280166 

8107280169* 

8107280443 

8107280447* 

8107280451 

8107280454* 

8107280455 

8107280439* 

8107280472 

8107280477* 

8107280479 

8107280481* 

8107280499* 

8107280504* 

8107280586 

8107280594* 

8107290124 

8107290128* 

8107310135* 

8107080137 
0107200267 . 
8107220122 
8107010273 
8107010282 

8107010438 

8107060434* 

8107090431 

8107090433* 

8107100339 

8107170120* 

8107170127* 

8107220361* 

8107270010 

8107270012 


30-293 

50-293 

30-293 

30-293 

50-293 


50-293 0 
30-293 P 
50-293 Q 
50-293 0 
30-293 F 

50-295 S 
50-293 S 
50-293 S 
50-293 S 
50-293 S 

30-293 S 
30-293 S 
50-293 S 
50-293 S 
50-293 S 


50-293 

50-293 

50-293 

50-293 

50-293 

50-293 

50-293 

50-293 

50-293 

50-293 

50-395 

30-395 

30-393 

NUREQ 

NUREQ 

NUREQ 

50-395 

RE8 

RES 

NUREQ 


NUREQ 

NUREQ 

REVIEW QRP 

NUREQ 

NUREO 


8 

8 

8 

Q 

0 

S 

S 

S 

S 

F 

M 

M 

M 



444 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


Brookings Institute 

Brown & Root Corp. (subs, of Halliburton 
Corp. > 


Brown Bov*ri Corp. (subs. Broom Boveri & 
Co. * Ltd. > 

Buffalo Forgo Co. 

Businessmen for the Public Interest 


C-E Operating Plants Owners Group 
C-E Power Systems 


CAM Industries 

CONOCO. Inc. (Continental Oil Co.) 


Cady* Q.W, 

California* State of 


California* Univ. of* Berkeley 


California* Univ. of* Irvine 
California* Univ. of* Los Angeles 


ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 

AFFILIATION 

NUMBER 

CATEGORY 

8107270014 

NUREO 



8107020272 

50-324 

S 

8107270039 

NUREO 



8107020272 

50-324 

s 

8107070084 

NUREO 



8107020453 

50-400 

s 

8107080162 

50-498 

8 


8107060280 

50-324 

s 





8107060285* 

50-324 

s 

8107230086 

50-498 

S 









8107060313 

50-324 

p 

8107240318* 

50-498 

A 


8107060313 

50-324 

p 

8107020306 

50-269 

S 


8107060340 

50-325 

p 





8107060413 

50-329 

0 

8107020328 

50-334 

S 


8107070265 

50-324 

p 

8107020341* 

50-334 

s 





8107020279 

50-367 

0 


8107070265 

50-324 

p 





8107070272 

50-261 

p 

8107020292 

50-367 

0 


8107070393 

50-324 

p 

8107020310 

50-367 

G 


8107070395* 

50-324 

p 

8107080198 

50-367 

0 


8107080260 

50-261 

F 

8107210289 

TOP REP 






8107070314 

REOOD 



8107080542 

NUREO 






8107090291 

50-10 

0 

8107080214 

TOPREP 



8107090378 

PR 


8107090082 

50-285 

H 


8107100102 

50-324 

P 

8107140424 

TOPREP 



8107100102 

50-324 

P 

8107170093* 

NUREO 






8107210328 

50-361 

3 


8107100138 

50-261 

Q 





8107100159 

PR 


8107240209 

TOPREP 



8107130234* 

50-261 

F 

8107270049 

70-36 



8107130339 

50-324 

P 

8107280003 

70-1100 



8107130359 

50-324 

P 

8107280094 

70-1100 






8107290009 

70-1100 



8107130362* 

50-324 

P 





8107130362* 

50-324 

P 

8107300041 

70-36 



8107160408 

50-261 

P 

8107230255 

71-9007 



8107160413* 

50-261 

P 

8107170314 

40-8743 



8107200178 

50-324 

R 

8107170329 

40-8743 






8107210108 

40-8743 



8107200178 

50-324 

R 





8107200182* 

50-324 

R 

8107220409 

40-8743 



8107200182* 

50-324 

R 

8107230220 

40-8743 



8107200231 

50-261 

R 

8107230296 

40-8743 



8107200234* 

50-261 

R 

8107290013 

40-8743 






8107300230 

40-8743 



8107210353 

50-400 

S 





8107230103 

50-261 

J 

8107310050 

40-8743 



8107230241 

50-261 

J 

8107310062 

40-8743 



8107230353 

71-9079 


8107090149 

50-70 

0 


8107240235* 

50-261 

Q 

8107020199 

50-275 

T 





8107020458 

50-275 

0 


8107240238* 

50-324 

Q 





8107240238* 

50-324 

Q 

8107060294 

50-275 

0 


8107240451 

50-400 

0 

8107060429 

50-361 

H 


8107240493 

50-261 

Q 

8107060435 

50-361 

H 


8107240531* 

50-324 

0 

8107080183 

PROJ 






8107080354 

PROJ 



8107240551* 

50-324 

Q 





8107270023* 

50-324 

P 

8107100167 

50-275 

0 


8107280261 

50-324 

6 

8107100167 

50-275 

0 


8107280270* 

50-324 

8 

8107100215 

REOOD 



8107280288 

50-261 

S 

8107100239 

REOOD 






8107170031 

PROJ 



8107280300* 

50-261 

S 





8107290032* 

50-261 

F 

8107200247 

50-275 

0 


8107300135 

50-324 

8 

8107200250* 

50-275 

0 


8107310212 

50-324 

S 

8107200250* 

50-275 

0 


8107310216* 

50-324 

3 

8107230018 

50-275 

G 





8107020459* 

50-70 

0 


8107310234 

50-324 

S 





8107310234 

50-324 

S 

8107140702 

50-244 

P 


8107310263 

50-324 

s 

8107170125* 

NUREO 



8107310266* 

50-324 

s 

8107240490* 

50-490 

A 


8107310326 

50-324 

s 

8107080424 

50-326 

F 





8107010366 

50-142 

0 


8107310326 

50-324 

s 




Catalytic* Inc. (subs, of Air Products 8c 

8107270040 

71-458 


8107020288 

50-142 

0 

Chemicals* Inc. ) 




8107020430 

50-142 

0 


8107270042* 

71-458 


8107090217 

50-361 

H 

Center for Law in the Public Interast 

8107020373 

50-528 

G 

8107100016 

50-142 

0 


8107020373 

50-528 

G 

8107100175 

50-142 

0 









8107020373 

50-528 

G 

8107100281* 

REVIEW ORP 


8107020381 

50-528 

O 

8107170200 

50-142 

0 


8107020381 

50-528 

G 

8107170202* 

50-142 

0 


8107020381 

50-528 

G 

8107220272 

50-142 

0 


8107020466 

50-275 

G 


CONTRACT 










8107100177 

50-275 

G 





8107150067 

50-275 

0 





8107230085 

50-275 

G 



0 

Central Electric Power Cooperative* Inc. 

8107080157 

50-395 

M 



H 


8107220122 

50-395 

M 




Central Maine Power Co. 

8107300242* 

50-443 

I 




Central Vermont Public Service Corp. 

8107300253* 

50-443 

I 




Chackes St Hoare 

8107150290 

50-483 

G 





8107220124 

50-483 

G 



0 


8107220128 

50-483 

G 



J 

F 


8107220199 

50-483 

0 



F 

Chamber of Commerce* Porterville* CA 

8107070156* 

50-361 

H 




Chem-Nuclear Systems* Inc. 

8107140823 

27-47 




F 


8107220037 

71-6375 




CORPORATE SOURCE INDEX 
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AUTHOR 

AFFILIATION 


aantron Corp. 

:harn« Contracting Corp. 

IflQIUtW N. 


Chuaash Indian Council 
Cincinnati Gas if. Electric Co. 


Citiiens Against Nuclear Danger* 

Citizen* Concerned About Nuclear Power* 

Inc. 

Citizen* for Equitable Utilitie* 


Citizen* for Fair Utility Regulation 


| Citizen* for Nuclear Reactor Safety . Inc. 

\ 

!} Cltiitn* for Safe Energy 


■ Citizens for a Setter Environment 
1 Citizen* for the Conservation of Natural 
Resource*. Inc. 

I Cleveland Clinic Cleveland, OH 
| Cleveland Electric Illuminating Co. 


1 

J 

■i 

'.j 

! 


Cleveland-Clif fs iron Co. 


Coalition for Nuclear Power Plant 
1 raetponement 
5 5s *lition for Safe Power 


? Cent Guard, Transportation, Dept, of 
; Colorado State Univ. 

I 

■! Colorado* State of 
: ColunUa Univ. 

■■j Ceebuition Engineering* Inc. 


ACCESSION 

NUMBER 

8107230305 

0107230310* 

8107230313* 

8107290217 

8107240029 

8107280036 
S 107280038* 
8107020470 
8107020470 
8107020477* 

8107020477* 

8107020485* 

8107240159 

8107010292 

8107010293* 

8107010383* 

8107020492 

8107060306* 

8107070035 

8107070218 

8107070322 

8107080194 

8107080368 

8107090174 

8107090282 

8107100207 

8107140387 

8107140726 

8107210344 

8107280333 

8107020461 

8107020366 

8107060125 

8107020354 

8107020465 

8107020291 

8107080208 

8107100018 

8107160296 

8107170037 

8107170259 

8107020517 

8107020518 

8107020519* 

8107020371 

8107020391 

8107280198 

8107270060 

8107070096 

8107000334* 

8107080436 

8107080436 

8107090180 

8107090188 

8107100160 

8107130479 

8107130484* 

8107140111 

8107140111 

8107140433 

8107140433 

8107140628 

8107240030 

8107270103 

8107290168 

8107300201 

8107240058 

8107240062* 

8107280050 

8107300072 

8107070433 

8107010369 

8107010395 

8107230333 

8107300181 

8107220107 

8107220174* 

8107220399 

8107270148 

8107310123 

8107080124* 

8107020434 


SUBJECT 

CATEGORY 


71-9152 

71-9152 

71-9152 

71-6144 

40-8724 

71-451 

71-451 

50-250 

G 

50-250 

G 

50-250 

G 

50-250 

G 

50-250 

G 

50-275 

H 

50-358 

A 

50-358 

A 

50-358 

Q 

50-358 

G 

50-358 

Q 

PR 

50-358 

A 

50-358 

Q 

50-358 

0 

50-358 

F 

50-358 

H 

50-358 

A 

50-358 

G 

50-358 

Q 

50-358 

0 

50-358 

Q 

50-350 

A 

50-387 

G 

50-498 

G 

50-498 

G 

50-498 

G 

30-498 

G 

30-445 

G 

50-443 

G 

50-445 

G 

50-443 

G 

50-443 

G 

50-445 

D 

50-170 

G 

50-170 

G 

50-170 

G 

50-440 

0 

50-10 

0 

50-376 

G 

70-2213 

PR 

30-440 

Q 

30-440 

A 

30-440 

A 

30-440 

A 

30-440 

A 

30-440 

G 

30-440 

A 

30-440 

A 

30-440 

S 

30-440 

S 

30-440 

8 

50-440 

S 

30-440 

S 

30-440 

8 

50-440 

G 

30-440 

E 

30-440 

8 

40-8200 

40-8200 

40-8714 

40-8200 

PR 

30-344 

G 

90-522 

G 

50-397 

H 

30-344 

H 

50-437 

A 

CONTRACT 
40-8743 
CONTRACT 
WASTE MOT 

CONTRACT 

TOPREP 



AUTHOR 

AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8107020442* 

8107020449* 

8107070286 

8107080327* 

8107080333* 


TOPREP 
TOP REP 
TOPREP 
50-285 P 
50-285 P 


8107100295* 

8107100324* 

8107210015* 

8107230132* 

8107230132* 


70-1100 
70-1100 
50-470 A 
50-528 T 
50-528 T 


8107230132* 

8107230144* 

8107230144* 

8107230144* 

8107240046* 


50-528 T 
50-528 T 
50-528 T 
50-528 T 
50-317 P 


8107290078* 

8107290235 

8107300136* 

8107300146* 

Commerce, Dep t. of. National Oceanographic 8107080336 
t Atmospheric Administration 

Commerce, Dept, of 8107010020* 

8107200355* 

8107220386 

Commerce, Dep t. of , Maritime Administration 8107170295 
Commerce, Dep t. of , National Bureau of 8107170151* 

Standard* 


8107220182 

Committee to Bridge the Gap 8107080206 

8107080278 
8107080283 
B 107080305 

8107080330 

8107200270 

8107220253 

8107220283 

Commonwealth Edison Co. " 8107010492* 

8107010493* 

8107020158 

8107020158 

8107020344 

8107020479* 


50-368 P 
70-1100 
50-368 P 
50-368 P 
50-341 D 


CONTRACT 
CONTRACT 
70-398 
50-238 P 
NUREG 


PRM 

50-142 G 
50-142 G 
50-142 G 
50-142 G 

50- 142 G 
50-142 G 
50-142 G 
50-142 O 
50-254 F 

50-254 F 
50-237 P 
50-237 P 
50-237 P 
50-237 0 


8107020493 

8107060173 

8107060425 

8107060425 

8107060428 


50-289 G 
50-254 P 
50-237 P 
50-237 P 
50-237 T 


8107060428 

8107060430 

8107060430 

8107060436* 

8107060442* 

8107060442* 

8107070352 

8107070353 

8107070353 

8107070354* 


50-237 T 
50-295 P 
50-295 P 
50-237 T 
50-237 T 

50-237 T 
50-454 E 
50-295 P 
50-295 P 
50-295 P 


8107070354* 

8107070398 

8107070403* 

8107070423 

8107070423 

8107070423 

8107070423 

8107070439 

8107080225 

8107080227* 

8107080228 

8107080231* 

8107080234 

8107080239* 

8107080274 

8107080411 

8107080411 

8107080411 

8107080547 

8107090096 

8107090096 

8107090096 

8107090210 

8107090210 

8107090210 


50-295 P 
50-373 A 
50-373 A 
50-10 P 
50-10 P 

50-10 P 
50-10 P 
REGGD 

50-295 S 
50-295 S 

50-295 S 
50-295 S 
50-295 S 
50-295 S 
50-254 G 

50-10 P 
50-10 P 
50-10 P 
PR 

30-454 A 

50-454 A 
50-454 A 
50-10 P 
50-10 P 
50-10 P 


8107090291 50-10 0 
8107090291 50-10 0 
8107090291 50-10 0 
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CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 

8107090291 

8107090291 

8107090291 

8107090291 

8107090291 

8107100009 

8107100011# 

8107100028# 

8107100028# 

8107100028* 

8107100028* 

8107100028* 

8107100028* 

8107100028* 

8107100028# 

8107100028* 

8107100036# 

8107100041* 

8107100041* 

8107100041* 

8107100041* 

8107100041* 

8107100041* 

8107100041* 

8107100041* 

8107100041* 

8107100194 

8107100194 

8107100194 

8107100194 

8107100197 

8107130014* 

8107130014* 

8107130016* 

8107130016* 

81071 30056* 
8107130061* 
8107130096* 
8107130102* 
8107130410 

8107140361 

8107140361 

8107140361 

8107140375 

8107140378 

8107140378 

8107140378 

8107140378 

8107140378 

8107140381* 

8107140407 

8107140407 

8107140437 

8107140437 

8107140437 

8107140437 

8107140437 

8107140437 

8107140437 

8107140517 

8107140535 
8107140542* 
8107140577 
81071 40577 
8107140577 

8107140577 
81071405 77 
8107140577 
8107140577 
8107140577 

8107140577 
810714057 7 
8107140577 
8107140577 
8107140577 

8107140590* 
8107140590* 
8107140590* 
8107140590* 
81071 40590# 

8107140590* 

8107140590* 

8107140590* 

8107140590# 

8107140590* 


SUBJECT 

CATEGORY 

50-10 0 
50-10 0 
50-10 0 
50-10 0 
50-10 0 

50-237 3 
50-237 S 
50-10 F 
50-10 F 
50-10 F 

50-10 F 
50-10 F 
50-10 F 
50-10 F 
50-10 F 

50-10 F 
50-10 F 
50-10 F 
50-10 F 
50-10 F 

50-10 F 
50-10 F 
50-10 F 
50-10 F 
50-10 F 

50-10 F 
50-237 P 
50-237 P 
50-237 P 
50-237 P 

PR 

50-254 F 
50-254 F 
50-254 F 
50-254 F 

50-295 F 
50-295 F 
50-373 F 
50-373 F 
50-373 A 

50-454 0 
50-454 Q 
50-454 G 
50-237 S 
50-237 G 

50-237 Q 
50-237 G 
50-237 G 
50-237 Q 
50-237 S 

50-254 P 
50-254 P 
50-10 P 
50-10 P 
50-10 P 

50-10 P 
50-10 P 
50-10 P 
50-10 P 
50-440 S 

50-295 S 
50-295 S 
50-10 P 
50-10 P 
50-10 P 

50-10 P 
50-10 P 
50-10 P 
50-10 P 
50-10 P 

50-10 P 
50-10 P 
50-10 P 
50-10 P 
50-10 P 

50-10 P 
50-10 P 
50-10 P 
50-10 P 
50-10 P 

50-10 P 
50-10 P 
50-10 P 
50-10 P 
50-10 P 


AUTHOR 

AFFILIATION 


t 


* 


ACCESSION 

NUMBER 


8107140590# 

8107140590# 

8107140590* 

8107140680 

8107140691 

8107140699* 

8107140733 

8107140736# 

8107140736# 

8107160264 

8107160271* 

8107160208 

8107160301* 

8107160304 

8107160306 

8107160308* 

8107160312# 

8107160387 

8107160395* 

8107170043 

8107170043 

8107170045 

8107170045 

8107170182 

8107170182 

8107170190* 

8107170190* 

8107200054 

8107200058* 

8107200108 

8107200112# 

8107200124 

8107200128* 

8107200226 

8107200232* 

8107200260* 

8107200260# 

8107200269* 

8107200286* 

8107200286# 

8107200298 

8107200298 

8107200322 

8107200322 

8107200371 

8107200371 

8107200371 

8107200411# 

8107200421* 

8107200424 

8107200467 

8107200467 

8107200469 

8107200469 

8107200469 

8107200469 

8107210220 

8107210220 

8107210277 

8107210280# 

8107210298 

8107210304# 

8107210306 

8107220120 

8107220120 

8107220121# 

8107220121* 

8107220395 

8107230223 

8107230224# 

8107240073 

8107240142 

8107240108 

8107240191* 

8107240201* 

8107240201* 

8107240201* 

8107240204* 

8107240204* 

8107240204* 


SUBJECT 

CATEGORY 

50-10 P 
50-10 P 
50-10 P 
50-456 G 
50-265 S 

50-263 S 
50-237 P 
30-434 G 
50-434 Q 
50-304 3 

30-304 8 

50-263 S 
50-265 8 

50-237 S 
50-295 B 

50-293 8 

50-237 8 

30-263 8 

50-265 8 

30-454 0 

30-454 0 

30-454 0 

30-454 0 

30-237 0 

50-237 0 

30-237 0 

50-237 0 

30-237 S 
30-237 S 
50-254 S 

30-234 S 
30-249 S 
30-249 8 

30-237 8 

30-237 S 

30-237 G 
50-237 G 
30-237 Q 
50-293 G 
30-295 G 

50-237 G 
50-237 G 
30-373 K 
30-373 K 
30-373 G 

30-373 G 
50-373 G 
30-237 G 
30-434 Q 
3Q-373 F 

30-293 P 
30-293 P 
30-10 H 

30-10 H 

30-10 H 

50-10 H 

50-295 F 
50-293 F 
30-304 8 

30-304 S 

30-249 S 
30-249 8 

50-237 P 
30-234 P 
30-234 P 

30-234 P 

30-234 P 

70-2609 
50-10 R 

50-10 R 

50-373 8 

50-373 S 

50-249 S 

50-249 3 

50-346 F 

50-346 F 

50-346 F 

50-346 F 

50-346 F 

50-346 F 


8107240208 50-237 & 
8107240210* 50-237 S 
8107240219 50-249 8 
8107240224* 50-249 3 
8107240229 50-249 & 


CORPORATE SOURCE INDEX 
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AUTHOR 

AFFILIATION 


Coeputech Engineering Services. Inc. 
Confirence of Radiation Control ' Program 
Binetors. Inc. 

Connecticut Yankee Atomic Power Co. 


Connecticut. State of 

Conner & Metterhahn 

Conneti Moore 4t Carter 
Conoco Coal Development Co. 

Consolidated Edison Co. of New York 


ACCESSION 

NUMBER 

8107240234a 

8107240323 

8107240326a 

8107240328 

8107240330a 

8107240330a 

8107240330a 

8107240330a 

8107240330a 

9107240331a 

8107240354 

8107240366a 

8107270222 

8107270222 

8107270224a 

8107270224# 

8107280217 

8107280221a 

8107280308 

8107280316# 

8107280328 

8107290051 

8107300019 

8107300019 

8107300021# 

8107300021# 

8107300048 

8107300049* 

8107300052 

8107300055# 

8107300065 

8107300067* 

8107300068 

0107300070* 

8107300074 

8107300076* 

8107240152* 

8107280603 

8107010323 

8107010323 

8107070114 

8107070120 

8107080205 

8107100042 

8107100275 

8107130216 

8107130390 

8107130404 

8107210028 

8107230250 

8107230252* 

8107240075 

8107240082 

8107270239 

8107290058 

8107290239* 

8107280668 

8107280671* 

8107280671* 

8107080194 

8107100207 

8107020285 

8107020492 

8107230273 

8107240558 

8107070302 

8107070391 

8107080117* 

8107080117# 

8107080121* 

8107080121* 

8107100197 

8107130044* 

8107170133* 

8107210019 

8107210025* 

8107240117 

8107280272 

8107290188 

8107300120* 

8107300120* 

8107300121* 

8107300121* 

8107300122* 


SUBJECT 

CATEGORY 


50-249 S 
50-295 S 
50-295 S 
50-304 S 
50-10 F 

50-10 F 
50-10 F 
50-10 F 
50-10 F 
50-304 S 

50-249 S 
50-249 S 
50-254 P 
50-254 P 
50-254 P 

50-254 P 
50-304 S 
50-304 S 
50-254 S 
50-254 S 

50-237 0 

50-254 P 
50-254 R 
50-254 R 
50-254 R 

50-254 R 
50-295 S 
50-295 S 
50-295 S 
50-295 S 

50-237 S 
50-237 S 
50-237 S 
50-237 S 
50-237 S 

50-237 S 
50-266 Q 
PR 

50-213 P 
50-213 P 

50-213 P 
50-213 P 

50-213 J 

50-213 P 

50-213 P 

50-213 Q 

50-213 P 

50-213 0 

71-9096 
30-213 R 

50-213 R 

50-213 P 

50-213 P 

50-213 H 

50-213 P 

50-213 F 

71-459 
71-459 
71-459 
50-358 0 

50-358 G 

27-39 
50-358 G 

40-8743 
40-8743 

50-247 Q 

50-247 P 

50-3 F 

50-3 F 

50-3 F 

50-3 F 

PR 

50-247 F 

50-247 F 

50-247 R 

50-247 R 

50-247 Q 

50-3 J 

50-247 P 

50-3 F 

50-3 F 

50-3 F 

50-3 F 

50-3 F 


AUTHOR 

AFFILIATION 


Consumers Power Co. 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 

8107300122* 

50-3 

F 

8107300123* 

50-3 

F 

8107300123* 

50-3 

F 

8107300124* 

50-3 

F 

8107300124* 

50-3 

F 

8107010378 

50-155 

G 

8107020096 

50-255 

G 

8107020102* 

50-255 

G 

8107020228 

50-329 

R 

8107020286 

50-155 

0 

8107020376 

50-329 

K 

8107020376 

50-329 

K 

8107020380* 

50-329 

K 

8107020380* 

50-329 

K 

S 107060160 

50-155 

P 

8107060189 

50-329 

A 

8107060189 

50-329 

A 

8107060208 

50-155 

P 

8107060220 

50-155 

P 

8107060236* 

50-255 

Q 

8107060401 

50-329 

G 

8107060405# 

50-329 

G 

8107060405* 

50-329 

0 

8107060409# 

50-329 

G 

8107060409* 

50-329 

0 

8107070092 

PR 


8107070136 

50-255 

P 

B107070141 

50-255 

P 

Q 1070 70 149 

50-255 

P 

8107070191 

NUREG 


8107070231 

50-255 

P 

8107070235* 

50-255 

P 

8107070238 

50-155 

P 

8107070355 

50-155 

P 

8107070365 

50-155 

F 

8107070463 

50-255 

P 

8107080160 

50-329 

S 

8107080160 

50-329 

8 

8107080204 

50-255 

S 

8107080207* 

50-255 

S 

8107080232 

50-235 

s 

8107080236* 

50-255 

s 

8107080241 

50-329 

R 

Q107080241 

30-329 

R 

8107080264 

30-155 

P 

8107090121 

50-329 

G 

8107090158 

50-155 

P 

8107100169 

50-255 

P 

1 8107100168* 

50-255 

P 

8107100198 

50-255 

P 

8107100201* 

.50-255 

P 

8107100247 

50-255 

P 

8107130339 

50-255 

P 

8107140085 

50-329 

8 

8107140085 

50-329 

8 

8107140097 

50-329 

8 

8107140097 

50-329 

S 

8107140363 

50-153 

F 

8107140438 

50-255 

8 

8107140447* 

50-253 

8 

8107140450 

50-253 

8 

8107140455# 

50-253 

S 

81071 40488 

50-253 

R 

8107140493* 

50-253 

R 

8107140522 

50-255 

S 

81071 40529* 

50-253 

8 

8107140575* 

50-153 

Q 

8107140996 

50-253 

R 

8107140999 

50-255 

P 

8107140695 

30-153 

P 

8107140695 

30-133 

P 

8107190050 

50-329 

0 

8107150050 

30-329 

0 

8107160167 

30-133 

P 

8107160186 

30-133 

P 

8107160278* 

30-329 

Q 

8107160336 

30-133 

8 

8107160340* 

30-133 

8 

8107160363 

30-233 

8 

8107160366* 

30-233 

8 

8107160481 

30-329 

G 

8107200085 

30-135 

8 

8107200087* 

30-133 

8 

8107200090* 

30-133 

8 

8107200130 

30-235 

8 
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AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


8107200136* 

50-255 

S 


8107070386 

50-409 

P 


8107200347 

50-329 

s 


8107070397 

50-409 

P 


8107200413 

50-329 

K 


8107080430 

50-409 

J 


8107200418* 

50-329 

K 


8107080512 

50-409 

P 


8107200418* 

50-329 

K 


8107100147 

50-409 

P 


8107200420* 

50-255 

Q 


8107100208 

50-409 

F 


8107200423* 

50-329 

K 


8107140544 

50-409 

F 


8107200423* 

50-329 

K 


8107140845 

PR 



8107210329 

50-255 

P 


8107170110 

50-409 

P 


8107210364 

50-329 

Q 


8107280674 

71-9111 



8107210364 

50-329 

Q 


8107290240* 

50-409 

F 


8107220098* 

50-298 

P 

Dames it Moore 

8107070351* 

50-298 

F 


8107220108 

50-255 

P 


8107130285* 

50-298 

F 


8107220114 

50-155 

P 


81071 4064S* 

50-170 

C 


8107220117* 

50-155 

P 


8107140676* 

50-170 

K 


8107220149 

50-155 

P 


8107240034* 

40-6264 



8107220158* 

50-155 

P 


8107280043* 

40-2061 



8107230077 

50-329 

A 


8107280046* 

40-2061 



8107230077 

50-329 

A 


8107310537* 

40-3453 



8107230090 

50-155 

G 


8107310541* 

40-3453 



8107230154 

50-329 

C 

Dattilo, T. M. 

8107150223 

50-546 

0 


8107230154 

50-329 

C 

Damn Mining Co. 

8107220398 

WASTE MOT 


8107230165* 

50-329 

C 


8107290222 

WASTE MOT 


8107230165* 

50-329 

C 

Debevoise & Liberman 

8107010393 

50-445 

G 


8107230170* 

50-329 

C 


8107020293 

50-395 

G 


8107230170* 

50-329 

C 


8107020359 

50-445 

0 


8107240282 

50-329 

s 


8107020359 

50-445 

0 


8107240297 

50-255 

p 


8107020365 

50-445 

0 


8107240315 

50-329 

s 


8107020365 

50-445 

G 


8107240315 

50-329 

s 


8107020377 

50-445 

0 


8107240368 

50-255 

s 


8107060433 

50-395 

0 


8107240374* 

50-255 

s 


8107060440 

50-395 

G 


8107240378 

50-155 

s 


8107060450* 

50-395 

0 


8107240383* 

50-155 

s 


8107080229 

50-445 

0 


8107270216 

50-155 

p 


8107090291 

50-10 

0 


8107280074 

50-255 

p 


8107130086 

50-395 

M 


8107280097 

50-255 

p 


8107220132 

50-445 

0 


8107280162 

50-255 

p 


8107300040 

50-395 

0 


8107280188 

50-255 

s 


8107300155 

50-395 

G 


8107280193* 

50-255 

s 

Debavoisci Plimpton* Lyons & Gate 

8107300105 

50-348 

M 


8107280197 

50-255 

p 

Defense* Dap t, of * Defense Nuclear Agency 

8107020415 

30-170 

G 


8107280373 

50-255 

p 


8107140643 

30-170 

C 


8107280379* 

50-255 

p 


8107140670 

30-170 

K 


8107280471 

50-329 

K 

Detroit Edison Co. 

8107010214 

50-341 

F 


8107280471 

50-329 

K 


8107010285* 

50-341 

K 


8107280483 

50-255 

P 


8107010286* 

50-341 

K 


8107280515 

50-329 

S 


8107010308- 

50-341 

A 


8107280515 

50-329 

S 


8107020345 

50-341 

A 


8107290047 

50-329 

E 


8107020411 

50-341 

A 


8107290199 

NUREG 



8107060200 

50-341 

S 


8107300012 

50-155 

P 


8107060202 

50-341 

Q 


8107300134 

50-255 

P 


8107060225 

50-341 

A 


8107310311 

30-329 

A 


8107060252 

50-341 

A 


8107310311 

50-329 

A 


8107060254# 

50-341 

A 


8107310313* 

50-329 

A 


8107060298 

50-341 

D 


8107310313* 

50-329 

A 


8107060437 

30-341 

A 


8107310381 

50-155 

P 


8107070177# 

50-341 

Q 

Coratomic* Inc. 

8107220180 

70-1342 



8107070305 

50-341 

A 

Cornell Univ. 

8107070071* 

CONTRACT 



8107080196 

30-341 

A 

Cottar Corp. 

8107220035 

WASTE MGT 


8107080224 

50-341 

A 


8107230168 

WASTE MGT 


8107080237 

30-341 

A 


8107230176* 

WASTE MGT 


8107080269 

50-341 

A 


8107230180 

WASTE MGT 


8107140217 

50-341 

A 


8107230184* 

WASTE MGT 


8107150146 

50-341 

A 


8107270043 

WASTE MGT 


8107150147* 

50-341 

A 


8107270045 

WASTE MGT 


8107160177 

50-341 

A 


8107280020 

WASTE MGT 


8107160180* 

50-341 

A 


8107280388 

WASTE MGT 


8107160343 

50-341 

S 

Council on Energy Independence 

8107080325 

PR 



8107160391 

50-341 

Q 

Courier *c Co. > Inc. 

8107290209 

71-9033 



8107170102 

50-341 

S 


8107290209 

71-9033 



8107200144 

50-341 

8 


8107290210* 

71-9033 



8107200155 

50-341 

A 


8107290210* 

71-9033 



8107200199 

50-341 

S 

Craare* Inc. 

8107100343* 

CONTRACT 



8107200317 

50-341 

A 

Cuyahoga County* OH 

8107290195 

50-440 

H 


8107200357 

50-341 

A 

D'Appoloaia Comulting Engineers* Inc. 

8107240052* 

40-8681 



8107200364 

50-341 

A 

Cede County* FI 

8107020506* 

50-389 

G 


8107200432* 

50-341 

a 


8107060152* 

50-389 

M 


8107210399 

50-341 

A 


8107210301 

50-389 

M 


8107280572 

50-341 

F 

Dairyland Power Cooparativa 

8107020382 

50-409 

G 


8107300025 

50-341 

S 


8107060456* 

50-409 

a 


8107300032 

50-341 

A 


8107070309 

50-409 

p 


8107300141 

50-341 

S 


8107070312 

50-409 

p 


8107300188 

50-341 

8 


8107070339 

50-409 

p 

Deuel & AfSQCiates 

8107240038* 

40-299 



8107070346 

50-409 

p 


8107240038* 

40-299 
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I 


AUTHOR 

AFFILIATION 


gtiaond Poui«r Specialty Carp. 
: Mbcock & Wilcox) 

- [jit Ppw«r Co. 


(sub«. of 


ACCESSION 

NUMBER 


8107240043# 

8107240043* 

8107170263 

8107010267 

8107010271* 


SUBJECT 

CATEGORY 


40-299 

40-299 

NUREO 

50-270 S 
50-270 S 


AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 

S 1072 00343 
8107200345 
8107200350# 
S 1072 00367 
8107200372* 


SUBJECT 

CATEGORY 

50-270 S 
50-270 S 
50-270 S 
50-369 S 
50-369 5 


8107010279 

50-269 

S 

8107010283* 

50-269 

S 

8107010331 

50-269 

s 

8107010331 

50-269 

s 

8107010339* 

50-269 

s 

8107010406 

50-269 

s 

8107010413# 

50-269 

s 

8107010423 

50-269 

s 

8107010423 

50-269 

s 

8107020289 

50-488 

G 

8107060169 

50-369 

P 

8107070318 

50-413 

F 

8107070334 

50-269 

P 

8107080156 

50-413 

A 

8107080302 

50-369 

P 

8107080302 

50-369 

P 

8107080390 

50-269 

F 

8107080390 

50-269 

F 

8107080390 

50-269 

F 

8107080401# 

50-369 

Q 

8107080401* 

50-369 

Q 

8107080409* 

50-369 

0 

8107080453 

50-369 

F 

8107080453 

50-369 

F 

8107080485* 

50-269 

0 

8107080485* 

50-269 

Q 

8107080485# 

50-269 

a 

8107080495# 

50-269 

Q 

8107090291 

50-10 

G 

8107130266 

50-269 

P 

8107130266 

50-269 

P 

8107130266 

50-269 

P 

8107130268* 

50-269 

P 

8107130268# 

50-269 

P 

8107130268# 

50-269 

P 

8107130454 

50-269 

P 

8107130454 

50-269 

P 

8107130454 

50-269 

P 

81071 50378# 

50-369 

P 

8107160157 

REOOD 


8107170011 

50-269 

I 

8107170011 

50-269 

I 

8107170011 

50-269 

I 

8107170224 

50-369 

R 

8107200242 

50-369 

S 

8107200245* 

50-369 

S 

8107200248 

50-369 

S 

8107200252* 

50-369 

S 

8107200273 

50-270 

S 

8107200277# 

50-270 

S 

8107200282 

50-287 

8 

8107200284* 

50-287 

S 

8107200285 

50-287 

S 

8107200288 

50-369 

S 

8107200289 

50-369 

s 

8107200290* 

50-287 

s 

8107200291* 

50-369 

s 

8107200292 

50-287 

s 

8107200295* 

50-369 

s 

8107200296 

50-369 

s 

8107200297* 

50-287 

s 

8107200299 

50-270 

8 

8107200300* 

50-369 

S 

8107200301 

50-270 

G 

8107200301 

50-270 

G 

8107200302 

50-369 

S 

8107200303* 

50-270 

S 

8107200307 

50-287 

s 

8107200308* 

50-369 

s 

8107200314* 

50-287 

S 

8107200320 

50-269 

8 

8107200325* 

50-269 

8 

8107200326 

50-287 

S 

8107200329* 

50-287 

S 

8107200330 

50-287 

S 

8107200331 

50-270 

s 

8107200332* 

50-270 

s 

8107200339 

50-369 

s 

8107200342* 

50-369 

s 


8107200375 

50-369 

S 

S 1072 00377 

50-270 

S 

S 107200378* 

50-369 

s 

3107200380* 

50-270 

s 

S 107200381 

50-369 

S 

8107200285* 

50-369 

3 

8107200390 

50-369 

S 

8107200391 

50-369 

s 

8107200392* 

50-369 

s 

8107200394* 

50-369 

i 

8107200397* 

50-270 

s 

8107200398 

50-369 

s 

8107200399 

50-369 

s 

8107200403* 

50-369 

s 

8107200407 

50-369 

s 

8107200410* 

50-369 

s 

8107200427 

50-369 

s 

8107200431* 

50-369 

s 

8107200434* 

50-369 

s 

8107200440 

50-369 

s 

8107200441 

50-369 

s 

8107200444* 

50-369 

s 

8107200446* 

50-369 

s 

8107200448 

50-369 

s 

8107200449 

50-269 

s 

8107200453 

50-270 

s 

8107200454* 

50-269 

s 

8107200455* 

50-369 

s 

8107200456 

50-369 

s 

8107200461* 

50-270 

s 

S1072 00462 

50-369 

s 

8107200463* 

50-369 

s 

8107200466* 

50-369 

3 

8107200468 

50-369 

s 

8107200475* 

50-369 

s 

8107200480 

50-369 

3 

8107200482 

50-369 

s 

8107200484* 

50-369 

s 

8107200486 

50-287 

3 

8107200489* 

50-369 

S 

8107200491* 

50-287 

s 

8107210031 

50-269 

Q 

8107210031 

50-269 

Q 

8107210031 

50-269 

G 

8107210216 

50-491 

S 

8107210272 

50-270 

P 

8107210283 

50-413 

A 

8107210296 

50-369 

S 

8107210308 

50-413 

s 

8107210316 

50-369 

s 

8107210319* 

50-369 

s 

8107210348 

50-369 

p 

8107210348 

50-369 

p 

8107210383 

50-369 

V 

8107210383 

50-369 

V 

8107210394 

50-269 

F 

8107210394 

50-269 

F 

8107210394 

50-269 

F 

8107210411 

50-369 

A 

8107210411 

50-369 

A 

8107210418 

50-287 

a 

8107210421* 

50-287 

a 

8107240095 

70-2944 


8107240100* 

70-2944 


8107240162 

50-413 

a 

8107240162 

50-413 

Q 

8107240165 

50-370 

G 

8107240289 

50-269 

a 

8107240349* 

50-269 

G 

8107240349* 

50-269 

a 

8107240349* 

50-269 

a 

8107240356* 

50-269 

G 

8107240356* 

50-269 

G 

8107240356* 

50-269 

G 

8107240429* 

50-413 

G 

8107240430 

50-413 

G 

8107240430 

50-413 

G 

8107240454 

50-269 

Q 

8107240454 

50-269 

G 

@107240454 

50-269 

a 
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AFFILIATION 

NUMBER 

CATEGORY 


8107240467* 

50-413 

Q 


8107310464* 

50-369 

S 


8107240481 

50-488 

G 


8107310467 

50-369 

s 


8107240494 

50-269 

G 


8107310471 

50-369 

s 


8107240503 

50-413 

G 


8107310475* 

50-369 

s 


8107240503 

50-413 

G 


8107310481* 

50-369 

s 


8107240507* 

50-269 

Q 

Duquesn* Light Co. 

8107060207 

50-334 

R 


8107240507* 

50-269 

G 


8107060211* 

50-334 

R 


8107240507* 

50-269 

G 


8107070255 

50-334 

P 


8107240518* 

50-413 

G 


8107070349 

50-334 

F 


8107240521* 

50-269 

Q 


8107070394 

50-334 

F 


8107240525* 

50-369 

Q 


8107080323 

50-334 

P 


8107240547* 

50-413 

G 


8107080328* 

50-334 

P 


8107240550* 

50-413 

G 


8107090291 

50-10 

G 


8107280274 

50-369 

S 


8107100155 

50-334 

P 


8107280281* 

50-369 

S 


8107100160 

50-440 

0 


8107280283 

50-269 

P 


8107100255 

50-334 

P 


8107280283 

50-269 

P 


8107130253 

50-334 

F 


8107280283 

50-269 

P 

f 

8107130269 

50-334 

S 


8107280360 

50-269 

P 


8107130274* 

50-334 

S 


8107280360 

50-269 

P 


8107130279* 

50-334 

S 


8107280360 

50-269 

P 


8107130287* 

50-334 

S 


8107280380 

50-369 

s 


8107130298 

50-334 

s 


8107280389* 

50-369 

s 


8107130305* 

50-334 

s 


8107280401 

50-269 

s 


8107130460 

50-334 

G 


8107290029 

50-269 

p 


8107240106 

50-334 

s 


. 8107290029 

50-269 

p 


8107240108* 

50-334 

s 


8107290029 

50-269 

p 


8107240177 

50-412 

s 


8107290039 

50-287 

p 


8107240333 

50-334 

s 


8107290044* 

50-287 

p 


8107240335* 

50-334 

s 


8107290165 

50-269 

p 


8107240355 

50-334 

s 


8107290165 

50-269 

p 


8107240359* 

50-334 

s 


8107290165 

50-269 

p 


8107240384 

50-412 

G 


8107290167* 

50-269 

p 


8107240402 

50-412 

G 


8107290167* 

50-269 

p 


8107240511 

50-334 

Q 


8107290167* 

50-269 

p 


8107280325 

50-334 

S 


8107290200 

50-269 

p 


8107280332* 

50-334 

S 


8107290200 

50-269 

p 


8107280347* 

50-334 

G 


8107290200 

50-269 

p 


8107280498 

50-334 

s 


8107300142 

50-269 

p 


8107280505* 

50-334 

s 


8107300142 

50-269 

p 


8107280646* 

50-334 

F 


8107300142 

50-269 

p 


8107290068 

50-334 

S 


8107310142 

50-269 

s 


8107290072* 

50-334 

S 


8107310142 

50-269 

s 


8107290107* 

50-412 

Q 


8107310142 

50-269 

s 


8107290155 

50-412 

G 


8107310142 

50-269 

s 


8107310478 

50-334 

P 


8107310147 

50-369 

s 

E. I. du Pont de Nemours & Co. # Inc. 

8107170181 

NUREO 



8107310151* 

50-369 

s 

EOS Nuclear, Inc. 

8107020486* 

50-331 

F 


8107310157 

50-369 

s 

EG&G Idaho* Inc. 

8107010001 

NUREO 



8107310161* 

50-369 

s 


8107010002 

NUREO 



8107310165 

50-369 

s 


8107010270 

NUREO 



8107310237 

50-269 

s 


8107020006 

NUREO 



8107310240 

50-369 

s 


8107020522 

NUREO 



8107310244* 

50-269 

s 


8107150333* 

RES 



8107310247* 

50-369 

s 


8107150441 

RES 



8107310252 

50-269 

s 


8107170234 

NUREO 



8107310255* 

50-269 

s 


8107200500 

50-336 

P 


8107310257 

50-370 

s 


8107210513 

RES 



8107310270 

50-370 

s 


8107210540 

RES 



8107310319 

50-413 

s 


8107220031 

RES 



8107310342 

50-369 

s 


8107220054 

RES 



8107310343 

50-413 

s 


8107290178 

RES 



8107310343 

50-413 

s 


8107290189 

RES 



8107310345* 

50-369 

s 


8107290191 

RES 



8107310346 

50-369 

s 


8107290231 

RES 



8107310350 

50-369 

s 


8107290233 

50-339 

P 


8107310352* 

50-369 

s 


8107290248 

50-272 

P 


8107310355 

50-369 

s 


8107300001 

50-247 

P 


8107310359* 

50-369 

s 


8107300002 

50-219 

P 


8107310360 

50-369 

s 


8107300047 

50-324 

P 


8107310362* 

50-369 

s 

EQbQt Inc. 

8107060485 

R£8 



8107310364 

50-287 

p 


8107090228 

RES 



8107310368 

50-369 

s 


8107090237 

RES 



8107310371 

50-369 

s 


8107140827* 

50-302 

G 


8107310372* 

50-369 

s 


8107160369* 

50-266 

G 


8107310375 

50-369 

s 


8107210110* 

50-286 

P 


8107310377* 

50-369 

s 


8107210482 

RES 



8107310380* 

50-369 

8 


8107210508 

RES 



8107310398 

50-491 

8 


8107210557 

RES 



8107310404 

50-369 

8 


8107300234* 

50-313 

P 


8107310410* 

50-369 

8 


8107310159* 

50-312 

P 


8107310413 

50-369 

8 

East San Barnardino County Watar District 

8107280531 

50-361 

H 


8107310420* 

50-369 

8 

Eastarn Michigan Univ. 

8107080441* 

70-498 



8107310453 

50-369 

S 


8107080446* 

70-498 



8107310454 

50-369 

S 


8107080460* 

70-498 



8107310460* 

50-369 

s 

Eastarn Utilitias Associates 

8107300247* 

50-443 

I 



AUTHOR 

AFFILIATION 


Ebasco Services/ Inc. (subs, of Enserch 
Corp. ) 


Ecological Analysts/ Inc. 


Edgar/ G. L. 

Edison Electric Institute 


Ed low International Co. 


Ei chhorn. Eichhorn & Link 


Electric Power Research Institute 


Energy Fuels Nuclear# Inc. 


Energy Incorporated 

Energy Technology Engineering Center 
Energy# Dept, of 


Energy# Dept, of # Idaho Operations Office 

Ensco# Inc. 

Entuisle# E. B. 


Environmental Coalition on Nuclear Power 


Environmental Protection Agency 


Environmental Science & Engineering* Inc. 
Erteci Inc. 

Escuela Tecnica Superior de Ingenieros de 
Mi nas 
E*s»x Corp. 


CORPORATE SOURCE INDEX 


ACCESSION 

NUMBER 


8107070415 

8107140403 

8107280014 

8107280016* 

8107280062 

8107280066 

8107280069 

8107280072 

8107280082 

8107210368* 

8107310392* 

8107020460 

8107070486 

8107090192 

8107280570 

8107020161 

8107020163 

8107020168 

8107090153 

•8107090424 

8107090425 

8107240105 

8107010380 

8107020311 

8107020444 

8107020447* 

8107020450 

8107170149 

8107170161 

8107170176 

8107270083 

8107270084 

8107270234 

8107300151 

8107300152* 

8107010026* 

8107070191 

8107070195* 

8107130005 

8107170077* 

8107230324* 

8107270288* 

8107210131 

8107230110 

8107230286 

8107230299 

8107240048 

8107020156 

8107230389 

8107070207 

8107070363 
81071 70266 
8107220422* 
8107230271 
8107230292 

8107230403 

8107240037 

8107280076 

8107280393 

8107290019 

8107300023 

8107230272* 

8107230274* 

8107230289* 

8107020415 

8107020517 

8107020518 

8107020519* 

8107300044* 

8107300046* 

8107070214 
8107070224 
8107080505 
81071 00234 
81071 40639 

8107170260 

8107220123* 

8107270138 

8107300139 

8107170211* 

8107070495* 

8107130001 

8107210318* 


SUBJECT 

CATEGORY 


REGGD 

50-382 A 
50-466 T 
50-466 T 
50-466 T 

50-466 T 
50-466 T 
50-466 T 
50-466 T 
50-329 Q 

50-219 R 
50-70 T 
PR 
PR 

REGGD 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

70- 2322 

XPORTLIC 
50-367 G 
50-367 0 

50-367 0 

50-367 0 

50-367 0 

50-367 0 

50-367 G 
50-367 0 

50-367 0 

50-367 G 
50-367 G 
50-367 G 
50-367 0 

CONTRACT 

NUREG 

NUREG 

NUREG 

NUREG 

REVIEW GRP 

CONTRACT 

40-8681 

40-8681 

40-8681 

40-8681 
40-8681 
NUREG 
NUREG 
50-482 H 

PR 

WASTE MGT 
ORO 

71- 5958 
WASTE MGT 

71-5595 
71-9150 
71-5552 
WASTE MGT 
WASTE MGT 

71-9070 
71-3958 
71-3938 
CONTRACT 
50-170 0 

50-170 G 
50-170 0 

50-170 0 

50-320 0 

50-320 G 

50-382 D 
50-443 D 
50-341 D 
50-387 D 
50-395 D 

REOGD 
50-254 P 
40-8745 
50-416 D 
CONTRACT 

CONTRACT 

REOGD 

50-389 A 


AUTHOR 

AFFILIATION 


European Communities# Commission of 


Everest Minerals Corp. 
Exxon Corp. 


Exxon Nuclear Co. , Inc. (subs, of Exxon 
Corp. ) 


Federal American Partners 
Federal Emergency Management Agency 


Federal Energy Regulatory Commission 
Feldman. J. H. , Jr. 

Fitchburg Gas S: Electric Light Co. 
Fleischaker, D. S. 


Flemming. Anderson# McClung &>. Finch 

Florida Cities 

Florida Power & Light Co. 


ACCESSION 

NUMBER 


8107170183 

8107170187* 

8107230376 

8107300282 

8107170322 

8107230364 

8107280110 

8107300221 

8107150070 

8107150117 

8107150118* 

8107170264 

8107230276* 

8107230385 

8107230386* 

8107280386* 

8107280394* 

8107310093 

8107310095* 

8107310386* 

8107230327 

8107010479* 

8107090137* 

8107300140 

8107060098 

8107280341 

8107300241* 

8107060195 

8107090101 

8107090101 

8107090103* 

8107090103* 

8107090107* 

8107090107* 

8107100164 

8107020463 

8107070284 

8107010014 

8107010321 

8107010415 

8107020271 

8107020472 

8107020490* 

8107020501 

8107020506* 

8107060150 

8107060163 

8107060170 

8107060178* 

8107060181 

8107060418 

8107060443 

8107060446* 

8107060447 

8107070261 

8107070285 

8107070325 

8107070325 

8107070328* 

8107070328* 

8107070338 

8107070379 

8107070392 

8107070392 

8107070466 

8107080482* 

8107080514 

8107080514 

8107090286 

8107090291 

0107100091 

8107100099 

8107130043* 

8107130141 

8107130203 

8107130203 

8107130203 

8107130205* 

8107130205* 

8107130205* 

8107140010 

8107140292 

8107140685 

8107150156 


SUBJECT 

CATEGORY 

XPORTLIC 

XPORTLIC 

XPORTLIC 

71-9100 

40-8064 

40-8064 

40-8102 

40-8064 

TOPREP 

TOPREP 

TOPREP 

NUREG 

71-5958 

71-9022 

71-9022 

50-255 P 
50-255 P 
XPORTLIC 


XPORTLIC 


50-155 

P 

40-4492 

50-348 

F 

50-286 

F 

50-361 

F 

50-445 

D 

50-358 

G 

50-443 

I 

50-275 

G 

50-275 

C 

50-275 

G 

50-275 

G 

50-275 

C 

50-275 

G 

50-275 

G 

50-275 

G 

50-361 

G 

50-389 

M 

50-250 

P 

50-389 

G 

50-389 

M 

50-389 

G 

50-389 

M 

50-250 

G 

50-389 

G 

50-389 

G 

50-389 

M 

50-335 

P 

50-250 

G 

50-250 

G 

50-250 

F 

50-335 

P 

50-389 

K 

50-389 

K 

50-389 

M 

50-335 

P 

REOGD 

50-335 

V 

50-335 

V 

50-335 

V 

50-335 

V 

50-250 

p 

50-335 

F 

50-250 

F 

50-250 

REGGD 

F 

50-335 

Q 

50-250 

F 

50-250 

F 

50-335 

P 

50-10 

G 

50-389 

0 

50-389 

M 

50-335 

F 

50-389 

A 

50-250 

R 

50-250 

R 

50-250 

R 

50-250 

R 

50-250 

R 

50-250 

R 

50-335 

P 

50-230 

P 

50-335 

P 

30-250 

G 
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CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


Florid* Power Corp. 


ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 

9107150156 

50-250 

G 

8107150163 

50-250 

G 

8107150163 

50-250 

0 

3107150167* 

50-250 

G 

8107150167* 

50-250 

G 

8107150173 

50-250 

G 

8107150173 

50-250 

G 

8107170233 

50-335 

F 

8107200134 

50-389 

C 

8107200138# 

50-389 

C 

8107200389 

50-335 

F 

8107200395 

. 50-250 

S 

8107200400* 

50-250 

S 

8107200460 

50-251 

s 

8107200470* 

50-251 

s 

8107210074 

50-389 

I 

8107210127* 

50-335 

F 

8107210312 

50-389 

A 

8107210314* 

50-389 

A 

8107210331 

50-250 

P 

8107210331 

50-250 

P 

8107220084 

50-389 

M 

8107220142 

50-389 

G 

8107230225 

50-250 

P 

8107240213 

50-389 

M 

8107240290* 

50-389 

Q 

8107240300 

50-335 

P 

8107240342# 

50-250 

0 

8107240382 

50-250 

P 

8107240382 

50-250 

P 

8107240411 

50-335 

Q 

8107240463 

50-250 

Q 

8107280091 

50-389 

M 

8107280168 

50-389 

A 

8107280204 

50-389 

C 

8107280254 

50-335 

P 

8107280267 

50-335 

P 

8107280356 

50-335 

P 

8107280371* 

50-335 

P 

8107280403 

50-335 

P 

8107280409* 

50-335 

P 

8107280411 

50-335 

P 

8107280412 

50-3S9 

R 

8107280510 

50-250 

P 

8107280510 

50-250 

P 

8107290148 

50-250 

P 

8107290148 

50-250 

P 

8107290148 

50-250 

P 

8107290152* 

50-250 

P 

8107310098 

50-335 

S 

8107310101* 

50-335 

s 

8107310141 

50-389 

A 

8107310148 

50-250 

P 

8107310148 

50-250 

P 

8107310152* 

50-250 

P 

8107310152# 

50-250 

P 

8107310163 

50-389 

S 

8107310264 

50-389 

A 

8107310335 

50-389 

S 

8107310336 

50-389 

s 

8107310338 

50-335 

s 

8107310339* 

50-335 

s 

8107310373 

50-335 

s 

8107310379* 

50-335 

s 

8107310399 

50-250 

s 

8107070337 

50-302 

F 

8107070446 

50-302 

F 

8107080268 

50-302 

H 

8107080490* 

50-302 

Q 

8107090229 

50-302 

P 

8107090398 

PR 


8107100025 

50-302 

P 

8107100027* 

50-302 

P 

8107130240 

50-302 

P 

8107140005 

50-302 

P 

8107140350 

50-302 

P 

8107140356* 

50-302 

P 

8107140431 

50-302 

P 

8107140593 

50-302 

P 

8107200116 

50-302 

P 

8107200238 

50-302 

R 

8107200243# 

50-302 

R 

8107200333 

50-302 

S 

8107200336* 

50-302 

S 

8107200493# 

50-302 

F 


AUTHOR 

AFFILIATION 


Florida State Univ. 

Florida« Urtiv. of# Gainesville 
Forelaws on Board 

Fox Consulting Engineers & Geologists# 
F. M. Fox 8t Associates 
Fracture Proof Design Carp. 

France 

Franklin Institute/Franklin Research 
Center 


Friends of the Earth 


GUARD 

Gage-Babe oc k Associates# Inc. 
Gainesville Regional Utilities 
Gallagher# P. M. 

General Accounting Office 
General Atomic Co. (subs, of Gulf Oil 
Co. > 


General Atomic Co. (subs, of Gulf Oil 
Corp. ) 


General Electric Co. 


ACCESSION 

NUMBER 


8107210397 

8107210401* 

8107230078 

8107240123 

8107280287 

8107280293* 

8107280351 

8107280357* 

8107280361 

8107280365* 

8107280369 

8107280376* 

8107280488 

8107280493* 

8107280585 

8107280588* 

8107280613 

8107280617* 

8107310273 

8107310275* 

8107310397 

8107310402* 

8107310487 

8107310494* 

8107010045* 

8107070079* 

8107020193 

8107210179* 

8107020476* 

8107170186* 

8103240212* 

8104020496* 

8104090625* 

8104200353* 

8104220510* 

8104240353* 

8105060309* 

8105070463* 

8105190338* 

8105200210* 

81061 10504 

8106180263* 

8107080558 

8107090374* 

8107100348 

8107020297- 

8107020454 

8107020467* 

8107020505 

8107060115 

8107060116 

8107060117 

8107060120 

8107060481 

8107100210* 

8107020463 

8107090146 

8107210564* 

8107300149 

8107090146 

8103250212* 

8106010419 

8107210282 

8107220358 

8107270135 


8107300256 

8107300258* 

8107010026# 

8107010351 

8107010355# 

8107020080 

8107020266* 

8107020324* 

8107020375* 

8107020460 

8107060299 

8107060395 

8107070057 

8107070383 

8107070466 

8107080190 


SUBJECT 

CATEGORY 


50-302 S 
50-302 S 
50-302 P 
50-302 Q 
50-302 S 

50-302 S 
50-302 S 
50-302 S 
50-302 S 
50-302 S 

50-302 S 
50-302 S 
50-302 S 
50-302 S 
50-302 S 

50-302 S 
50-302 S 
50-302 S 
50-302 S 
50-302 S 

50-302 S 
50-302 S 
50-302 6 

50-302 S 
CONTRACT 

CONTRACT 
50-514 G 
40-8788 

50-286 P 
NUREG 

50-244 P 

50-213 P 
50-206 P 
50-409 P 
50-219 P 

50-29 P 
50-237 P 
50-245 P 
50-255 P 
50-155 P 

50-324 P 
50-321 P 
ACRS 

50-315 P 
50-247 0 

50-70 G 
50-70 & 

50-70 G 
50-70 G 
50-70 G 

50-70 0 

50-70 G 
50-70 G 
50-70 G 
50-361 G 

50-361 G 
50-361 G 
CONTRACT 
50-389 M 
50-361 G 

ORG 

50-213 S 

70- 734 

71- 593B 
70-734 


71-6346 
71-6346 
CONTRACT 
50-367 G 
50-367 G 

XPORTLIC 
70-1308 
50-263 P 
70-1308 
50-70 T 

50-70 G 

RE8 

RES 

TOPREP 

REGGD 

50-70 G 



CORPORATE SOURCE INDEX 


453 


AUTHOR 

AFFILIATION 


General Electric Operating Plant Owners 
Group 

General Physics Corp. 

General Public Utilities - GPU Service 
Corp. 


Geo-Centers# Inc. 


Georgia Institute of Technology 


Georgia Pouter Co, 


ACCESSION 

NUMBER 


8107080361* 

8107090332 

8107100174 

8107100233 

8107100240 

8107130063* 

8107160570 

8107170129* 

8107170135* 

8107170210 

8107200318* 

8107200323* 

8107200324* 

8107210093 

8107210214 

8107210323 

3107220021 

8107220236 

8107220260 

8107220365 

8107220367* 

8107230112* 

8107230112* 

8107230227* 

8107230227* 

8107230379 

8107270013 

8107270015 

8107270133 

8107270283* 

8107280021 

8107280028 

8107280035 

8107280037 

8107280040 

8107280045 

8107280497 

8107290059 

8107290073 

8107290219 

8107290221* 

8107300291 

8107300293* 

8107100285* 

8107150386 

8107010219 

8107010224* 

8107010229* 

8107060212* 

8107070264 

8107080417 

8107140563 

8107140598 

8107170252 

8107200408 

8107200417 

8107200422* 

8107230074 

8107230075* 

8107080021 

8107170308 

8107310044* 

8107090161 

8107090163* 

8107090166* 

8107090169* 

8107270145* 

8107020395 

8107020400* 

8107020402 

8107020406* 

8107070287 

8107070287 

8107070306 

8107070306 

8107070357 

8107070357 

8107070381 

8107070381 

8107090159 

8107200183 

8107200185* 

8107200186 


SUBJECT 

CATEGORY 


50-307 0 

TOPREP 

70- 1308 
TOPREP 
50-219 P 

SECY 

XPORTLIC 

NUREG 

NUREG 

50-70 0 

50-322 0 

50-322 G 
50-322 G 

71- 9001 
50-447 A 

TOPREP 
71-9019 
TOPREP 
50-70 S 

70-1113 

70-1113 
50-387 0 

50-387 0 

50-387 0 

50-387 0 

70-1113 

TOPREP 

TOPREP 

70-1113 

CONTRACT 

50-466 T 
70-754 
50-466 T 
50-466 T 
50-466 T 

50-466 T 
50-466 T 
TOPREP 

70- 1308 

71- 9019 

71-9019 
71-9019 
71-9019 
50-219 P 

PR 

50-219 R 

50-219 R 
50-219 R 
50-320 R 
50-219 P 

50-289 J 
50-219 F 
50-219 F 
NUREG 

50-219 Q 

50-219 P 
50-219 P 
50-219 R 
50-219 R 
NUREG 

27-10 
CONTRACT 
50-160 R 
50-160 R 
50-160 R 

50-160 R 
CONTRACT 
50-366 S 
50-366 S 
50-321 S 

50-321 S 
50-321 P 
50-321 P 
50-321 P 
50-321 P 

50-321 P 
50-321 P 
50-321 P 
50-321 P 
PR 

50-321 R 
50-321 R 
50-321 R 


AUTHOR 

AFFILIATION 


Getty Oil Co. 


Gibbs & Hill# Inc, <subs. of 
Gilbert/Commonweal.th Cos. 

Glen Rose* TX 
Goldsmith* R. 


ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 

8107200189 

50-366 

R 

8107200191* 

50-366 

R 

8107200193 

50-366 

G 

8107200485* 

50-321 

F 

8107210234 

50-366 

S 

8107210236* 

50-366 

s 

8107210238 

50-321 

s 

8107210239* 

50-321 

s 

8107210246 

50-321 

s 

8107210250* 

50-321 

s 

8107210400 

50-366 

s 

8107210405* 

50-366 

s 

8107240180 

50-321 

Q 

8107240341* 

50-321 

Q 

8107240341* 

50-321 

Q 

8107240386* 

50-424 

G 

8107240413 

50-321 

Q 

8107240473* 

50-321 

Q 

8107240574* 

50-321 

0 

8107240574* 

50-321 

a 

8107280212 

50-366 

s 

8107280216* 

50-366 

s 

8107280232 

50-321 

s 

8107280235* 

50-321 

s 

8107280237 

50-366 

s 

8107280240* 

50-366 

s 

8107280246 

50-366 

s 

8107280249* 

50-366 

s 

8107280299 

50-366 

s 

8107280307* 

50-366 

s 

8107280340 

50-321 

s 

8107280348* 

50-321 

s 

8107280374 

50-321 

s 

8107280382* 

50-321 

s 

8107280402 

50-321 

s 

8107280407* 

50-321 

s 

8107280417 

50-366 

s 

8107280424* 

50-366 

s 

8107280538 

50-366 

s 

8107280546* 

50-366 

s 

8107280605 

50-321 

s 

8107280611* 

50-321 

s 

8107310125 

50-366 

s 

8107310129* 

50-366 

s 

8107310133 

50-321 

s 

8107310138* 

50-321 

s 

8107310155 

50-321 

s 

8107310160* 

50-321 

s 

8107310166 

50-321 

s 

8107310168 

50-321 

s 

8107310170* 

50-321 

s 

8107310172* 

50-321 

s 

8107310174 

50-321 

s 

8107310175 

50-366 

s 

8107310178* 

50-321 

s 

8107310179* 

50-366 

s 

8107310223 

50-321 

s 

8107310230* 

50-321 

s 

8107310278 

50-366 

s 

8107310283* 

50-366 

s 

8107310288 

50-321 

s 

8107310292* 

50-321 

s. 

8107310304 

50-321 

s 

8107310309* 

50-321 

s 

8107310317 

50-321 

s 

8107310318* 

50-321 

s 

8107310349 

50-366 

s 

8107310358* 

50-366 

s 

8107310366 

50-321 

s 

8107310376* 

50-321 

s 

8107310388 

50-366 

s 

8107310400* 

50-366 

8 

8107310405 

50-366 

8 

8107310424* 

50-366 

s 

8107310441 

50-366 

s 

8107310456* 

50-366 

s 

8107310476 

50-366 

s 

8107310484* 

50-366 

s 

8107170321 

40-6659 


8107210012 

40-6659 


8107280344 

50-584 

A 

8107060167# 

50-395 

A 

8107130488* 

50-440 

A 

8107100205 

50-445 

H 

8107020423 

50-10 

0 


454 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

Gorisra X-Ray, Inc. 

8107270289 

71-450 



8107280082 

50-466 

T 


8107270298* 

71-450 



8107280175 

50-498 

S 

Greenberg, Traurig, Askew. Hoffman. 

8107210301 

50-389 

M 


8107280175 

50-498 

S 

Lipoff, Quentel & Wolff 





8107280183 

50-498 

s 

Greenfield Community College 

8107090388* 

50-29 

H 


8107280205 

50-466 

T 

Guild. R. 

8107280338 

50-413 

G 










8107280372* 

50-498 

Q 

Gulf Oil Corp. 

8107210034 

40-8032 



8107280497 

50-466 

T 

Gulf States Utilities Co. 

8107010273 

50-458 

A 


8107280530 

50-498 

S 


8107070402 

50-458 

A 


8107280530 

50-498 

s 


8107310269 

50-458 

A 


8107280532 

50-498 

s 

HEW* Dept. of> Food & Drug Administration 

8107060452 

50-341 

D 










8107280532 

50-498 

s 


8107060453 

50-382 

D 


8107280567* 

50-498 

Q 


81071 70229 

50-445 

D 


8107280600 

50-498 

S 

HMM Assoc iates. Inc. 

8107020512* 

50-348 

F 


8107280622 

50-498 

S 

Hamm Engineers. Inc. 

8107080165* 

50-546 

A 

Hunton & Williams 

8107020295 

50-338 

0 

Hanford Engineering Development 

8107170101* 

NUREG 






Laboratory 





8107080279 

50-322 

0 






8107200315 

50-322 

0 

Harmon it Weiss 

8107020354 

50-498 

G 


8107200426 

PRM 



8107020465 

50-498 

G 

Hutzel Hosp. Detroit, MI 

8107220369 

70-2249 



8107070486 

PR 


Hydro-Engineering 

8107220307* 

40-2259 



81071 50286 

50-10 

0 






8107170104 

50-289 

G 

Ibershof it Somit 

8107010442 

50-70 

0 





Ichthyological Associates, Inc. 

8107060343* 

50-320 

R 


8107170105* 

50-289 

G 

Illinois Power Co. 

8107010422 

50-461 

A 


8107170107* 

50-289 

G 


8107020281 

50-461 

0 


8107200256 

50-443 

G 


8107020281 

50-461 

0 

Hart. J. L. 

8107080208 

50-445 

G 






8107160296 

50-445 

G 


8107020283* 

50-461 

0 






8107020283* 

50-461 

0 


8107170037 

50-445 

G 


8107020284* 

50-461 

0 

Hartford Graduate Center 

8107020522 

NUREG 



8107020284* 

50-461 

0 

Hazen Research. Inc. 

8107240561* 

40-8743 



8107070279 

NUREG 


Health Industry Manufacturers Association 

8107100249 

PR 






Hill, Christopher it Phillips 

8107020199 

50-275 

T 


8107080233 

50-461 

A 






8107080419 

PR 



8107020458 

50-275 

G 


8107150179 

50-461 

0 


8107060294 

50-275 

0 


8107150179 

50-461 

0 


8107100167 

50-275 

G 


8107170029 

50-461 

0 


8107200247 

50-275 

G 






8107230018 

50-275 

G 


8107170029 

50-461 

0 






8107210191 

50-461 

Q 

Hjelmfelt, D. C. 

8107300105 

50-348 

M 


8107210191 

50-461 

Q 

Holyoke Hosp. Holyoke. MA 

8107130493* 

70-2753 



8107210241 

50-461 

A 

Hosp. of Philadelphia Philadelphia, PA 

8107130119* 

70-2383 



8107210245 

50-461 

S 

House of Rep. 

8107060047 

PR 







8107070066 

PR 



8107210396 

50-461 

A 






8107220146 

50-461 

K 


8107070077* 

PR 



8107220146 

50-461 

K 


8107140132 

50-250 

H 


8107220153* 

50-461 

K 


8107140581 

50-250 

H 


8107240206 

50-461 

Q 


8107160168 

50-275 

U 






8107160168 

50-275 

u 


8107280415* 

50-461 

G 






8107290156 

50-461 

A 


8107170189 

PR 


Illinois, State of 

8107020379* 

50-461 

0 


8107170203 

50-275 

H 


8107020385 

50-461 

0 


8107170203 

50-275 

H 


8107020385 

50-461 

0 


8107200115* 

COMMISSION 






8107200142* 

50-238 

P 


8107020387 

50-367 

0 






810702038S* 

50-461 

0 


8107220070 

50-309 

U 


8107020388* 

50-461 

0 


8107270213 

50-289 

H 


8107020417 

27-39 



8107300008 

50-250 

H 


8107020500 

50-237 

G 

House of Rep. » Energy it Commerce 

8107200109* 

COMMISSION 





Housing & Urban Development, Dept, of 

8107060338 

50-382 

D 


8107020511 

50-367 

0 






8107070486 

PR 



8107080316 

50-382 

D 


8107080281 

70-1308 


Houston Lighting it Power Co. 

8107020195 

50-466 

G 


8107080288 

70-1308 



8107020278 

50-466 

G 


8107100197 

PR 



8107020309 

50-466 

G 






8107020389 

50-498 

S 


8107170007 

50-367 

0 






8107170009 

50-367 

0 


8107020412 

50-466 

G 


8107220190 

50-367 

0 


8107060166 

50-498 

G 


8107220215 

50-367 

0 


8107080444 

50-466 

A 


8107230012 

50-367 

0 


8107090339 

50-498 

A 






8107090339 

50-498 

A 


8107270235 

30-367 

G 






8107270236* 

50-367 

G 


8107100219 

50-498 

H 


8107270237* 

50-367 

G 


8107140260 

50-466 

H 

Illinois, Univ. of, Urbana-Champaign 

8107300094 

50-329 

T 


81071 402?8 

NUREG 



8107300094 

50-329 

T 


8107140418 

50-466 

A 






81071 50048 

50-466 

G 


8107300099# 

50-329 

T 






8107300099* 

30-329 

T 


81071 50052 

50-466 

G 

Impact Environmental Consultants, Ltd. 

8107230300* 

40-8691 



8107210311 

50-498 

G 

Indiana it Michigan Electric Co. 

8107020154 

30-316 

8 


8107240175 

50-498 

F 


8107020155* 

30-316 

S 


8107240175 

50-498 

F 






8107240314 

50-498 

A 


8107060272 

30-316 

s 






8107060276* 

50-316 

8 


8107280014 

50-466 

T 


8107080243 

30-315 

P 


8107280016* 

50-466 

T 


8107080243 

30-313 

P 


8107280040 

50-466 

T 


8107080386 

50-313 

P 


8107280062 

50-466 

T 






8107280066 

50-466 

T 


8107080386 

30-313 

P 






8107080450 

30-313 

F 


8107280069 

50-466 

T 


8107080450 

30-313 

F 


8107280072 

50-466 

T 


8107090222 

30-315 

F 


8107280078 

50-466 

T 


8107090222 

30-315 

F 


AUTHOR 

AFFILIATION 


Indian* St Michigan Power Co. 


Indiana Univ. 


Industrial Inspaction Industrie*# Inc. 
Inhalation Toxicology Raaaarch Institute 
Institute of Electrical St Electronic 
Engineer* 

Institute of Nuclear Power Operations 


Interex Carpi. 
Interior! Dept. of 


Interiori Dept, ofi Bureau of Mines 


Interior* Dept, of < Geological Survey 


Interior! Dept, of i National Park Service 
International Atomic Energy Agency 
(Austria) 

International Business Service*! Inc. 
Iowa Electric Light Si Pouter Co. 


CORPORATE SOURCE INDEX 


455 


ACCESSION 

NUMBER 


8107140016 
S1071 40016 
0107140331 
8107140371 
81071 40377* 

8107140382 
81071 40383# 
8107140390 
8107140400# 
8107140409# 

8107140440 

8107140445# 

8107170253 

8107170253 

8107200208 

8107200212# 

8107200217# 

8107200363 

8107200387 

8107200387 

8107210242 
810721024 7# 
8107210346 
8107210354# 
8107210359# 

8107210398 

8107210398 

8107210416 

8107210416 

8107210417# 

8107210417# 

8107210420# 

8107210420# 

8107210423# 

8107210423# 

8107210424# 

8107210424# 

8107210427# 

8107210427# 

8107210430 

8107210430 

8107240149 

8107240153# 

8107240257 

8107240260# 

8107240262# 

8107240205 

8107240287# 

8107280323 

8107280330# 

8107280494 

8107300050 

0107300051# 

8107300053# 

8107310241 

8107140578 

8107140584# 

8107140589* 

8107240479* 

8107010041# 

8107310035* 

8107230362 

8107290014 

8107220006# 

8107090164 

8107130008 

0107070441# 

8107210030 

8107210381 

8107290042 

8107010050# 

8107010060* 

8107220389 

8107170267# 

8107220384 

8107310082# 

8107060057# 

8107070407 

8107070509# 

8107020282 

8107020488# 

8107070317 

8107090291 


SUBJECT 

CATEGORY 

50-315 

F 

50-315 

F 

50-315 

S 

50-315 

S 

50-315 

s 

50-316 

s 

50-316 

s 

50-315 

s 

50-315 

8 

50-315 

S 

50-315 

S 

50-315 

s 

50-315 

p 

50-315 

p 

50-316 

s 

50-316 

s 

50-316 

8 

50-316 

8 

50-315 

Q 

50-315 

Q 

50-315 

S 

50-315 

S 

50-315 

S 

50-315 

8 

50-315 

8 

50-315 

P 

50-315 

P 

50-315 

P 

50-315 

P 

50-315 

P 

50-315 

P 

50-315 

P 

50-315 

P 

50-315 

P 

50-315 

P 

50-315 

P 

50-315 

P 

50-315 

P 

50-315 

P 

50-315 

F 

50-315 

F 

50-315 

8 

50-313 

8 

30-313 

8 

30-313 

8 

50-315 

8 

30-316 

8 

30-316 

8 

30-316 

8 

30-316 

8 

50-313 

Q 

30-313 

8 

30-313 

8 

30-313 

8 

50-313 

Q 

50-316 

8 

30-316 

8 

30-316 

8 

30-313 

Q 

CONTRACT 

CONTRACT 
71-6717 
71-9070 
REVIEW GRP 

PR 

NUREG 

30-277 

R 

40-8781 

30-445 

D 

30-416 

D 

CONTRACT 

CONTRACT 

70-371 

REGGD 

70-121 

50-483 

A 

COMMISSION 

REGGD 

CONTRACT 

30-331 

F 

30-331 

F 

30-331 

P 

30-10 

0 


AUTHOR 

AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


lowai State of 
Isharri! Lincoln fc Beal* 


Isotope Products Laboratories 

Izaak Walton League of America# Indiana 
Div. 

Izaak Walton League of America# Porter 
County Chapter 

J Si P Corp. 

J. H. Kleinf elder Sc Associates 
J. L. Shepherd S< Associates! Inc. 


Jersey Central Power Sc Light Co. 


John Deere Foundry 


Joint I ntervenor* -Callaway 


Joint Intervenore-Diablo Canyon 


Joeaph Q«t Corp. 
Ju#tic*< Dept, of 


8107130375 
S 1071 40498 
8107140506* 
8107140548 
8107140557* 

8107140667 

8107140674* 

8107140701 

8107200166 

8107200169* 

8107220088 

8107220091* 

8107240150 

8107240156* 

8107240181 

8107240186* 

8107240482 

8107240501* 

8107280460 

8107280461* 

8107290163* 

8107060510# 

8107010378 

8107020268 

8107020299 

8107020473 

8107060158 

8107060401 

8107060428 

8107080274 

0107100197 

8107170043 

8107170043 

8107170045 

8107170045 

8107170182 
8107280328 
8107210130 
810730031 1 
8107140747 


8107270233 

8107280337 

8107230405 

8107210458* 

8107220028 

8107220032* 

8107070324# 

8107080530 

8107130293 

8107130301* 

8107130316 

8107130319* 

8107130453 

8107130458* 

8107130462 

8107130468* 

8107140563 

8107140598 

8107150200 

8107280068 

8107290027* 

8107310387 

8107200538 

8107210154 

8107210156* 

8107150250 

8107220124 

8107220128 

8107220199 

8107220205* 

8107020466 

8107060195 

8107090101 

8107090101 

8107090103* 

B107090103* 

8107090107* 

8107090107# 

8107100164 

8107100177 

8107150067 

8107060177# 

8107150065 


50-331 P 
50-331 S 
50-331 S 
50-331 S 
50-331 S 

50-331 P 
50-331 P 
50-331 S 
50-331 S 
50-331 S 

50-331 R 
50-331 R 
50-331 S 
50-331 S 
50-331 S 

50-331 S 
50-331 S 
50-331 S 
50-331 S 
50-331 S 

50-331 F 
CONTRACT 
50-155 0 

50-329 G 
50-237 P 

50-237 G 
50-329 G 
50-329 G 
50-237 T 
50-254 G 

PR 

50-454 G 
50-454 G 
50-454 G 
50-454 G 

50-237 G 
50-237 G 
XPORTLIC 
XPORTLIC 
50-546 H 


50-367 G 

50-367 G 
40-8684 
CONTRACT 
71-122 

71-122 
50-219 Q 
50-219 P 
50-219 S 
50-219 S 

50-219 S 
50-219 S 
50-219 S 
50-219 S 
50-219 S 

50-219 S 
50-219 F 
50-219 F 
50-219 Q 
50-219 S 

50-219 F 
50-219 R 
71-443 
71-443 
71-443 

50-483 G 
50-483 G 
50-483 G 
50-483 0 

50-483 G 

50-275 G 
50-275 G 
50-275 0 

50-275 G 
50-275 G 

50-275 G 
50-275 G 
50-275 G 
50-275 G 
50-275 G 

50-275 G 
50-254 P 
50-348 M 


456 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


KMC, Inc. 

KOR, Inc. 

Kansans for Sensible Energy 
Kansas Gas & Electric Co. 


Kansas, Univ. of 
Kast Metals Corp. 

Kentucky, Univ. of 

Kerr-McGee Chemical Corp. (subs of 
Kerr-McGee Corp. ) 

Kerr-McGee Corp. 


Kerr-McGee Nuclear Corp. 
Knotts, J. B. 

Kudzu Alliance 

Laurence Livermore Laboratory 
LeBoeuf, Lamb, Leiby & MacRae 


League of Women Voters 

League of Women Voters of Rockford, IL 

League of Women Voters of San Luis 
Obispo, CA 
Lehigh Univ. 

Literature Research Corp. 

Lockheed Missiles & Space Co. (subs. 
Lockheed Aircraft Corp. ) 

Long Island Lighting Co. 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

S 1070 70072 

PR 



8107230269* 

50-322 

A 

8107220145 

XPORTLIC 



8107230270* 

50-322 

A 

S 1070 90230 

50-482 

G 


8107240066 

50-322 

E 

8107090234 

50-482 

G 


8107240398 

50-322 

Q 

8107070068 

PR 



8107280192 

50-322 

A 

8107070335 

50-482 

A 

Los Alamos Scientific Laboratory 

8107010287 

NUREG 


8107090184 

50-482 

S 


8107010457 

NUREG 


8107090239 

50-482 

S 


8107020159 

NUREG 


8107090351 

50-482 

s 


8107060052 

NUREG 


8107090352 

50-482 

s 


8107060053 

NUREG 


8107140290 

50-482/ 

A 


8107080034 

NUREG 


8107170145 

50-482 

G 


8107100332 

NUREG 


8107170246 

50-482 

K 


8107100333 

NUREG 


8107170247* 

50-482 

K 


8107150020 

NUREG 


8107280539 

50-482 

S 


8107150028 

NUREG 


8107280589 

50-482 

S 


8107170108* 

NUREG 


8107280591 

50-482 

A 


8107220391 

RES 


81071 40426 

50-148 

F 


8107290173 

RES 


8107220018 

71-9006 


Los Angeles Federation of Scientists 

8107080310* 

50-142 

G 

8107270275* 

CONTRACT 


Los Angeles, CA 

8107220060 

50-361 

H 

8107240113 

40-2061 


Louisiana Power & Light Co. 

8107020394 

50-382 

G 





8107070313 

50-382 

V 

8107200511 

40-8768 



8107100001 

50-382 

A 

8107240008 

40-2061 



8107100003 

50-382 

A 

8107240133 

40-8027 



8107130261 

50-382 

F 

8107280034 

40-2061 










8107140595 

50-382 

A 

8107280041 

40-2061 



8107200172 

50-382 

K 

8107280122 

40-2061 



8107200176* 

50-382 

K 

8107280658 

40-8027 



8107200180* 

50-382 

K 

8107290237 

40-2061 



8107210432 

50-382 

E 

8107300217 

40-2061 










8107210439 

50-382 

K 

8107230347 

40-8768 



8107280075 

50-382 

D 

8107230351 

40-8768 



8107280093 

50-382 

S 

B107020499 

50-395 

G 


8107280462 

50-382 

S 

8107020503* 

50-395 

G 


8107280599 

50-382 

s 

8107020508* 

50-395 

G 









8107310322 

50-382 

A 

8107070486 

PR 


Louisiana, State of 

8107140351 

50-382 

D 

8107140205 

NUREG 


Lowell, Univ. of 

8107090205 

50-223 

F 

8107310078 

NUREG 


Lowenste in, Newman , Re is, Axelrad & Toll 

8107010321 

50-389 

G 

8107010284 

50-341 

K 


8107010415 

50-389 

H 

8107060421 

50-548 

A 









8107020269 

50-367 

G 

8107140319 

50-341 

I 


8107020273 

50-376 

G 

8107230140 

50-285 

P 


8107020384 

50-376 

G 

8107230160 

50-285 

P 


8107020412 

50-466 

G 

8107070486 

PR 



8107020472 

50-389 

ii 

8107080175 

50-454 

H 









8107020501 

50-389 

G 

8107240061 

50-275 

H 


8107060150 . 

50-389 

M 





8107060166 

50-498 

G 

8107270037 

50-219 

P 


8107060170 

50-250 

G 

8107270301* 

CONTRACT 



8107060447 

50-389 

n 

8107010030* 

CONTRACT 






8107200016* 

CONTRACT 



8107070486 

PR 






8107100091 

50-389 

G 





8107100099 

50-389 

:i 

8107080230 

50-322 

F 


8107170142 

50-367 

G 

8107080276 

50-322 

G 


8107210311 

50-498 

G 

8107080279 

50-322 

G 





8107130163* 

50-322 

Q 


8107220142 

50-389 

G 

8107130172 

50-322 

Q 


8107240213 

50-389 

ii 





8107280025 

50-367 

G 

8107150174 

50-322 

A 


8107280027 

50-397 

G 

8107170052 

50-322 

G 


8107280091 

30-389 

M 

8107170059* 

50-322 

G 





8107170066* 

50-322 

G 

Lukens Steel Co. 

8107230097 

71-441 


8107170071* 

50-322 

G 


8107230100* 

71-441 





H k T Chemicals, Inc. 

8107310121 

XPORTLIC 


8107170076* 

50-322 

0 


8107310122* 

XPORTLIC 


8107170084* 

50-322 

G 

MD Color Photo 

8107200034* 

CONTRACT 


8107170091* 

50-322 

G 





8107170094* 

50-322 

G 

MHB Technical Associates 

8107020504* 

50-237 

G 

8107170097* 

50-322 

G 

MINI 2, D. 

8107020391 

50-10 

O 




MPR Associates, Inc. 

8107010034* 

CONTRACT 


8107170100* 

50-322 

G 

Main# Public Service Co. 

8107300243* 

50-443 

I 

8107170213 

50-322 

G 

Maine Yankee Atomic Power Co. 

8107070262 

50-309 

S 

8107170272 

50-322 

E 





8107200223 

50-322 

E 


8107070263* 

50-309 

s 

8107200315 

50-322 

G 


8107070327 

50-309 

s 





8107070330* 

50-309 

s 

8107210327 

50-322 

E 


8107070345 

50-309 

p 

8107210375 

50-322 

E 


8107080186 

50-309 

p 

8107220119 

50-322 

A 





8107230014 

50-322 

F 


8107080187* 

50-309 

p 

8107230108 

50-322 

E 


8107080290 

50-309 

p 





8107100126 

50-309 

p 

8107230259 

50-322 

A 


8107100129* 

50-309 

p 

8107230260* 

50-322 

A 


8107140683 

50-309 

p 

8107230261* 

50-322 

A 





8107230262* 

50-322 

A 


8107160298 

50-309 

F 

8107230264* 

50-322 

A 


8107170231 

50-309 

s 





8107200414 

50-309 

R 

8107230265* 

50-322 

A 


8107210371 

50-309 

P 

8107230268* 

50-322 

A 


8107240141* 

50-309 

F 
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AUTHOR 

AFFILIATION 


Maine. State of 

Mapleton Intervenors 
Marin* Biological Consultants. Inc. » 
Marsh & McLennan. Inc. . M Z>. M Nuclear 
Consultants, Inc. Div. 

Maryland, State of 

Massachusetts Institute of Technology 


Massachusetts Municipal Wholesale Co. 
Massachusetts, State of 


Matthews, D. 

Mayer, Brown & Platt 


McColl, A. C. 

McDermott, Inc. 

McGrau-Hi 1 1 Publications Co. 

Memphis State Univ. 

Metrics. Inc. 

Metropolitan Edison Co. 


Miami Valley Power Project 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

8107240145# 

50-309 

F 

Miami, FL, Univ. of 


8107060185* 

50-250 

8107240250 

50-309 

S 

Michigan Citizens Lobby 


8107010432* 

50-329 

8107240253* 

50-309 

S 

Michiaan, State of 


8107010432* 

50-329 

8107270228 

50-309 

P 

Michigan, State of, Dept, of Public 

8107160503 

NUREG 

8107280057 

50-309 

P 

Health 







Michigan, Univ. of 


8107010397 

50-2 

8107280569 

50-309 

S 





8107280573* 

50-309 

s 



8107010400* 

50-2 

8107280615 

50-309 

s 



8107060118 

ACRS 

8107280620* 

50-309 

s 



8107080184 

50-19 

8107290024 

50-309 

s 



0107230331 

71-5957 




Middle South Uti 1 ities, Inc. 


8107230231* 

50-416 

8107290026* 

50-309 

s 





8107290074 

50-309 

p 

Midwest Nuclear Training Association 

8107100303 

PR 

8107290196 

50-309 

s 

Minerals Exploration Co. (subs. 

of Union 

8107220377 

40-8584 

8107300305* 

50-309 

F 

Oil Co, of California) 




8107070486 

PR 


Minnesota, State of 


8107070486 

PR 






8107140238 

50-282 

8107010374 

50-329 

G 

Mississippi Power & Light Co. 


8107010209 

50-416 

8107270066# 

50-361 

R 





8107010418 

50-358 

J 



8107020362 

50-416 






8107020445 

50-416 

8107150140 

50-320 

P 



8107020456 

50-416 

8107070105* 

COMMISSION 



8107060333 

50-416 






8107070102 

PR 

8107240490* 

50-498 

A 





8107300245* 

50-443 

I 



8107070401 

50-416 

8107080153 

50-471 

G 



8107070401 

50-416 

8107080174 

50-471 

G 



8107080396 

50-416 

8107080177 

50-471 

G 



8107080396 

50-416 






8107080399 

50-416 

8107080180 

50-471 

G 





8107100197 

PR 




8107080399 

50-416 

8107230088 

50-471 

Q 



8107090291 

50-10 

8107290114* 

CONTRACT 




8107100200 

50-416 

8107020263 

70-1308 




8107140707 

50-416 






8107140707 

50-416 

8107020372 

70-1308 






8107100174 

70-1308 




8107160405 

50-416 

8107170037 

50-445 

G 



8107160405 

50-416 

8107060441 

TOPREP 




8107160412* 

50-416 

8107230341 

FOI A 




8107210278 

50-416 






8107210284 

50-416 

8107310131 

50-538 

S 





8107070058* 

CONTRACT 




8107210284 

50-416 

8107010487* 

50-289 

F 



8107210345 

50-416 

8107010489* 

50-289 

F 



8107210345 

50-416 

8107020197 

50-320 

S 



8107230230 

50-416 






81072403B1 

50-416 

8107020204* 

50-320 

S 





8107020332 

50-289 

0 



8107240421 

50-416 

8107020347* 

50-2B9 

F 



8107240407 

50-416 

8107020399* 

50-289 

F 



8107280053 

50-416 

8107020401* 

50-289 

F 



8107280053 

50-416 






8107280189 

50-416 

8107020421 

50-289 

G 





8107020475 

50-289 

G 



8107280189 

50-416 

8107020480* 

50-289 

0 



8107280215 

50-416 

8107020525 

50-289 

0 



8107280215 

50-416 

8107060263 

50-289 

G 



8107280219 

50-416 






8107280219 

50-416 

8107060265 

50-289 

G 





8107060268 

50-289 

G 



8107280252 

50-416 

8107060319 

50-289 

F 



8107280252 

30-416 

8107070364 

50-289 

P 



8107280309 

30-416 

8 107080367 

50-289 

P 



8107280309 

30-416 






8107290182 

30-416 

8107080369 

50-289 

Q 





8107090271* 

50-320 

G 



8107290182 

30-416 

8107100045 

50-289 

P 



8107310113 

50-416 

8107130025* 

50-289 

F 



0107310113 

30-416 

8107130069* 

50-289 

F 



8107310274 

30-416 






8107310274 

50-416 

8107130071* 

50-289 

F 





8107150335 

50-289 

G 



8107310293 

30-416 

8107150341* 

50-289 

0 



8107310306 

30-416 

81071 50345* 

50-289 

G 



8107310340 

50-416 

8107160498 

50-289 

G 



8107310340 

30-416 




Missouri, State of 


8107220277* 

30-483 

8107170109 

50-289 

0 





8107170112* 

50-289 

0 



8107270098* 

CONTRACT 

8107170115* 

50-289 

0 

Missouri, Univ. of, Rolla 


8107130489 

50-123 

8107200093 

50-289 

0 



8107240146 

50-186 

8107210126 

50-289 

0 

Mitsubishi International Corp. 

(subs, of 

8107220361 

XPORTLIC 




Mitsubishi Corp. > 




8107220087 

50-289 

G 



8107230388 

XPORTLIC 

8107230084 

50-289 

R 





8107230087* 

50-289 

R 



8107230391* 

XPORTLIC 

8107240362 

50-320 

S 



8107230394 

XPORTLIC 

8107240408* 

50-320 

S 



8107230395 

XPORTLIC 






8107230396* 

XPORTLIC 

8107280209 

50-289 

G 



8107230398* 

XPORTLIC 

8107280346 

50-289 

S 





8107280354* 

50-289 

S 



8107230399 

XPORTLIC 

8107280574 

50-289 

P 



8107230400* 

XPORTLIC 

8107280578* 

30-289 

P 



8107280659 

XPORTLIC 






8107280665* 

XPORTLIC 

8107280580* 

50-289 

P 



8107280669 

XPORTLIC 

8107300044* 

50-320 

G 





8107300046* 

50-320 

G 



8107280699# 

XPORTLIC 

8107280341 

50-358 

G 

Mitsui 6 Co. , Ltd. 


8107210107 

XPORTLIC 


G 

G 

G 


R 

R 

S 

I 


H 

A 

S 

S 

S 

S 


A 

A 

A 

A 

A 

A 

0 

V 

A 

A 

k 

k 

k 

G 

F 

F 

H 

H 

I 

Q 

G 

Q 

D 

D 

A 

A 

K 

k 

A 

A 

A 

A 

k 

k 

A 

A 

S 

S 

F 

F 

S 

s 

s 

s 

I 


F 

S 
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CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


Molycorp* Inc. 


Monroe County* MI 
Montgomery County* MD 

Morgan* Lewis it Bockius 


Morrison Knudsen Co. * Inc. 

Mound Laboratory/Monsanto 
Municipal Electric Utility Associa 
Alabama 
NUS Corp. 


NUSAC, Inc. 

National Research Council 
Navy* Dept, of 


Nebraska Public Pouier District 


Nevada* State of 


New England Coalition on Nuclear 
Pollution 

New England Das it Electric Assoc. 
New England Power Co. 

New York* State Univ. of* Buffalo 

New York* State of 


New York* State Univ. of* (Albany) 


Newport News Industrial Corp. (subs. 
Newport News Shipbuilding & DryDoc 

Newport News Shipbuilding % Dry Doc 
(subs, of TENNECO Corp. ) 

Niagara Mohawk Power Corp. 


ACCESSION SUBJECT 

NUMBER CATEGORY 



8107240589 

40-8794 



8107240592* 

40-8794 



8107240594* 

40-8794 



8107240595* 

40-8794 



8107240596* 

40-8794 



8107140568 

50-341 

D 


8107280639* 

CONTRACT 



8107280642* 

CONTRACT 



8107020382 

50-409 

G 


8107020509 

50-70 

G 


8107060299 

50-70 

0 


8107310543* 

40-3453 



8107150423 

NUREG 


; ion* 

8107300105 

50-348 

M 


8107020211* 

50-280 

P 


8107080240 

NUREG 



S1071 70117* 

NUREG 



8107280117* 

CONTRACT 



8107280133* 

CONTRACT 



8107080355* 

50-440 

G 


8107170003 

71-457 



8107170004* 

71-457 



8107220109* 

CONTRACT 



8107230263 

71-458 



8107230267* 

71-458 



8107310107 

71-358 



8107310109* 

71-358 



8107310112* 

71-358 



8107020124* 

50-298 

F 


8107020126* 

50-298 

F 


8107020128* 

50-298 

F 


8107060463 

50-298 

F 


8107060482 

50-298 

Q 


8107070348 

50-298 

F 


8107080159 

50-298 

P 


8107080474 

50-298 

P 


8107100214 

50-298 

F 


8107130251 

50-298 

F 


8107130282 

50-298 

S 


8107130292* 

50-298 

S 


8107130346 

50-298 

s 


81 07 130347* 

50-298 

s 


8107220097 

50-298 

p 


8107220112 

50-298 

F 


8107280172 

50-298 

F 


8107280311 

50-298 

S 


8107280319* 

50-298 

S 


8107280593 

50-298 

s 


8107280598* 

50-298 

s 


8107280614 

50-298 

8 


8107280619* 

50-298 

8 


8107280625 

50-298 

S 


8107280628 

50-298 

S 


8107280629* 

50-298 

s 


8107280631* 

50-298 

s 


8107290038 

50-298 

p 


8107290040* 

50-298 

p 


8107300287* 

50-298 

F 


8107060467* 

50-219 

Q 


8107210490* 

CONTRACT 



8107070486 

PR 



8107200256 

50-443 

G 


8107300238* 

50-443 

I 


8107300249* 

50-443 

I 


8107210268 

50-57 

S 


8107140850 

State Prog 


8107150022 

50-220 

P 


8107200518 

50-201 

P 


8107210449* 

CONTRACT 



8107270041 

NUREG 


of 

8106300563 

TOPREP 


k Co. ) 





8107010440* 

TOPREP 


k Co. 

8107230161 

71-9143 



8107010112 

50-220 

F 


8107010305* 

50-220 

F 


8107010307* 

50-220 

F 


8107060174 

50-220 

F 


8107060335 

50-220 

F 


8107060353* 

50-220 

F 


8107060356* 

50-220 

F 


8107070065 

PR 



AUTHOR 

AFFILIATION 


Nixon it Co. * Inc. 

North Carolina State Univ. 

Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities) 


Northeast Utilities 


ACCESSION 

NUMBER 


8107070282 

8107070307 

8107070333 

8107080140 

8107080261 

8107080263 

8107100057* 

8107130211 

8107130432 

8107130438* 

8107140007 

8107140009* 

8107140012* 

8107140304 

8107140423 

8107140662 

8107140730 

8107170157* 

8107170269 

8107210350 

8107210358 

8107220025* 

8107230082 

8107240223 

8107240227* 

8107240393 

8107290066 

8107290071* 

8107290075 

8107290081* 

8107070030 

8107170158* 

8107010323 

8107010323 

8107010325 

8107010350 

8107010414 

8107020312 

8107070183 

8107070283 

8107070320 

8107070341 

8107070375 

8107070380* 

8107080267 

8107090252 

8107100130 

8107130154 

8107130160* 

8107130390 

8107130390 

8107130420 

8107130426* 

8107130481 

8107130486* 

8107160297 

8107210333 

8107220138 

8107220140* 

8107230083 

8107230083 

8107240040 

8107240044* 

8107240064 

8107240075 

8107240075 

8107240375 

8107240375 

8107270230 

8107270239 

8107270239 

8107280060 

8107280271 

8107280271 

8107280485 


8107280486* 

8107280632 

8107280635* 

8107290138 

8107290143* 

8107290198 

8107310117 

8107310119* 

8107080209 


SUBJECT 

CATEGORY 


50-220 Q 
50-220 P 
50-410 S 
50-220 P 
50-410 A 

50-220 P 
50-220 Q 
50-220 F 
50-220 8 

50-220 S 

50-220 S 
50-220 S 
50-220 S 
50-220 P 
50-410 A 

50-220 P 
50-220 P 
50-220 F 
50-220 P 
50-220 P 

50-220 P 
50-220 F 
50-410 Q 
50-220 S 
50-220 S 

50-410 Q 
50-220 S 
50-220 S 
50-220 S 
50-220 S 

FOIA 
NUREG 
50-213 P 

50-213 P 
50-245 P 

50-245 P 
50-336 P 
50-336 P 
50-245 P 
50-336 Q 

50-245 P 
50-245 P 
TOPREP 
TOPREP 
50-423 A 

PR 

50-245 P 
50-336 8 

50-336 S 
50-213 P 

50-213 P 
50-336 8 

50-336 8 

50-245 8 

50-245 8 

50-245 P 
50-245 P 
50-336 P 
50-336 P 
50-245 8 

50-245 S 
50-245 R 
50-245 R 
50-245 B 
50-213 P 

50-213 P 
50-213 P 
50-213 P 
50-245 P 
50-213 H 

50-213 H 
50-245 P 
50-213 P 
50-213 P 
50-245 8 

50-245 S 
50-245 S 
50-245 8 

50-245 8 

50-245 8 

50-423 Q 
50-245 8 

50-245 8 

50-336 J 
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AUTHOR 

AFFILIATION 


Northern Indiana Public Service Co. 


Northern Michigan Electric Cooperative. 
Inc. 

Northern States Power Co. 


Norton* Burke* Berry & Junck 


Nuclear Assurance Corp. 


Nuclear Fuel Services* Inc. (subs. of 
Getty Oil Co. ) 


ACCESSION 

NUMBER 

8107090291 

8107100202 

8107200168 

8107210391 

8107210395* 

8107280345 

8107280554* 

8107280581 

8107290050 

8107290056* 

8107010380 

8107020269 

8107020311 

8107020444 

8107020447* 

8107020450 

8107070243 

8107080222 

8107100084 

8107140527 

8107140604 

8107150071 

8107170035 

8107170142 

8107170149 

8107200227 

8107270083 

8107270202 

8107280025 

8107280027 

8107300151 

8107300152* 

8107140329* 

8107010235 

8107010357* 

8107020215 
8107020222* 
8107020321 
B 1070 70360 
8107070371 

8107070374* 

8107090291 

8107100190 

8107100191* 

8107100228 

8107100228 

8107100230* 

8107100230* 

8107100263* 

8107100263* 

8107130345 

8107130345 

8107140476 

8107140524 

8107140528* 

8107160380 

8107210261 

8107210261 

8107210264* 

8107210264* 

8107210384 

8107230058 

8107240168 

8107240172* 

8107240174 

8107240178* 

8107280174 

8107280177* 

8107280489 

8107300056 

8107300057* 

8107080197 

8107220136 

8107280243 

8107070466 

8107220292 

8107220298* 

8107270286 

8107270296 

8107280001 

8107160621 

8107220341 

8107220345* 


SUBJECT 

CATEGORY 

50-10 0 

50-245 P 
50-245 P 
50-245 P 
50-245 P 

50-336 S 
50-336 S 
PR 

50-336 S 
50-336 S 

50-367 G 
50-367 G 
50-367 G 
50-367 G 
50-367 G 

50-367 G 
50-367 R 
50-367 A 
50-367 A 
50-367 Q 

50-367 R 
50-367 A 
50-367 0 

50-367 G 
50-367 G 

50-367 R 
50-367 G 
50-367 R 
50-367 G 
50-397 G 

50-367 0 

50-367 0 

50-341 I 

50-263 P 
50-282 0 

50-282 R 
50-282 R 
50-263 P 
50-282 S 
50-263 S 

50-263 S 
50-10 0 

50-263 P 
50-263 P 
50-282 P 

50-282 P 
50-282 P 
50-282 P 
50-282 P 
50-282 P 

30-282 
30-282 
50-263 P 
50-263 R 
50-263 R 

50-263 0 

50-282 P 
50-282 P 
50-282 P 
50-282 P 

50-263 P 
50-282 
50-306 S 
50-306 S 
50-263 S 

50-263 S 
50-263 S 
50-263 S 
50-282 P 
50-282 S 

50-282 S 
50-275 0 

50-275 G 
50-275 0 

REGGD 

71-6698 

71-6698 

71-9010 

40-8771 

71-6698 

50-201 R 

50-201 R 
50-201 R 


AUTHOR 

AFFILIATION 


Nuclear Law Center 
Nuclear Packaging. Inc. 

Nuclear Systems. Gamma Industries 
Nuclear Technology. Inc. (Nutech) 


Nunn. Snyder & Associates 
Oak Ridge National Laboratory 


Oakwood Hosp. Dearborn. MI 

Oconee County. SC 

Office of Management & Budget 


Offshore Power Systems (subs, of 
Westinghouse Electric Corp. > 

Ogle Petroleum. Inc. 


Ohio Citizens for Responsible Ene 

Ohio Edison Co. 

Ohio. State of 


Oklahoma. Univ. of 

Omaha Public Power District 


Oncavage. M. 


Orange County* CA 

Oregon. State of 

Orrick. Herrington & Sutcliffe 


ACCESSION SUBJECT 

NUMBER CATEGORY 

8107280047 70-143 

8107280432 50-201 R 

8107280435* 50-201 R 

8107280655 70-143 

8107300215 70-143 

8107310069 70-143 

8107200270 50-142 0 

8107290001 71-9111 

Div. 8107220354 71-6717 

8107020349* 50-341 A 

8107200188 50-263 Q 

8107200196* 50-263 0 

8107230017 50-263 0 

8107230022* 50-263 0 

8107270389* CONTRACT 

8107010452 NUREG 

8107010455 NUREG 

8107010460 NUREG 

8107010482 NUREG 

8107020171 NUREG 

8107060059 NUREG 

8107060404 RES 

8107100328 NUREG 

8107100334 NUREG 

8107100337 NUREG 

8107140870* 50-293 Q 

8107150404 RES 

8107160022 RES 

8107160054 NUREG 

8107170001 NUREG 

8107170235 70-1308 

8107200494 RES 

8107200498 RES 

8107220407 RES 

8107290207 RES 

8107150157* 40-8109 

8107140234* CONTRACT 
8107090396 50-3 F 

8107090400 50-289 P 

8107090410 PR 

8107090429 ORG 

8107220375* COMMISSION 
8107200471 50-437 A 

8107200476* 50-437 A 

8107210140 40-8745 

8107230317 40-8745 

8107230318* 40-8745 

8107280670 40-8745 

8107310072 40-8745 

rgy 8107070486 PR 

8107100160 50-440 © 

8107070486 PR 

8107080215 50-346 H 

8107080252 50-440 A 

8107140416 50-440 D 

8107210385 50-440 A 

8107210402 50-112 R 

8107080321 50-285 P 

8107140556 50-285 P 

81071 40713 50-285 P. 

8107230015 50-285 P 

8107230140 50-285 P 

8107230147* 50-285 P 

8107230151* 50-285 P 

8107230160 50-285 P 

8107230166* 50-285 P 

8107230173* 50-285 P 

8107240045 50-285 R 

8107240047* 50-285 R 

8107290255* 50-285 F 

8107020470 50-250 © 

8107020470 50-250 G 

8107020477* 50-250 G 

8107020477* 50-250 G 

8107060228 50-361 F 

8107010190 NUREG 

8107060464 50-344 P 

8107010372 50-361 G 

8107010372 50-361 0 

8107010398 50-361 G 

8107010398 50-361 0 

8107010411 50-361 G 

8107010411 50-361 G 

8107020276 50-361 0 
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CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


Ott Water Engineers. Inc. 


Pacific Gas it Electric Co. 


Pacific Legal Foundation 

Palmetto Alliance 
Parameter. Inc. 

Parsons 8t Whittemore 
Parsons. Brinkerhoff. Guada & 
Inc. 

Pathfinder Mines Corp. 


Pennsylvania Pouter & Light Co, 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8107020276 

8107020457 

8107020457 

8107080211 

8107100189 

8107100189 
8107100206 
81071 00206 
8107170139 
8107010055* 

8107230301 

8107010213 

8107010227 

8107010427 

8107010434* 

8107020439 

8107020439 

8107020523 

8107020524* 

8107060197 

8107070062 
8107080197 
8107130326 
8107130329* 
81071 40605 

8107140605 

8107140865 

8107150007 

8107160152 

8107200316 

8107200316 

8107200396 

8107200396 

8107220136 

8107220136 

8107230236 

8107240276 

8107240276 

8107240278* 

8107270036 

8107270038* 

8107280224 

8107280224 

8107280243 

8107300014 

8107300014 

8107300015* 

8107300017* 

8107300143 

8107070486 


50-361 0 

50-361 0 

50-361 0 

50-361 0 

50-361 0 

50-361 G 
50-361 0 

50-361 0 

50-361 G 
CONTRACT 

40-8743 
50-275 0 

50-275 A 
PROJ 
PROJ 

50-275 A 
50-275 A 
50-275 0 

50-275 0 

50-275 0 

PR 

50-275 0 

50-275 A 
50-275 A 
50-275 G 

50-275 Q 
PR 

50-275 A 
REGGD 

50-275 A 

50-275 A 
50-275 F 
50-275 F 
50-275 G 
50-275 G 

50-275 H 
50-275 Q 
50-275 Q 
50-275 Q 
50-133 S 

50-133 S 
50-275 F 
50-275 F 
50-275 G 
50-275 A 

50-275 A 
50-275 A 
50-275 A 
70-1738 
PR 


Douglas. 


8107280338 

8107080165* 

8107200237 

8107060322* 


50-413 G 
50-546 A 
50-389 M 
50-289 F 


8107160619 40-6622 


8107220164 40-2259 
8107220305 40-2259 
8107230303 40-2259 
8107230304* 40-2259 
8107240007 40-6622 


8107300225 

8107010206 

8107020267 

8107020267 

8107020270* 

8107020270* 

8107020353 

8107020353 

8107020414 

8107020414 


40-2259 
50-387 G 
50-387 K 
50-387 K 
50-387 K 

50-387 K 
50-387 A 
50-387 A 
50-387 S 
50-387 S 


8107020437 

8107020437 

8107020441* 

8107020441* 

8107060209 

8107060209 

8107060250 

8107060451 

8107060451 

8107060458* 


50-387 G 
50-387 G 
50-387 G 
50-387 G 
50-387 A 

50-387 A 
50-387 F 
50-387 G 
50-387 G 
50-387 0 


8107060458* 

8107070168 

8107070168 

8107070171 


50-387 0 
50-387 Q 
50-387 Q 
50-387 Q 


AUTHOR 

AFFILIATION 


Pennsylvania Power Co. 
Penney lvania. State of 


Perkins. Coie. Stone. Olsen St Williams 


ACCESSION 

NUMBER 


8107070171 

8107080338 

8107080338 

8107080345* 

8107080345* 

8107080357* 

8107080357* 

8107090397 

8107100192 

8107100192 

8107130195 

8107130195 

8107130364 

8107130364 

8107150068 

8107150105 

8107150105 

8107150187 

8107150187 

8107150194* 

8107150194* 

8107200438 

8107200438 

8107200442* 

8107200442* 

8107200445* 

8107210103 

8107210103 

8107210373 

8107210373 

8107210377 

8107210377 

8107210379 

8107210379 

8107230092 

8107230092 

8107230111 

8107230111 

8107230117 

8107230117 

8107230218 

8107230221 

8107230221 

8107230226 

8107230226 

8107240189 

8107240189. 

8107240317 

8107240438 

8107240430 

8107240447* 

8107240447* 

8107240475 

8107240475 

8107280031 

8107280031 

8107280063 

8107280063 

8107280218 

8107280218 

8107280239 

8107280239 

8107280255 

8107280255 

8107280597 

8107280597 

8107290062 

8107290062 

8107310329 

8107100160 

8107020474* 

8107020478# 

8107020514 

8107060423 

8107060444 

8107070486 

8107080193 

8107080203 

8107200097* 

8107210076 

8107220256 

8107220265 

8107270087 

8107280503 

8107020304 


SUBJECT 

CATEGORY 

50-387 Q 
50-387 G 
50-387 C 
50-387 G 
50-387 C 

50-387 G 
50-387 G 
PR 

50-387 E 
50-387 E 

50-387 0 
50-387 0 
50-387 S 
50-387 S 
50-387 0 

50-387 F 
50-387 F 
50-387 G 
50-387 G 
50-387 C 

50-387 G 
50-387 K 
50-387 K 
50-387 K 
50-387 K 

50-387 K 
50-387 0 
50-387 0 
50-387 E 
50-387 E 

50-387 E 
50-387 E 
50-387 G 
50-387 G 
50-387 C 

50-387 0 
50-387 G 
50-387 0 
50-387 V 
50-387 V 

50-387 S 
50-387 G 
50-387 0 
50-387 C 
50-387 G 

50-387 S 
50-387 S 
50-387 Q 
50-387 E 
50-387 E 

50-387 E 
50-387 E 
50-387 S 
50-387 S 
50-387 0 

50-387 G 
50-387 S 
50-387 S 
50-387 S 
50-387 S 

50-387 S 
50-387 S 
50-387 E 
50-387 £ 
50-387 £ 

50-387 E 
50-387 E 
50-387 E 
50-387 R 
50-440 G 

50-289 F 
50-289 F 
50-289 G 
50-289 0 
50-289 G 

PR 

50-289 0 
50-387 G 
50-289 G 
50-289 G 

50-289 0 
50-387 G 
50-289 0 
50-289 G 
50-522 G 
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AUTHOR 

AFFILIATION 


Philadelphia Electric Co. 


Pittsburgh-Des Moines Corp. 


Plateau Resources. Ltd. 


Pollock# M. 

Pollution Environmental Problems 
Porter County Chapter Intervenors 


Portland General Electric Co. 


ACCESSION 

NUMBER 


8107020242 

8107020242 

8107020247* 

8107020247* 

8107020250* 

8107020250* 

8107070278 

8107070280* 

8107070399 

8107070399 

8107070417* 

8107070417* 

8107070428 

8107070435* 

8107070435* 

8107070451* 

8107070465* 

8107070476* 

8107080270 

8107080270 

8107080308 

8107080308 

8107080308 

8107080457 

8107080457 

8107080465* 

8107080467* 

8107080472* 

8107080478* 

8107080483* 

8107080487* 

8107100074 

8107100134 

8107100134 

8107130204 

8107130204 

8107130212 

8107130212 

8107130232 

8107130232 

8107130324 
8107150019 
81071 50369 
8107200216 
8107200216 

8107200218* 

8107200218* 

8107200425 

8107200464 

8107210437 

8107280213 

8107280664 

8107290089* 

8107310337 

8107280657 

8107280660* 

8107280663 

8107240010 

8107240012* 

8107240016 

8107240019* 

8107290215 

8107220253 

8107220283 

8107100279 

8107010327 

8107020279 

8107020292 

8107020483 

8107080198 

8107080202 

8107080238 

8107100203 

8107150047 

8107160119 

3107160262 

8107160406 

8107020262 

8107060218 

8107060223* 

8107060226* 

8107070408 

8107070452 

8107080296 

8107140763 


SUBJECT 

CATEGORY 


50-277 P 
50-277 P 
50-277 P 
50-277 P 
50-277 P 

50-277 P 
50-278 P 
50-278 P 
50-277 P 
50-277 P 

50-277 P 
50-277 P 
50-277 R 
50-277 P 
50-277 P 

50-277 P 
50-277 P 
50-277 P 
50-277 P 
50-277 P 

50-277 P 
50-277 P 
50-277 P 
50-277 P 
50-277 P 

50-277 P 
50-277 P 
50-277 P 
50-277 P 
50-277 P 

50-277 P 
50-277 J 
50-277 Q 
50-277 Q 
50-352 Q 

50-352 Q 
50-352 S 
50-352 S 
50-352 S 
50-352 S 

50-352 S 
50-277 P 
PR 

50-277 R 
50-277 R 

50-277 R 
50-277 R 
50-278 P 
50-352 Q 
REGGD 

50-277 P 
71-9096 
50-352 Q 
50-277 P 
71-452 

71-452 

71-6717 

40-8698 

40-8698 

40-8674 

40-8674 
40-8690 
50-142 0 

50-142 0 

REVIEW GRP 

50-367 G 
50-367 0 

50-367 G 
50-367 G 
50-367 0 

50-367 0 

50-367 G 
50-367 G 
50-367 0 

50-367 G 

50-367 G 
50-367 G 
50-344 G 
50-344 P 
50-344 P 

50-344 P 
50-344 P 
50-344 J 
50-344 F 
50-344 G 


AUTHOR 

AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8107150003 

8107150134 

8107160299 

8107160302* 

8107200156 

8107210106 

8107210115* 

8107210122* 

8107210309* 

8107220247 


TOPREP 
50-344 J 
50-344 K 
50-344 K 
50-344 P 

50-344 P 
50-344 P 
50-344 P 
50-344 Q 
50-344 P 


Potomac Alliance 

Power Authority of the State of New York 


8107280666 

8107290260* 

8107070486 

8107020357* 

8107020360* 


71-6601 
50-344 F 
PR 

50-286 F 
50-286 F 


8107020471 

8107060100 

8107060100 

8107060179 

8107070039 


50-286 P 
50-286 P 
50-286 P 
50-286 P 
PR 


8107070179 

8107070340 

8107070358 

8107080129* 

8107080132* 

8107090291 

8107090291 

8107100329* 

8107100331* 

8107130178* 


50-286 F 
50-286 Q 
50-286 P 
50-286 F 
50-286 F 

50-10 G 
50-10 0 
50-333 F 
50-333 F 
50-286 F 


8107130207 

8107130213* 

8107130215* 

8107130224 

8107130229* 


50-333 Q 
50-333 0 
50-333 Q 
50-333 S 
50-333 S 


8107130313 

8107130315* 

8107130368 

8107130396 

8107130405* 


50-333 S 
50-333 S 
50-333 P 
50-333 S 
50-333 S 


8107130428 

8107130434* 

8107130443 

8107130446* 

8107130482 

8107130485* 

8107140223 

8107140664 

8107150150 

8107170132* 

8107200479* 

8107210046 

8107210048* 

8107220141 

8107240059 

8107240163* 
8107240167* 
8107240251 
8107240254* 
B1072 40256 

8107240258* 

8107240350* 

8107270057 

8107280579 

8107280584* 


50-333 S 
50-333 S 
50-333 S 
50-333 S 
50-333 S 

50-333 S 
50-286 P 
50-333 V 
50-333 F 
50-286 F 

50-333 F 
50-286 R 
50-286 R 
50-333 P 
50-286 P 

50-286 F 
50-286 F 
50-333 S 
50-333 S 
50-333 S 

50-333 S 
50-286 Q 
50-286 P 
50-333 S 
50-333 S 


Power Conversion Products# Inc. 
Prairie Alliance 


8107160414 

8107020356 

8107020356 

8107020367* 

8107020367* 


50-498 S 
50-461 G 
50-461 G 
50-461 G 
50-461 G 


8107020370* 

8107020370* 

8107020374* 

8107020374* 

8107020379* 


50-461 G 
50-461 G 
50-461 G 
50-461 G 
50-461 G 


President of US & Executive Offices 
Presray Corp. <Subs. of Pawling Rubber 
Corp. > 

Princeton Gamma-Tech# Inc. 

Pro to-Pouier Management Corp. 

Public Interest Research Group# 
California 

Public Service Co. of Colorado 


8107200105* 

8107080246 

8107200039* 

8107280607 

8107170273 


8107060231 

8107130271 

8107130277* 


COMMISSION 
50-369 S 

CONTRACT 

REGGD 

50-18 G 


50-267 F 
50-267 S 
50-267 S 
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CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 



8107130278 

50-267 

S 


8107020146* 

50-272 

F 



8107130284* 

50-267 

S 


8107020146* 

50-272 

F 



8107130294 

50-267 

s 


8107020301 

50-31 1 

P 



8107130302* 

50-267 

s 


8107020302* 

50-311 

P 



8107200312 

50-267 

F 


8107020418 

50-311 

P 



8107210052 

50-267 

R 


8107020468 

50-31 1 

P 



8107210054* 

50-267 

R 


8107060180 

50-272 

R 



8107220065 

50-267 

R 


8107060184* 

50-272 

R 



8107280195 

50-267 

S 


8107060260 

50-311 

S 



8107280199* 

50-267 

8 


8107060264* 

50-311 

S 



8107280257 

50-267 

S 


8107060269 

50-31 1 

s 



8107280264* 

50-267 

S 


8107060273 

50-31 1 

s 



8107280292 

50-267 

s 


8107060274* 

50-31 1 

s 



8107280301* 

50-267 

s 


8107060277* 

50-31 1 

s 



8107280364 

50-267 

s 


8107060287 

50-272 

s 



8107280370* 

50-267 

s 


8107060289* 

50-272 

s 



8107280381 

50-267 

S 


8107060318 

50-272 

s 



8107280387* 

50-267 

S 


8107060321* 

50-272 

s 



8107280568* 

50-267 

Q 


8107060328 

50-31 1 

s 

Public Service Co. of Indiana/ Inc. 


8107160341 

50-546 

Q 


8107060331* 

50-31 1 

s 



8107210388 

50-546 

Q 


8107070466 

REGGO 




8107290045 

50-546 

A 


8107080041* 

50-272 

Q 

Public Service Co. of New Hampshire 


8107010417 

50-443 

S 


8107080176 

50-311 

P 



8107020037* 

50-443 

K 


8107080517 

50-272 

F 



8107020037* 

50-443 

K 


8107080517 

50-272 

F 



8107020040* 

50-443 

C 


8107080523* 

50-272 

F 



8107020040* 

50-443 

C 


8107080523* 

50-272 

F 



8107020043* 

50-443 

F 


8107090554 

NUREG 




8107020043* 

50-443 

F 


8107100266* 

50-354 

Q 



8107020048 

50-443 

K 


8107130197 

50-311 

S 



8107020048 

50-443 

K 


8107130201# 

50-311 

S 



8107020051 

50-443 

K 


8107130208 

50-311 

S 



8107020051 

50-443 

K 


8107130210* 

50-311 

s 



8107020055 

50-443 

K 


8107130217 

50-272 

R 



8107020055 

50-443 

K 


8107130217 

50-272 

R 



8107020060 

50-443 

K 


8107130243 

50-311 

S 



8107020060 

50-443 

K 


8107130247* 

50-311 

3 



8107020063 

50-443 

K 


8107130264 

50-272 

P 



8107020063 

50-443 

K 


8107130334 

50-354 

Q 



8107020066 

50-443 

K 


8107130372# 

50-272 

Q 



8107020066 

50-443 

K 


8107130394 

50-311 

S 



8107020069 

50-443 

K 


8107130399* 

50-311 

S 



8107020069 

50-443 

K 


8107130464 

50-272 

S 



8107020072 

50-443 

K 


8107130471# 

50-272 

S 



8107020072 

50-443 

K 


8107130497 

50-311 

8 



8107020074 

50-443 

K 


8107130501# 

50-311 

6 



8107020074 

50-443 

K 


8107140525 - 

50-354 

A 



8107020077 

50-443 

K 


8107160329 

50-311 

P 



8107020077 

50-443 

K 


8107200060 

50-311 

R 



8107020081 

50-443 

K 


8107200062* 

50-311 

R 



8107020081 

50-443 

K 


8107200376 

50-272 

0 



8107020083 

50-443 

K 


8107210321* 

50-272 

F 



8107020083 

50-443 

K 


8107210321# 

50-272 

F 



8107020086 

50-443 

K 


8107230149* 

50-272 

Q 



8107020086 

50-443 

K 


8107230309 

REVIEW GRP 



8107020088 

50-443 

K 


8107240060 

50-354 

Q 



8107020088 

50-443 

K 


8107240072 

50-272 

P 



8107020091 

50-443 

K 


8107240216 

50-272 

a 



8107020091 

50-443 

K 


8107240220* 

50-272 

8 



8107020094 

50-443 

K 


8107240502 

50-354 

8 



8107020094 

50-443 

K 


8107240524 

50-272 

R 



8107020097 

50-443 

K 


8107240524 

50-272 

R 



8107020097 

50-443 

K 


8107240530* 

50-272 

R 



8107060439 

50-443 

0 


8107240530* 

50-272 

R 



8107060439 

50-443 

© 


8107280084 

50-272 

0 



8107060448* 

50-443 

G 


8107280084 

50-272 

G 



8107060448* 

50-443 

G 


8107280484 

50-311 

8 



8107130449* 

50-443 

G 


8107280487* 

50-311 

8 



8107240320 

50-443 

G 


8107280602 

50-272 

S 



8107240320 

50-443 

G 


8107280608# 

50-272 

8 



8107240387 

50-443 

Q 


8107290052 

50-272 

R 



8107240387 

50-443 

G 


8107290052 

50-272 

R 



8107280571 

50-443 

8 


8107290053* 

50-272 

R 



8107300233 

50-443 

I 


8107290053* 

50-272 

R 



8107300233 

50-443 

I 


8107290060 

50-311 

8 



8107300235* 

50-443 

I 


8107290065* 

50-311 

8 



8107300235* 

50-443 

I 


8107290076 

50-272 

8 

Public Service Electric St ©as Co. of 

New 

8107010469* 

50-272 

F 


8107290080* 

50-272 

8 

Jersey 






8107290082 

50-272 

8 



8107010469* 

50-272 

F 


8107290084* 

50-272 

8 



8107010470* 

50-272 

F 











8107290087 

50-311 

S 



8107010470* 

50-272 

F 


8107290090* 

50-311 

8 



8107020139* 

50-272 

F 


8107290131 

50-311 

3 



8107020144* 

50-272 

F 


8107290134* 

50-311 

8 



8107020144* 

50-272 

F 


8107290157 

50-354 

8 
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AUTHOR 

AFFILIATION 


Puerto Rico Electric Power Authority 

Puget Sound Power & Light Co. 

Purdue Univ. 

Guadrex Corp. 

Radiation Management Corp. 


Ralph Stone 8: Co. 


Ramsey Construction Co. 
Reuter-Stokes# Inc. 
Riley* J. L. 

Rio Algom* Ltd. 


Riverside* CA 

Rochester Gas & Electric Corp. 


Rockwell Internat ional Corp. 
Rocky Mountain Energy Co. 


Ropes & Gray 


Sacramento Municipal Utility District 


Saluda River Electric Cooperative* Inc. 


San Antonio Manuf acturers Association 

San Clemente* CA 

San Diego Gas & Electric Co. 


ACCESSION 

NUMBER 


0107290171 

8107290171 

8107020273 

8107020384 

8107020304 

8107280203 

8107070258* 

8107020446# 

8107020446# 

8107020448# 

8107020448# 

8107070445# 

8107310330* 

8107070080 

8107170162# 

8107230363 

8107210469 

8107100193 

8107170268 

8107300226 

8107080354 

8107070277 

8107080182 

8107080192 

8107080254 

8107080258 

8107080287 

8107080289* 

8107080291* 

8107080295# 

8107080324 
810708034 7 
8107100132* 
8107100136* 
8107140601 

8107150011 

8107150058 

8107170054 

8107170144* 

8107170193 

8107170197 

8107200145 

8107200359 

8107200360* 

8107240301* 

8107290022* 

8107010277* 

8107070481 

8107200525 

81072S0437 

8107290151 

8107060439 

8107060439 

8107060448* 

8107060448* 

8107100050 
8107020274 
8107070369 
8107080476 
810709010 7 

8107090202 

8107090248 

8107090254* 

8107140631 

8107140647 

8107200061 

8107200064* 

81072000B9 

8107200143 

8107200230 

8107200233* 

8107210207 

8107240264 

8107240267* 

8107240340 

8107280612 

8107080314 

8107080314 

8107080320 

8107080320 

8107060415 

8107070270 

8107010372 

8107010372 

8107010398 


SUBJECT 

CATEGORY 


50-272 P 
50-272 P 
50-376 0 

50-376 0 

50-522 G 

50-182 V 
50-334 P 
50-387 G 
50-387 C 
50-387 G 

50-387 G 
50-277 R 
50-387 R 
27-39 
CONTRACT 

70-1869 
XPORTLIC 
50-369 G 
40-8084 
40-8084 

PROJ 

50-244 Q 
50-244 P 
50-244 P 
50-244 P 

50-244 F 
50-244 P 
50-244 P 
50-244 P 
50-244 P 

50-244 P 
50-244 P 
50-244 P 
50-244 F 
50t244 P 

50-244 P 
50-244 P 
50-244 P 
50-244 F 
50-244 P 

50-244 P 
50-244 P 
50-244 P 
50-244 P 
50-244 Q 

50-244 F 

70-25 

MISC 

40-8452 

40-8721 

40-8721 
50-443 G 
50-443 G 
50-443 G 
50-443 G 

50-471 G 
50-312 0 

50-312 P 
50-312 P 
50-312 P 

50-312 F 
50-312 S 
50-312 S 
50-312 F 
50-312 P 

50-312 S 
50-312 S 
50-312 0 

50-312 P 
50-312 R 

50-312 R 
50-312 P 
50-312 S 
50-312 S 
50-312 P 

50-312 J 
50-289 H 
50-289 H 
50-289 H 
50-2B9 H 

50-498 G 
50-361 H 
50-361 G 
50-361 0 

50-361 G 


AUTHOR 

AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


B 1070 10398 
8107010411 
8107010411 
8107020276 
8107020276 


50-361 G 
50-361 G 
50-361 0 
50-361 G 
50-361 G 


8107020457 

8107020457 

8107080211 

8107100189 

8107100189 


50-361 G 
50-361 G 
50-361 G 
50-361 0 
50-361 G 


8107100206 

8107100206 

8107170139 

8107170139 

8107230194* 


50-361 G 
50-361 G 
50-361 0 
50-361 0 
50-206 I 


8107230194* 


San Diego* CA 8107060420 
_ 8107090219 
&an mego-Ifflperxa 1 Counties Labor Council 8107270032 


50-206 

50-206 

50-361 

50-361 

50-361 


I 

I 

H 

H 

H 


San Francisco. City of, CA 

San Luis Obispo Mothers for Peace 

Sandia Laboratories 


8107020487 

8107230085 

8107010446 

8107010448 

8107010449 


50-361 G 
50-275 G 
NUREG 
50-537 A 
NUREG 


8107010462 NUREG 
8107010467 NUREG 
8107010480 NUREG 
8107010486 NUREG 
8107010494 NUREG 


8107020002 NUREG 
8107020171 NUREG 
8107060054 NUREG 
8107060055 NUREG 
8107060398 RES 


8107060483 

8107070552* 

8107080026 

8107170001 

8107240041* 


NUREG 
50-313 P 
50-395 A 
NUREG 
71-9150 


Sargent it Lundy, Inc. 


8107270201* 

8107270334 

8107280643 

8107310295 

8107020020* 


50-460 G 
50-369 P 
50-275 A 
WASTE MGT 
GA999 


Savannah River Laboratory 

Save the Valley - Save Marble Hill 

Schiff* Hardin & Waite 


8107060442* 
8107200321* 
8107060063 
81071 50223 
8107020281 


50-237 T 
50-341 A 
NUREG 

50-546 G 
50-461 G 


8107020281 

8107020283* 

8107020283* 

8107020284* 

8107020284* 


50-461 G 
50-461 G 
50-461 
50-461 
50-461 


8107130179 50-461 
8107150179 50-461 
8107170029 50-461 
8107170029 50-461 

Sch lumber ger Well Services .8107240049 71-9088 


Science Applications* Inc. 
Seacoast Anti— Pol lution League 


8107240053* 71-9088 

8107240054* 71-9088 

8107100340 NUREG 
8107170122* NUREG 
8107070486 PR 


Senate 


8107010070* PR 
8107020104# PR 
8107060016 PR 
8107060024 PR 
8107060031* PR 


8107060036 PR 
8107060045 PR 
8107070202 PR 
8107070372 PR 
8107070433 PR 


8107140912* 
8107150006 
81071 50307* 
8107150318* 
8107160554* 

8107170198 

8107200401 

8107210428 

8107220094 

8107220227 


PR 

PR 

PR 

PR 

PR 

PR 

PR 

PR 

50-389 U 
50-275 U 


oooo ooo 
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AUTHOR 

AFFILIATION 


Senate. Environment & Public Works 

Separative Work Unit Corp. 

Shaw* Pittman. Potts & Trowbridge 


Shoreham Opponents Coalition 

Sierra Club 


Sigma Chemical Co. 
Simpson. J. M. 


ACCESSION 

NUMBER 


8107280468 

8107280473 

8107280509 

8107300101* 

8107200098 

8107210047 

8107010206 

8107010498 

8107020274 

8107020332 

8107020394 

8107020407 

8107020421 

8107020437 

8107020437 

8107020441* 

8107020441* 

8107020475 

8107020489 

8107020494* 

8107020525 

8107060263 

8107060265 

8107060268 

8107060451 

8107060451 

8107060458* 

8107060458* 

8107070486 

8107080293 

8107080297* 

8107080338 

8107080338 

8107080345* 

8107080345* 

8107080357* 

8107080357* 

8107130195 

8107140560 

8107150068 

8107150165 

8107150187 

8107150187 

8107150194* 

8107150194* 

8107150335 

8107150341# 

8107150345* 

8107160498 

8107170109 

8107170112* 

8107170115* 

8107170145 

8107170232 

8107200093 

8107210103 

8107210103 

8107210126 

8107220087 

8107230092 

8107230092 

8107230111 

8107230111 

8107230221 

8107230221 

8107230226 

8107230226 

8107270103 

8107280031 

8107280209 

8107080166 

8107080168* 

8107080170* 

8107200240 

8107220408 

8107230215 

8107230278 

8107230281* 

8107230381 

8107280444 

8107290011 

8107210182 

8107230393 

8107090230 

8107090234 


SUBJECT 

CATEGORY 


PR 

PR 

PR 

50-389 H 
50-454 A 

XPORTLIC 
50-387 0 

FOI A 

50-312 0 

50-289 0 

50-382 0 

50-289 G 
50-289 O 
50-387 0 

50-387 0 

50-387 G 
50-387 G 
50-289 G 
50-483 G 
50-483 G 

50-289 G 
50-289 G 
50-289 G 
50-289 G 
50-387 G 

50-387 G 
50-387 G 
50-387 G 
PR 

50-483 G 

50-483 G 
50-387 G 
50-387 0 

50-387 G 
50-387 G 

50-387 0 

50-387 G 
50-387 G 
50-348 0 

50-387 G 

50-483 G 
50-387 G 
50-387 C 
50-387 C 
50-387 0 

50-289 0 

50-289 G 
50-289 G 
50-289 0 

50-289 G 

50-289 C 
50-289 0 

50-482 G 
50-387 0 

50-289 0 

50-387 G 
50-387 0 

50-289 G 
50-289 G 
50-387 G 

50-387 0 

50-387 G 
50-387 0 

50-387 G 
50-387 0 

50-387 G 
50-387 0 

50-440 G 
50-387 G 
50-289 G 

50-322 G 
50-322 G 
50-322 G 
50-322 G 
50-201 P 

50-395 G 
50-395 0 

50-395 0 

50-201 H 
50-312 H 

50-201 P 
XPORTLIC 
XPORTLIC 
50-482 G 
50-482 G 


AUTHOR 

AFFILIATION 

Small Business Administration 
Smith* S. L. 

Snell & Wilmer 

South Carolina Electric & Gas Co. 


South Carolina Public Service Authority 
South Carolina. State of 

South Mississippi Electric Power 
Assoc iation 

Southeast Michigan Council of Governments 
Southern Solt & Fastener Corp. 

Southern California Edison Co. 


ACCESSION 

NUMBER 


8107070509* 

8107230237 

8107010198 

8107280032 

8107020238 

8107020424 

8107020499 

8107020503* 

8107020508* 

8107060165 

8107060183 

8107060199* 

8107060396 

8107060400* 

8107060406* 

8107060410* 

8107060433 

8107070376 

8107100080 

8107100096 

8107130086 

8107170257 

8107240399 

8107240403 

8107270225 

8107270231 

8107300040 

8107300155 

8107310331 

8107130086 

8107130248* 

8107130254* 

8107220233 

8107220240* 

8107230233* 


8107210297 

8107290158 

8107010139* 

8107010223* 

8106230407 

8107010297* 

8107010297* 

8107010298* 

8107010372 

8107010372 

8107010398 . 

8107010398 

8107010402 

8107010402 

8107010411 

8107010411 

8107020276 

8107020276 

8107020277 

8107020431* 

8107020457 

8107020457 

8107020507 

8107060190* 

8107060196* 

8107060326 

8107060440 

8107060445* 

8107060450* 

8107060460* 

8107080211 

8107080211 

8107080213* 

8107080213* 

8107090207 

8107090207 

8107090236 

8107090240* 

8107090242 

8107090247* 

8107090270 

8107090277* 

8107090280 

3107090284* 

8107090287 

8107090291 

8107090291 

8107090291 

8107090294* 


SUBJECT 

CATEGORY 


CONTRACT 
50-206 R 
50-528 G 
50-528 G 
50-395 S 

50-395 S 
50-395 0 

50-395 0 

50-395 0 

50-395 A 

50-395 G 
50-395 0 

50-395 G 
50-395 G 
50-395 G 

50-395 0 

50-395 G 
NUREG 
50-395 E 
50-395 A 

50-395 » 

50-395 A 
50-395 0 

50-395 0 

50-395 E 

50-395 A 
50-395 0 

50-395 0 

50-395 S 
50-395 M 

50-261 F 
50-261 F 
50-395 0 

50-395 0 

50-416 I 


30-341 D 
50-341 D 
GA999 
QA999 
50-361 F 

50-361 F 
50-361 F 
50-361 F 
50-361 0 

50-361 0 

50-361 0 

50-361 0 

50-361 S 
50-361 S 
50-361 0 

50-361 0 

50-361 0 

50-361 0 

50-206 F 
50-206 F 

50-361 0 

50-361 0 

50-361 0 

50-395 0 

30-395 0 

50-206 P 
50-395 G 
50-395 G 
50-395 0 

50-395 0 

50-361 0 

50-361 0 

50-361 C 
50-361 0 

50-361 A 

50-361 A 
50-206 S 
50-206 9 

50-206 S 
50-206 S 

50-206 S 
50-206 S 
50-206 S 
50-206 S 
50-206 S 

50-10 0 

50-10 G 
50-10 0 

50-206 8 
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AUTHOR 

affiliation 


Southern Co. Services. Inc. 
Southern States Energy Board 
Spex Disc. Inc. 


Spiegel & McDiarmid 

St. Agnes Hosp. Fond du Lac. WI 

St. Louis Univ. 

St. Lucie County. FL 

St. Lukes Hosp. Milwaukee. WI 

St. Marys Hosp. Richmond. UA 
Standardized Nuclear Unit Power Plant 
System 


ACCESSION 

NUMBER 


8107100034 

8107100189 

8107100189 

8107100206 

8107100206 

8107130007* 

8107130009* 

8107130280 

8107130280 

8107140243 

8107140243 

8107140276 

8107140276 

8107140358 

8107140501 

8107140501 

8107150087* 

8107150232* 

8107170139 

8107170139 

8107170270 
8107170283 
8107170283 
81071 70285* 

81071 70285* 

8107170286* 

8107170286* 

8107170317 

8107170317 

8107200075 

8107200075 
8107200086 
B1072 00086 
8107200125 
0107210212 

8107210212 

8107210251 

8107210251 

8107210341 

8107210341 

810721038 7 
8107210387 
8107210403 
810723018 7 
8107230187 

8107230187 

8107230191* 

8107230370* 

8107240127 

8107240128 

8107270064 

8107270064 

81072 70066.* 
8107280238 
81072 80469 

8107280475 

8107290034 

8107290034 

8107290054 

8107290054 

8107290202 
8107290202 
8107290204* 
8107290204* 
81073 001S5 

8107210285 
81072 101B3* 
8107020075 
8107020165 
8107020166 

8107080354 
810724031 1* 
8107270332* 
8107070347 
8107290007 

8107240136 

8107010276 

8107010276 

8107010276 

8107010278* 

8107010278* 

8107010278* 

8107060203 

8107060203 


SUBJECT 

CATEGORY 


50-206 P 
50-361 0 

50-361 0 

50-361 G 
50-361 0 

50-206 F 
50-206 F 
50-206 V 
50-206 V 
50-361 T 

50-361 T 
50-361 T 
50-361 T 
50-206 F 
50-361 S 

50-361 S 
50-206 G 
50-361 G 
50-361 0 

50-36 1 0 

50-206 P 
50-361 K 
50-361 K 
50-361 K 
50-361 K 

50-361 F 
50-361 F 
50-361 F 
50-361 F 
50-361 S 

50-361 S 
50-361 S 
50-361 S 
50-361 S 
50-361 Q 

50-361 Q 
50-361 A 
50-361 A 
50-361 G 
50-361 Q 

50-361 K 
50-361 K 
50-206 P 
50-206 r 
50-206 I 

50-206 I 
50-206 I 
50-206 F 
50-361 A 
50-361 A 

50-361 R 
50-361 R 
50-361 R 
50-361 S 
50-206 P 

50-206 F 
50-361 H 
50-361 H 
50-361 A 
50-361 A 

50-361 A 
50-361 A 
50-361 A 
50-361 A 
50-361 A 

50-321 H 

CONTRACT 

XPORTLIC 

XPORTLIC 

XPORTLIC 

PROJ 
70-2678 
CONTRACT 
50-335 H 
70-2205 

70-1397 
50-482 K 

50-482 K 
50-482 K 
50-482 K 

50-482 K 
50-482 K 
50-482 A 
50-482 A 


AUTHOR 

AFFILIATION 


State. Dept, of 

State. Dept. of. Bureau of Oceans %: 
Internet!. Environ. & Scientific Affairs 


Steel. Hector & Davis 


Stock It Leader 

Stone it Webster Engineering Corp. 


Stone & Webster. Inc. 

Structural Meehan ics Associates 


Sunflower Alliance 
Superior Industrial X-Ray Co. 

Susquehanna Environmental Advocates 

Sweden 

System Sciences. Inc. 

TERA Corp. 


Technocrats. Inc. 

Teledyne Energy Systems 

Teledyne Isotopes 

Teleflex. Inc. 

Tennessee Valley Authority 


ACCESSION 

NUMBER 

8107060203 

8107060434 

8107060434 

8107060434 

8107070205 

8107210248 

8107240319 

8107300010 

8107230404 

8107130065* 


8107130068* 

8107160548 

8107210092 

8107210494 

8107220027 

8107220030 

8107220059* 

8107220370* 

8107220453 

8107220454 

8107230277 
8107240087 
8107020271 
8107150156 
B1071 50156 

8107150163 

8107150163 

8107210324 

8106120207* 

8107020397* 

8107070321 

8107070486 

8107210431 

8107240515* 

8107000247* 

8107140894* 

8107020371 

8107300257 

8107300259* 

8107020495 

8107170123* 

8107020521* 

8107090209* 

8107100092* 

8107100121* 

8107140156* 

8107270318* 

8107160042* 

8107160043* 

8107160141 

8107300031 

8107230306 

8107230308* 

8107230311* 

8107230130 

8106300197 

8107020217* 

8107020221* 

8107020296* 

8107020322 

8107020322 

8107020386 

8107020390 

8107020390 

8107020393 

8107020398 

8107020404 

8107020413 

8107020420 

8107020426 

8107020428 

8107020428 

8107020433 

8107020433 

8107020435 

8107020435 

8107020440 

8107020496* 

8107020496* 

8107020498* 

8107020498* 
8107060104 
8107060104 
8 107060262 


SUBJECT 

CATEGORY 

50-482 A 
50-482 A 
50-482 A 
50-482 A 
50-482 A 

50-482 S 
50-482 G 
50-482 G 
XPORTLIC 
SECY 


SECY 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

SECY 

SECY 

XPORTLIC 

XPORTLIC 

XPORTLIC 
XPORTLIC 
50-389 0 

50-250 G 
50-250 0 

50-230 O 
50-250 0 

50-171 H 
50-293 F 
GA999 

REGGD 

PR 

REGGD 

50-334 Q 
50-315 P 

CONTRACT 
50-440 G 
71-439 
71-439 
50-387 G 

NUREG 
CONTRACT 
50-361 A 
50-220 C 
50-244 C 

CONTRACT 
CONTRACT 
CONTRACT 
CONTRACT 
TOP REP 

TOPREP 

70-124 

70-124 

70-124 

70-1224 

50-328 

50-327 

50-327 

50-259 

50-327 

50-327 

50-438 

50-438 

50-438 

50-328 

50-328 

50-518 

50-438 

50-438 

50-328 

50-438 

50-438 

50-438 

50-438 

50-438 

50—438 

50-328 

50-327 

50-327 

50-327 

50-327 

50-327 

50-327 

50-296 
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AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


AUTHOR ACCESSION 

AFFILIATION NUMBER 

SUBJECT 

CATEGORY 

8107060267* 

50-296 

S 


8107240275 

50-320 

Q 

8107060324- 

50-327 

P 


8107240275 

50-328 

G 

8107060341 

50-296 

s 


8107240275 

50-328 

Q 

8107060342* 

50-296 

s 


8107240275 

50-328 

Q 

8107060407 

50-390 

A 


8107240275 

50-328 

G 

8107060412* 

50-390 

A 


8107240275 

50-328 

0 

8107070147 

50-327 

P 


8107240275 

50-328 

Q 

8107070147 

50-327 

P 


8107240293 

50-328 

G 

8107070326 

50-327 

P 


8107240307 

50-518 

Q 

8107070326 

50-327 

P 


8107240307 

50-518 

G 

8107070329* 

50-327 

P 


8107240307 

50-518 

G 

8107070350 

50-327 

P 


8107240307 

50-518 

G 

8107070350 

50-327 

P 


8107240307 

50-518 

Q 

8107070418 

50-327 

P 


8107240307 

50-518 

Q 

8107070418 

50-327 

P 


8107240308 

50-259 

P 

8107080255 

50-259 

F 


8107240308 

50-259 

P 

8107080255 

50-259 

F 


8107240308 

50-259 

P 

8107080255 

50-259 

F 


8107240308 

50-259 

P 

8107080317 

50-259 

P 


8107240405 

50-259 

Q 

8107080317 

50-259 

P 


8107240419* 

50-259 

0 

8107080317 

50-259 

P 


8107240427 

50-327 

G 

8107080377 

50-259 

P 


8107240427 

50-327 

G 

8107080377 

50-259 

P 


8107240427 

50-327 

G 

8107080377 

50-259 

P 


8107240427 

50-327 

G 

8107080456 

50-328 

A 


8107240504 

50-259 

G 

8107080470 

50-259 

F 


8107240510 

50-438 

G 

8107080470 

50-259 

F 


8107240510 

50-438 

G 

8107080470 

50-259 

F 


8107240510 

50-438 

G 

8107080473* 

50-390 

Q 


8107240510 

50-438 

0 

8107090080 

50-259 

P 


8107240510 

50-438 

G 

8107090080 

50-259 

P 


8107240510 

50-438 

Q 

8107090080 

50-259 

P 


8107240510 

50-438 

Q 

8107100235 

50-327 

J 


8107240510 

50-438 

Q 

8107100235 

50-327 

J 


8107240510 

50-438 

Q 

810713004 7* 

50-259 

F 


8107240520 

50-518 

Q 

8107130049* 

50-259 

F 


8107240534 

50-327 

G 

8107130220 

50-259 

P 


8107240534 

50-327 

G 

8107130220 

50-259 

P 


8107270215 

71-9032 


8107130220 

50-259 

P 


8107280079 

50-327 

R 

8107130220 

50-259 

P 


8107280079 

50-327 

R 

8107130448 

50-259 

P 


8107280086* 

50-327 

R 

8107130448 

50-259 

P 


8107280086* 

50-327 

R 

8107140295 

50-327 

P 


8107280187 

50-327 

P 

8107140295 

50-327 

P 


8107280191* 

50-327 

P 

8107140348 

50-327 

P 


8107280251 

50-259 

S 

8107140388 

50-327 

P 


8107280258* 

50-259 

S 

8107140388 

50-327 

P 


8107280273 

50-260 

S 

8107140393 

50-438 

A 


8107280280* 

50-260 

S 

8107140396* 

30-327 

P 


8107280285 

50-296 

S 

8107140396* 

50-327 

P 


8107280290* 

50-296 

S 

8107140422 

50-327 

P 


8107280514 

50-327 

S 

8107140422 

50-327 

P 


8107280519 

50-327 

Q 

8107160355 

NUREG 



8107280519 

50-327 

Q 

8107200319 

50-327 

P 


8107280523* 

50-327 

S 

8107200319 

50-327 

P 


8107280527* 

50-327 

Q 

8107200327 

50-260 

S 


8107280587 

50-518 

A 

8107200328* 

50-260 

S 


8107280691# 

50-259 

F 

8107200374 

50-327 

P 


8107280691# 

50-259 

F 

8107200374 

50-327 

P 


8107280691* 

50-259 

F 

8107200374 

50-327 

P 


8107280693* 

50-259 

F 


50-327 

P 


8107280693* 

50-259 

F 


50-327 

P 


8107280693* 

50-259 

F 


50-239 

P 


8107290249# 

50-259 

F 


50-259 

P 


8107290263 

50-438 

A 



s 

■* 

8107290269* 

50-259 

F 



s 


8107290269* 

50-259 

F 



s 


8107290269* 

50-259 

F 



3 


8107310076 

40-1341 






8107310105 

50-438 

S 





8107310139 

50-439 

S 





8107310144 

50-438 

S 





8107310145 

50-390 

s 





8107310156 

50-390 

s 





8107310164 

50-438 

8 

8107220073 

PR 



8107310205 

50-438 

S 

8107220096 

50-390 

R 


8107310205 

50-438 

. s 

8107220096 

50-390 

R 


8107310210 

50-328 

s 

8107220099* 

50-390 

R 


8107310213 

50-566 

s 

8107220099* 

50-390 

R 


8107310220 

50-518 

s 

8107230013 

50-259 

P 


8107310220 

50-518 

8 

8107240050 

50-259 

R 


8107310220 

50-518 

s 

8107240051* 

50-259 

R 


8107310220 

50-518 

s 

8107240051* 

50-239 

R 


8107310220 

50-518 

s 

8107240051# 

50-259 

R 


8107310220 

50-518 

3 

8107240076 

70-2917 



8107310221 

50-438 

s 
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AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 


8107310221 

8107310226 

8107310226 

8107310228 

8107310228 

8107310228 

8107310228 

8107310228 

8107310220 

8107310231 

8107310235 

8107310235 

8107310242 

8107310242 

8107310242 

8107310242 

8107310242 

8107310242 

8107310246 

8107310246 

8107310258 

8107310260 

8107310260 

8107310261* 

8107310265 

8107310265 

8107310268 

8107310271* 

8107310281 

8107310281 

8107310281 

8107310281 

8107310281 

8107310281 

8107310291 

8107310294 

8107310296* 

8107310297 

8107310299 

8107310300 

8107310301 

8107310302 

8107310303* 

8107310305 

8107310307 

8107310308 

8107310315 

8107310316 

8107310316 

8107310320 

8107310321 

8107310321 

8107310323 

8107310323 

8107310324 

8107310324 

8107310325 

8107310325 

8107310327 

8107310327 

8107310328 

8107310333 

8107310333 

8107310333 

8107310333 

8107310333 

8107310333 

8107310334 

8107310341 

8107310341 

8107310344 

8107310347* 

8107310348 

8107310351 

8107310351 

8107310351 

8107310351 

8107310351 

8107310353* 

8107310354 

8107310354 

8107310356 

8107310367 

8107310367 

8107310369 


SUBJECT 

CATEGORY 


50-438 S 
50-390 S 
50-390 S 
50-518 S 
50-518 S 

50-518 5 
50-518 S 
50-518 S 
50-518 S 
50-553 S 

50-390 S 
50-390 S 
50-518 S 
50-518 S 
50-518 S 

50-518 S 
50-518 S 
50-518 S 
50-390 S 
50-390 S 

50-327 S 
50-390 S 
50-390 S 
50-327 S 
50-390 S 

50-390 S 
50-327 S 
50-327 S 
50-518 S 
50-518 S 

50-518 S 
50-518 S 
50-518 S 
50-518 S 
50-390 S 

50-327 S 
50-327 S 
50-518 S 
50-518 S 
50-553 S 

50-259 S 
50-567 S 
50-259 S 
50-390 S 
50-518 S 

50-328 S 
50-328 S 
50-390 S 
30-390 S 
30-328 S 

30-390 S 
30-390 S 
50-390 S 
50-390 S 
50-438 S 

50-438 S 
50-566 S 
50-566 S 
50-327 S 
50-327 S 

50-328 S 
50-518 S 
50-518 S 
50-518 S 
50-518 S 

50-318 S 
50-518 S 
50-438 S 
50-390 S 
50-390 S 

50-296 S 
50-296 S 
50-327 S 
50-328 S 
50-328 S 

50-328 S 
50-328 S 
50-328 S 
50-327 S 
50-390 S 

50-390 S 
50-327 S 
50-390 S 
50-390 S 
50-566 S 


AUTHOR 

AFFILIATION 


Tennessee. State of 

Teton Exploration Drilling Co.. Inc. 

Texas A k M Univ. 

Texas Consumer Association 

Texas Instruments. Inc. 

Texas Utilities Generating Co. 


Texas Utilities Services. Inc. 


I 


ACCESSION 

NUMBER 


8107310382 

8107310385 

8107310389 

8107310391 

8107310391 

8107310393* 

8107310394* 

8107310395 

8107310396 

8107310401 

8107310401 

8107310406 

8107310406 

8107310408 

8107310409 

8107310417 

8107310418 

8107310423* 

8107310429 

8107310433 

8107310436 

8107310436 

8107310437 

8107310447 

8107310447 

8107310465 
8107310468 
8107310468 
8107310495 
B 1073 10497 

8107310501 

8107310504 

8107310508* 

8107310512 

8107310514 

8107220073 

8107210032 

8107270400 

8107280180 

8107020112 

8107170228 

8107010393 

8107020365 

8107020377 

8107070048 

8107070467 

8107070467 

8107070471* 

8107070471* 

8107080229 

8107080430 

8107080430 

8107090266 

8107090291 

8107140693 

8107160311 

8107160311 

8107200358 

8107200358 

8107220132 

8107230072 

8107230072 

8107230073* 

8107230073* 

8107280108 

8107280108 

8107280115 

8107280115 

8107280616 

8107280616 

8107020359 

8107060168 

8107060216 

8107070373 

8107070450 

8107100081 

8107100143 

8107140311 

8107140311 

8107140679 

8107140679 

8107140697* 

8107140697* 

8107210188 

8107210195* 


SUBJECT 

CATEGORY 

50-438 

S 

50-260 

S 

50-260 

s 

50-390 

s 

50-390 

s 

50-260 

s 

50-260 

s 

50-259 

s 

50-438 

s 

50-390 

s 

50-390 

s 

50-390 

s 

50-390 

s 

50-518 

s 

50-327 

s 

50-390 

s 

50-518 

s 

50-327 

s 

50-390 

s 

50-390 

s 

50-390 

s 

50-390 

s 

50-390 

s 

50-438 

s 

50-438 

s 

50-518 

s 

50-390 

s 

50-390 

s 

50-390 

s 

50-328 

S 

50-327 

S 

50-328 

S 

50-327 

s 

50-328 

s 

50-328 

PR 

40-8781 

40-8728 

s 

50-128 

PR 

s 

50-367 

R 

50-445 

G 

50-445 

G 

50-445 

PR 

G 

50-445 

K 

50-445 

K 

50-445 

K 

50-443 

K. 

50-445 

G 

50-445 

F 

50-445 

F 

50-445 

Q 

50-10 

G 

50-443 

F 

50-445 

D 

50-445 

D 

50-445 

A 

50-445 

A 

50-445 

G 

50-445 

K 

50-445 

K 

50-445 

K 

50-445 

ft 

50-445 

S 

50-445 

S 

50-445 

s 

50-445 

s 

50-445 

s 

50-445 

s 

50-445 

G 

50-445 

A 

50-445 

A 

50-445 

Q 

50-445 

A 

50-445 

A 

50-445 

A 

50-445 

A 

50-445 

A 

50-445 

A 

50-445 

A 

50-445 

A 

50-445 

A 

50-445 

A 

50-445 

A 
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AUTHOR 

ACCESSION 

SUBJECT 


AFF ILIATION 

NUMBER 

CATEGORY 



8107280575 

50-445 

A 


8107310137 

50-445 

A 

Texas, State of 

8107140285 

50-445 

D 


8107200160* 

COMMISSION 

Texas, Univ. of 

8107240490* 

50-498 

A 

The Charlotte Observer, NC 

8107070025 

50-369 

H 

Three Mile Island Alert 

8107020455 

50-289 

0 


8107070486 

PR 



8107080331 

50-289 

G 

Three Mile Island Public Interest 

8107070486 

PR 


Resource Center 




Toledo Edison Co. 

8107020410* 

50-346 

F 


8107020410* 

50-346 

F 


8107020410* 

50-346 

F 


8107020416* 

50-346 

F 


8107020416* 

50-346 

F 


8107020416* 

50-346 

F 


8107020425* 

50-346 

F 


8107020425* 

50-346 

F 


8107020425* 

50-346 

F 


8107020427* 

50-346 

F 


8107020427* 

50-346 

F 


8107020427* 

50-346 

F 


8107060201 

50-346 

F 


8107060239* 

50-346 

Q 


8107060345* 

50-346 

Q 


8107060350 

50-346 

P 


8107060470 

50-346 

P 


8107080158 

50-346 

S 


8107090291 

50-10 

0 


8107100037 

50-346 

P 


8107100160 

50-440 

G 


8107130052* 

50-346 

F 


8107130055* 

50-346 

F 


8107130259 

50-346 

P 


8107140430 

50-346 

S 


8107140441* 

50-346 

S 


8107140722 

50-346 

s 


8107140729* 

50-346 

s 


8107140756 

50-346 

s 


8107140761* 

50-346 

s 


B 1072 00055 

50-346 

R 


8107200057* 

50-346 

R 


8107200304 

50-346 

S 


8107200310* 

50-346 

s 


8107210244 

50-346 

s 


8107210249* 

50-346 

s 


8107210415 

50-346 

p 


8107220100 

50-346 

p 


8107220102* 

50-346 

p 


8107220105* 

50-346 

p 


8107240151* 

50-346 

F 


8107240151* 

50-346 

F 


8107240151* 

50-346 

F 


8107240155* 

50-346 

F 


8107240155* 

50-346 

F 


8107240155* 

50-346 

F 


8107240207 

50-346 

S 


8107240221 

50-346 

s 


8107240225* 

50-346 

s 


8107240228* 

50-346 

s 


8107240232 

50-346 

s 


8107240236* 

50-346 

s 


8107240252 

50-346 

s 


8107240255* 

50-346 

s 


8107240389 

50-346 

s 


8107240395* 

50-346 

s 


8107280289 

50-346 

Q 

Transnoclear, Inc. 

8107090143 

XPORTLIC 


8107090165 

XPORTLIC 



8107270315 

XPORTLIC 



8107270396 

XPORTLIC 


8107270397* 

XPORTLIC 


8107280018 

70-2479 



8107280023 

71-9015 



8107280026* 

71-9015 



8107290070 

XPORTLIC 


8107300236 

XPORTLIC 

Transportat ion, Dept, of 

Tulare County Farm Bureau 

8107140335 

8107150115 

50-382 

50-361 

D 

H 

Twomey, Latham & Schmitt 

8107080166 

50-322 

0 


8107100197 

PR 

G 


8107200240 

50-322 

U.S. Court of Appeals 2nd Circuit 

8107200436 

50-322 

G 

U.S. District Court, District of 

Columbia 8107130177* 

50-367 

G 


AUTHOR 

affiliation 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


8107160123* 

50-367 G 

U.S. District Court, Eastern District of 

8107150339* 

50-289 G 

Washington 

U.S. District Court, Nothern District of 

8107010358* 

50-367 G 

Illinois, Eastern Div. 

U.S. District Court, Southern District of 

8107060155* 

50-389 M 

Florida 

URS Corp. 

8107280102* 

50-255 P 

US Ecology, Inc. ( Former ly Nuclear 

8107290144 

71-258 

Ena ineer ing > 


8107290147* 

71-258 


8107300271 

71-6771 

Union 76 Minerals Exploration Co. 

8107220014 

40-8584 

8107240023 

40-8584 


8107240027* 

40-8584 

Union Carbide Corp. 

8103310609 

40-229 

8107210175 

40-8788 


8107210179* 

40-8788 


8107220036 

WASTE MGT 


8107220039* 

WASTE MGT 


8107270310 

WASTE MGT 


8107280106 

WASTE MGT 


8107280139 

40-299 


8107280652 

70-687 


8107280673 

70-687 


8107280694 

40-299 


8107290216 

40-299 


8107290250 

WASTE MGT 

Union Electric Co. 

8107020489 

50-483 0 


8107020494* 

50-483 0 


8107080191 

50-483 A 


8107080293 

50-483 0 


8107080297* 

50-483 0 


8107130415 

50-483 K 


8107140570 

50-483 F 


8107150165 

50-483 0 


8107150276 

50-483 G 


8107160247 

50-483 G 


8107160616 

70-2945 


8107210404 

50-483 A 


8107220263 

50-483 I 


8107220266* 

50-483 I 


8107220270* 

50-483 I 


8107240024 

50-483 S 


8107240443 

50-483 F 


8107290179 

50-483 A 


8107300137 

50-483 C 


8107310001 . 

50-486 A 

Union Minerals 

8106050362 

40-8584 


8106050363* 

40-8584 

Union of Concerned Scientists 

8107070486 

PR 

8107090124 

50-289 0 


8107170089* 

NUREG 


8107170104 

50-289 0 


8107170105* 

50-289 G 


8107170107* 

50-289 G 

United Engineers St Constructors, Inc. 

8107020138* 

QA999 

C subs, of Rautheon Co. ) 


8107020265 

50-443 K 

United Illuminating 

8107300255* 

50-443 I 

United Kingdom Atomic Energy Authority 

8107170085* 

NUREG 

United Nuclear Corp. 

8107220394 

70-371 

8107230334 

71-6601 


8107280049 

70-371 

United Nuclear Corp. UNC Mining & Milling 8107220273 

40-8602 

Services, Inc. 

United Nuclear Corp., UNC Recovery 

8107240573 

70-820 

Sustems Div, 

United Nuclear Corp. , Naval Products Div. 

8104210003 

70-371 

8104210006* 

70-371 


8107230212 

70-371 

United Steelworkers of America 

8107270016 

PR 


8107230316 

40-8783 

Utah, State of 

8107220363 

WASTE MGT 

8107230116 

40-8681 

Utility Group on ATWS 

8107200426 

PRM 

Van Ness, Feldman, Sutcliffe, Curtis & 

8107210301 

50-389 M 

Levenberg 

Velsicol Chemical Corp. 

8107210164 

40-6264 

8107210170* 

40-6264 


8107240031 

40-6264 

Vermont Electric Cooperative, Inc. 

8107300251* 

50-443 I 

Vermont Yankee Nuclear Power Corp. 

8107020337 

50-271 P 


81070203*0* 50-271 P 
8107070273 50-271 P 
8107070344 50-271 F 
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AUTHOR 

AFFILIATION 


fl inia Electric & Power Co. 
if 9 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

8107080286 

50-271 

P 



8107210254 

50-338 

R 

8107090233 

50-271 

P 



8107210255 

50-280 

P 

8107090257 

50-271 

P 



8107210258* 

50-338 

R 

8107130236 

50-271 

Q 



8107210288 

50-280 

S 

8107200334 

50-271 

R 



8107210288 

50-280 

s 

8107200335* 

50-271 

R 



8107210294* 

50-280 

s 

8107300196 

50-271 

F 



8107210300* 

50-280 

s 

8107010232 

50-339 

P 



8107210310 

50-280 

s 

8107010483* 

50-280 

F 



8107210322 

50-280 

s 

8107010484* 

50-280 

F 



8107210419 

50-338 

p 

8107020147 

50-339 

S 



8107230023 

50-338 

p 

8107020148 

50-338 

R 



8107230023 

50-338 

p 

8107020149* 

50-339 

S 



8107240184 

50-280 

Q 

8107020150* 

50-338 

R 



8107240332 

50-280 

0 

8107020191* 

50-338 

R 



8107240376 

50-281 

0 

8107020196* 

50-338 

R 



8107240379* 

50-280 

Q 

8107020198* 

50-338 

R 



8107240390* 

50-280 

Q 

8107020203* 

50-338 

R 



8107240422 

50-404 

Q 

8107020210 

50-280 

P 



8107240476 

50-404 

Q 

8107060107 

50-339 

P 



8107240533* 

90-338 

Q 

8107060300 

50-338 

S 



8107280263 

50-339 

E 

8107060304* 

50-338 

S 



8107280349 

50-338 

P 

8107070154 

50-280 

P 



8107280349 

50-338 

P 

8107070154 

50-280 

P 



8107280362 

50-339 

S 

8107070154 

50-280 

P 



8107280375* 

50-339 

s 

8107070154 

50-280 

P 



8107280464 

50-281 

s 

8107070154 

50-280 

P 



8107280467* 

50-281 

s 

8107070154 

50-280 

P 



8107280470* 

50-281 

s 

8107070159 

50-280 

F 



8107280529 

50-339 

s 

8107070159 

50-280 

F 



8107280537* 

50-339 

s 

8107070159 

50-280 

F 



8107280592 

50-339 

s 

8107070163* 

50-280 

P 



8107280596* 

50-339 

s 

8107070163* 

50-280 

P 



8107300045 

50-280 

p 

8107070163* 

50-280 

P 



8107300045 

90-280 

p 

8107070163* 

50-280 

P 



8107300045 

50-280 

p 

8107070163* 

50-280 

P 



8107310181 

50-339 

s 

8107070180 

50-339 

P 



8107310218* 

50-339 

s 

8107070276 

50-280 

P 



8107310250 

50-339 

s 

8107070331 

50-280 

P 



8107310254* 

50-339 

s 

8107070331 

50-280 

P 



8107310267 

90-280 

p 

8107070331 

50-280 

P 



8107310383 

50-339 

s 

8107070331 

50-280 

P 



8107310390* 

50-339 

s 

8107070356 

50-338 

P 



8107310425 

50-339 

s 

8107070356 

50-338 

P 



01073!. 0431* 

50-339 

s 

8107070359* 

50-338 

P 



8107310440 

50-200 

s 

8107070359* 

50-338 

P 



8107310440 

50-280 

s 

8107070361 

50-280 

P 



8107310446* 

90-280 

s 

8107070361 

50-280 

P 



8107310451* 

50-200 

s 

8107070361 

50-280 

P 



8107310451* 

50-280 

s 

8107070361 

50-280 

P 



8107310458* 

50-280 

s 

8107070458 

50-280 

F 



8107310458* 

90-280 

s 

8107070458 

50-280 

F 



8107310469 

50-280 

s 

8107090291 

50-10 

0 



8107310489* 

50-280 

s 

8107100216 

50-280 

P 



8107310505* 

50-280 

s 

8107100216 

50-280 

P 



8107310518* 

50-280 

s 

8107100216 

50-280 

P 

Virginia Tech 


8107100040* 

CONTRACT 


8107100216 

50-280 

P 

Virginia# Univ. of 


8107170209 

NUREG 


8107100218 

50-338 

P 

Vollen. R. J. Whicher, 

J. M. 

8107010327 

50-367 

G 

8107100218 

50-338 

P 



8107020279 

50-367 

0 

8107130421 

50-281 

P 



8107020292 

50-367 

0 

8107130425* 

50-281 

P 



8107020483 

50-367 

0 

8107140079 

50-280 

P 



8107080198 

90-367 

G 

8107140079 

50-280 

P 



8107080202 

50-367 

c 

8107140530 

50-280 

F 



8107080238 

80-367 

G 

8107140530 

50-280 

F 



8107100203 

50-367 

0 

8107140530 

50-280 

F 



8107150047 

50-367 

c 

8107140530 

50-280 

F 



8107160119 

50-367 

c 

8107150123 

50-338 

P 



8107160262 

50-367 

c 

8107170275 

50-280 

P 



8107160406 

50-367 

0 

8107170275 

50-280 

P 



8107270233 

50-367 

0 

8107200349 

50-339 

S 



8107280337 

50-367 

0 

8107200351* 

50-339 

S 

Volpe# Boskey k Lyons 


8107100182 

50-348 

M 

8107200379 

50-339 

S 



8107150090 

50-348 

M 

8107200382 

50-280 

S 



8107150215 

50-348 

11 

8107200383* 

50-339 

s 

W. J. Woolley Co. 


8107020255 

50-498 

S 

8107200450 

50-339 

s 

Washington Public Power 

Supply Systam 

8107010195 

50-460 

8 

8107200457* 

50-339 

s 



8107010195 

50-460 

8 

8107200472 

50-339 

s 



8107010306 

50-460 

8 

8107200477* 

50-339 

3 



8107010306 

50-460 

S 

8107210036 

50-280 

R 



8107070047 

PR 


8107210038* 

50-280 

R 



8107070051 

PR 


8107210038* 

50-280 

R 



8107070053* 

PR 


8107210253 

50-338 

P 



8107070316 

80-397 

A 

8107210253 

50-338 

P 



010707041 1 

50-397 

A 

8107210254 

50-338 

R 



8107080437 

50-397 

F 
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AUTHOR 

AFFILIATION 


Washington, Univ. of 
Waste Management Group, Inc. 

Welding Research Council 
West Jersey Hosp. Camden, NJ 


Western Heights Water Co. 

Western Nuclear, Inc. (subs, of Phelps 
Dodge Carp. ) 


Western Nuclear, Inc. 
Westinghouse Electric Corp. 


ACCESSION 

NUMBER 

8107090291 

8107140253 

8107140497 

8107140497 

8107140512 

8107140512 

8107140540 

8107140553 

8107140585 

8107140668 

8107140678 

8107140689 

8107140690 

8107140770 

8107150005 

8107150142 

8107170214 

8107170215# 

8107210181 

8107210342 

8107210355 

8107210386 

8107210435 

8107210435 

8107210438* 

8107210438* 

8107240468 

8107240471* 

8107280186 

8107280262 

8107280269 

8107280279 

8107280561 

8107280561 

8107280565# 

8107280565* 

8107290177 

8107290194 

8107300197 

8107300294* 

8107020516* 

8107210039 

8107220372 

8107240135* 

8107280502 

8104290630* 

8104290636* 

8107170326 

8107240039 

8107240042* 

8107280399 

8107220009 

8107010203 

8107010211* 

8107010215* 

8107010265 

8107010410 

8107010416* 

8107010421* 

8107060193* 

8107070499 

8107080303* 

8107090091 

8107090346* 

8107090472 

8107100197 

8107100253 

8107100256# 

8107100309 

8107130048* 

8107150051 

8107160031 

8107170096* 

8107200162 

8107200174 

8107200195 

8107200198* 

8107200311 

8107200366 

8107210113 

8107210155 

8107210159* 

8107220049 

8107220053# 


SUBJECT 

CATEGORY 


50-10 G 
50-397 A 
50-460 S 
50-460 S 
50-460 S 

50-460 S 
50-397 S 
50-397 S 
50-397 Q 
50-397 Q 

50-397 S 
50-397 S 
50-508 S 
50-397 S 
50-508 A 

50-508 G 
50-397 K 
50-397 K 
50-397 A 
50-397 A 

50-460 Q 
50-460 Q 
50-508 A 
50-508 A 
50-508 A 

50-508 A 
50-397 C 
50-397 C 
50-397 A 
50-397 A 

50-397 A 
50-397 S 
50-460 A 
50-460 A 
50-460 A 

50-460 A 
50-460 A 
50-397 E 
50-139 F 
50-320 P 

CONTRACT 
70-2232 
70-2232 
70-2232 
50-361 H 

40-1162 

40-1162 

40-1162 

40-1162 

40-1162 

40-1162 

40-1162 

TOPREP 

TOPREP 

TOPREP 

TOPREP 
TOPREP 
TOPREP 
TOPREP 
50-395 0 

XPORTLIC 
50-344 F 
TOPREP 
TOPREP 
XPORTLIC 

PR 

TOPREP 
TOPREP 
REVIEW GRP 
SECY 

XPORTLIC 
XPORTLIC 
NUREG 
TOPREP 
50-87 H 

50-87 H 

50-87 H 

TOPREP 
50-275 V 

XPORTLIC 

70-698 

70-698 

70-1143 

70-1143 


AUTHOR 

AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8107230302 

8107230401 

8107240033 

8107270048 

8107270288* 

8107280621 

8107290265* 

8107300022 

8107300128 

8107300130* 


TOPREP 

XPORTLIC 

70-1151 

70-2909 

CONTRACT 

REGGD 

50-438 A 
70-1151 
70-1143 
70-1143 


Wharton, R. J. 

Wichita State Univ. 

Widoff, Reager, Selkowitz St Adler 
Wi 1 liams-Rob inette St Associates, Inc. 


8107310614 

8107020507 

8107270327 

8107020493 

8107230357 


70-1151 
50-361 G 
NUREG 

50-289 G 
40-4492 


Wilt, D. D. 

Winthrop, Stimson, Putnam St Roberts 


8107240131 

8107020323 

8107020323 

8107020371 

8107280275 


40-4492 
50-440 © 

50-440 G 
50-440 G 
50-348 M 


Wisconsin Electric Power Co. 


8107280275 

8107280291* 

8107280291* 

8106300246 

8106300248* 


50-348 M 
50-348 M 
50-348 M 
PR 
PR 


8106300251* 

8106300252* 

8107010461* 

8107010463* 

8107090291 

8107090291 

8107100089 

8107100185 

8107140362 

8107140362 

8107140366* 

8107140368* 

8107140414 

8107140460 

8107140467* 

8107140546 

8107140651 

8107140651 

8107140659* 

8107140659* 

8107160276 

8107160282* 

8107200078 

8107200080* 

8107200117 

8107200121* 

8107200221 

8107200221 

8107200225* 

8107200225* 

8107200228* 

8107210279 

8107210279 

8107210412 

8107210412 


PR 

PR 

50-266 

F 

50-266 

F 

50-10 

G 

50-10 

G 

50-266 

G 

NUREG 

50-266 

S 

50-266 

S 

50-266 

S 

50-266 

s 

50-266 

p 

50-266 

s 

50-266 

s 

50-266 

Q 

50-266 

P 

50-266 

P 

50-266 

P 

50-266 

P 

50-301 

8 

50-301 

S 

50-266 

s 

50-266 

s 

50-301 

s 

50-301 

s 

50-266 

R 

50-266 

R 

50-266 

R 

50-266 

R 

50-266 

R 

50-266 

F 

50-266 

F 

50-266 

P 

50-266 

P 


8107240114 

8107240120* 

8107240148 

8107240148 

8107240244 


50-266 S 
50-266 S 
50-266 Q 
50-266 Q 
50-266 S 


8107290244* 50-266 

8107300027 50-266 

8107310262 50-266 

Wisconsin Public Service Corp. 8107070362 50-305 

8107090085 50-305 


8107140367 50-305 
8107140372* 50-305. 
8107140510 50-305 
8107140519* 50-305 
8107140636 50-305 


8107160231 50-305 
8107160235* 50-305 
8107160242* 50-305 
8107160249* 50-305 
8107170220 50-305 


8107200239* 50-305 
8107210227 50-305 
8107210230# 50-305 
8107240161 50-305 
8107240166* 50-305 
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AUTHOR 

AFFILIATION 


Wisconsin '* Environmental Decade 


Wisconfin. State of 


Wisconsin. Univ. of. Madison 
Uitco Chemical Co. 

Woodward-Cl yde Consultant*. Inc. 
Uylt Laboratories 


Wyoming Mineral Cqrp. 


ACCESSION 

NUMBER 

S 107280335 

8107280343* 

8107280701* 

8107070069 

8107100039 

8107240523 

8107240523 

8107240527* 

8107240527* 

8107280278 

8107280433 

8107280433 

8107280433 

8107280433 

8107280436* 

8107280436* 

8107280438* 

8107280440* 

8107290015 

8107290016* 

8107140397* 

8107240318* 

8107300309* 

8107060213* 

8107060213* 

8107060214* 

8107060214* 

8107060217* 

8107060217* 

8107060221* 

8107060221* 

8107060222* 

8107060222* 

8107210544 

8107220002 

8107220004* 

8107220010 

8107220250 

8107220380 

8107230275 

8107230397 

8107240056 

8107270302 

8107270304* 

8107280033 


SUBJECT 

CATEGORY 


50-305 S 
50-305 S 
50-305 F 
PR 

50-266 H 

50-266 G 
50-266 0 

50-266 0 

50-266 G 
50-266 G 

50-266 R 
50-266 R 
50-266 R 
50-266 R 
50-266 R 

50-266 R 
50-266 R 
50-266 R 
70-2598 
70-2598 

50-438 A 
50-498 A 
CONTRACT 
50-387 A 
50-387 A 

50-387 A 
50-387 A 
50-387 A 
50-387 A 
50-387 A 

50-387 A 
50-387 A 
50-387 A 
40-8502 
40-8502 

40-8502 

40-8502 

40-8502 

40-8502 

40-8502 

40-0502 

40-8502 

40-8502 

40-8502 

40-8502 


AUTHOR 

AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


Wyoming) State of 
Yankee Atomic Electric Co. 


8107280039 

8107280439 

8107280653 

8107280692 

8107290223 

8107300295 

8107230372 

8107020034 

8107020034 

8107060227 

8107060227 

8107060230 

8107060230 

8107060291 

8107060296* 

8107060402 

8107070042 

8107070132 

8107070384 

8107070406 

8107070412* 

8107080262 

8107090231 

8107090265 

8107090291 

8107090344 

8107100141 

8107130461 

8107130466* 

8107150010 

8107150018* 

8107200435 

8107200481* 

8107230021 

8107240171* 

8107280109 

8107280170 

8107280173* 

8107300223* 

8107300229* 

8107310279 

8107310284 

8107310287* 


40-8502 

40-8502 

40-8502 

40-8502 

40-8502 

40-8502 
40-8786 
50-443 K 

50-443 K 

50-443 C 

50-443 C 

50-443 F 

50-443 F 

50-29 S 

50-29 S 

50-29 P 

PR 

50-29 P 

50-29 F 

50-29 P 

50-29 P 

50-29 P 

50-29 F 

50-29 P 

50-10 0 

50-29 P 

50-29 P 

50-29 S 

50-29 S 

50-29 P 

50-29 P 

50-29 P 

50-29 F 

50-29 P 

50-29 F 

50-29 P 

50-29 S 

50-29 S 

50-29 P 

50-29 P 

50-29 
50-29 
50-29 


P 

S 

S 




REPORT NUMBER INDEX 


The subject category column in this index gives the docket 
number and the symbol for the category of information 
within that docket; for example, 50-320 P. The docket subject 
categories are defined in Appendix A. 

Subject categories for nondocketed items are also entered 
in this column by symbol; for example, ACRS. These cate- 
gories are defined in Appendix B and listed in the Contents. 


An asterisk following the accession number in this index 
indicates that the document is an enclosure to another 
document To obtain the accession number of the principal 
document under which the enclosure is listed, refer to the 
index entitled "Cross Reference of Enclosures to Principal 
Documents." 


REPORT 

ACCESSION 

SUBJECT 


OTHER REPORT 

REPORT 

ACCESSION 

SUBJECT 


OTHER REPORT 

NUMBER 

NUMBER 

CATEGORY 

NUMBER 

NUMBER 

NUMBER 

CATEGORY 

NUMBER 

05467-028-06 

9107310541* 

40-3453 


10223 

CEN-156 

8107020442* 

TOPREP 



1643 RA 

8107210367* 

50-528 

Q 

IEB-81-02 

CEN- 1 57 (A XNP) A02 

8107300136* 

50-368 

P 


2329 

8107130488* 

50-440 

A 


CEN-161 (B )-NP 

8107240046* 

50-317 

P 


546-9142 

8107210370* 

50-528 

Q 

IEB-81-02 

CEN-162(A)-NP 

8107300146* 

50-368 

P 


599-0443-14-08 R01 

8107210421* 

50-287 

Q 


C I-QAP-712. 5 

8107270042* 

71-458 


19105 

80C 129-2 

8107080247* 

30-313 

P 


CPC12 

8107210368* 

50-329 

Q 

IEB-81-03 

81-247F 

8107020512* 

30-348 

F 


DET-14 “038 

8107020349* 

50-341 

A 


Sl-RD-9 VOS 

8107270066* 

30-361 

R 


E-2362 R01 

8107280026* 

71-9015 



8107060393 

8107060395 

RES 


NRC— 04— 79— 184 

EF2- 53332 R01 

8107160180* 

50-341 

A 


8107060398 

8107060398 

RES 



EGG- 1183-4189 

8107140827* 

50-302 

Q 

IEB-80-06 

8107060404 

8107060404 

RES 


ORNL/ED/EIS-134 

EGO-1 183-4209 

8107160369* 

50-266 

Q 

IEB-80— 06 

8107060485 

8107060483 

RES 



EGG-EA-5460 

8107150333* 

RES 



8107070037 

8107070057 

RES 


NRC— 04— 07-2 1 3 

ENIC0-1069 

8107230276* 

71-5958 



6107070060 

8107070060 

RES 



FPLTQAR 1-76A R04 

8107290152* 

50-250 

P 


8107070111 

8107070111 

RES 



GADR-53 ADD 02 R01 

8107300258* 

71-6346 



8107090228 

8107090228 

RES 


EEG-8EM I -5448 

IWL -0312-451 

8107230311* 

70-124 


18988 

8107090237 

8107090237 

RES 


EEG— LOFT— 340 1 

JCPllU 

8107310392* 

50-219 

R 


8107090399 

8107090399 

RES 



MI-LR-81— 02 

8107100285* 

50-219 

P 


8107090431 

8107090431 

RES 



MSTG-l-NP 

8107100256* 

TOPREP 



8107090433 

8107090433* 

RES 


BNL—NUREG— 29369 

NAC-E-801 R02 

8107220298* 

71-6698 


19263 

8107150404 

8107150404 

RES 



NEDO-24327 

8107070383 

TOPREP 


81NED257 

8107150441 

8107150441 

RES 


LO-1 4-0 1-074 

NRC -9028- 1-3 

8107240318* 

50-498 

A 


8107160022 

8107160022 

RES 


ORNL/HASRD-127 

NS 27(4) IC 

8107230324* 

REVIEW GRP 


8107160032 

8107160032 

RES 



N8P-37 -061 

8107200196* 

50-263 

0 

IEB-79-14 

8107200494 

8107200494 

RES 


ORNL/HASRD- 1 28 

NSP-37 061 R01 

8107230022* 

50-263 

Q 

IEB-79-14 

8107200498 

8107200498 

RES 


0RNL/FTR-1093 

NU-QA-1 R03A 

8107070380* 

TOPREP 



8107200500 

8107200300 

30-336 

P 

EGG-EA-3481 

NUREG-002Q VOS NOS 

8107010260 

NUREG 



8107210482 

8107210482 

RES 


E0G-L0FT-340B 

NUREG-0020 VOS NO 6 

8107270339 

NUREG 



8107210508 

8107210508 

RES 


EQG-TFBP-521 3 

NUREG-0022 

8107060002 

50-471 

E 


8107210513 

8107210513 

RES 


EQG-WRR-34S3 

NUREG-0485 V03 NO 7 

8107100330 

NUREG 



8107210540 

8107210540 

RES 


EGG-EA-3460 

NUREG-0485 V03 NOS 

8107280644 

NUREG 



8107210557 

8107210337 

RES 


EGG-SEMI -5442 

NUREO-0490 ERR 

8107310118* 

50-361 

D 


B107220031 

8107220031 

RES 


EGG-CDAP-541 9 

NUREQ-0492 ERR 

8107150420 

NUREG 



8107220054 

8107220054 

RES 


EGG-SEMI -5446 

NURE0-0519 SOI 

8107060050 

50-373 

E 


\ 8107220391 

8107220391 

RES 



NUREG-0540 V03 N03 

8107100341 

NUREG 



■ 8107220407 

8107220407 

RES 


ORNL/FTR-1093 

NUREG-0564 

8107060042 

50-387 

D 


8107230322 

8107230322 

RES 



NUREG-0566 VOl NOS 

8107270336 

NUREG 



1 8107290173 

8107290173 

RES 



NURE0-0652 VOl N01 

8107130002 

NUREG 



8107290178 

8107290178 

RES 


EGG-LOFT-5471 

NUREG-0676 

8107170146 

NUREG 



8107290189 

8107290189 

RES 


EGG-SEMI -5427 

NUREG-0709 

8107240017* 

70-1308 



8107290191 

8107290191 

RES 


EGG— LOFT- 5468 

NUREG-0718 R01 

8107310111* 

NUREG 



^ 8107290207 

8107290207 

RES 



NUREG-0718 R01 ERR 

8107310108 

NUREG 



; 8107290231 

8107290231 

RES 


EGG-LOFT- 5447 

NUREG-0748 VOl NO 4 

8107200091 

NUREG 



- 8107290233 

8107290233 

30-339 

P 

EGG— EA-5463 

NUREG-0750 V13 N02 

8107310080 

NUREG 



8107290248 

8107290248 

30-272 

P 

EGG— EA- 5380 

NUREG-0755 DR FT 

8101280153* 

SECY 



8107300001 

8107300001 

30-247 

P 

EGO— EA-5477 

NUREG-0766 

8107080039 

50-133 

P 


* 8107300002 

8107300002 

30-219 

P 

EGG— EA-5476 

NUREG-0770 

8107060001 

NUREG 



> 8107300047 

8107300047 

30-324 

P 

EGG— EA-5389 

NUREG-0771 FC 

8107010003 

NUREG 



1 8-81-163 

8107090209* 

30-361 

A 


NUREG-0772 DRFT 

8107170001 

NUREG 



j BAIMQ0S4P ERR 

8107140686* 

TOPREP 



NUREG-0776 SOI 

8107150428 

50-387 

E 


.? BAW-15U 

8107080253* 

TOPREP 



NUREG-0787 

8107270044 

50-382 

E 


i BAH-1621 801 

8107160462* 

TOPREP 


77-1 126594-00 

NUREG-0792 

8107100338 

50-338 

P 


1 ce-i-a Ria 

8107140590* 

50-10 

P 


NUREG-0798 

8107270338 

50-341 

E 


.! CEB-81-22 

8107060412* 

30-390 

A 


NUREG-0799 FC 

8107100347 

NUREG 



4 CEN-152 

8107020449* 

TOPREP 



NURE0-0806 DRFT 

8107240088 

NUREG 
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ACCESSION 

NUMBER 

8107100339 

8107020002 

8107080021 

8107170308 

8107010486 

8107010482 

8107010480 

8107060055 

8107130005 

8107010449 

8107060054 

8107060063 

8107270010 

8107270012 

8107270014 

8107170235 

8107310078 

8107010446 

8107010460 

8107010458 


SUBJECT 

CATEGORY 

NUREG 

NUREG 

NUREG 

27-10 

NUREG 

NUREG 

NUREG 

NUREG 

NUREG 

NUREG 

NUREG 

NUREG 

NUREG 

NUREG 

NUREG 

70-1308 

NUREG 

NUREG 

NUREG 

NUREG 


REPORT 

NUMBER 


NUREG/CP— 0018 
NUREG/GR-1 1 57 VQ4 
NUREG/CR- 1271 
NUREG/CR— 1 272 
NUREG/CR- 1432 

NUREG/CR— 1478 
NUREG/CR— 1 509 V03ERR 
NUREG/CR- 1509 V04 
NUREG/CR- 1532 V02 
NUREG/CR- 1556 

NUREG/CR- 1594 V01 
NUREG/CR- 1680 ERR 
NUREG/CR- 1684 
NUREG/CR- 1688 
NUREG/CR- 1689 

NUREG/CR- 1697 
NUREG/CR— 1721 ERR 
NUREG/CR- 1748 
NUREG/CR- 1792 
NUREG/CR- 1863 

NUREG/CR-1865 
NUREG/CR- 1870 
NUREG/CR- 1893 
NUREG/CR— 1 91 7 
NUREG/CR- 1920 

NUREG/CR— 1921 
NUREG/CR- 1923 
NUREG/CR- 1925 
NUREG/CR- 1939 ERR 
NUREG/CR- 1940 

NUREG/CR- 194 4 
NUREG/CR- 1945 
NUREG/CR- 1946 
NUREG/CR- 1958 
NUREG/CR- 1959 

NUREG/CR- l 960 
NUREG/CR- 1969 
NUREG/CR- 1976 
NUREG/CR- 1991 
NUREG/CR- 1994 

NUREG/CR-2003 
NUREG/CR— 2008 
NUREG/CR-2020 
NUREG/CR-2034 
NUREG/CR— 2046 

NUREG/CR-2054 
NUREG /CR-206 1 
NUREG/CR-2066 
NUREG/CR-2070 V01 
NUREG/CR— 2082 

NUREG/CR— 2089 
NUREG/CR— 2096 
NUREG/CR-2101 
NUREG/CR-2103 
NUREG/CR-2108 

NUREG/CR-2109 ERR 
NUREG/CR-21 1 1 
NUREG/CR-2 116 
NUREG/CR-21 19 
NUREG/CR-2121 

NUREG/CR-21 26 
NUREG/CR-2 127 V01 
NUREG/CR-2 137 
NUREG/CR-21 48 
NUREG/CR-21 58 

NUREG/CR-2 169 
NUREG/CR-2175 
NUREG/CR-2 177 
NUREG/CR-21 81 V01 
NUREG/CR-2 198 

NUREG/CR-2202 
NUREG/CR-2207 
NUREG/CR-2226 
NU8 3735 
QA-RM-001-A 


8107270041 

NUREG 

8107080026 

50-395 

8107060483 

NUREG 

8107160054 

NUREG 

8107060059 

NUREG 

8107010467 

NUREG 

8107010448 

50-537 

8107280643 

50-275 

8107270037 

50-219 

8107010452 

NUREG 

8107010457 

NUREG 

8107100332 

NUREG 

8107060053 

NUREC 

8107010289 

NUREG 

8107010282 

NUREG 

8107010275 

NUREG 

8107210478 

NUREG 

8107010462 

NUREG 

8107060052 

NUREG 

8107020522 

NUREG 

8107150020 

NUREG 

8107010455 

NUREG 

8107020171 

NUREG 

8107160503 

NUREG 

8107100337 

NUREG 

8107020159 

NUREG 

8107010287 

NUREG 

8107270039 

NUREG 

8107010001 

NUREG 

8107100328 

NUREG 

8107010494 

NUREG 

8107270334 

50-369 

8107070080 

27-39 

8107140205 

NUREG 

8107100333 

NUREG 

8107150423 

NUREG 

8107170209 

NUREG 

8107100334 

NUREG 

8107010002 

NUREG 

8107010464 

NUREG 

8107020006 

NUREG 

8107310549 

NUREG 

8107080036 

NUREG 

8107010270 

NUREG 

8107100340 

NUREG 

8107020156 

NUREG 

8107230389 

NUREG 

8107080034 , 

NUREG 

8107010474 

NUREG 

8107150028 

NUREG 

8107270327 

NUREG 

8107170234 

NUREG 

8107070084 

NUREG 

8107020211* 

50-280 

8107220032* 

71-122 


OTHER REPORT 
NUMBER 

BNL-NUREG-51419 
SANDSO- 1091/4 
GC— TR-79— 1066 
GC-TR-79-1023 
SAND80— 0952 

ORNL/NUREG/TM-4 

SAN80-1304 V04 
EPRI NP-1459 
SAND80-0929 

SANDSO- 1646 V01 
DPST-80-3 
B NL-NUREG- 51203 
BNL-NUREG-31205 
BNL-NUREG-5 1 206 

ORNL/TM— 439 
UCRL- 15273 
SAND80-2334 
ORNL/NUREG/TM-4 
BNL-NUREG-51316 


A SANDSO— 2896 
SANDS 1-0058 
QRNL/NUREG/CSD/ 
ORNL/NUREG/NSIC 

SANDS 1-0249 
A SAND8 1-0260 
A SAND8 1-0242 
P 

ORNL/NUREG/TM-4 

LA— 8704— MS 
LA-8703— MS 
LA— 8702— MS 
BNL-NUREG-5 1347 
BNL-NUREG-5 1348 _ 

BNL-NUREG-5 1349 
ANL-80— 1 24 
SAND8 1-0403 
LA-8741 -MS 
EGG-2086 

LA-8756-PR 

ORNL/NUREG/TM-4 

QRNL/NUREG/TM-4 

ORNL/NUREG/TM-4 

LA-8709-MS 
LA— 8806— MS 
BNL-NUREG-5 1376 
EGG-2092 
ORNL/HASRD-95 

SAND8 1-0272 
P SAND81— 0676 

UCRL— 53020 
LA-8772-MS 


0RNL/TM-7809 

EGG-2101 

ANL-81-26 

EGG-2102 
PNL— 3801-1 
ORNL/SUB-2913/1 
EGG-2104 
SAI 528951 -S 


LA-8866-MS 
ANL-81-29 VOL 


EGG-C A AD-5440 
P 

19265 


REPORT ACCESSION SUBJECT 

NUMBER NUMBER CATEGORY 


QUAD- 1-80-040 R01 
RH-81-7-WBI 
RIL -02? 

RIL-031 

RIL-032 


8107070258* 50-334 P 

8107220099* 50-390 R 

8107150439 RES 
8107140327 RES 
8107140417 RES 


RIL-039 
RIL-040 
RIL -041 
RIL 042 
RIL-043 


8107140078 RES 
8107140070 RES 
8107140941 RES 
8107140955 RES 
8107140945 RES 


RIL-045 
RIL -051 
RIL -056 
RIL -059 
RIL 060 


8107140937 RES 
8107150435 RES 
8107150442 RES 
8107150432 RES 
8107150413 RES 


RIL— 061 
RIL -064 
RIL 069 
RIL-070 
RIL 072 


8107150230 RES 
8107150227 RES 
8107150220 RES 
8107150217 RES 
8107150363 RES 


RIL 073 
RIL 074 
RIL -075 
RIL -086 
RIL-OGS 


8107150358 RES 
8107150409 RES 
8107150394 RES 
8107150390 RES 
8107150387 RES 


RIL- 089 
RIL-089 SOI 
RIL-100 
RIL-122 
RMC-TR-81-02 


8107150400 RES 
8107150405 RES 
8107150382 RES 
8107150331 RES 
8107310330* 50-387 R 


SAND3 1-0001 ERR 
SECY-81-005 
SECY-8 1-0 19 
SECY-8 1-0 19 ERR 
SECY-8 1-084 A 


8 1 07240041 * 71-9150 

8101280121 SECY 
8101190550 SECY 
8102170687* SECY 
8106300043* 10CFR 


SECY-8 1-335 
SECY-8 1-342 
SECY-81-385 
SECY-8 1-395 
SECY-8 1-397 


8106180191 10CFR 
8106150003* 10CFR 
8107130045 SECY 
8107010226* 50-322 G 

8107140925 SECY 


SECY-8 1-400 
SECY-8 1-402 
SRO-237 
SR0-270 
TER-C 5257- 178 


8107220352 SECY 

8107220055 SECY 

8107300234* 50-313 P 

8107310159* 50-312 P 

8103240212* 50-244 P 


TER-C 5257- 179 
TER-C 5257— 191 
TER-C 5257- 194 
TER-C 5257- 195 
TER-C 5257- 197 


8104090625* 50-206 P 
8105190338* 50-255 P 
8105060309* 50-237 P 
8104220510* 50-219 P 
8104240353* 50-29 P 


TER-C 5257-198 
TER-C 52 57-202 
TER-C 5257-203 
TER-C 52 57-204 
TER-C 5257-292/293 


8105200210* 

8104020496* 

8104200353* 

8105070463* 

8107090374* 


50-155 P 
50-213 P 
50-409 P 
50-245 P 
50-315 P 


TER-C 54 17-008 
TER-C 54 17-009 
UR8/JAB 8013 
VEP-1 A04 DRFT 05 
WCAP-9570 R02 


8106110504 

8106180263* 

8107280102* 

8107070163* 

8107010421* 


50-324 P 
50-321 P 
50-255 P 
50-280 P 
TOPREP 


WCAP-9788 
WCAP-98S6 
WCR -9028-3- 1 
WM-8101 

XN-NF— 77-057 C A > SOI 


8107010416* TOPREP 
8107010215* TOPREP 
8107240490* 50-498 

8107140824* 40-8783 

8107150118* TOPREP 


XN-NF-78-51 <NP> 
XN-NF— 80-47 
XN-NF— 81-34 
YAEC-1263 


8107310386* 50-155 P 
8107280394* 50-255 P 
8107280386* 50-255 P 
8107070412* 50-29 P 


OTHER REPORT 
NUMBER 


TVA/GMS/QHS-8 1 / 


19168 


DD-81-9 


I EB— 79-0 IB 



CROSS REFERENCE OF 
ENCLOSURES TO PRINICPAL 
DOCUMENTS 


Items listed as enclosures are those indicated by an asterisk 
following the accession number in the indexes. The second 
column gives the accession number of the principal docu- 
ment under which the enclosure is listed. Knowing the 
accession number of the principal document, the date 
issued, and the category enables locating the title listing of 
the enclosure. 


The subject category column in this index gives the docket 
number and the symbol for the category of information 
within that docket; for example, 50-320 P. The docket subject 
categories are defined in Appendix A. 

Subject categories for nondocketed items are also entered 
in this column by symbol; for example, ACRS. These cate- 
gories are defined in Appendix B and listed in the Contents. 
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ENCLOSURE 

PRINCIPAL 
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DATE 

ISSUED 
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CATEGORY 

8005090463 

8005090459 

80/04/08 

COMMISSION 

8106300251 

8106300246 

81/06/08 

PR 


8010210785 

8106250219 

81/06/02 

FOIA 


8106300252 

8106300246 

81/06/08 

PR 


8010210788 

8106250219 

81/06/02 

FOIA 


8107010020 

810701001S 

81/06/23 

CONTRACT 


8012240125 

8106250219 

81/06/02 

FOIA 


8107010026 

8107010023 

81/05/28 

CONTRACT 


8012240132 

8106250219 

81/06/02 

FOIA 


8107010030 

8107010028 

81/06/17 

CONTRACT 


8101080232 

8101 190550 

81/01/09 

SECY 


8107010034 

8107010032 

81/06/17 

CONTRACT 


8101280153 

8101280121 

81/01/05 

SECY 


8107010041 

8107010038 

81/06/30 

CONTRACT 


8102170683 

8102170679 

81/01/26 

SECY 


8107010045 

8107010044 

81/06/19 

CONTRACT 


8102170687 

8102170679 

81/01/26 

SECY 


8107010050 

8107010047 

81/04/22 

CONTRACT 


8102270453 

8106250219 

81 / 06/02 

FOIA 


8107010055 

8107010054 

81/06/16 

CONTRACT 


8102270464 

8106250219 

81/06/02 

FOIA 


8107010060 

8107010057 

81 /04/22 

CONTRACT 


8103050688 

8107070488 

81/05/22 

FOIA 


8107010069 

8107010065 

81/06/24 

50-266 

P 

8103100682 

8106250219 

81/06/02 

FOIA 


8107010070 

8107010067 

81/05/20 

PR 


8103100688 

8106250219 

81/06/02 

FOIA 


8107010073 

8107010065 

81/06/24 

50-266 

P 

8103190013 

8107160115 

81/06/16 

70-1207 


8107010084 

8107010080 

81/06/22 

50-213 

P 

8103200067 

8106250219 

81 / 06/02 

FOIA 


8107010086 

8107010080 

81/06/22 

50-213 

P 

8103200080 

8106250219 

81/06/02 

FOIA 

' 

8107010090 

8107010080 

81/06/22 

50-213 

P 

8103200092 

8106250219 

81/06/02 

FOIA 


8107010122 

8107010115 

81/06/24 

50-293 

S 

8103240212 

8107300107 

81/06/01 

50-244 

P 

8107010132 

8107010125 

81/06/16 

50-293 

S 

8103250212 

8103090580 

81/02/24 

ORO 


8107010139 

8107010134 

81/06/02 

GA999 


8103270931 

8103270110 

81/03/12 

COMMISSION 

8107010185 

8107010181 

81/06/25 

50-329 

T 

8103270938 

8103270110 

81/03/12 

COMMISSION 

8107010211 

8107010203 

81/04/21 

TOPREP 


8103300338 

8107070488 

81/05/22 

FOIA 


8107010215 

8107010203 

81/04/21 

TOPREP 


8103310263 

8107070488 

81/05/22 

FOIA 


8107010223 

8107010134 

81/06/02 

QA999 


8104020496 

8107300174 

81/05/29 

50-213 

P 

8107010224 

8107010219 

81/06/19 

50-219 

R 

8104090625 

8107300081 

81/06/02 

50-206 

P 

8107010226 

8107010218 

81/06/29 

50-322 

G 

8104200353 

8107300169 

81/05/28 

50-409 

P 

8107010229 

8107010219 

81/06/19 

50-219 

R 

8104210006 

8104210003 

81/03/31 

70-371 


8107010237 

8107010218 

81/06/29 

50-322 

G 

8104220510 

8107300087 

81/06/10 

50-219 

P 

8107010238 

8107010134 

81/06/02 

QA999 


8104220889 

8107310011 

81/07/09 

50-482 

A 

8107010244 

8107010134 

81/06/02 

GA999 


8104240353 

8107300102 

81/05/29 

50-29 

P 

8107010253 

8107010134 

81/06/02 

GA999 


8104290630 

8104290627 

81/03/25 

40-1162 


8107010271 

8107010267 

81/02/25 

50-270 

S 

8104290636 

8104290627 

81/03/25 

40-1162 


8107010277 

8107010274 

81/06/25 

70-25 


8105060309 

8107300189 

81/06/10 

50-237 

P 

8107010278 

8107010276 

81/06/29 

50-482 

K 

8105070463 

8107300182 

81/06/10 

50-245 

P 

8107010283 

8107010279 

81/02/24 

50-269 

S 

8105140113 

8105140110 

81/04/27 

MISC 


8107010285 

8107010284 

81/06/30 

50-341 

K 

8105190338 

8107300091 

81/06/01 

50-255 

P 

8107010286 

8107010284 

81/06/30 

50-341 

K 

8105200210 

8107300075 

81/05/28 

50-155 

P 

8107010293 

8107010292 

81/06/30 

50-358 

A 

8106020381 

8107070117 

81/06/23 

50-361 

H 

8107010297 

8107010296 

81/06/19 

50-361 

F 

8106050363 

8106050362 

81/05/28 

40-0584 


8107010298 

8107010296 

81/06/19 

50-361 

F 

8106120207 

8106120204 

81/06/05 

50-293 

F 

8107010299 

8107010295 

81/06/12 

50-206 

Q 

8106150003 

8107140801 

81/06/18 

10CFR 


8107010301 

8107010300 

81/06/24 

50-313 

F 

8106180263 

8107290208 

81/07/14 

50-321 

P 

8107010302 

8107010300 

81/06/24 

50-313 

F 

8106190068 

8106190059 

81/06/08 

50-249 

P 

8107010303 

8107010300 

81/06/24 

50-313 

F 

8106190077 

8106190059 

81/06/08 

50-254 

8 

8107010305 

8107010304 

81/06/22 

50-220 

F 

8106190082 

8106190059 

81/06/08 

50-254 

8 

8107010307 

8107010304 

81/06/22 

50-220 

F 

8106220269 

8107160545 

81/06/18 

50-329 

A 

8107010311 

8107010309 

81/06/22 

50-313 

F 

8106290364 

8107300095 

81/07/14 

50-361 

H 

8107010315 

8107010312 

81/06/23 

50-313 

F 

8106300043 

8107150024 

81/06/18 

10CFR 


8107010317 

8107010312 

81/06/23 

50-313 

F 

8106300248 

8106300246 

81/06/08 

PR 


8107010339 

8107010331 

81/03/13 

50-269 

S 
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PRINCIPAL 

DOCUMENT 
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ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

8107010355 

8107010351 

81/06/22 

50-367 

0 

8107020226 

8107020224 

81/06/29 

50-219 

P 

8107010357 

8107010354 

81/06/18 

50-282 

Q 

8107020236 

8107020231 

81/06/29 

50-219 

P 

8107010358 

8107010351 

81/06/22 

50-367 

0 

8107020247 

8107020242 

81/06/29 

50-277 

P 

8107010362 

8107010012 

81/06/19 

50-368 

P 

8107020250 

8107020242 

81/06/29 

50-277 

P 

8107010363 

8107010359 

81/06/15 

50-206 

Q 

8107020266 

8107020263 

81/06/24 

70-1308 


8107010368 

8107010364 

81/06/16 

50-361 

Q 

8107020270 

8107020267 

81/06/30 

50-387 

K 

8107010373 

8107010364 

81/06/16 

50-361 

Q 

8107020283 

8107020281 

81/06/26 

50-461 

G 

8107010383 

8107010367 

81/06/26 

50-358 

Q 

8107020284 

8107020281 

81/06/26 

50-461 

G 

8107010400 

8107010397 

81/06/19 

50-2 

R 

8107020296 

8107020294 

81/06/24 

50-259 

F 

8107010409 

8107010404 

81/06/15 

50-528 

Q 

8107020302 

8107020301 

81/06/30 

50-311 

P 

8107010412 

8107010404 

81/06/15 

50-528 

Q 

8107020324 

8107020321 

81/06/24 

50-263 

P 

8107010413 

8107010406 

81/03/09 

50-269 

S 

8107020334 

8107020330 

81/06/29 

50-219 

P 

8107010416 

8107010410 

81/06/17 

TOPREP 


8107020340 

8107020337 

81/06/30 

50-271 

P 

8107010421 

8107010410 

81/06/17 

TOP REP 


8107020341 

8107020328 

81/06/10 

50-334 

S 

8107010424 

8107010419 

81/06/12 

50-528 

Q 

8107020347 

8107020343 

81/06/26 

50-289 

F 

8107010431 

8107010429 

81/06/25 

50-367 

G 

8107020349 

8107020345 

81/06/26 

50-341 

A 

8107010432 

8107010426 

81/06/08 

50-329 

G 

8107020357 

8107020352 

81 / 06/22 

50-286 

F 

8107010433 

8107010428 

81/06/15 

50-344 

0 

8107020360 

8107020352 

81/06/22 

50-286 

F 

8107010434 

8107010427 

81/06/25 

PROJ 


8107020367 

8107020356 

81/06/26 

50-461 

G 

8107010436 

8107010429 

81-/06/25 

50-367 

G 

8107020370 

8107020356 

81/06/26 

50-461 

G 

8107010439 

8107010437 

81/06/11 

50-344 

Q 

8107020374 

8107020356 

81/06/26 

50-461 

G 

8107010440 

8106300563 

81/06/25 

TOPREP 


8107020375 

8107020372 

81/06/26 

70-1308 


8107010441 

8107010435 

81/06/12 

50-275 

Q 

8107020379 

8107020356 

81/06/26 

50-461 

G 

8107010461 

8107010459 

81/06/22 

50-266 

F 

8107020380 

8107020376 

81/06/29 

50-329 

K 

8107010463 

8107010459 

81/06/22 

50-266 

F 

8107020383 

8107020378 

81/06/16 

50-329 

G 

8107010469 

8107010465 

81/06/22 

50-272 

F 

8107020388 

8107020385 

81/06/26 

50-461 

0 

8107010470 

8107010465 

81/06/22 

50-272 

F 

8107020397 

8107020392 

81/06/16 

QA999 


8107010475 

8107010472 

81/06/22 

50-261 

F 

8107020399 

8107020396 

81/06/26 

50-289 

F 

8107010479 

8107010478 

81/06/22 

50-348 

F 

8107020400 

8107020395 

81/06/25 

50-366 

S 

8107010483 

8107010481 

81/06/24 

50-280 

F 

8107020401 

8107020396 

81/06/26 

50-289 

F 

8107010484 

8107010481 

81/06/24 

50-280 

F 

8107020403 

8107020392 

81/06/16 

QA999 


8107010487 

8107010485 

81/06/24 

50-289 

F 

8107020406 

8107020402 

81/06/24 

50-321 

S 

8107010489 

8107010485 

81/06/24 

50-289 

F 

8107020409 

8107020392 

81/06/16 

QA999 


8107010492 

8107010491 

81/06/24 

50-254 

■F 

8107020410 

8107020405 

81/06/26 

50-346 

F 

8107010493 

8107010491 

81/06/24 

50-254 

F 

8107020416 

8107020405 

81/06/26 

50-346 

F 

8107010499 

8107010497 

81/06/29 

FOI A 


8107020425 

8107020422 

81/06/26 

50-346 

F 

8107020020 

8107020016 

81/06/23 

GA999 


8107020427 

8107020422 

81/06/26 

50-346 

F 

8107020022 

8107020016 

81/06/23 

QA999 


8107020431 

8107020429 

81/06/26 

50-206 

F 

8107020025 

8107020016 

81/06/23 

QA999 


8107020441 

8107020437 

81/06/25 

50-387 

G 

8107020029 

8107020016 

81/06/23 

GA999 


8107020442 

8107020434 

81/06/30 

TOPREP 


8107020037 

8107020034 

81/06/29 

50-443 

K 

8107020443 

8107020437 

81/06/25 

50-387 

G 

8107020040 

8107060227 

81/06/29 

50-443 

C 

8107020446 

8107020437 

81/06/25 

50-387 

G 

8107020043 

8107060230 

81/06/29 

50-443 

F 

8107020447 

8107020444 

81/06/25 

50-367 

G 

8107020062 

8107020054 

81/06/23 

50-344 

P 

8107020448 

8107020437 

81/06/25 

50-387 

G 

8107020071 

8107020054 

81/06/23 

50-344 

P 

8107020449 

8107020434 

81/06/30 

TOPREP 


8107020078 

8107020054 

81/06/23 

50-344 

P 

8107020459 

8107020454 

81/05/04 

50-70 

G 

8107020095 

8107020090 

81/06/16 

CONTRACT 


8107020464 

8107020454 

81/05/04 

50-70 

G 

8107020102 

8107020096 

81/06/30 

50-255 

G 

8107020467 

8107020454 

81/05/04 

50-70 

G 

8107020104 

8107020103 

81/06/09 

PR 


8107020474 

8107020469 

81/06/24 

50-289 

F 

81070201 1 1 

8107020107 

81/06/30 

50-376 

G 

8107020476 

8107020471 

81/06/25 

50-286 

P 

8107020124 

8107020122 

81/06/24 

50-298 

F 

8107020477 

8107020470 

81/06/27 

50-250 

G 

8107020126 

8107020122 

81/06/24 

50-298 

F 

8107020478 

8107020469 

81/06/24 

50-289 

F 

8107020127 

8107020120 

81/06/23 

50-250 

P 

8107020479 

8107020473 

81/05/06 

50-237 

G 

8107020128 

8107020122 

81/06/24 

50-298 

F 

8107020480 

8107020475 

81/05/06 

50-289 

G 

8107020130 

8107020120 

81/06/23 

50-250 

P 

8107020485 

8107020470 

81/06/27 

50-250 

G 

8107020138 

8107020134 

81/06/23 

QA999 


8107020486 

8107020482 

81/06/23 

50-331 

F 

8107020139 

8107020136 

81/06/22 

50-272 

F 

8107020488 

8107020482 

81/06/23 

50-331 

F 

8107020143 

8107020134 

81/06/23 

QA999 


8107020490 

8107020470 

81/06/27 

50-250 

G 

8107020144 

8107020141 

81/06/22 

50-272 

F 

8107020494 

8107020489 

81/05/06 

.50-483 

G 

8107020146 

8107020141 

81/06/22 

50-272 

F 

8107020496 

8107020491 

81/06/23 

50-327 

F 

8107020149 

8107020147 

81/06/25 

50-339 

S 

8107020497 

8107020470 

81/06/27 

50-250 

G 

8107020150 

8107020148 

81/06/25 

50-338 

R 

8107020498 

8107020491 

81/06/23 

50-327 

F 

8107020153 

8107020151 

81/06/10 

50-293 

S 

8107020503 

8107020499 

81/05/08 

50-395 

G 

8107020155 

8107020154 

81/06/26 

50-316 

S 

8107020504 

8107020500 

81/05/07 

50-237 

G 

8107020160 

8107020157 

81/06/23 

50-280 

P 

8107020506 

8107020501 

81 /05/06 

50-389 

G 

8107020164 

8107020157 

81/06/23 

50-280 

P 

8107020508 

8107020499 

81/05/08 

50-395 

G 

8107020174 

8107020169 

81/06/23 

50-250 

P 

8107020510 

8107020502 

81/06/22 

50-348 

F 

8107020179 

8107020169 

81/06/23 

50-250 

P 

8107020512 

8107020502 

81/06/22 

50-348 

F 

8107020184 

8107020169 

81/06/23 

50-250 

P 

8107020516 

8107020513 

81/06/15 

CONTRACT 


8107020188 

8107020186 

81/06/24 

50-261 

F 

8107020519 

8107020518 

81/04/14 

30-170 

G 

8107020189 

8107020186 

81/06/24 

50-261 

F 

8107020521 

8107020520 

81/06/11 

CONTRACT 


8107020191 

8107020148 

81/06/25 

50-338 

R 

8107020524 

8107020523 

81/05/06 

50-275 

0 

8107020196 

8107020148 

81/06/25 

50-338 

R 

8107060020 

8107060016 

81/03/05 

PR 


8107020198 

8107020148 

81/06/25 

50-338 

R 

8107060031 

8107060026 

81/06/08 

PR 


8107020203 

8107020148 

81/06/25 

50-338 

R 

8107060033 

8107060032 

81/06/26 

71-238 


8107020204 

8107020197 

81/05/11 

50-320 

S 

8107060038 

8107060035 

81/06/05 

30-302 

P 

8107020211 

8107020210 

81/06/30 

50-280 

P 

8107060039 

8107060036 

81/03/04 

PR 


8107020217 

8107020212 

81/06/24 

50-327 

F 

8107060041 

8107060035 

81/06/05 

30-302 

P 

8107020221 

8107020212 

81/06/24 

50-327 

F 

8107060057 

8107060056 

81/06/17 

COMMISSION 

8107020222 

8107020215 

81/06/30 

50-282 

R 

8107060060 

8107060058 

81/06/19 

30-29 

P 
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8107060075 

8107060072 

81/06/18 

50-320 

P 

81 07060436 

8107060428 

81/05/05 

50-237 

T 

8107060081 

8107060078 

81/06/16 

50-320 

H 

8107060442 

8107060428 

81/05/05 

50-237 

T 

8107060108 

8107060106 

81/06/22 

50-336 

P 

8107060445 

8107060440 

81/05/07 

50-395 

G 

8107060135 

8107060133 

81/06/22 

50-394 

A 

8107060446 

8107060443 

81/06/29 

50-389 

V, 

8107060141 

8107060138 

81/06/19 

50-206 

Q 

8107060448 

8107060439 

81/05/08 

50-443 

G 

8107060152 

8107060150 

81/05/08 

50-389 

M 

8107060450 

8107060440 

81/05/07 

50-395 

G 

8107060155 

8107060150 

81/05/08 

50-389 

M 

8107060454 

8107060440 

81/05/07 

50-395 

G 

8107060167 

8107060165 

81/06/26 

50-395 

A 

8107060456 

8107060449 

81/06/24 

50-409 

Q 

8107060175 

8107060172 

81/05/05 

70-2623 


8107060458 

8107060451 

81/05/04 

50-387 

G 

8107060177 

8107060173 

81/06/24 

50-254 

P 

8107060460 

8107060440 

81/05/07 

50-395 

G 

8107060178 

8107060170 

81/05/05 

50-250 

G 

8107060467 

8107060459 

81/06/02 

50-219 

Q 

8107060104 

8107060180 

81/06/22 

50-272 

R 

8107060510 

8107060507 

81/06/24 

CONTRACT 


8107060185 

8107060170 

81/05/05 

50-250 

G 

8107060514 

8107060512 

81/02/11 

70-820 


8107060190 

8107060183 

81/05/07 

50-395 

G 

8107060537 

8107060512 

81/02/11 

70-820 


8107060192 

8107060186 

81/06/19 

70-2678 


8107070008 

8107070005 

81/05/06 

50-320 

G 

8107060193 

8107060183 

81/05/07 

50-395 

G 

8107070010 

8107070007 

81/04/28 

70-741 


8 107060196 

8107060183 

81/05/07 

50-395 

G 

8107070011 

8107070005 

81/05/06 

50-320 

G 

8107060199 

8107060183 

81/05/07 

50-395 

G 

8107Q7C015 

8107070013 

81/05/13 

50-354 

Q 

8107060211 

8107060207 

81/06/30 

50-334 

R 

8107070018 

8107070013 

81/05/13 

50-354 

G 

8107060212 

8107060206 

81/06/29 

50-320 

R 

8107070034 

8107070023 

81/06/05 

MISC 


8107060213 

8107060209 

81/07/01 

50-387 

A 

8107070052 

8107070050 

81/06/11 

50-409 

Q 

8107060214 

8107060209 

81/07/01 

50-387 

A 

8107070053 

8107070051 

81/06/08 

PR 


8107060217 

8107060209 

81/07/01 

50-387 

A 

81070700S8 

8107070056 

81/06/24 

CONTRACT 


8107060221 

8107060209 

81/07/01 

50-387 

A 

8107070071 

8107070067 

81/06/24 

CONTRACT 


8107060222 

8107060209 

81/07/01 

50-387 

A 

8107070075 

8107070070 

81/06/12 

50-413 

A 

8107060223 

8107060218 

81/06/29 

50-344 

P 

8107070077 

8107070073 

81/06/04 

PR 


8107060226 

8107060218 

81/06/29 

50-344 

P 

8107070079 

8107070074 

81/06/24 

CONTRACT 


8107060236 

8107060234 

81/06/24 

50-255 

Q 

8107070105 

8107070103 

81/06/17 

COMMISSION 

8107060237 

8107060235 

81/06/18 

70-2232 


8107070156 

8107070151 

81/06/23 

50-361 

H 

8107060239 

8107060238 

81/06/24 

50-346 

a 

8107070163 

8107070154 

81/07/06 

50-280 

P 

8107060242 

8107060241 

81/06/17 

50-220 

G 

8107070177 

8107070174 

81/06/11 

50-341 

G 

8107060244 

8107060243 

81/06/17 

50-331 

G 

8107070195 

8107070191 

81/07/01 

NUREG 


8107060246 

8107060243 

81/06/17 

50-331 

G 

8107070215 

8107070208 

81/06/17 

50-317 

5 

8107060247 

8107060240 

81/06/16 

50-329 

G 

8107070226 

8107070222 

81/06/26 

50-318 

S 

8107060248 

8107060245 

81/06/17 

50-461 

G 

8107070235 

8107070231 

81/07/02 

50-255 

P 

8107060249 

8107060245 

81/06/17 

50-461 

Q 

8107070253 

8107070250 

81/06/26 

50-317 

S 

8107060253 

8107060251 

81/06/25 

50-483 

Q 

8107070258 

8107070259 

81/06/30 

50-334 

P 

8107060254 

8107060252 

81/07/01 

50-341 

A 

8107070259 

8107070256 

81/06/26 

50-317 

S 

8107060255 

8107060251 

81/06/25 

50-483 

a 

8107070263 

8107070262 

81/06/22 

50-309 

s 

8107060259 

8107060258 

81/06/03 

50-546 

G 

8107070280 

8107070278 

81/06/30 

50-278 

p 

8107060264 

8107060260 

81/06/19 

50-311 

s 

8107070324 

8107070323 

81/06/24 

50-219 

Q 

8107060267 

8107060262 

81/06/29 

50-296 

s 

8107070328 

8107070325 

81/06/30 

50-335 

V 

8107060274 

8107060269 

81/06/22 

50-311 

s 

8107070329 

8107070326 

81/07/01 

50-327 

P 

8107060276 

8107060272 

81/06/29 

50-316 

s 

8107070330 

8107070327 

81/06/12 

50-309 

S 

8107060277 

8107060273 

81/06/18 

50-311 

s 

8107070351 

8107070348 

81/06/30 

50t298 

F 

8107060284 

8107060279 

81/05/29 

50-331 

Q 

8107070354 

8107070353 

81/06/23 

50-295 

P 

8107060285 

8107060280 

81/06/25 

50-324 

s 

8107070359 

8107070356 

81/07/01 

50-338 

P 

8107060289 

8107060287 

81/06/19 

50-272 

8 

8107070374 

8107070371 

81/06/29 

50-263 

S 

8107060290 

8107060286 

81/06/17 

50-454 

Q 

8107070380 

8107070375 

81/07/02 

TOPREP 


8107060293 

8107060288 

81/06/02 

50-277 

Q 

8107070395 

8107070393 

81/06/29 

50-324 

P 

8107060296 

8107060291 

81/06/29 

50-29 

S 

8107070403 

8107070398 

81/06/29 

50-373 

A 

8107060297 

8107060295 

81/06/15 

50-412 

G 

8107070412 

B107070406 

81/06/26 

50-29 

P 

8107060302 

8107060295 

81/06/15 

50-412 

G 

8107070417 

8107070399 

91/06/29 

50-277 

P 

8107060304 

8107060300 

81/06/29 

50-338 

S 

8107070435 

8107070399 

81/06/29 

50-277 

P 

8107060306 

8107060301 

81/06/24 

50-358 

G 

8107070441 

8107070428 

81/06/26 

50-277 

R 

8107060315 

8107060311 

81/06/16 

50-546 

G 

8107070445 

8107070428 

81/06/26 

50-277 

R 

8107060321 

8107060318 

81/06/19 

50-272 

S 

8107070451 

81 07070399 

81/06/29 

50-277 

P 

8107060322 

8107060319 

81/06/30 

50-289 

F 

8107070465 

8107070399 

81/06/29 

50-277 

P 

8107060331 

8107060328 

81/06/19 

50-311 

S 

8107070471 

8107070467 

81/07/01 

50-445 

K 

8107060337 

8107060334 

81/06/17 

50-483 

G 

8107070476 

8107070399 

81/06/29 

50-277 

P 

8107060342 

8107060341 

81/06/29 

50-296 

8 

8107070491 

8107070488 

81/05/22 

FOIA 


8107060343 

8107060206 

81/06/29 

50-320 

R 

8107070494 

8107070488 

81/05/22 

FOIA 


8107060345 

8107060344 

81/06/24 

50-346 

Q 

8107070495 

8107070490 

81/06/24 

CONTRACT 


8107060353 

8107060349 

81/06/29 

50-220 

F 

8107070497 

8107070488 

81/05/22 

FOIA 


8107060356 

8107060349 

81/06/29 

50-220 

F 

8107070500 

8107070488 

81/05/22 

FOIA 


8107060374 

8107060370 

81/06/09 

70-925 


8107070504 

8107070502 

81/06/16 

CONTRACT 


8107060375 

8107060372 

81/06/19 

50-309 

Q 

8107070509 

8107070507 

81/06/07 

CONTRACT 


8107060380 

8107060372 

81/06/19 

50-309 

Q 

8107070516 

8107070513 

81/06/26 

50-327 

P 

8107060387 

8107060381 

81/06/23 

50-361 

H 

8107070519 

8107070513 

81/06/26 

50-327 

P 

8107060392 

8107060388 

81/06/17 

50-266 

G 

8107070520 

8107070517 

81/04/29 

50-247 

Q 

8107060397 

8107060388 

81/06/17 

50-266 

a 

8107070521 

8107070513 

81/06/26 

50-327 

P 

8107060400 

8107060396 

81/05/07 

50-395 

G 

8107070522 

8107070517 

81/04/29 

50-247 

Q* 

8107060405 

8107060401 

81/05/24 

50-329 

G 

8107070524 

8107070523 

81/02/24 

50-245 

G 

8107060406 

8107060396 

81/05/07 

50-395 

G 

8107070526 

8107070523 

81/02/24 

50-245 

G 

810706040? 

8107060401 

81/05/24 

50-329 

0 

8107070531 

8107070529 

81/04/23 

50-423 

G 

8107060410 

8107060396 

81/05/07 

50-395 

G 

8107070533 

8107070529 

81/04/23 

50-423 

Q 

8107060411 

8107060408 

81/06/17 

50-289 

G 

8107070552 

8107070549 

81/06/17 

50-313 

P 

8107060412 

8107060407 

81/06/29 

50-390 

A 

8107080004 

8107080003 

81/05/05 

ACRS 


8107060422 

8107060417 

81/06/17 

50-219 

Q 

8107080037 

8107080035 

81/05/06 

50-320 

G 

8107060431 

8107060426 

81/06/17 

50-387 

G 

8107080038 

8107080035 

81/05/06 

50-320 

a 
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8107080041 

8107080040 

81/05/07 

50-272 

Q 

8107080485 

8107080477 

81/06/18 

30-269 

a 

8107080042 

8107080040 

81/05/07 

50-272 

Q 

8107080487 

8107080437 

81/06/18 

30-277 

P 

8107080043 

8107080040 

81/05/07 

50-272 

Q 

8107080488 

8107080468 

81/07/07 

50-333 

0 

8107080044 

8107080040 

81/05/07 

50-272 

Q 

8107080490 

310708Q458 

81/06/19 

30-302 

a 

8107080050 

8107080046 

81/06/22 

50-295 

P 

8107080494 

8107080461 

81/06/25 

30-390 

a 

8107080051 

8107080046 

81/06/22 

50-295 

P 

8107080495 

8107080477 

81/06/18 

50-269 

a 

8107080075 

8107080070 

81/02/12 

50-293 

Q 

8107080497 

8107080468 

81/07/07 

30-333 

a 

8107080080 

8107080070 

81/02/12 

50-293 

Q 

8107080501 

8107080477 

81/06/18 

30-269 

a 

8107080088 

8107080085 

81/04/07 

50-271 

Q 

8107080503 

8107080468 

81/07/07 

50-333 

a 

8107080093 

8107080085 

81/04/07 

50-271 

Q 

8107080506 

8107080492 

81/06/11 

50-400 

a 

8107080112 

8107080109 

81/01/20 

70-371 


8107080507 

8107080477 

81/06/18 

50-269 

a 

8107080116 

8107080109 

81/01/20 

70-371 


8107080511 

8107080461 

81/06/23 

50-390 

a 

8107080117 

8107080047 

81/06/18 

50-3 

F 

8107080513 

8107080458 

81/06/19 

30-302 

a 

8107080121 

8107080047 

81/06/18 

50-3 

F 

8107080515 

8107080477 

81/06/18 

30-269 

a 

8107080124 

8107080120 

81/07/02 

CONTRACT 


8107080518 

8107080477 

81/06/18 

30-269 

a 

8107080129 

8107080126 

81/06/18 

50-286 

F 

8107080523 

8107080517 

81/07/02 

50-272 

F 

8107080132 

8107080126 

81/06/18 

50-286 

F 

8107080525 

8107080477 

81/06/18 

50-269 

a 

8107080165 

8107080164 

81/07/0.1 

50-546 

A 

8107080526 

8107080438 

81/06/19 

50-302 

a 

8107080168 

8107080166 

81/07/02 

50-322 

0 

8107080532 

8107080458 

81/06/19 

30-302 

a 

8107080170 

8107080166 

81/07/02 

50-322 

0 

8107080538 

8107080334 

81/06/15 

30-393 

a 

8107080187 

8107080186 

81/06/30 

50-309 

P 

8107080540 

8107080336 

81/06/11 

30-416 

a 

8107080188 

8107080185 

81/06/22 

50-352 

H 

8107080553 

8107080551 

81/06/25 

CONTRACT 


8107080207 

8107080204 

81/06/25 

50-255 

S 

8107080537 

8107080556 

81/06/18 

CONTRACT 


8107080212 

8107080211 

81/06/29 

50-361 

0 

8107080571 

8107080569 

81/06/17 

30-305 

a 

8107080213 

8107080211 

81/06/29 

50-361 

0 

8107080591 

8107080387 

81/06/04 

30-313 

a 

8107080227 

8107080225 

81/06/26 

50-295 

S 

8107090014 

8107090013 

81/06/26 

30-320 

p 

8107080231 

8107080228 

81/06/26 

50-295 

S 

8107090013 

8107090013 

81/06/26 

30-320 

p 

8107080236 

8107080232 

81/06/25 

50-255 

s 

8107090016 

8107090013 

81/06/26 

30-320 

p 

8107080239 

8107080234 

81/06/26 

50-295 

s 

8107090022 

8107090020 

81/06/17 

CONTRACT 


8107080247 

8107080243 

81/07/02 

50-315 

p 

8107090041 

8107090030 

81/06/18 

70-113 


8107080253 

8107080251 

81/06/19 

TOPREP 


8107090103 

8107090101 

81/07/06 

30-273 

G 

8107080284 

8107080280 

81/06/05 

50-321 

Q 

8107090107 

8107090101 

81/07/06 

30-275 

G 

8107080289 

8107080287 

81/07/01 

50-244 

P 

8107090137 

8107090132 

81/04/24 

30-286 

F 

8107080291 

8107080287 

81/07/01 

50-244 

P 

8107090163 

8107090161 

81/06/30 

30-160 

R 

8107080295 

8107080287 

81/07/01 

50-244 

P 

8107090166 

8107090161 

81/06/30 

30-160 

R 

8107080297 

8107080293 

81/07/02 

50-483 

G 

8107090169 

8107090161 

81/06/30 

30-160 

R 

8107080301 

8107080298 

81/06/09 

50-328 

Q 

8107090209 

8107090207 

81/07/07 

30-361 

A 

8107080303 

8107080296 

81/07/02 

50-344 

F 

8107090233 

8107090223 

81/01/30 

30-286 

a 

8107080310 

8107080305 

81/06/30 

50-142 

G 

8107090240 

8107090236 

81/06/23 

30-206 

S 

8107080315 

8107080309 

81/06/24 

50-303 

G 

8107090243 

8107090225 

81/01/30 

30-286 

a 

8107080327 

8107080321 

81/07/01 

50-285 

P 

8107090247 

8107090242 

81/07/08 

30-206 

s 

8107080328 

8107080323 

81/06/30 

50-334 

P 

8107090249 

8107090244 

81/06/24 

30-250 

p 

8107080332 

8107080322 

81/07/10 

50-364 

Q 

8107090253 

8107090244 

81/06/24 

30-250 

p 

8107080333 

8107080321 

81/07/01 

50-285 

P 

8107090254 

8107090248 

81/06/26 

30-312 

s 

8107080334 

8107080326 

81/06/26 

50-440 

Q 

8107090255 

8107090231 

81/06/16 

50-482 

a 

Q 107080339 

8107080331 

81/07/02 

50-289 

G 

8107090271 

8107090268 

81/03/06 

30-320 

a 

8107080345 

8107080338 

81/07/01 

50-387 

G 

8107090275 

8107090268 

81/03/06 

30-320 

a 

8107080350 

8107080340 

81/06/09 

50-416 

Q 

8107090277 

8107090270 

81/07/08 

30-206 

8 

8107080352 

8107080343 

81/06/23 

50-461 

Q 

8107090279 

8107090268 

81/03/06 

30-320 

a 

8107080355 

8107080349 

81/07/06 

50-440 

G 

8107090281 

8107090268 

81/03/06 

50-320 

a 

8107080356 

8107080344 

81/06/15 

50-413 

Q 

8107090284 

8107090280 

81/06/25 

50-206 

s 

8107080357 

8107080338 

81/07/01 

50-387 

G 

8107090294 

8107090287 

81/07/08 

30-206 

s 

8107080361 

8107080338 

81/07/01 

50-387 

0 

8107090297 

8107090290 

81/06/12 

30-267 

a 

8107080371 

8107080365 

81/06/16 

50-201 

Q 

8107090311 

8107090301 

81/06/25 

50-498 

a 

8107080373 

8107080363 

81/06/10 

50-413 

0 

8107090318 

8107090315 

81/06/13 

50-267 

a 

8107080374 

8107080364 

81/05/29 

50-416 

0 

8107090323 

8107090313 

81/06/15 

50-267 

a 

8107080379 

8107080365 

81/06/16 

50-201 

Q 

8107090327 

8107090321 

81/06/26 

30-387 

D 

8107080385 

8107080378 

81/06/22 

70-824 


8107090346 

8107090345 

81/06/30 

TOPREP 


8107080389 

8107080382 

81/06/09 

70-27 


8107090364 

8107090361 

81/06/29 

30-260 

p 

8107080392 

8107080378 

81/06/22 

70-824 


8107090374 

8107090372 

81/06/16 

30-313 

p 

8107080395 

■8107080388 

81/06/15 

70-992 


8107090382 

8107090380 

81/06/24 

30-294 

p 

8107080397 

8107080378 

81/06/22 

70-824 


8107090388 

8107090387 

81/06/19 

30-29 

H 

8107080401 

8107080391 

81/06/24 

50-369 

Q 

8107090414 

8107090409 

81/06/25 

30-324 

p 

8107080405 

8107080378 

81/06/22 

70-824 


8107090418 

8107090409 

81/06/23 

30-324 

p 

8107080407 

8107080388 

81/06/13 

70-992 


8107090419 

8107090417 

81/06/23 

30-328 

p 

8107080409 

8107080391 

81/06/24 

50-369 

Q 

8107090420 

8107090409 

81/06/25 

30-324 

p 

8107080434 

8107080416 

81/06/15 

50-328 

Q 

8107090421 

8107090417 

81/06/25 

30-328 

p 

8107080441 

8107080433 

81/06/26 

70-498 


8107090422 

8107090030 

81/06/18 

70-1 13 


8107080446 

8107080433 

81/06/26 

70-498 


8107090433 

8107090431 

81/03/31 

RES 


8107080460 

8107080433 

81/06/26 

70-498 


8107090484 

8107090482 

81/04/30 

70-2383 


8107080463 

8107080452 

81/07/01 

8A999 


8107090490 

8107090488 

81/04/30 

70-2141 


8107080465 

8107080457 

81/06/18 

50-277 

P 

8107090552 

8107090549 

81/06/11 

30-361 

F 

8107080466 

8107080459 

81/06/15 

50-393 

a 

8107100011 

8107100009 

81/06/30 

30-237 

8 

8107080467 

8107080457 

81/06/18 

50-277 

p 

8107100027 

8107100023 

81/03/22 

30-302 

P 

8107080472 

8107080457 

81/06/18 

30-277 

p 

8107100028 

8107100023 

81/06/26 

30-10 

F 

8107080473 

8107080461 

81/06/25 

50-390 

a 

8107100036 

8107100023 

81/06/26 

30-10 

F 

8107080478 

8107080457 

81/06/18 

50-277 

p 

8107100040 

8107100038 

81/07/02 

CONTRACT 


8107080482 

8107080468 

81/07/07 

50-335 

a 

8107100041 

8107100023 

81/06/26 

30-10 

F 

8107080483 

8107080457 

81/06/18 

50-277 

p 

8107100057 

8107100033 

81/03/23 

30-220 

a 

8107080484 

8107080461 

81/06/25 

50-390 

a 

8107100060 

8107100033 

81/03/23 

30-220 

a 


CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

8107100065 

8107100053 

81/03/25 

50-220 

Q 

8107100068 

8107100053 

81/03/25 

50-220 

Q 

8107100072 

8107100053 

81/03/25 

50-220 

G 

8107100079 

8107100053 

81/03/25 

50-220 

G 

8107100086 

8107100053 

81/03/25 

50-220 

Q 

8107100092 

8107100053 

81/03/25 

50-220 

Q 

8107100094 

8107100085 

81/06/17 

50-409 

P 

8107100109 

8107100104 

81/06/22 

50-277 

G 

8107100114 

8107100104 

81/06/22 

50-277 

Q 

8107100116 

8107100113 

81/04/01 

50-322 

Q 

8107100119 

8107100113 

81/04/01 

50-322 

Q 

8107100121 

8107100118 

81/06/15 

50-244 

G 

8107100129 

8107100126 

81 / 07/06 

50-309 

P 

8107100132 

8107100128 

81/06/12 

50-244 

F 

8107100136 

8107100128 

81/06/12 

50-244 

F 

8107100153 

8107100151 

81/06/25 

50-341 

Q 

8107100158 

8107100156 

81/06/26 

50-358 

Q 

8107100166 

8107100161 

81/06/25 

50-331 

0 

8107100168 

8107100165 

81/07/06 

50-255 

P 

8107100173 

8107100171 

81/06/25 

50-220 

Q 

8107100176 

8107100171 

81/06/25 

50-220 

Q 

8107100183 

8107100179 

81/06/25 

50-289 

Q 

8107100191 

8107100190 

81/07/06 

50-263 

P 

8107100199 

8107100196 

81/06/24 

50-184 

Q 

8107100201 

8107100198 

81/07/06 

50-255 

P 

8107100210 

8107100206 

81/07/05 

50-361 

0 

8107100222 

8107100220 

81/06/05 

40-8109 


8107100224 

8107100223 

81/06/24 

50-219 

Q 

8107100225 

8107100223 

81/06/24 

50-219 

Q 

8107100227 

8107100226 

81/06/25 

50-295 

Q 

8107100229 

8107100226 

81/06/25 

50-295 

Q 

8107100230 

8107100228 

81/07/06 

50-282 

P 

8107100232 

8107100231 

81/06/24 

50-443 

Q 

8107100245 

8107100244 

81/06/23 

50-170 

G 

8107100256 

8107100253 

81/07/06 

TOP REP 


8107100257 

8107100254 

81/06/22 

50-244 

Q 

8107100261 

8107100254 

81/06/22 

50-244 

G 

8107100263 

8107100228 

81/07/06 

50-282 

P 

8107100266 

8107100264 

81/06/30 

50-354 

G 

8107100270 

8107100269 

81/06/22 

50-293 

Q 

8107100271 

8107100267 

81/03/30 

70-2753 


8107100272 

8107100269 

81/06/22 

50-293 

Q 

8107100281 

8107100279 

81/06/22 

REVIEW ORP 

8107100285 

8107100240 

81/06/29 

50-219 

P 

8107100287 

8107100284 

81/06/25 

50-317 

Q 

8107100290 

8107100284 

81/06/25 

50-317 

Q 

8107100295 

8107100293 

81/06/29 

70-1100 


8107100315 

8107100312 

81/05/07 

70-371 


8107100316 

8107100314 

81/06/30 

50-336 

P 

8107100324 

8107100323 

80/12/18 

70-1100 


8107100325 

8107100323 

80/12/18 

70-1100 


8107100326 

8107100323 

80/12/18 

70-1100 


8107100329 

8107100327 

81/06/12 

50-333 

F 

8107100331 

8107100327 

81/06/12 

50-333 

F 

8107100343 

8107100342 

81/06/26 

CONTRACT 


8107130007 

8107130004 

81/06/29 

50-206 

F 

8107130009 

8107130004 

81/06/29 

50-206 

F 

8107130013 

8107130010 

81/06/12 

ORG 


8107130014 

8107130012 

81/07/02 

50-254 

F 

8107130016 

8107130012 

81/07/02 

50-254 

F 

8107130025 

8107130023 

81/06/26 

50-289 

F 

8107130043 

8107130040 

81/06/25 

50-335 

F 

8107130044 

8107130041 

81/06/26 

50-247 

F 

8107130047 

8107130046 

81/06/26 

50-259 

F 

8107130048 

8107130045 

81/06/22 

SECY 


8107130049 

8107130046 

81/06/26 

50-259 

F 

8107130051 

8107130045 

81/06/22 

SECY 


8107130052 

8107130050 

81/06/26 

50-346 

F 

8107130054 

8107130045 

81/06/22 

SECY 


8107130055 

8107130050 

81/06/26 

50-346 

F 

8107130056 

8107130053 

81/06/26 

50-295 

F 

8107130057 

8107130045 

81/06/22 

SECY 


8107130060 

8107130045 

81/06/22 

SECY 


8107130061 

8107130053 

81/06/26 

50-295 

F 

8107130063 

8107130045 

81/06/22 

SECY 


8107130065 

8107130045 

81/06/22 

SECY 


8107130068 

8107130045 

81/06/22 

SECY 


8107130069 

8107130066 

81/06/26 

50-289 

F 

8107130070 

8107130045 

81/06/22 

SECY 


8107130071 

8107130066 

81/06/26 

50-289 

F 


ACCESSION NUMBER 



PRINCIPAL 
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ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

8107130074 

8107130072 

81/06/25 

71-453 


8107130077 

8107130076 

81/06/25 

71-452 


8107130080 

8107130079 

81/06/26 

71-450 


8107130096 

8107130092 

81/06/26 

50-373 

F 

8107130102 

8107130092 

81/06/26 

50-373 

F 

8107130107 

8107130104 

81/07/02 

50-293 

Q 

8107130119 

8107130113 

81/07/06 

70-2383 


8107130132 

8107130125 

81/06/26 

50-317 

Q 

8107130160 

8107130154 

81/07/02 

50-336 

8 

S107130163 

8107130116 

81/06/23 

50-322 

Q 

8107130177 

8107130170 

81/07/09 

50-367 

0 

8107130178 

8107130174 

81/06/26 

50-286 

F 

8107130186 

8107130179 

81/07/08 

40-8610 


8107130201 

8107130197 

81/06/29 

50-311 

S 

8107130205 

8107130203 

81/07/03 

50-250 

R 

0107130210 

8107130208 

81/07/01 

50-311 

S 

8107130213 

8107130209 

81/07/01 

50-333 

G 

8107130215 

8107130209 

81/07/01 

50-333 

Q 

8107130222 

8107130218 

81/06/08 

50-498 

Q 

8107130229 

8107130224 

81/07/02 

50-333 

8 

8107130231 

8107130226 

81/06/26 

40-2286 


8107130234 

8107130228 

81/06/30 

50-244 

P 

8107130237 

8107130228 

81/06/30 

50-244 

P 

8107130239 

8107130228 

81/06/30 

50-244 

P 

8107130247 

8107130243 

81/06/30 

50-311 

S 

8107130248 

8107 130245 

81/06/26 

50-261 

F 

8107130254 

8107130245 

81/06/26 

50-261 

F 

8107130263 

8107130259 

81/07/09 

50-346 

P 

8107130265 

8107130256 

81/07/03 

50-318 

8 

8107130268 

8107130266 

81/07/06 

50-269 

P 

8107130274 

8107130269 

81/06/29 

50-334 

S 

8107130277 

8107130271 

81/05/28 

50-267 

s 

8107130279 

8107130269 

81/06/29 

50-334 

s 

8107130284 

8107130278 

81/06/03 

50-267 

S 

8107130285 

8107130251 

81/06/30 

50-298 

F 

8107130287 

8107130269 

81/06/29 

50-334 

8 

8107130292 

8107130282 

81/06/03 

50-298 

S 

8107130301 

810713029? 

81/07/01 

50-219 

8 

8107130302 

8107130294 

81/06/05 

50-267 

S 

8107130305 

8107130298 

81/07/02 

50-334 

s 

8107130306 

8107130299 

81/06/29 

50-293 

s 

8107130309 

0107130304 

81/07/01 

50-317 

s 

8107130314 

8107130311 

81/06/30 

50-318 

s 

8107130315 

8107130313 

81/06/30 

50-333 

8 

8107130319 

8107130316 

81/06/29 

50-219 

s 

8107130329 

8107130326 

81/07/03 

50-275 

A 

8107130332 

8107130328 

81/06/04 

50-482 

G 

8107130333 

8107130331 

81/06/15 

50-461 

G 

8107130336 

8107130335 

81/06/09 

50-313 

G 

8107130338 

8107130335 

81/06/09 

50-313 

Q 

8107130344 

8107130343 

81/06/25 

50-358 

G 

8107130347 

8107130346 

81/06/01 

SO-298 

S 

8107130349 

8107130348 

81/06/05 

50-407 

Q 

8107130351 

8107130350 

81/06/05 

50-458 

Q 

8107130352 

8107130350 

81/06/05 

50-458 

G 

8107130354 

8107130353 

81/06/05 

50-305 

Q 

8107130356 

8107130353 

81/06/05 

50-305 

G 

8107130361 

8107130358 

81/06/02 

50-382 

Q 

8107130362 

8107130359 

81/07/07 

50-324 

P 

8107130372 

8107130367 

81/06/17 

50-272 

G 

8107130379 

8107130376 

81/06/26 

50-352 

G 

8107130384 

8107130376 

81/06/26 

50-352 

G 

8107130399 

B1 07 130394 

81/07/01 

50-311 

6 

8107130405 

8107130396 

81/07/02 

50-333 

S 

8107130407 

8107130401 

81/07/03 

50-293 

8 

8107130416 

8107130411 

81/07/03 

50-293 

8 

8107130425 

8107130421 

81/07/07 

50-281 

P 

8107130426 

8107130420 

81/06/30 

50-336 

8 

8107130434 

8107130428 

81/06/30 

50-333 

S 

8107130438 

8107130432 

81/07/02 

50-220 

S 

8107130446 

8107130443 

81/07/02 

50-333 

8 

8107130449 

8107130444 

81/07/06 

50-443 

G 

8107130458 

8107130453 

81/07/06 

50-219 

8 

8107130463 

8107130454 

81/07/06 

50-269 

P 

8107130465 

6107130459 

81/06/17 

50-328 

A 

8107130466 

8107130461 

81/07/03 

50-29 

8 

8107130467 

8107X30459 

81/06/17 

50-328 

A 

8107130468 

8107130462 

81/07/01 

50-219 

S 

8107130471 

8107130464 

81/06/30 

50-272 

S 

8107130477 

8107130474 

81/07/02 

50-318 

s 
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8107130484 

8107130479 

81/06/30 

50-440 

A 

8107130485 

8107130482 

81/06/30 

50-333 

S 

8107130486 

8107130481 

81/07/03 

50-245 

S 

8107130488 

8107130479 

81/06/30 

50-440 

A 

8107130493 

8107130487 

81/07/07 

70-2753 


8107130495 

8107130490 

81/07/08 

50-293 

Q 

8107130501 

8107130497 

81/06/30 

50-311 

S 

8107140009 

8107140007 

81/07/02 

50-220 

S 

8107140011 

8107140008 

81/07/07 

50-524 

A 

8107140012 

8107140007 

81/07/02 

50-220 

S 

8107140014 

8107140013 

81/06/30 

50-244 

F 

8107140022 

8107140020 

81/06/29 

50-454 

A 

8107140024 

8107140020 

81/06/29 

50-454 

A 

8107140029 

8107140026 

81/07/02 

50-250 

H 

8107140039 

8107140034 

Sl/06/24 

50-369 

T 

8107140044 

8107140034 

81/06/24 

50-369 

T 

8107140047 

8107140034 

81/06/24 

50-369 

T 

8107140052 

8107160268 

81/06/18 

WASTE MGT 

8107140105 

8107140093 

81/06/30 

50-263 

P 

8107140116 

8107140093 

81/06/30 

50-263 

P 

8107140156 

8107140151 

81/06/02 

CONTRACT 


8107140167 

8107140154 

81/06/26 

50-259 

G 

8107140178 

8107140169 

81/06/26 

50-313 

P 

8107140181 

8107140174 

81/06/18 

ORG 


8107140184 

8107140169 

81/06/26 

50-313 

P 

8107140187 

8107140169 

81/06/26 

50-313 

P 

8107140188 

8107140180 

81/07/06 

50-266 

P 

8107140197 

8107140194 

81/01/22 

50-354 

Q 

8107140206 

8107140194 

81/01/22 

50-354 

Q 

8107140215 

8107140211 

81/03/23 

50-213 

Q 

8107140216 

8107140209 

81/07/02 

50-333 

P 

8107140220 

8107140209 

81/07/02 

50-333 

P 

8107140222 

8107140211 

81/03/23 

50-213 

Q 

8107140224 

8107140209 

81/07/02 

50-333 

P 

8107140234 

8107140228 

81/06/24 

CONTRACT 


8107140248 

8107140245 

81/07/07 

50-333 

P 

8107140252 

8107140245 

81/07/07 

50-333 

P 

8107140259 

8107140245 

81/07/07 

50-333 

P 

8107140302 

8107140294 

81/06/29 

50-295 

P 

8107140310 

8107140294 

81/06/29 

50-295 

P 

8107140317 

8107140294 

81/06/29 

50-295 

P 

8107140329 

8107140319 

81/07/06 

50-341 

I 

8107140341 

8107140336 

81/07/08 

50-369 

P 

8107140344 

8107140336 

81/07/08 

50-369 

P 

8107140356 

8107140350 

81/07/09 

50-302 

P 

8107140366 

8107140362 

81/07/02 

50-266 

S 

8107140368 

8107140362 

81/07/02 

50-266 

S 

8107140369 

8107140365 

81/07/02 

50-250 

G 

8107140372 

8107140367 

81/07/01 

50-305 

S 

8107140377 

8107140371 

81/07/03 

50-315 

s 

8107140381 

8107140375 

81/07/02 

50-237 

s 

8107140385 

8107140382 

81/07/03 

50-316 

s 

8107140396 

8107140388 

81/07/08 

50-327 

p 

8107140397 

8107140393 

81/07/07 

50-438 

A 

8107140400 

8107140390 

81/07/01 

50-315 

S 

8107140409 

8107 140390 

81/07/01 

50-315 

S 

8107140441 

8107140430 

81/07/01 

50-346 

s 

8107140445 

8107140440 

81/07/01 

50-315 

s 

8107140447 

8107140438 

81/07/02 

50-255 

s 

8107140455 

8107140450 

81/07/01 

50-255 

s 

8107140467 

8107140460 

81/07/03 

50-266 

s 

8107140482 

8107140473 

81/06/25 

50-361 

G 

8107140493 

8107140488 

81/07/06 

50-255 

R 

8107140496 

8107140487 

81/07/10 

50-344 

Q 

8107140504 

8107140499 

81/06/24 

50-206 

G 

8107140506 

8107140498 

81/07/01 

50-331 

S 

8107140313 

8107140507 

81/06/30 

50-341 

G 

8107140519 

8107140510 

81/07/06 

50-305 

S 

8107140521 

8107140507 

81/06/30 

50-341 

G 

8107140528 

8107140524 

81/07/10 

50-263 

R 

8107140529 

8107140522 

81/06/29 

50-255 

S 

8107140542 

8107140535 

81/07/06 

50-295 

8 

8107140557 

8107140548 

81/07/07 

50-331 

S 

8107140559 

8107140551 

81/07/07 

40-8772 


8107140572 

8107140569 

81/06/19 

50-255 

G 

8107140575 

8107140567 

81/07/08 

50-155 

G 

8107140580 

8107140574 

81/06/29 

50-155 

G 

8107140584 

8107140578 

81/06/29 

50-316 

S 

8107140589 

8107 14Q578 

81/06/29 

50-316 

S 

8107140590 

8107140577 

81/07/12 

50-10 

P 


ACCESSION NUMBER 



PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

8107140627 

8107140623 

81/06/16 

70-572 


8107140634 

8107140607 

81/07/10 

50-133 

Q 

8107140640 

8107140635 

81/06/30 

50-456 

Q 

8107140648 

8107140643 

81/07/19 

50-170 

C 

8107140659 

8107140651 

81/07/02 

50-266 

P 

8107140660 

8107140654 

81/06/19 

50-346 

Q 

8107140663 

8107140635 

81/06/30 

50-456 

Q 

8107140674 

8107140667 

81/07/07 

50-331 

P 

8107140676 

8107140670 

81/07/10 

50-170 

K 

8107140686 

8107140682 

81/07/06 

TOPREP 


8107140697 

8107140679 

81/07/10 

50-445 

A 

8107140699 

8107140691 

81/07/01 

50-265 

S 

8107140700 

8107140694 

81/06/30 

50-546 

Q 

8107140705 

8107140696 

81/06/19 

50-546 

Q 

8107140715 

8107140708 

81/07/01 

50-315 

G 

8107140718 

8107140716 

81/06/23 

50-312 

Q 

8107140720 

8107140708 

81/07/01 

50-315 

G 

8107140729 

8107140722 

81/07/02 

50-346 

S 

8107140736 

8107140731 

81/07/09 

50-454 

Q 

8107140738 

8107140734 

81/06/24 

50-483 

G 

8107140741 

8107140735 

81/06/12 

50-255 

Q 

8107140743 

8107140734 

81/06/24 

50-483 

Q 

8107140746 

8107140735 

81/06/12 

50-255 

Q 

8107140750 

8107140714 

81/07/01 

50-263 

Q 

8107140757 

8107140753 

81/07/01 

50-10 

Q 

8107140761 

8107140756 

81/07/02 

50-346 

S 

8107140764 

8107140753 

81/07/01 

50-10 

G 

8107140768 

8107140766 

81/05/22 

50-329 

Q 

8107140785 

8107140780 

81/07/02 

50-424 

G 

8107140791 

8107140780 

81/07/02 

50-424 

G 

8107140802 

8107140797 

81/06/29 

50-334 

P 

8107140307 

8107140797 

81/06/29 

50-334 

P 

8107140812 

8107140805 

81/07/07 

50-269 

P 

8107140821 

8107140817 

81/07/02 

50-302 

Q 

8107140824 

8107140819 

81/06/30 

40-8783 


8107140827 

8107140817 

81/07/02 

50-302 

G 

8107140829 

8107140816 

81/05/19 

50-320 

Q 

8107140832 

8107140828 

81/07/07 

50-346 

H 

8107140847 

8107140839 

80/08/14 

50-293 

Q 

8107140855 

8107140841 

81/06/17 

50-348 

P 

8107140856 

8107140839 

80/08/14 

50-293 

G 

8107140860 

8107140851 

81/06/25 

50-10 

P 

8107140861 

8107140839 

80/08/14 

50-293 

Q 

8107140870 

8107140839 

80/08/14 

50-293 

G 

8107140872 

8107140851 

81/06/25 

50-10 

P 

8107140879 

8107140851 

81/06/25 

50-10 

P 

8107140883 

8107140878 

81/06/29 

50-317 

P 

8107140894 

8107140887 

81/07/02 

CONTRACT 


8107140912 

8107140903 

81/04/30 

PR 


8107140964 

8107140963 

81/05/07 

50-220 

G 

8107140965 

8107140963 

81/05/07 

50-220 

G 

8107150009 

8107150008 

81/07/01 

50-245 

P 

8107150012 

8107150008 

81/07/01 

50-245 

P 

8107150014 

8107150006 

81/05/08 

PR 


8107150015 

8107150008 

81/07/01 

50-245 

P 

8107150018 

8107150010 

81/07/08 

50-29 

P 

8107150031 

8107150024 

81/06/18 

10CFR 


8107150038 

8107240099 

81/07/16 

NUREG 


8107150043 

8107150040 

81/05/18 

50-244 

G 

8107150057 

8107150055 

81/03/18 

50-333 

Q 

8107150059 

8107150055 

81/03/18 

50-333 

G 

8107150061 

8107150060 

81/07/02 

50-237 

Q 

8107150087 

8107150083 

81/07/01 

50-206 

Q 

8107150118 

8107150117 

81/07/02 

TOPREP 


8107150144 

8107150139 

81/07/02 

50-206 

Q 

8107150147 

8107150146 

81/07/13 

50-341 

A 

8107150157 

8107150151 

81/07/10’ 

40-8109 


8107150167 

8107150163 

81/07/10 

50-250 

0 

8107150194 

8107150187 

81/07/06 

50-387 

0 

8107150203 

8107150198 

81/07/01 

50-250 

P 

8107150232 

8107150229 

81/07/01 

50-361 

Q 

8107150238 

8107150234 

81/07/01 

50-133 

F 

8107150244 

8107150240 

81/07/06 

50-133 

Q 

8107150282 

8107150278 

81/07/10 

70-975 


8107150302 

8107150300 

81/06/17 

50-373 

G 

8107150307 

8107150304 

81/05/29 

PR 


8107150309 

8107150305 

81/07/10 

70-2872 


8107150318 

8107150313 

81/05/29 

PR 


8107150324 

8107150322 

81/07/02 

50-331 

Q 

8107150325 

8107150320 

81/06/11 

WASTE MOT 


CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 
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CATEGORY 
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DATE 
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S 107 150327 

8107150322 

81/07/02 

50-331 

Q 

8107170095 

8107170081 

81/07/13 

50- 1 33 

Q 

8107150333 

S 1 07 1 50339 

8107150331 

8107150335 

81/06/24 

81/07/10 

RES 

50-289 

G 

8107170096 

8107170097 

8107170001 

8107170052 

81/06/29 

81/07/13 

NUREG 

50-322 

G 

81071 50341 

8107150335 

81/07/10 

50-289 

G 

8107170100 

8107170052 

81/07/13 

50-322 

G 

8107150345 

8107150335 

81/07/10 

50-289 

G 

8107170101 

8107170001 

81/06/29 

NUREG 


8107150350 

8107150348 

81/07/07 

71-9015 


8107170103 

8107170001 

81/06/29 

NUREG 


8107150352 

8107150349 

81/07/02 

50-3 1 7 

P 

8107170105 

8107170104 

81/07/13 

50-289 

G 

8107150356 

8107150357 

8107150353 

8107150354 

81/07/06 

81/06/29 

71-9023 

50-285 

P 

8107170106 

8107170107 

8107170001 

8107170104 

81/06/29 

81/07/13 

NUREG 

50-289 

0 

8107150359 

8107150354 

81/06/29 

50-285 

P 

ei07170108 

8107170001 

81/06/29 

NUREG 


8107150370 

8107150360 

81/06/05 

50-289 

0 

8107170111 

8107170098 

81/07/02 

50-206 

Q 

8107150378 

8107150374 

81/07/07 

50-369 

P 

8107170112 

8107170109 

81/07/13 

50-289 

G 

8107150385 

8107150381 

81/06/22 

50-244 

P 

8107170113 

8107170001 

81/06/29 

NUREG 


8107150433 

8107150430 

81/06/22 

50-244 

F 

8107170115 

8107170109 

81/07/13 

50-289 

G 

8107150438 

8107150436 

81/03/25 

50-333 

Q 

8107170117 

8107170001 

81/06/29 

NUREG 


8107150443 

8107150436 

81/03/25 

50-333 

G 

8107170120 

8107170001 

81/06/29 

NUREG 


8107160009 

8107160007 

81/03/20 

50-320 

Q 

8107170122 

8107170001 

81/06/29 

NUREG 


8107160013 

8107160007 

81/03/20 

50-320 

Q 

8107170123 

8107170001 

81/06/29 

NUREG 


8107160018 

8107160021 

8107160017 

8107160011 

81/07/06 

81/07/08 

71-9019 

50-352 

A 

8107170125 

8107170127 

8107170001 

8107170001 

81/06/29 

81/06/29 

NUREG 

NUREG 


8107160026 

8107160011 

81/07/08 

50-352 

A 

8107170129 

8107170001 

81/06/29 

NUREG 


8107160037 

8107160035 

81/07/13 

50-416 

A 

8107170132 

8107170130 

81/07/09 

50-286 

F 

8107160042 

8107160040 

81/07/09 

CONTRACT 


8107170133 

8107170131 

81/07/09 

50-247 

F 

8107160043 

8107160094 

8107160040 

8107160090 

81/07/09 

81/06/26 

CONTRACT 

50-245 

P 

8107170135 

8107170138 

8107170001 

8107170001 

81/06/29 

81/06/29 

NUREG 

NUREG 


8107160099 

8107160092 

81/07/06 

50-315 

P 

8107170141 

8107170001 

81/06/29 

NUREG 


8107160104 

8107160092 

81/07/06 

50-315 

P 

8107170143 

8107170136 

81/07/10 

50-261 

P 

8107160118 

8107160115 

81/06/16 

70-1207 


8107170144 

8107170140 

81/07/09 

50-244 

F 

8107160121 

8107160123 

8107160115 

8107160119 

81/06/16 

81/07/08 

70-1207 

50-367 

G 

8107170148 

8107170150 

8107170001 

8107170147 

81/06/29 

81/07/01 

NUREG 

50-320 

Q 

8107160124 

8107160134 

8107160115 

8107160133 

81/06/16 

81/06/11 

70-1207 

WASTE MGT 

8107170151 

8107170154 

8107170001 

8107170147 

81/06/29 

81/07/01 

NUREG 

50-320 

Q 

8107160164 

8107160162 

81/05/15 

70-1 100 


8107170157 

8107170152 

81/07/09 

50-220 

F 

8107160170 

8107160175 

8107160162 

8107160171 

81/05/15 

81/07/15 

70-1 100 
50-471 

G 

8107170158 

8107170160 

8107170001 

8107170153 

81/06/29 

81/06/29 

NUREG 

50-354 

Q 

8107160176 

8107160172 

81/02/04 

50-213 

Q 

8107170162 

8107170156 

81/06/23 

CONTRACT 


8107160180 

8107160177 

81/07/14 

50-341 

A 

8107170163 

8107170159 

81/07/01 

50-220 

G 

8107160235 

8107160231 

81/06/12 

50-305 

S 

8107170167 

8107170001 

81/06/29 

NUREG 


8107160242 

8107160231 

81/06/12 

50-305 

S 

8107170168 

8107170164 

81/06/30 

50-333 

Q 

8107160^49 

8107160231 

81/06/12 

50-305 

S 

8107170169 

3107170159 

91/07/01 

50-220 

Q 

8107160271 

8107160264 

81/06/12 

50-304 

S 

8107170172 

8107170164 

81/06/30 

50-333 

G 

8107160278 

8107160270 

81/07/14 

50-329 

Q 

8107170174 

8107170001 

81/06/29 

NUREG 


8107160282 

8107160276 

81/06/12 

50-301 

S 

8107170175 

8107 170171 

81/07/09 

50-313 

P 

8107160286 

8107160281 

81/06/23 

50-317 

P 

8107170178 

8107170173 

81/07/01 

50-220 

G 

8107160290 

8107160281 

81/06/23 

50-317 

P 

8107170179 

8107170177 

81/07/01 

50-219 

Q 

8107160294 

8107160281 

81/06/23 

50-317 

P 

8107170186 

8107 1,70001 

81/06/29 

NUREG 


8107160301 

8107160288 

81/06/10 

50-265 

S 

8107170187 

8107170183 

81/06/30 

XPORTLIC 


8107160302 

8107160299 

81/07/13 

30-344 

K 

8107170188 

8107170177 

81/07/01 

50-219 

Q 

8107160308 

8107160306 

81/06/12 

50-295 

S 

8107170190 

8107170182 

81/07/09 

50-237 

G 

8107160312 

8107160304 

81/06/09 

50-237 

s 

8107170191 

8107170184 

81/07/06 

50-454 

Q 

8107160317 

8107160314 

81/07/13 

50-461 

Q 

8107170202 

8107170200 

81/07/09 

50-142 

G 

8107160319 

8107160314 

81/07/13 

50-461 

Q 

8107170211 

8107170195 

81/07/13 

CONTRACT 


8107160332 

8107160331 

81/07/10 

50-272 

Q 

8107170215 

8107170214 

81/07/02 

50-397 

K 

8107160340 

8107160336 

81/06/11 

50-155 

S 

8107170221 

8107170218 

81/06/30 

70-1331 


8107160366 

8107160363 

81/06/11 

50-255 

S 

8107170223 

8107170219 

81/07/01 

50-528 

Q 

8107160369 

8107160364 

81/07/07 

50-266 

Q 

8107170230 

8107170225 

81/07/01 

40-8073 


8107160395 

8107160387 

81/06/10 

50-265 

S 

8107170247 

8107170246 

81/07/15 

50-482 

K 

8107160412 

8107160405 

81/07/15 

50-416 

K 

8107170267 

0107170265 

81/07/07 

REGGD 


8107160413 

8107160408 

81/07/10 

50-261 

P 

8107170285 

SI 07 170283 

81/07/13 

50-361 

K 

8107160462 

8107160457 

81/07/09 

TOPREP 


8107170286 

8107170317 

81/07/13 

50-361 

F 

8107160484 

8107160477 

81/06/18 

WASTE MGT 

8107170305 

8107170304 

81/07/01 

50-336 

P 

8107160554 

8107160547 

81/05/29 

PR 


8107170306 

8107170304 

81/07/01 

50-336 

P 

8107160561 

8107160547 

81/05/29 

PR 


8107170307 

8107170304 

81/07/01 

50-336 

P 

8107160574 

8107160571 

81/02/25 

70-135 


8107170316 

8107170313 

81/07/10 

50-266 

P 

8107170002 

8107170001 

81/06/29 

NUREG 


8107170318 

8107170313 

81/07/10 

50-266 

P 

8107170004 

8107170003 

81/06/04 

71-457 


8107170319 

8107170313 

81/07/10 

50-266 

P 

8107170006 

8107170005 

81/07/09 

50-440 

M 

8107170333 

8107170331 

81/07/09 

50-281 

P 

8107170010 

8107170008 

81/07/10 

50-317 

P 

8107170334 

8107170331 

81/07/09 

50-281 

P 

8107170059 

8107170052 

81/07/13 

50-322 

G 

8107170336 

8107170331 

81/07/09 

50-281 

P 

8107170066 

8107170052 

81/07/13 

50-322 

G 

8107170338 

8107170337 

81/07/09 

50-295 

P 

8107170067 

8107170001 

81/06/29 

NUREG 


8107170339 

8107170337 

81/07/09 

50-295 

P 

8107170071 

8107170052 

81/07/13 

50-322 

G 

8107170340 

8107170337 

81/07/09 

50-295 

P 

8107170076 

8107170052 

81/07/13 

50-322 

G 

8107200003 

8107200002 

81/07/09 

10CFR 


8107170077 

8107170084 

8107170001 

8107170052 

81/06/29 

81/07/13 

NUREG 

50-322 

G 

8107200016 

8107200028 

8107200013 

8107200025 

81/07/01 

81/06/25 

CONTRACT 

XPORTLIC 


8107170085 

8107170089 

8107170091 

8107170001 

8107170001 

8107170052 

81/06/29 

81/06/29 

81/07/13 

NUREG 

NUREG 

50-322 

G 

8107200034 

8107200039 

8107200041 

8107200030 

8107200035 

8107200036 

81/06/01 

81/06/17 

81/04/16 

CONTRACT 

CONTRACT 

50-245 

Q 

8107170093 

8107170094 

8107170001 

8107170052 

81/06/29 

81/07/13 

NUREG 

50-322 

G 

8107200042 

8107200045 

8107200035 

8107200035 

81/06/17 

81/06/17 

CONTRACT 

CONTRACT 
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8107200057 

8107200055 

81/07/08 

50-346 

R 

8107200378 

8107200375 

81/05/13 

50-369 

S 

8107200058 

8107200054 

81/07/08 

50-237 

S 

8107200380 

8107200377 

81/05/08 

50-270 

s 

S1072C0G62 

8107200060 

81/07/10 

50-311 

R 

8107200383 

8107200379 

81/01/21 

50-339 

s 

8107200064 

8107200061 

81/07/03 

50-312 

S 

8107200385 

8107200381 

81/05/15 

50-369 

s 

8107200080 

8107200078 

81/07/10 

50-266 

S 

8107200392 

8107200391 

81/05/12 

50-369 

s 

81 07200087 

8107200085 

81/07/09 

50-155 

S 

8107200394 

8107200390 

81/05/07 

50-369 

s 

8107200090 

8107200085 

81/07/09 

50-155 

s 

8107200397 

8107200343 

81/06/08 

50-270 

s 

8107200097 

8107200093 

81/07/15 

50-289 

G 

8107200400 

8107200395 

81/02/03 

50-250 

s 

8107200102 

8107200098 

81/06/08 

COMMISSION 

8107200403 

8107200398 

81/05/12 

50-369 

s 

8107200105 

8107200098 

81/06/08 

COMMISSION 

8107200410 

8107200407 

81/05/13 

50-369 

s 

8107200107 

8107200098 

81/06/08 

COMMISSION 

8107200411 

8107200406 

81/07/06 

50-237 

Q 

8107200109 

8107200098 

81/06/08 

COMMISSION 

8107200418 

8107200413 

81/07/14 

50-329 

K 

8107200112 

8107200108 

81/07/01 

50-254 

S 

8107200420 

8107200415 

81/07/14 

50-255 

Q 

8107200113 

8107200098 

81/06/08 

COMMISSION 

8107200421 

8107200416 

81/07/07 

50-454 

Q 

8107200115 

8107200098 

81/06/08 

COMMISSION 

8107200422 

8107200417 

91/07/13 

50-219 

P 

8107200119 

8107200098 

81/06/08 

COMMISSION 

8107200423 

8107200413 

81/07/14 

50-329 

K 

8107200121 

8107200117 

81/07/10 

50-301 

s 

8107200431 

8107200399 

81/05/07 

50-369 

S 

8107200127 

8107200098 

31/06/08 

COMMISSION 

8107200432 

8107200429 

81/07/07 

50-341 

Q 

8107200128 

8107200124 

81/07/10 

50-249 

s 

8107200433 

8107200430 

81/07/14 

50-327 

P 

8107200133 

8107200098 

81/06/08 

COMMISSION 

8107200434 

8107200427 

81/05/15 

50-369 

S 

8107200136 

8107200130 

81/07/10 

50-255 

s 

8107200442 

8107200438 

81/07/17 

50-387 

K 

8107200138 

8107200134 

81/07/14 

50-389 

c 

8107200444 

8107200440 

81/05/06 

50-369 

S 

8107200139 

8107200098 

81/06/08 

50-238 

p 

3107200445 

8107200438 

81/07/17 

50-387 

K 

8107200142 

8107200098 

81/06/08 

50-238 

p 

8107200446 

8107200441 

81/05/06 

50-369 

s 

8107200148 

8107200098 

81/06/08 

COMMISSION 

8107200454 

8107200449 

81/05/08 

50-269 

S 

8107200153 

8107200098 

81/06/08 

COMMISSION 

8107200455 

8107200448 

81/05/06 

50-369 

s 

8107200157 

8107200098 

31/06/08 

COMMISSION 

8107200457 

8107200450 

81/01/21 

50-339 

s 

8107200160 

8107200098 

81/06/08 

COMMISSION 

8107200459 

8107200451 

81/07/08 

50-282 

G 

8107200169 

8107200166 

81/07/09 

50-331 

s 

8107200461 

8107200453 

81/05/15 

50-270 

S 

8107200176 

8107200172 

81/07/14 

50-382 

K 

8107200463 

8107200456 

81/06/09 

50-369 

S 

8107200180 

8107200172 

81/07/14 

50-382 

K 

8107200466 

8107200462 

81/06/11 

50-369 

S 

8107200182 

8107200178 

81/07/08 

50-324 

R . 

8107200470 

8107200460 

81/02/11 

50-251 

S 

8107200185 

8107200183 

81/07/10 

50-321 

R 

8107200475 

8107200468 

81/05/05 

50-369 

S 

8107200191 

8107200189 

81/07/10 

50-366 

R 

8107200476 

8107200471 

81/07/15 

50-437 

A 

8107200196 

8107200188 

81/07/14 

50-263 

Q 

8107200477 

8107200472 

81/01/21 

50-339 

S 

8107200198 

8107200195 

81/07/13 

50-87 

H 

8107200479 

8107200474 

81/07/09 

50-333 

F 

8107200212 

8107200208 

81/07/09 

50-316 

S 

8107200481 

8107200478 

81/07/09 

50-29 

F 

8107200217 

8107200208 

81/07/09 

50-316 

S 

8107200484 

8107200480 

81/05/11 

50-369 

S 

8107200218 

8107200216 

81/07/13 

50-277 

R 

8107200485 

8107200483 

81/07/09 

50-321 

F 

8107200225 

8107200221 

81/07/10 

50-266 

R 

8107200489 

8107200482 

81/05/07 

50-369 

S 

8107200228 

8107200221 

81/07/10 

50-266 

R 

8107200490 

8107200487 

81/06/25 

50-373 

G 

8107200232 

8107200226 

81/06/16 

50-237 

S 

8107200491 

8107200486 

81/03/12 

50-287 

S 

8107200233 

8107200230 

81/07/06 

50-312 

R 

8107200493 

8107200492 

81/07/09 

50-302 

F 

8107200234 

8107200231 

81/07/08 

50-261 

R 

8107200530 

8107200528 

81/07/14 

TOPREP 


8107200239 

8107200236 

81/07/14 

50-305 

Q 

8107200537 

8107200535 

81/05/27 

WASTE MGT 

8107200243 

8107200238 

81/07/09 

50-302 

R 

8107210015 

8107210013 

81/07/09 

50-470 

A 

8107200244 

8107200240 

81/07/13 

50-322 

G 

8107210025 

8107210019 

81/07/15 

50-247 

R 

8107200245 

8107200242 

81/06/17 

50-369 

S 

8107210035 

8107210023 

81/06/11 

70-820 


8107200250 

8107200247 

81/07/15 

50-275 

G 

8107210038 

8107210036 

81/07/17 

50-280 

R 

8107200252 

8107200248 

81/05/05 

50-369 

S 

8107210041 

8107210037 

81/07/10 

50-272 

P 

8107200260 

8107200254 

81/07/15 

50-237 

Q 

8107210044 

8107210040 

81/06/30 

REGCD 


8107200269 

8107200254 

81/07/15 

50-237 

Q 

8107210048 

8107210046 

81/07/15 

50-286 

R 

81072002 77 

8107200273 

81/05/13 

50-270 

S 

8107210054 

8107210052 

81/07/15 

50-267 

R 

8107200284 

8107200282 

81/02/19 

50-287 

s 

8107210069 

8107210065 

81/07/06 

50-320 

Q 


8107200278 

81/07/15 

50-295 

Q 

8107210078 

8107210075 

81/06/12 

50-267 

P 



81/06/05 

50-287 

S 

8107210081 

8107210072 

81/06/19 

50-461 

Q 



81/05/19 

50-369 

S 

8107210082 

8107210079 

81/07/06 

50-251 

P 



81/05/07 

50-369 

S 

8107210083 

8107210079 

81/07/06 

50-251 

P 



81/06/17 

50-287 

s 

8107210085 

8107210079 

81/07/06 

50-251 

P 



81/06/18 

50-369 

s 

8107210091 

8107210087 

81/06/29 

70-1 100 




81/06/19 

50-270 

s 

8107210102 

8107210099 

81/07/01 

50-286 

P 



81/05/07 

50—369 

s 

8107210110 

8107210099 

81/07/01 

50-286 

P 



81/07/08 

50-346 

8 

8107210115 

8107210106 

81/07/16 

50-344 

P 



81/06/10 

50-287 

8 

8107210121 

8107210118 

81/07/15 

50-313 

R 



81/07/13 

50-322 

G 

8107210122 

8107210106 

81/07/16 

50-344 

P 



81/07/13 

50-341 

A 

8107210127 

8107210124 

81/07/09 

50-335 

F 



31/07/13 

50-322 

G 

8107210135 

8107210133 

81/07/00 

50-373 

G 



11/07/13 

50-322 

G 

8107210139 

8107210133 

81/07/08 

50-373 

G 



il/06/10 

50-269 

s 

8107210156 

8107210154 

81/06/09 

71-443 




i 1/04/09 

50-260 

S 

8107210159 

8107210155 

81/05/29 

70-698 




81/06/16 

50-287 

S 

8107210166 

8107210157 

91/07/09 

50-237 - 

P 



81/04/01 

50-270 

S 

8107210170 

8107210164 

81/05/27 

40-6264 




81/07/10 

50-271 

R 

8107210172 

8107210165 

81/07/10 

50-293 

P 



81/05/22 

50-302 

S 

8107210174 

8107210157 

81/07/09 

50-237 

P 



81/05/06 

50-369 

S 

8107210177 

8107210157 

81/07/09 

50-237 

P 



81/06/05 

50-270 

S 

8107210179 

8107210175 

80/12/22 

40-8788 




81/01/21 

50-339 

s 

8107210183 

8107210176 

81/07/13 

CONTRACT 




81/07/13 

CONTRACT 


8107210185 

8107210178 

81/07/06 

50-250 

P 



81/07/14 

50-244 

P 

8107210193 

8107210178 

81/07/06 

50-250 

P 



81/06/18 

50-369 

S 

8107210194 

8107210187 

81/06/29 

REVIEW GRP 
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ISSUED 

CATEGORY 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

8107210195 

8107210188 

81/07/14 

50-445 

A 

8107220099 

8107220096 

81/07/14 

50-390 

R 

8107210197 

8107210064 

81/07/08 

50-369 

Q 

8107220102 

8107220100 

81/07/10 

50-346 

P 

8107210198 

8107210178 

81/07/06 

50-250 

P 

8107220105 

8107220100 

81/07/10 

50-346 

P 

8107210202 

8107210064 

81/07/08 

50-369 

G 

8107220109 

8107220106 

81/06/26 

CONTRACT 


8107210218 

8107210215 

81/07/07 

50-483 

G 

8107220117 

8107220114 

81/07/20 

50-155 

P 

8107210219 

8107210217 

81/07/10 

50-317 

P 

8107220121 

8107220120 

81/07/16 

50-254 

P 

8107210224 

8107210221 

81/06/23 

50-344 

Q 

8107220123 

8107220120 

81/07/16 

50-254 

P 

8107210228 

8107210226 

81/07/06 

50-333 

Q 

8107220140 

8107220138 

81/07/15 

50-336 

P 

8107210230 

8107210227 

81/07/13 

50-305 

S 

8107220153 

8107220146 

81/07/20 

50-461 

K 

8107210231 

8107210226 

81/07/06 

50-333 

Q 

8107220155 

8107220151 

81/07/14 

REVIEW ORP 

8107210232 

8107210229 

81/06/25 

50-358 

a 

8107220158 

8107220149 

81/07/15 

50-155 

P 

8107210233 

8107210221 

81/06/23 

50-344 

Q 

8107220174 

8107220169 

81/07/09 

CONTRACT 


8107210235 

8107210229 

81/06/25 

50-358 

0 

8107220184 

8 107 2201 70 

81/07/20 

50-387 

G 

8107210236 

8107210234 

81/07/09 

50-366 

8 

8107220187 

8107220180 

81/06/03 

70-1342 


8107210239 

8107210238 

81/07/09 

50-321 

8 

8107220204 

8107220199 

81/07/16 

50-483 

G 

8107210243 

8107210237 

81/07/07 

50-315 

Q 

8107220205 

8107220199 

81/07/16 

50-483 

G 

8107210247 

8107210242 

81/07/13 

50-315 

S 

8107220206 

8107220201 

81/07/10 

50-368 

P 

8107210249 

8107210244 

81/07/10 

50-346 

S 

8107220217 

8107220211 

81/07/10 

50-282 

P 

8107210250 

8107210246 

81/07/07 

50-321 

S 

8107220235 

8107220223 

81/07/10 

50-335 

P 

8107210258 

8107210254 

81/07/16 

50-338 

R 

8107220240 

81 07220233 

81/06/30 

50-395 

G 

8107210259 

8107210252 

81/07/10 

50-295 

0 

8107220245 

8107220233 

81/06/30 

50-395 

G 

8107210264 

8107210261 

81/07/14 

50-282 

P 

8107220249 

8107220243 

81/07/10 

50-266 

P 

8107210265 

8107210260 

81/07/10 

50-255 

Q 

8107220262 

8107220257 

81/07/10 

50-338 

P 

8107210267 

8107210262 

81/07/08 

50-315 

0 

8107220266 

8107220263 

81/07/17 

50-483 

I 

8107210276 

8107210262 

81/07/08 

50-3 IS 

Q 

8107220270 

8107220263 

81/07/17 

50-483 

I 

8107210280 

8107210277 

81/07/15 

50-304 

S 

8107220273 

8107220268 

81/07/10 

50-336 

P 

8107210294 

8107210288 

81/07/09 

50-280 

8 

8107220277 

8107220263 

81/07/17 

50-483 

I 

8107210295 

8107210290 

81/07/10 

50-277 

P 

8107220295 

8107220291 

81/07/10 

50-285 

P 

8107210300 

8107210288 

81/07/09 

50-280 

S 

8107220298 

8107220292 

81/06/05 

71-6698 


8107210304 

8107210298 

81/07/09 

50-249 

8 

8107220307 

8107220305 

81/06/10 

40-2259 


8107210305 

8107210303 

81/07/14 

50-259 

S 

8107220345 

8107220341 

81/04/22 

50-201 

R 

8107210309 

8107210307 

81/07/17 

50-344 

Q 

8107220364 

8107220352 

81/06/30 

SECY 


8107210314 

8107210312 

81/07/15 

50-389 

A 

8107220367 

8107220365 

81/05/27 

70-1113 


8107210315 

8107210313 

81/07/17 

50-367 

G 

8107220368 

8107220352 

81/06/30 

SECY 


8107210317 

8107210313 

81/07/17 

50-367 

G 

8107220370 

8107220352 

81/06/30 

SECY 


8107210318 

8107210312 

81/07/15 

50-389 

A 

8107220375 

8107220373 

81/06/30 

COMMISSION 

8107210319 

8107210316 

81/07/10 

50-369 

S 

SI 07220376 

8107220374 

81/07/08 

50-282 

0 

8107210321 

8107210320 

81/07/16 

50-272 

F 

8107220381 

8107220379 

81/04/02 

REVIEW GRP 

8107210334 

8107210332 

81/07/09 

50-461 

Q 

8107220422 

8107220420 

81/07/14 

ORG 


8107210340 

8107210338 

81/07/06 

50-220 

Q 

8107220462 

8107220445 

81/07/06 

50-335 

P 

8107210343 

8107210338 

81/07/06 

50-220 

Q 

8107230022 

8107230017 

81/07/14 

50-263 

Q 

8107210354 

8107210346 

81/07/07 

50-315 

B 

8107230073 

8107230072 

81/07/17 

50-445 

K 

8107210359 

8107210346 

81/07/07 

50-315 

S 

S 107230075 

8107230074 

81/07/15 

50-219 

R 

8107210362 

8107210360 

81/07/15 

50-327 

S 

8107230081 

8107230080 

81/07/13 

70-135 


8107210367 

8107210363 

81/07/07 

50-528 

Q 

8107230087 

8107230084 

81/07/16 

50-289 

R 

8107210368 

8107210364 

81/06/30 

50-329 

Q 

8107230091 

8107230089 

81/07/02 

27-10 


8107210370 

8107210363 

81/07/07 

50-328 

Q 

8107230093 

8107230089 

81/07/02 

27-10 


8107210392 

8107210390 

81/07/17 

50-341 

Q 

8107230100 

8107230097 

81/04/30 

71-441 


8107210393 

8107210389 

81/07/20 

50-437 

A 

8107230107 

8107230105 

81/05/28 

40-8768 


8107210395 

8107210391 

81/07/14 

50-243 

P 

8107230112 

8107230111 

81/07/16 

50-387 

G 

8107210401 

8107210397 

81/07/08 

50-302 

8 

8107230128 

8107230123 

81/07/02 

50-354 

Q 

8107210405 

8107210400 

81/07/09 

50-366 

S 

8107230132 

8107230124 

81/07/15 

30-528 

T 

8107210413 

8107210409 

81/07/16 

50-260 

S 

8107230136 

8107230130 

81/05/13 

70-1224 


8107210417 

8107210416 

81/07/15 

50-313 

P 

8107230144 

8107230124 

81/07/15 

50-528 

T 

8107210420 

8107210416 

81/07/15 

50-313 

P 

8107230147 

8107230140 

81/07/22 

30-285 

P 

8107210421 

8107210418 

81/07/14 

50-287 

Q 

8107230149 

8107230142 

81/07/10 

30-272 

a 

8107210423 

8107210416 

81/07/15 

50-313 

P 

8107230151 

8107230140 

81/07/22 

50-285 

p 

8107210424 

8107210416 

81/07/15 

50-313 

P 

8107230158 

8107230155 

81/07/02 

50-334 

0 

8107210427 

8107210416 

81/07/15 

50-313 

P 

8107230163 

8107230155 

81/07/02 

50-334 

Q 

8107210438 

8107210435 

81/07/16 

50-508 

A 

8107230163 

8107230154 

81/07/13 

50-329 

C 

8107210449 

8107210448 

81/07/14 

CONTRACT 


8107230166 

8107230160 

81/07/22 

50-285 

P 

8107210458 

8107210450 

81/07/14 

CONTRACT 


8107230170 

8107230154 

81/07/13 

50-329 

C 

8107210490 

8107210484 

81/07/17 

CONTRACT 


8107230173 

8107230160 

81/07/22 

50-283 

P 

8107210499 

8107210496 

81/07/10 

50-302 

P 

8107230176 

8107230168 

81/06/23 

WASTE MGT 

8107210502 

8107210496 

81/07/10 

50-302 

P 

8107230183 

8107230178 

81/07/10 

50-317 

a 

8107210505 

8107210496 

81/07/10 

50-302 

P 

8107230184 

8107230180 

81/06/24 

WASTE MOT 

8107210526 

8107210524 

81/07/10 

50-346 

P 

8107230191 

8107230187 

81/07/15 

50-206 

i 

8107210536 

8107210532 

81/07/10 

50-302 

P 

8107230194 

8107230187 

81/07/15 

50-206 

i 

8107210559 

8107210553 

81/07/17 

71-9088 


8107230201 

8107230197 

81/04/29 

71-446 


8107210564 

8107210561 

81/07/16 

CONTRACT 

8107230207 

8107230197 

81/04/29 

71-446 


8107220004 

8107220002 

81/06/09 

40-8302 


8107230224 

8107230223 

81/07/08 

50-10 

R 

8107220006 

8107220005 

81/04/07 

REVIEW ORP 

8107230227 

8107230226 

81/07/17 

50-387 

0 

8107220025 

8107220022 

81/07/09 

50-220 

F 

8107230229 

8107230228 

81/07/02 

50-277 

a 

8107220032 

8107220028 

81/06/1 1 

71-122 


8107230231 

8107230230 

81/07/17 

50-416 

i 

8107220039 

8107220036 

81/06/12 

WASTE MOT 

8107230233 

8107230230 

81/07/17 

50-416 

i 

8107220050 

8107220047 

81/07/10 

50-344 

P 

8107230239 

8107230235 

81/07/07 

50-206 

R 

8107220053 

8107220049 

81/06/03 

70-1143 


8107230252 

8107230250 

81/07/10 

50-213 

R 

8107220059 

8107220055 

81/07/01 

SECY 


8107230260 

8107230259 

81/07/20 

50-322 

A 

8107220091 

8107220088 

81/07/14 

30-331 

R 

8107230261 

8107230259 

81/07/20 

50-322 

A 

8107220098 

8107220097 

81/07/15 

50-298 

P 

8107230262 

8107230259 

81/07/20 

50-322 

A 





483 



484 


CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION 

ENCLOSURE 

NUMBER 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

SI 07230264 

8107230259 

81/07/20 

50-322 

A 

8107230265 

8107230259 

81/07/20 

50-322 

A 

8107230267 

8107230263 

81/06/10 

71-458 


8107230268 

8107230259 

81/07/20 

50-322 

A 

8107230269 

8107230259 

81/07/20 

50-322 

A 

8107230270 

8107230259 

81/07/20 

50-322 

A 

8107230272 

8107230271 

81/05/27 

71-5958 


8107230274 

8107230271 

81/05/27 

71-5958 


8107230276 

8107230271 

81/05/27 

71-5958 


8107230279 

8107230374 

81/07/15 

71-455 


8107230281 

8107230278 

81/06/15 

50-395 

G 

8107230289 

8107230284 

81/07/13 

CONTRACT 


8107230300 

8107230299 

81/05/29 

40-8681 


8107230304 

8107230303 

81/06/12 

40-2259 


8107230307 

8107230305 

81/06/18 

71-9152 


8107230308 

8107230306 

81/04/15 

70-124 


8107230310 

8107230305 

81/06/18 

71-9152 


8107230311 

8107230306 

81/04/15 

70-124 


8107230313 

8107230305 

81/06/18 

71-9152 


8107230318 

8107230317 

81/06/30 

40-8745 


8107230320 

8107230315 

81/04/05 

REVIEW GRP 

8107230323 

8107230321 

81/07/10 

50-309 

P 

8107230324 

8107230315 

81/04/05 

REVIEW GRP 

8107230326 

8107230321 

81/07/10 

50-309 

P 

8107230328 

8107230321 

81/07/10 

50-309 

P 

8107230335 

8107230332 

81/06/29 

50-390 

E 

8107230336 

8107230330 

81/07/14 

50-324 

P 

8107230339 

8107230330 

81/07/14 

50-324 

P 

8107230342 

8107230330 

81/07/14 

50-324 

P 

8107230346 

8107230337 

81/06/22 

FOI A 


81Q7230350 

8107230337 

81/06/22 

FOI A 


8107230370 

8107230368 

81/07/09 

50-206 

F 

B 107230380 

8107230377 

81/05/28 

71-6717 


8107230386 

8107230385 

81/05/13 

71-9022 


8107230391 

8107230388 

81/07/14 

XPORTLIC 


8107230396 

8107230394 

81/07/14 

XPORTLIC 


8107230398 

8107230395 

81/07/14 

XPORTLIC 


8107230400 

8107230399 

81/07/14 

XPORTLIC 


8107240012 

8107240010 

81/06/25 

40-8698 


8107240017 

8107240014 

81/07/13 

70-1308 


8107240019 

8107240016 

81/06/25 

40-8674 


8107240020 

8107240016 

81/06/25 

40-8674 


8107240027 

8107240023 

81/05/22 

40-8584 


8107240034 

8107240031 

81/06/16 

40-6264 


8107240036 

8107240032 

81/07/21 

50-329 

0 

8107240038 

8107240035 

81/05/11 

40-299 


8107240041 

8107240037 

81/05/27 

71-9150 


8107240042 

8107240039 

81/06/09 

40-1162 


8107240043 

8107240035 

81/05/11 

40-299 


8107240044 

8107240040 

81/07/14 

50-245 

R 

8107240046 

8107140737 

81/07/07 

50-317 

P 

8107240047 

8107240045 

81/07/15 

50-285 

R 

8107240051 

8107240050 

81/07/10 

50-259 

R 

8107240052 

8107240048 

81/05/20 

40-8681 


8107240053 

8107240049 

81/05/15 

71-9088 


8107240054 

8107240049 

81/05/15 

71-9088 


8107240062 

8107240058 

81/04/29 

40-8200 


8107240091 

8107240090 

81/07/13 

50-344 

P 

8107240093 

8107240090 

81/07/13 

50-344 

P 

8107240100 

8107240095 

81/05/18 

70-2944 


8107240100 

8107240106 

81/07/10 

50-334 

S 

8107240111 

8107240107 

81/07/20 

71-456 


8107240112 

8107240110 

81/07/10 

50-317 

S 

8107240120 

8107240114 

81/07/16 

50-266 

S 

8107240121 

8107240118 

81/06/30 

50-317 

F 

8107240125 

8107240118 

81/06/30 

50-317 

F 

8107240129 

8107240118 

81/06/30 

50-317 

F 

8107240135 

8107240132 

81/07/15 

70-2232 


8107240141 

8107240138 

81/06/30 

50-309 

F 

8107240144 

8107240139 

81/07/13 

50-317 

S 

8107240145 

8107240138 

81/06/30 

50-309 

F 

8107240151 

8107240147 

81/07/02 

50-346 

F 

8107240152 

8107240148 

81/07/17 

50-266 

Q 

8107240153 

8107240149 

81/07/17 

50-315 

S 

8107240155 

8107240147 

81/07/02 

50-346 

F 

8107240156 

8107240190 

81/07/15 

50-331 

S 

8107240158 

8107240154 

81/07/20 

50-312 

0 

8107240163 

8107240160 

81/07/01 

50-286 

F 




0-315 

Q 




0-305 

S 


ACCESS I ON NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

8107240167 

8107240160 

81/07/01 

50-286 

F 

8107240171 

8107240169 

81/07/02 

50-29 

F 

8107240172 

8107240168 

81/07/17 

50-306 

S 

8107240173 

8107240170 

81/07/08 

50-254 

Q 

8107240178 

8107240174 

81/07/16 

50-263 

S 

8107240179 

8107240176 

81/07/17 

50-293 

Q 

8107240186 

8107240181 

81/07/15 

50-331 

S 

8107240191 

8107240188 

81/07/13 

50-249 

S 

8107240201 

8107240197 

81/07/02 

50-346 

F 

8107240203 

8107240199 

81/07/09 

50-318 

5 

8107240204 

8107240197 

81/07/02 

50-346 

F 

8107240210 

8107240208 

81/06/16 

50-237 

S 

8107240218 

8107240215 

81/07/14 

50-263 

a 

8107240220 

8107240216 

81/07/15 

50-272 

s 

8107240224 

8107240219 

81/06/16 

50-249 

s 

8107240225 

8107240221 

81/07/13 

50-346 

s 

8107240227 

8107240223 

81/07/14 

50-220 

s 

8107240228 

8107240207 

81/07/16 

50-346 

s 

8107240234 

8107240229 

81/07/09 

50-249 

s 

8107240235 

8107240231 

81/07/07 

50-261 

a 

8107240236 

8107240232 

81/07/13 

50-346 

s 

8107240237 

8107240233 

81/07/22 

50-275 

G 

8107240238 

8107240230 

81/07/14 

50-324 

Q 

8107240239 

8107240231 

81/07/07 

50-261 

Q 

8107240241 

8107240230 

81/07/14 

50-324 

Q 

8107240242 

8107240231 

81/07/07 

50-261 

a 

8107240243 

8107240231 

81/07/07 

50-261 

a 

8107240243 

8107240231 

81/07/07 

50-261 

a 

8107240246 

8107240230 

81/07/14 

50-324 

a 

8107240248 

8107240247 

81/07/08 

50-317 

s 

8107240249 

8107240230 

81/07/14 

50-324 

a 

8107240253 

8107240250 

81/07/08 

50-309 

s 

8107240254 

8107240251 

81/07/13 

50-333 

s 

8107240255 

8107240252 

81/07/13 

50-346 

s 

8107240258 

8107240256 

81/07/10 

50-333 

s 

B 107240260 

8107240257 

81/07/16 

50-315 

s 

8107240261 

8107240259 

81/07/14 

50-317 

s 

8107240262 

8107240257 

81/07/16 

50-315 

s 

SI 07240267 

8107240264 

81/07/07 

50-312 

s 

8107240271 

8107240268 

81/07/07 

70-820 


8107240273 

8107240270 

81/06/17 

50-395 

Q 

8107240278 

8107240276 

81/07/22 

50-275 

Q 

8107240287 

8107240285 

81/07/15 

50-316 

S 

8107240290 

8107240288 

81/07/13 

50-389 

Q 

8107240292 

8107240288 

81/07/13 

50-389 

a 

8107240294 

8107240291 

81/07/10 

50-317 

s 

8107240295 

8107240288 

81/07/13 

50-389 

a 

8107240296 

8107240288 

81/07/13 

50-389 

a 

8107240301 

8107240298 

81/07/20 

50-244 

a 

8107240311 

8107240309 

81/07/15 

70-2678 


8107240318 

8107240314 

81/07/21 

50-498 

A 

8107240325 

8107240322 

81/07/15 

50-318 

s 

8107240326 

8107240323 

81/07/17 

50-295 

s 

8107240330 

8107240324 

81/07/20 

50-10 

F 

8107240331 

8107240328 

81/07/17 

50-304 

s 

8107240335 

8107240333 

81/07/13 

50-334 

s 

8107240337 

8107240334 

81/06/25 

50-324 

a 

8107240341 

8107240336 

81/07/10 

50-321 

a 

8107240342 

8107240339 

81/07/02 

50-250 

a 

8107240349 

8107240345 

81/07/10 

50-269 

a 

8107240350 

8107240344 

81/07/16 

50-286 

a 

8107240352 

8107240346 

.81/06/18 

50-566 

a 

8107240356 

8107240345 

81/07/10 

50-269 

a 

8107240358 

8107240353 

81/06/30 

50-328 

a 

8107240359 

8107240355 

81/07/10 

50-334 

8 

8107240360 

8107240345 

81/07/10 

50-269 

a 

8107240361 

8107240357 

81/06/22 

50-390 

a 

8107240364 

8107240345 

81/07/10 

50-269 

a 

8107240366 

8107240354 

81/07/10 

50-24,9 

8 

8107240367 

8107240363 

81/07/10 

50-317 

s 

8107240369 

8107240365 

81/06/26 

50-369 

Q 

8107240370 

8107240345 

81/07/10 

50-269 

a 

8107240374 

8107240368 

81/07/16 

50-255 

s 

8107240379 

8107240372 

81/07/01 

50-280 

Q 

8107240383 

8107240378 

81/07/16 

50-155 

s 

SI 07240386 

8107240380 

81/07/01 

50-424 

Q 

8107240390 

8107240372 

81/07/01 

50-280 

Q 

8107240394 

8107240372 

81/07/01 

50-280 

a 

8107240395 

8107240389 

81/07/13 

50-346 

s 

8107240396 

8107240372 

81/07/01 

50-280 

a 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

8107240400 

8107240372 

81/07/01 

50-280 

Q 

SI 07240408 

8107240362 

81/07/13 

50-320 

S 

8107240414 

8107240404 

81/06/24 

50-518 

Q 

8107240418 

8107240407 

81/06/30 

50-269 

Q 

8107240419 

8107240412 

81/07/08 

50-259 

Q 

8107240420 

8107240415 

81/07/13 

50-317 

S 

8107240428 

8107240412 

81/07/08 

50-259 

Q 

8107240429 

8107240423 

81/07/16 

50-413 

0 

8107240431 

8107240424 

81/07/07 

70-820 


8107240436 

8107240412 

81/07/08 

50-259 

Q 

8107240441 

8107240435 

81/06/30 

50-261 

Q 

8107240442 

8107240412 

81/07/08 

50-259 

Q 

8107240447 

8107270438 

81/07/20 

50-387 

E 

8107240449 

8107240412 

81/07/08 

50-259 

G 

8107240450 

8107240440 

81/06/16 

50-327 

Q 

8107240458 

8107240452 

81/07/07 

70-820 


8107240464 

8107240457 

81/07/14 

50-245 

P 

8107240466 

8107240459 

81/06/24 

50-416 

G 

8107240467 

8107240456 

81/07/06 

50-413 

G 

8107240469 

8107240452 

81/07/07 

70-820 


8107240471 

8107240468 

81/07/17 

50-397 

C 

8107240472 

8107240465 

81/07/10 

50-329 

G 

8107240473 

8107240461 

81/07/07 

50-321 

G 

8107240477 

8107240456 

81/07/06 

50-413 

Q 

8107240479 

8107240474 

81/07/17 

50-315 

G 

8107240480 

8107240465 

81/07/10 

50-329 

Q 

8107240483 

8107240456 

81/07/06 

50-4 13 

Q 

8107240490 

8107240314 

81/07/21 

50-498 

A 

8107240491 

8107240486 

81/07/23 

50-329 

T 

8107240500 

8107240486 

81/07/23 

50-329 

T 

8107240501 

8107240482 

81/07/15 

50-331 

S 

8107240507 

8107240498 

81/07/10 

50-269 

Q 

8107240509 

8107240497 

81/07/10 

50-317 

S 

8107240514 

8107240498 

81/07/10 

50-269 

Q 

8107240515 

8107240511 

81/07/10 

50-334 

Q 

8107240518 

8107240513 

81/07/01 

50-413 

G 

8107240521 

8107240498 

81/07/10 

50-269 

G 

8107240525 

8107240517 

81/06/30 

50-369 

Q 

8107240527 

8107240523 

81/07/20 

50-266 

0 

8107240529 

8107240517 

81/06/30 

50-369 

Q 

8107240530 

8107240524 

81/07/13 

50-272 

R 

8107240531 

8107240519 

81/07/06 

50-324 

G 

8107240533 

8107240526 

81/07/08 

50-338 

Q 

8107240535 

8107240519 

81/07/06 

50-324 

Q 

8107240537 

8107240526 

81/07/08 

50-338 

G 

8107240539 

8107240519 

81/07/06 

50-324 

Q 

8107240540 

8107240506 

81/06/30 

50-324 

Q 

8107240542 

8107240526 

81/07/08 

50-338 

Q 

8107240544 

8107240517 

81/06/30 

50-369 

Q 

8107240545 

8107240519 

81/07/06 

50-324 

Q 

8107240546 

8107240526 

81/07/08 

50-338 

Q 

8107240547 

8107240538 

81/07/01 

50-413 

G 

8107240549 

8107240517 

81/06/30 

50-369 

Q 

8107240550 

8107240538 

81/07/01 

50-413 

G 

8107240551 

8107240548 

81/07/15 

50-324 

G 

8107240554 

8107240538 

81/07/01 

50-413 

G 

8107240555 

8107240538 

81/07/01 

50-413 

Q 

8107240556 

8107240552 

81/07/20 

71-459 


8107240557 

8107240553 

81/07/02 

50-400 

Q 

8107240559 

8107240538 

81/07/01 

50-413 

G 

8107240561 

8107240558 

81/04/30 

40-8743 


a 107240567 

8107240562 

81/07/10 

50-334 

P 

8107240569 

8107240565 

81/07/20 

50-277 

P 

8107240571 

8107240565 

81/07/20 

50-277 

P 

8107240574 

8107240564 

81/07/10 

50-321 

G 

8107240577 

8107240575 

81/07/21 

50-315 

P 

8107240579 

8107240575 

81/07/21 

50-315 

P 

8107240581 

8107240575 

81/07/21 

50-315 

P 

8107240582 

8107240456 

81/07/06 

50-413 

Q 

8107240591 

8107240588 

81/07/08 

70-2941 


8107240592 

8107240589 

81/06/18 

40-8794 


8107240593 

8107240588 

81/07/08 

70-2941 


8107240594 

8107240589 

81/06/18 

40-8794 


8107240595 

8107240589 

81/06/18 

40-8794 


8107240596 

8107240589 

81/06/18 

40-8794 


8107270023 

8107270020 

81/06/29 

50-324 

P 

8107270026 

8107270011 

81/07/10 

50-250 

Q 

8107270031 

8107270029 

81/07/08 

REOOD 


8107270033 

8107270029 

81/07/08 

REOOD 


8107270038 

8107270036 

81/07/20 

50-133 

S 


ACCESSION NUMBER 



PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

810727C042 

8107270040 

81/05/07 

71-458 


S10727C054 

8107270053 

Sl/06/19 

70-754 


8107270066 

8107270064 

Bl/07/22 

50-361 

R 

8107270068 

8107270063 

81/07/21 

50-133 

G 

8107270076 

8107270072 

81/07/22 

50-244 

P 

8107270098 

8107270094 

81/07/01 

CONTRACT 


8107270110 

8107270108 

81/07/09 

50-206 

G 

8107270115 

8107270112 

81/07/14 

50-316 

G 

8107270120 

8107270117 

81/07/08 

50-361 

Q 

8107270123 

8107270122 

81/07/10 

50-397 

Q 

8107270127 

8107270125 

81/07/09 

50-206 

Q 

8107270130 

8107270125 

81/07/09 

50-206 

G 

8107270145 

8107270142 

81/07/15 

CONTRACT 


8107270146 

8107270144 

81/07/15 

50-315 

Q 

8107270151 

8107270144 

81/07/15 

50-315 

G 

8107270158 

8107270155 

81/07/10 

50-312 

G 

8107270160 

8107270157 

81/07/07 

50-245 

P 

8107270167 

8107270164 

81/07/10 

50-29 

P 

8107270168 

8107270163 

81/07/07 

50-219 

P 

8107270172 

8107270170 

81/07/07 

50-206 

P 

8107270177 

8107270175 

81/07/07 

50-409 

P 

8107270184 

8107270181 

81/07/20 

50-320 

P 

8107270186 

8107270181 

81/07/20 

50-320 

P 

8107270201 

8107270200 

81/07/01 

50-460 

Q 

8107270224 

8107270222 

81/07/20 

50-254 

P 

8107270229 

8107270227 

81/07/08 

50-18 

Q 

8107270232 

8107270227 

81/07/08 

50-18 

G 

8107270236 

8107270235 

81/07/20 

50-367 

G 

8107270237 

8107270235 

81/07/20 

50-367 

G 

8107270275 

8107270273 

81/07/15 

CONTRACT 


8107270283 

8107270278 

81/07/20 

CONTRACT 


8107270288 

8107270285 

81/07/10 

CONTRACT 


8107270290 

8107270287 

81/07/09 

50-219 

P 

8107270298 

8107270289 

81/05/15 

71-450 


8107270301 

8107270297 

81/07/07 

CONTRACT 


8107270304 

8107270302 

81/04/30 

40-8502 


8107270318 

8107270316 

81/06/15 

CONTRACT 


8107270332 

8107270329 

81/07/20 

CONTRACT 


8107270361 

8107270358 

81/07/10 

50-348 

P 

8107270389 

8107270385 

81/07/21 

CONTRACT 


8107270397 

S 107 270396 

81/07/21 

XPORTLIC 


8107280015 

810728001 1 

81/04/22 

40-2259 


8107280016 

8107280014 

81/07/20 

50-466 

T 

8107280017 

8107280012 

81/04/03 

MISC 


8107280022 

8107280019 

81/07/15 

50-334 

P 

8107280026 

8107280023 

81/06/17 

71-9015 


8107280038 

8107280036 

81/07/07 

71-451 


8107280043 

8107280041 

81/04/22 

40-2061 


8107280046 

8107280041 

81/04/22 

40-2061 


8107280051 

8107280049 

81/06/16 

70-371 


8107280073 

8107280071 

81/06/17 

40-8202 


8107280077 

8107280071 

81/06/17 

40-8202 


8107280081 

8107280071 

81/06/17 

40-8202 


8107280086 

8107280079 

81/07/15 

50-327 

R 

8107280087 

8107280071 

81/06/17 

40-8202 


8107280090 

8107280071 

81/06/17 

40-8202 


8107280094 

8107280071 

81/06/17 

40-8202 


8107280099 

8107280071 

81/06/17 

40-8202 


8107280102 

8107280097 

81/07/22 

50-255 

P 

8107280117 

8107280112 

81/07/01 

CONTRACT 


8107280119 

8107280113 

81/07/10 

50-320 

G 

8107280130 

8107280127 

81/07/10 

50-225 

G 

8107280133 

8107280124 

81/07/10 

CONTRACT 


8107280137 

8107280127 

81/07/10 

50-225 

Q 

8107280154 

8107280150 

81/07/15 

50-327 

P 

8107280158 

8107280150 

81/07/15 

50-327 

P 

8107280164 

8107280150 

81/07/15 

50-327 

P 

8107280169 

8107280166 

81/07/20 

50-293 

8 

8107280173 

8107280170 

81/07/17 

' 50-29 

S 

8107280177 

8107280174 

81/07/20 

■ 50-263 

8 

8107280182 

8107280170 

81/07/09 

50-368 

8 

8107280191 

8107280187 

81/07/23 

50-327 

P 

8107280193 

8107280188 

81/07/21 

50-255 

8 

8107280194 

8107280010 

81/07/23 

50-250 

G 

8107280199 

S107280195 

81/06/18 

50-267 

8 

8107280206 

8107280201 

81/07/17 

50-317 ' 

8 

8107280214 

8107280210 

81/07/17 

50-318 

8 

8107280216 

8107280212 

81/07/17 

50-366 

8 

8107280221 

8107280217 

81/06/29 

50-304 

8 

8107280229 

8107280225 

81/07/15 

50-546 

G 


485 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 

PRINCIPAL 
ENCLOSURE DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

ACCESSION NUMBER 

PRINCIPAL 
ENCLOSURE DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

8107280234 

8107280231 

81/07/24 

50-275 

G 

8107280523 

8107280514 

81/07/20 

50-327 

S 

8107280235 

8107280232 

81/07/17 

50-321 

S 

8107280526 

8107280520 

81/06/26 

50-368 

8 

8107280240 

8107280237 

81/07/17 

50-366 

S 

8107280527 

8107280519 

81/07/21 

50-327 

G 

3107280242 

8107280236 

81/06/25 

50-313 

s 

8107280537 

8107280529 

81/07/15 

50-339 

8 

8107280247 

8107280244 

81/06/30 

50-313 

s 

8107280546 

8107280538 

81/07/15 

50-366 

S 

810728024? 

8107280246 

81/07/15 

50-366 

s 

8107280554 

8107280545 

81/07/14 

50-336 

S 

8107280253 

8107280248 

81/06/24 

50-313 

s 

8107280560 

8107280551 

81/07/10 

50-272 

G 

8107280258 

8107280251 

81/07/15 

50-259 

s 

8107280565 

8107280561 

81/07/22 

50-460 

A 

8107280264 

8107280257 

81/07/02 

50-267 

s 

8107280566 

8107280555 

81/06/25 

50-445 

Q 

8107280265 

8107280245 

81/07/07 

50-206 

Q 

8107280567 

8107280559 

81/06/24 

50-498 

G 

8107280270 

8107280261 

81/07/16 

50-324 

S 

8107280568 

8107280563 

81/07/08 

50-267 

Q 

8107280280 

8107280273 

81/07/21 

50-260 

S 

8107280573 

8107280569 

81/07/16 

50-309 

s 

8107280281 

8107280274 

81/07/16 

50-369 

s 

8107280578 

8107280574 

81/07/23 

50-289 

P 

8107280282 

8107280276 

81/07/10 

50-206 

G 

8107280580 

8107280574 

81/07/23 

50-289 

P 

8107280284 

8107280275 

81/07/22 

50-348 

M 

8107280583 

8107280576 

81/06/15 

50-482 

Q 

8107280290 

8107280285 

81/07/21 

50-296 

S 

8107280584 

8107280579 

81/07/16 

50-333 

s 

8107280291 

8107280275 

81/07/22 

50-348 

M 

8107280588 

8107280585 

81/07/14 

50-302 

s 

8107280293 

8107280287 

81/07/14 

50-302 

S 

8107280594 

8107280586 

81/07/16 

50-293 

s 

8107280300 

8107280288 

81/07/16 

50-261 

S 

8107280596 

8107280592 

81/07/15 

50-33? 

s 

8107280301 

8107280292 

81/07/02 

50-267 

s 

8107280598 

8107280593 

81/06/18 

50-298 

s 

8107280307 

8107280299 

81/07/17 

50-366 

s 

8107280608 

8107280602 

81/07/20 

50-272 

s 

8107280313 

8107280306 

81/07/17 

50-348 

s 

8107280610 

8107280601 

81/07/02 

50-368 

s 

8107280316 

8107280308 

81/07/10 

50-254 

s 

8107280611 

8107280605 

81/07/15 

50-321 

s 

8107280319 

8107280311 

81/06/16 

50-298 

s 

8107280617 

8107280613 

81/07/15 

50-302 

s 

8107280330 

8107280323 

81/07/20 

50-316 

s 

8107280619 

8107280614 

81/06/24 

50-298 

s 

8107280331 

8107280318 

81/07/13 

50-305 

Q 

8107280620 

8107280615 

81/07/17 

50-309 

s 

8107280332 

8107280325 

81/07/15 

50-334 

S 

8107280623 

8107280618 

81/07/02 

50-313 

s 

8107280333 

8107280327 

81/07/16 

50-341 

Q 

8107280629 

8107280625 

81/06/24 

50-298 

s 

8107280343 

8107280335 

81/07/20 

50-305 

S 

8107280631 

8107280628 

81/06/30 

50-298 

s 

8107280347 

8107280339 

81/07/20 

50-334 

Q 

8107280635 

8107280632 

81/07/17 

50-245 

s 

8107280348 

8107280340 

81/07/17 

50-321 

S 

8107280639 

8107280637 

81 / 07/06 

CONTRACT 


8107280354 

8107280346 

81/07/17 

50-289 

S 

8107280642 

8107280641 

81/07/20 

CONTRACT 


8107280357 

8107280351 

81/07/14 

50-302 

S 

8107280646 

8107280645 

81/07/21 

50-334 

F 

8107280365 

8107280361 

81/07/14 

50-302 

s 

8107280660 

8107280657 

81/05/12 

71-452 


8107280370 

8107280364 

81/06/10 

50-267 

s 

8107280665 

8107280659 

81/07/14 

XPORTLIC 


8107280371 

8107280356 

81/07/23 

50-335 

p 

8107280671 

8107280668 

81/06/10 

71-459 


8107280372 

8107280366 

81/07/02 

50-498 

G 

8107280690 

8107280687 

81/07/07 

50-255 

p 

8107280375 

8107280362 

81/07/15 

50-339 

s 

8107280691 

8107280688 

81/06/26 

50-259 

F 

8107280376 

8107280369 

81/07/14 

50-302 

s 

8107280693 

8107280688 

81/06/26 

50-259 

F 

8107280379 

8107280373 

81/07/21 

50-255 

P 

8107280699 

8107280669 

81/07/14 

XPORTLIC 


8107280382 

8107280374 

81/07/09 

50-321 

s 

8107280701 

8107280700 

81/07/20 

50-305 

F 

8107280386 

8107280373 

81/07/21 

50-255 

p 

8107290016 

8107290015 

81/06/24 

70-2598 


8107280387 

8107280381 

81/06/18 

50-267 

s 

8107290022 

8107290021 

81/07/20 

50-244 

F 

8107280389 

8107280380 

81/07/16 

50-369 

s 

8107290026 

8107290024 

81/07/21 

50-309 

8 

8107280394 

8107280373 

81/07/21 

50-255 

p 

8107290027 

8107290023 

81/07/20 

50-219 

F 

8107280398 

8107280391 

81/07/24 

50-483 

Q 

8107290028 

8107290025 

81/07/10 

50-237 

P 

810728040 7 

8107280402 

81/07/15 

50-321 

s 

8107290032 

8107290030 

81/07/20 

50-261 

F 

8107280409 

8107280403 

81/07/23 

50-335 

p 

8107290035 

8107290031 

81/07/10 

50-315 

P 

8107280413 

8107280406 

81/07/07 

50-454 

G 

8107290040 

8107290038 

81/07/16 

50-298 

P 

'8107280415 

8107280410 

81/07/20 

50-461 

Q 

8107290044 

8107290039 

81/07/23 

50-287 

P 

8107280422 

8107280420 

81/07/15 

50-282 

G 

8107290049 

8107290041 

81/07/10 

50-259 

P 

8107280424 * 

8107280417 

81/07/17 

50-366 

S 

8107290053 

8107290052 

81/07/14 

50-272 

R 

8107280428 

8107280420 

81/07/15 

50-282 

Q 

8107290056 

8107290050 

81/07/16 

50-336 

S 

8107280429 

8107280427 

81/07/16 

50-461 

Q 

8107290057 

8107290048 

81/07/23 

50-99 

P 

8107280434 

8107280431 

81 /07/08 

50-334 

Q 

8107290061 

8107290055 

81/07/10 

50-271 

P 

8107280435 

8107280432 

81/06/15 

50-201 

R 

8107290065 

8107290060 

81/07/22 

50-311 

8 

8107280436 

8107280433 

81 /07/03 

50-266 

R 

8107290069 

8107290064 

81/07/10 

50-295 

P 

8107280438 

8107280433 

81/07/03 

50-266 

R 

8107290071 

8107290066 

81/07/21 

50-220 

8 

8107280440 

8107280433 

81/07/03 

50-266 

R 

8107290072 

8107290068 

81/07/21 

50-334 

S 

8107280447 

8107280445 

81/07/20 

50-293 

S 

8107290078 

8107170248 

81/07/15 

50-368 

P 

8107280448 

8107280446 

81/07/16 

50-10 

G 

8107290079 

8107290077 

81/07/10 

50-247 

P 

8107280454 

8107280451 

81/07/17 

50-293 

S 

8107290080 

8107290076 

81/07/21 

50-272 

S 

8107280458 

8107280456 

81/07/09 

50-220 

Q 

8107290081 

8107290075 

81/07/21 

50-220 

8 

8107280459 

8107280455 

81/07/18 

50-293 

S 

8107290084 

8107290082 

81/07/16 

50-272 

3 

8107280461 

8107280460 

81/07/20 

50-331 

S 

8107290085 

8107290083 

81/07/10 

50-263 

P 

8107280465 

8107280463 

81/07/01 

40-3453 


8107290089 

8107290086 

81/07/22 

50-352 

Q 

8107280466 

8107280463 

81/07/01 

40-3453 


8107290090 

8107290087 

81/07/22 

50-311 

S 

8107280467 

8107280464 

81/07/17 

50-281 

s 

8107290091 

8107290088 

81/07/10 

50-286 

P 

8107280470 

B 107 280464 

81/07/17 

50-281 

s 

8107290093 

8107290092 

81/06/23 

70-474 


8107280474 

8107280473 

81/07/27 

PR 


8107290096 

8107290094 

81/07/10 

50-309 

P 

8107280477 

8107280472 

81/07/16 

50-293 

s 

8107290103 

8107290099 

81/07/10 

50-313 

-P 

8107280480 

8107280476 

81/07/13 

50-317 

s 

8107290106 

8107290104 

81/07/22 

71-451 


8107280481 

8107280479 

81/07/17 

50-293 

s 

8107290107 

8107290105 

81/07/23 

50-412 

G 

8107280486 

8107280485 

81/07/17 

50-245 

s 

8107290114 

8107290110 

81/06/26 

CONTRACT 


8107280487 

8107280484 

81/07/20 

50-311 

s 

8107290117 

8107290115 

81/07/10 

50-244 

P 

8107280493 

8107280488 

81/07/15 

50-302 

s 

8107290118 

8107290116 

81/07/10 

50-280 

P 

8107280495 

8107280489 

81/07/20 

50-282 

p 

8107290127 

8107290121 

81/07/10 

50-324 

P 

8107280499 

8107280491 

81/07/24 

50-293 

G 

8107290128 

8107290124 

81/07/21 

50-293 

8 

8107280504 

8107280491 

81/07/24 

50-293 

0 

8107290132 

8107290129 

81/07/13 

50-245 

Q 

8107280505 

8107280498 

81/07/16 

50-334 

S 

8107290133 

8107290130 

81/07/10 

50-298 

P 


CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 



PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

8107290134 

8107290131 

81/07/21 

50-311 

S 

8107290136 

8107290129 

81/07/13 

50-245 

Q 

8107290139 

8107290133 

81/07/10 

50-220 

P 

8107290142 

8107290140 

81/07/13 

50-317 

Q 

8107290143 

8107290138 

81/07/17 

50-245 

S 

8107290146 

8107290140 

81/07/13 

50-317 

Q 

8107290147 

8107290144 

81/06/10 

71-258 


8107290150 

8107290149 

81/07/07 

50-213 

P 

8107290132 

8107290148 

81/07/23 

50-250 

P 

8107290134 

9107290153 

81/07/17 

50-254 

P 

8107290163 

8107290162 

81/07/20 

50-331 

F 

8107290167 

8107290163 

81/07/24 

50-269 

P 

8107290204 

8107290202 

81/07/24 

50-361 

A 

8107290210 

8107290209 

81/04/29 

71-9033 


8107290218 

8107290216 

81/04/23 

40-299 


8107290221 

8107290219 

81/06/19 

71-9019 


8107290239 

8107290234 

81 /07/20 

50-213 

F 

8107290240 

8107290238 

81/07/20 

50-409 

F 

8107290244 

8107290*241 

81/07/20 

50-266 

F 

8107290245 

0107290242 

81/06/03 

70-1355 


8107290249 

8107290247 

81/07/20 

50-259 

F 

8107290253 

8107290253 

81/07/20 

50-285 

F 

a 107290260 

8107290237 

8 1/07/20 

50-344 

F 

8107290264 

8107290262 

81/07/10 

50-305 

P 

8107290265 

8107290263 

81/06/08 

50-438 

A 

8107290269 

8107290267 

81/07/02 

50-259 

F 

8107290278 

8107290276 

81/07/15 

50-206 

H 

8107290282 

8107290280 

81/07/08 

TOPREP 


8107300015 

8107300014 

81/07/22 

30-275 

A 

8107300017 

8107300014 

81/07/22 

50-273 

A 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

8107300184 

8107300182 

81/06/10 

50-245 

P 

8107300192 

8107300189 

81/06/10 

50-237 

P 

8107300194 

8107300191 

81/07/16 

50-348 

P 

8107300219 

8107300218 

81/07/15 

50-313 

P 

8107300223 

8107300220 

81/07/14 

50-29 

P 

8107300224 

8107300222 

81/07/10 

50-312 

P 

8107300227 

8107300220 

81/07/14 

50-29 

P 

8107300229 

8107300220 

81/07/14 

50-29 

P 

8107300231 

8107300228 

81/07/15 

50-313 

P 

8107300234 

8107300228 

81/07/15 

50-313 

P 

8107300235 

8107300233 

81/07/21 

50-443 

I 

8107300237 

8107300233 

81/07/21 

50-443 

I 

8107300238 

8107300233 

81/07/21 

50-443 

I 

8107300241 

8107300233 

81/07/21 

50-443 

I 

8107300242 

8107300233 

81/07/21 

50-443 

I 

8107300243 

8107300233 

81/07/21 

50-443 

I 

8107300245 

8107300233 

81/07/21 

50-443 

I 

8107300247 

8107300233 

81/07/21 

50-443 

I 

8107300249 

8107300233 

81/07/21 

50-443 

I 

8107300251 

8107300233 

81/07/21 

50-443 

I 

8107300253 

8107300233 

81/07/21 

50-443 

I 

8107300255 

8107300233 

81/07/21 

50-443 

I 

8107300258 

8107300256 

81/06/30 

71-6346 


8107300259 

8107300257 

81/07/10 

71-439 


8107300269 

8107300267 

81/07/15 

70-1 100 


8107300276 

8107300274 

81/07/15 

50-389 

M 

8107300277 

8107300274 

81/07/15 

50-389 

M 

8107300278 

8107300274 

81/07/15 

50-389 

M 

8107300280 

8107300279 

81/07/17 

NUREG 


8107300283 

8107300279 

81/07/17 

NUREG 



8107300020 8107300018 
8107300021 8107300019 
8107300028 8107300026 
8107300044 8107300042 
8107300046 8107300042 

8107300049 8107300048 
8107300031 8107300030 
8107300033 8107300030 
8107300033 8107300032 
8107300037 8107300036 

8107300038 8107300034 
8107300061 8107300034 
8107300064 8107300034 
8107300066 8107300034 
8107300067 8107300063 


81/07/16 30-346 P 

81/07/01 30-234 R 

81/07/24 40-8367 

81/07/27 30-320 0 

81/07/27 30-320 0 

81/07/23 30-293 8 

81/07/22 30-313 S 

81/07/22 30-313 8 

81/07/23 30-293 8 

81/07/22 30-282 8 

81/06/22 30-313 8 

81/06/22 30-313 8 

81/06/22 30-313 S 

91/06/22 50-313 S 

81/07/21 30-237 8 


8107300069 8107300063 
8107300070 8107300068 
8107300076 8107300074 
8107300078 8107300073 
8107300083 8107300081 

8107300086 8107300083 
8107300089 8107300087 
8107300096 8107300091 
8107300097 8107300093 
8107300099 8107300094 

8107300101 8107300100 
810.7300103 8107300093 
8107300104 8107300102 
9107300106 8107300093 
8107300108 8107300093 

8107300110 9107300107 
8107300112 8107300093 
8107300113 8107300093 
8107300113 8107300093 
8107300117 8107300093 

8107300119 9107300093 
8107300120 8107300118 
8107300121 8107300118 
8107300122 8107300118 
8107300123 8107300118 

8107300124 8107300118 
8107300130 8107300128 
8107300131 8107300127 
8107300136 8107300133 
8107300146 8107300133 

8107300132 8107300131 
8107300136 8107300093 
8107300137 8107300093 
8107300171 8107300169 
8107300177 8107300174. 


81/07/13 

40-8304 


81/07/22 

50-237 

S 

81/07/21 

50-237 

S 

81/05/28 

50-155 

P 

81/06/02 

50-206 

P 

81/07/13 

50-29 

P 

81/06/10 

50-219 

P 

81/06/01 

50-255 

P 

81/07/27 

50-466 

T 

81/07/23 

50-329 

T 

81/07/16 

50-389 

H 

81/07/27 

50-466 

T 

81/05/29 

50-29 

P 

81/07/27 

50-466 

T 

81/07/27 

50-466 

T 

81/06/01 

50-244 

P 

81/07/27 

50-466 

T 

81/07/27 

50-466 

T 

81/07/27 

50-466 

T 

81/07/27 

50-466 

T 

81/07/27 

50-466 

T 

81/07/15 

50-3 

F 

81/07/15 

50-3 

F 

81/07/15 

50-3 

F 

81/07/15 

50-3 

F 

81/07/15 

50-3 

F 

81/07/23 

70-1143 


81/07/01 

50-275 

H 

81/07/20 

50-368 

P 

81/07/20 

50-368 

P 

81/07/24 

50-367 

0 

81/07/27 

50-466 

T 

81/07/27 

50-466 

T 

81/05/20 

50-409 

P 

81/05/29 

60-213 

P 


8107300205 8107300284 81/07/21 50-341 E 

8107300287 SI 07 300286 81/07/20 50-298 F 

8107300293 8107300291 81/06/25 71-9019 

8107300294 8107300292 81/07/22 50-320 P 

8107300298 8107300296 81/07/24 50-269 P 


8107300299 
B 107300300 
8107300301 
8107300302 
8107300303 

8107300305 

8107300309 

8107300312 

8107300314 

8107300315 

8107310025 

8107310035 

8107310044 

8107310065 

8107310082 

8107310085 

8107310095 

8107310101 

8107310109 

8107310111 

8107310112 

8107310118 

8107310119 

8107310120 

8107310122 

8107310129 

8107310135 

8107310138 

8107310151 

8107310152 

8107310153 

8107310159 

8107310160 

8107310161 

8107310170 

8107310172 

8107310178 

8107310179 

8107310216 

8107310218 

8107310230 

8107310244 

8107310247 

8107310254 

8107310255 


8107300297 

8107300296 

8107300297 

8107300296 

8107300297 

8107300304 

8107300308 

8107300310 

8107300313 

8107300313 

8107310019 

8107310032 

8107310039 

8107310052 

8107310079 

8107310084 

8107310093 

8107310098 

8107310107 

8107310108 

8107310107 

8107310114 

8107310117 

8107310116 

8107310121 

8107310125 

8107310134 

8107310133 

8107310147 

8107310148 

8107310150 

8107310150 

8107310155 

8107310157 

8107310166 

8107310168 

8107310174 

8107310175 

8107310212 

8107310181 

8107310223 

8107310237 

8107310240 

8107310250 

8107310252 


81/07/22 

81/07/24 

81/07/22 

81/07/24 

81/07/22 

81/07/20 

81/07/07 

81/07/21 

81/07/24 

81/07/24 

81/07/21 

81/07/08 

81/07/09 

81/07/22 

81/07/21 

81/07/24 

81/07/22 

81/07/02 

81/05/15 

81/07/10 

81/05/15 

81/06/05 

81/07/10 

81/07/10 

81/07/20 

81/07/02 

81/07/20 

81/07/02 

81/04/08 

81/07/23 

81/07/14 

81/07/14 

81/07/02 

81/07/21 

81/07/21 

81/07/21 

91/07/02 

81/07/21 

81/07/21 

81/07/07 

81/07/21 

81/07/14 

81/07/02 

81/07/13 

81/07/02 


50-29 P 
50-269 P 
50-29 P 
50-269 P 
50-29 P 

50-309 F 
CONTRACT 
CONTRACT 
50-305 P 
50-305 P 

CONTRACT 
CONTRACT 
CONTRACT 
71-6698 
50-483 A 

50-445 E 
XPORTLIC 
50-335 S 
71-358 
NUREO 

71-358 
50-361 0 

50-245 S 
50-250 P 
XPORTLIC 

50-366 S 
50-293 F 
50-321 8 

50-369 S 
50-250 P 

50-312 P 
50-312 P 
50-321 8 

50-369 S 
50-321 S 

50-321 S 
50-321 S 
50-366 8 

50-324 S 
50-339 S 

50-321 S 
50-269 S 
50-369 S 
50-339 S 
50-269 S 
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CROSS REFERENCE OF ENCLOSURES 
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ACCESSION 

NUMBER 




ACCESSION 

NUMBER 





PRINCIPAL 

DATE 

SUBJECT 



PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOC UMENT 

ISSUED 

CATEGORY 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

SI 0731 0261 

8107310258 

81/07/16 

50-327 

S 

8107310393 

8107310385 

81/07/22 

50-260 

8 

8107310266 

8107310263 

81/07/06 

50-324 

S 

8107310394 

8107310389 

81/07/22 

50-260 

S 

8107310271 

8107310268 

81/07/07 

50-327 

S 

8107310400 

8107310388 

81/07/21 

50-366 

S 

8107310275 

8107310273 

81/07/01 

50-302 

S 

8107310402 

8107310397 

81/07/20 

50-302 

S 

8107310283 

8107310278 

81/07/02 

50-366 

S 

8107310410 

8107310404 

81/05/27 

50-369 

s 

8107310287 

8107310284 

81/07/16 

50-29 

S 

8107310420 

8107310413 

81/05/29 

50-369 

s 

8107310292 

8107310288 

81/07/02 

50-321 

S 

8107310423 

8107310409 

81/07/01 

50-327 

s 

8107310296 

8107310294 

81/07/21 

50-327 

s 

8107310424 

8107310405 

81/07/21 

50-366 

s 

8107310303 

8107310301 

81/07/15 

50-259 

s 

8107310431 

8107310425 

81/07/07 

50-339 

s 

8107310309 

8107310304 

81/06/30 

50-321 

s 

8107310446 

8107310440 

81/07/03 

50-280 

s 

8107310310 

8107310298 

81/06/15 

50-10 

p 

8107310451 

8107310440 

81/07/03 

50-280 

s 

8107310313 

8107310311 

81/07/22 

50-329 

A 

8107310456 

8107310441 

81/07/21 

50-366 

8 

8107310318 

8107310317 

81/07/02 

50-321 

S 

8107310458 

8107310440 

81/07/03 

50-280 

8 

8107310330 

8107310329 

81/07/24 

50-387 

R 

8107310460 

8107310454 

81/05/26 

50-369 

8 

8107310339 

8107310338 

81/07/06 

50-335 

S 

8107310464 

8107310453 

81/06/05 

50-369 

S 

8107310345 

8107310342 

81/05/22 

50-369 

S 

8107310475 

8107310467 

81/05/26 

50-369 

8 

8107310347 

8107310344 

81/07/22 

50-296 

S 

8107310481 

8107310471 

81/06/11 

50-369 

S 

8107310352 

8107310350 

81/05/22 

50-369 

s 

8107310484 

8107310476 

81/06/30 

50-366 

S 

8107310353 

8107310348 

81/06/26 

50-327 

s 

8107310489 

8107310469 

81/07/21 

50-280 

S 

8107310358 

8107310349 

81/06/30 

50-366 

s 

8107310494 

8107310487 

81/07/20 

50-302 

S 

8107310359 

8107310355 

81/05/26 

50-369 

s 

8107310505 

8107310469 

81/07/21 

50-280 

S 

8107310362 

8107310360 

81/05/28 

50-369 

s 

8107310508 

8107310501 

81/07/16 

50-327 

S 

8107310363 

8107310361 

81/07/07 

50-364 

s 

8107310518 

8107310469 

81/07/21 

50-280 

S 

8107310365 

8107310361 

81/07/07 

50-364 

s 

8107310537 

8107310534 

81/07/10 

40-3453 


8107310370 

8107310361 

81/07/07 

50-364 

s 

8107310541 

8107310534 

81/07/10 

40-3453 


8107310372 

8107310368 

81/06/03 

50-369 

s 

8107310543 

8107310534 

81/07/10 

40-3453 


8107310376 

8107310366 

81/06/30 

50-321 

s 

8107310572 

8107310567 

81/07/29 

50-358 

M 

8107310377 

8107310371 

81/07/02 

50-369 

s 





8107310378 

8107310374 

81/07/07 

50-348 

s 






8107310379 

8107310373 

81/06/18 

50-335 

s 






8107310380 

8107310375 

81/06/03 

50-369 

s 






8107310384 

8107310374 

81/07/07 

50-348 

s 






8107310386 

8107310381 

81/07/24 

50-155 

p 






8107310390 

8107310383 

81/07/17 

50-339 

s 






8107310392 

8107310387 

81/07/24 

50-219 

R 








APPENDIX A 


DEFINITIONS OF DOCKET 50 CATEGORIES 


A. APPLICATION/CONSTRUCTION STAGE DOCUMENTS AND CORRESPONDENCE 

This category follows the application from submission to the day preceding the issuance of an oper- 
ating license. It includes all correspondence and documents with substantive technical content that 
do not fall into other specific categories. Included are: 

1. Application for construction permit. 

2. General Information submitted with construction permit application. 


3. Amendments and changes to items 1 and 2. 

4. NRC questions, requests for additional information, and applicant responses. 

5. Correspondence and documents relating to unresolved design and construction issues. 

6. Mee tin g announcements and summaries of meeting discussions on issues of item 5. 

7. Correspondence regarding the Preliminary Safety Analysis Report (PSAR). 

8. Information on laws and changes in regulations or policy that affect the status of the appli- 
cation (NEPA, Water Quality Improvement Act, Water Pollution Control Act, etc.). 

9. Construction Permit, amendments, and correspondence relating to the construction permit. 

10. Scheduling of license application submission or review. 

11. Environmental review information. 


12 . 


13. 


14. 


15. 


16. 


Application for operating license. 

General Information submitted with operating license application. 


mendments and changes to items 12 and 13. 

orrespondence regarding the Final Safety Analysis Report (FSAR). 

orrespondence and documentation on generic technical " 

aother facility which may affect the subject fadhty; not coveted by an IE Bulletm. 


17. Reports of ate visits. 

18. Backup technical document, (e 4 ., topical report,) submitted in support of the application. 


B. UTILITY PRELIMINARY SAFETY ANALYSIS REPORT (PSAR) AND AMENDMENTS 
This category is strictly limited to the items listed below. All related conespondwice is filed in 
Category A. . 

1. Preliininary Safety Analysis Report (PSAR) submitted by utility (formerly called 
Summary Report or Safety Analysis Report). 

2. Amendments and changes to the PSAR. 
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3. • Transmittal and acknowledgement letters. 

4. Certificates of service to the PSAR. 

C. UTILITY ENVIRONMENTAL REPORT (ER), AMENDMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other environmental documents and 
correspondence are filed in Categories A, D, M, P or R. 

1. Environmental Report (ER) submitted by the utility. 

2. Amendments and supplements to the ER. 

3. Transmittal and acknowledgement letters. 

4. Information on scheduling of submittal or review of ER. 

5. NRC questions, requests for additional information, and applicant responses. 

6. Federal register notices citing the availability of items 1 and 2. 

7. Correspondence relating to the review of ER. 

8. Meeting announcements or reports of meetings where the primary subject of discussion is the 
ER. 

D. NRC DRAFT AND FINAL ENVIRONMENTAL (IMPACT) STATEMENTS (DES AND FES), 
SUPPLEMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other environmental documents and 
correspondence are in categories A, C, M, P or R. 

1. Draft and Final Environmental (Impact) Statements (DES and FES) prepared by the NRC. 

2. Supplements to the DES and FES. 

3. Correspondence relating to the DES and FES. 

4. Comments from other federal, state and local government agencies. 

5. Transmittal and acknowledgement letters. 

6. Documents related to NRC review of environmental issues or of ER obtained for purposes of 
writing the environmental statements. 

7. Backup technical documents submitted in connection with above. 

8. Federal register notice citing availability of items 1 and 2. 

9. Site visits to obtain information for DES or FES. 

10. Meeting announcements or reports of meetings where the primary subject of discussion is the 
DES or FES. 

E. NRC SAFETY EVALUATION REPORT (SER), SUPPLEMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other documents dealing with safety 
related issues are filed in categories A, P or W, depending on the phase of the licensing process. 
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1. Safety Evaluation Report (SER) prepared by the NRC (formerly called NRC-AEC Hazard 
Analysis Report). 

2. Supplements to SER. 

3. Correspondence relating to SER. 

4. Federal register notices citing availability of items 1 and 2. 

5. Information on scheduling of SER submittals and review. 

6. Requests for additional information for use in preparing SER; responses to such requests. 

7. Meeting announcements or reports of meetings where the primary subject of discussion is the 
SER. 

8. Transmittal and acknowledgement letters. 

F. SECURITY, MEDICAL, EMERGENCY AND FIRE PROTECTION PLANS 

All plans in this category are individual submissions. Information submitted as part of the PSAR 
or FSAR is excluded. 

1. Fire Hazard Protection Plan and surveys. 

2. Plant evacuation correspondence. 

3. Safeguards Contingency Plans. 

4. Review of Health Physics Program. 

5. Correspondence relating to aforementioned plans. 

6. Supplements, changes and revisions to plans. 

G. LEGAL AND ADJUDICATORY CORRESPONDENCE 

This category contains all non-antitrust legal and adjudicatory documentation, except for transcripts, 
briefings and testimony, which are filed in category T. 

1. Atomic Safety and Licensing Board (ASLB) and Atomic Safety and Licensing Appeal Board 
(ASLAB) hearing related documents. 

2. Federal register notices regarding hearings. 

3. Requests to make appearances at hearings. 

4. Motions, briefs, arguments, statements and related correspondence filed by participants for 
hearings. 

5. Transmittal of supporting documents (e.g., SER, FES) to the boards. 

& Correspondence to and from intervenors. 

7. Board orders and decisions. 

8. Petitions for Commission action. 

9. Legal filings and Commission orders and decisions resulting from item 8. 
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H. GENERAL CORRESPONDENCE 


This category includes documents with little or no bearing on the status of the application or license. 
Items that have no substantive technical content or meaning for the status of the license or applica- 
tion are included. 

1. Change of address notifications. 

2. Changes in structure of organization. 

3. Changes in service lists. 

4. NRC requests to applicant for additional copies of documents. 

5. Correspondence from the public requesting information about the facility and NRC responses. 

6. Correspondence on strictly administrative matters. 

7. Letters of support, concern or opposition to the facility. 

8. Correspondence regarding the Local Public Document Rooms (LPDRs). 

9. Professional qualification statements not pertaining to the hearing process. 

% 

I. FINANCIAL INFORMATION 

This category contains all financial information except that submitted as part of the application or 
its amendments or relating to the imposition of civil penalties. 

1. Company annual reports. 

2. Separately submitted financial information and related correspondence. 

J. INSURANCE AND INDEMNITY INFORMATION 

1. Indemnity agreements and amendments. 

2. Endorsements insurance policies. 

3. Other correspondence regarding indemnity and insurance matters. 

K. UTILITY FINAL SAFETY ANALYSIS REPORT (FSAR) AND AMENDMENTS 

This category is strictly limited to the items listed below. All related correspondence falls in category 
A or P. 

1. Final Safety Analysis Report (FSAR) (formerly called Final Hazards Summary Report). 

2. Amendments and changes to the FSAR. 

3. Federal register notices citing availability of items 1 and 2. 

4. Transmittal and acknowledgement letters. .. 

5. Certificates of service to the FSAR. 
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L. LIMITED WORK AUTHORIZATION (LWA) AND RELATED CORRESPONDENCE 

This category is limited to documents pertaining to Limited Work Authorizations (LWA) whereby 
applicants can carry out limited site preparation and construction prior to the granting of a con- 
struction permit. 

1. ' Limited Work Authorizations (LWA) and amendments. 

2. Correspondence pertaining to work performed under LWAs. 

M. ANTITRUST REVIEW AND ANTITRUST CORRESPONDENCE 

1. Document submitted as part of the applications for a construction permit and operating license 
entitled “Information Requested by the Attorney General for Antitrust Review”. 

2. Correspondence where the primary topic of discussion is antitrust matters. 

3. All antitrust proceeding related documents except for hearing transcripts, testimony and brief- 
ings, which are filed in category N. 

N. ANTITRUST HEARING TRANSCRIPTS, TESTIMONY AND BRIEFINGS 

This category contains word-for-word transcripts of hearings, testimony and briefings in antitrust 
matters. Related correspondence falls in category M. 


0. ADVISORY COMMITTEE ON REACTOR SAFEGUARDS (ACRS) REPORTS AND 
CORRESPONDENCE 

1. Correspondence and letter reports relating to Advisory Committee on Reactor Safeguards 
(ACRS) reviews. 

2. Correspondence from ACRS. 

3. Announcement of ACRS meetings. 

4. Transmittal and acknowledgement letters. 

5. ACRS reports. 

6. Statements and written testimony by ACRS members or presented by individuals at ACRS 
proceedings. 

7. Minutes at ACRS Subcommittee Meetings. 

P OPERATING LICENSE STAGE DOCUMENTS AND CORRESPONDENCE 

This file assumes the position of the Application/Construction Stage (category A) file for general 
technical items dated from the issuance of the operating license to the application for termination 
of the license. 

1. Operating license, amendments, proposed amendments, changes and related correspondence. 

2. Technical specifications and changes. 
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3. Backup technical documents (e.g., topical reports) submitted in support of items 1 and 2. 

4. Federal register notices citing availability of items 1 and 2. 

5. Correspondence regarding the Final Safety Analysis Report (FSAR). 

6. All general technical correspondence, meeting announcements or meeting summaries relating 
to technical specifications, the operating license or technical issues arising after the issuance 
of the operating license. 

7. Correspondence regarding codes (e.g., ASME), regulations, laws or changes in policy that may 
affect plant operation or bear on the operating license. 

8. Information on the Standard Review Flan (SIP). 

9. Results of surveys or tests conducted in accordance with the technical specifications (not 
periodic reports, which fall in category R). 

10. Correspondence relating to NRC’s Systematic Evaluation Program (SEP). 

11. Owner’s group meeting announcements and reports. 

12. Quality assurance information. 

13. Environmental matters (technical). 

14. Emergency core cooling system documents. 

15. Radioactive waste information. 

16. Correspondence regarding expansion of spent fuel storage pool. 

17. Start-up test reports. 

18. Correspondence and documentation on generic technical matters highlighted by an event at 
another facility which may affect the subject facility; not covered by an IE Bulletin. 

19. Reports of site visits. 

Q. INSPECTION REPORTS; IE BULLETINS, CIRCULARS AND INFORMATION NOTICES; 
CIVIL PENALTIES AND RELATED CORRESPONDENCE 

1. Inspection reports. 

2. IE Bulletins (formerly called Regulatory Operations (RO) Bulletins), Circulars and Information 
Notices. 

3. Responses by applicant to IE correspondence. 

4. Applicant’s determination of proprietary nature of inspection reports. 

5. Letters concerning areas of noncompliance. 

6. Pre-service and in-service inspections and procedures. 

7. Correspondence and orders relating to imposition and payment of civil penalties, including 
Notification of Significant Enforcement Actions (EN s). 

8. Any correspondence relating to inspection and enforcements that does not specifically relate 
to incidents or events as defined in category S. 



— 

R. PERIODIC OPERATING REPORTS AND RELATED CORRESPONDENCE 
This category includes periodic reports of a routine nature. 

1. Monthly, semiannual, or annual operating reports (other than financial). 

2. Periodic environmental monitoring, effluent testing, or similar reports. 

3. Periodic personnel exposure reports. 

4. Operational Logbooks: 

Logbooks on Environmental Data 
Logbooks on Radiological Data 
Operations Log on Plant Systems Core 
Plant Status Summary Sheets. 

S. Correspondence or other documents relating to the above listed items. 

5. REPORTABLE OCCURRENCES, PNOs, PNSs AND RELATED CORRESPONDENCE 

This category contains all materials relating to abnormal, unusual, reportable or nonroutine occur- 
rences or events. This includes: 

1. All 24-hour, 10-day, 30-day, interim and final Licensee Event Reports (LERs) and follow-up 
correspondence (also called incident reports, abnormal occurrence reports and reportable 
occurrences). 

2. Potential or possible reportable deficiency reports and related correspondence. 

3. Personnel exposure reports. 

4. Construction deficiency reports submitted under 10 CFR 50.55e. 

5. Preliminary Notification of Occurrence (PNO s) and Preliminary Notification of Safeguards 
Events (PN s). 

6. Environmental Technical Specifications violation reports and Environmental Event reports. 

7. Part 21 Reports of defects and noncompliance. 

8. Correspondence or other documents relating to items 1-7. 

T. TRANSCRIPTS, TESTIMONY AND BRIEFINGS ON NON-ANTITRUST MATTERS 

This category contains all word-for-word transcripts, except for antitrust matters (category N), 
testimony and briefings, and congressional matters (category U). 

1. Atomic Safety and Licensing Board (ASLB) and Atomic Safety and licensing Appeal Board 
(ASLAB) transcripts. 

2. Testimony and statements submitted to ASLB and ASLAB. 

3. Commission meeting transcripts. 

4. NRC staff briefings to the Commission. 

5. Statements and written testimony submitted at Commission meeting or hearings. 

6. Transcripts of utility briefs to NRC staff. 

7. Advisory Committee on Reactor Safeguards (ACRS) meeting transcripts. 
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8. Corrections to above items. 


U. CONGRESSIONAL/EXECUTIVE CORRESPONDENCE 

This category contains correspondence on substantive matters. Routine responses to constituent - 
inquiries are filed in category H. 

1. Statements and testimony before Congress or before bodies/committees appointed by the 
Executive or Legislative Branches. 

2. Preparatory and backup documents for item 1. 

3. Correspondence to and from NRC Office of Congressional Affairs, Congress and the Executive 
Branch on other than constituent response matters. 

V. LICENSING OPERATORS AND RELATED CORRESPONDENCE 

1. Operator licenses or administrative information bearing on licensing of operators. 

2. NRC examination results. 

3. Power plant examination summary sheet. 

W. DECOMMISSIONING STAGE DOCUMENTS AND CORRESPONDENCE 

This file assumes the position of the Operating License Stage (category P) file for general technical 
items from the application for termination of the operating license onward. 

1. Application for authority to voluntarily surrender license. 

2. Application to dismantle the facility and dispose of component parts. 

3. Technical documents submitted in support of items 1 and 2, such as: Decommissioning Plan, 
Dismantling Plan, Environmental Report on Dismantling, Safety Analysis Report on Decom- 
missioning. 

4. Documents relating to disposal of radioactive material and decontamination of the site. 

5. Other correspondence relating to above items. 

6. All documentation relating to the ongoing operation of the plan, formerly filed in category P. 



APPENDIX B 


DEFINITIONS OF NONDOCKETED CATEGORIES 


I0CFR — Commission Meeting Records 

This category contains documentation pertaining to open and closed Commission meetings. It 

includes: 

1. Sunshine Act Federal Register notices. 

2. Full, written explanation of closed meetings. 

3. Certification of General Counsel on closed meetings. 

4. Commission Determination Statements regarding the public disclosure of transcripts of 
Commission meetings. 

5., Verbatim unofficial and official transcripts or portions of transcripts of open and closed 

Commission meetings made publicly available in accordance with provisions of 10CFR Part 9, 
the Sunshine Act, and Commission policies. 

6. Enclosures to released transcripts, including applicable viewgraphs, staff papers, and staff 
correspondence. 

7. Staff requirements memoranda for open meetings; memoranda to record; record of votes of 
Commissioners on items under consideration at meetings. 


ACRS — Advisory Committee on Reactor Safeguards 

This category contains documentation pertaining to the responsibilities of the Advisory Committee 
on Reactor Safeguards. ACRS serves as an independent advisory committee to the Commission in 
safety-related areas. The committee provides advice with respect to the hazards of new or exist- 
ing nuclear facilities and the adequacy of related safety standards. The documents in this category 
are: 

1. Verbatim transcripts of ACRS subcommittee and full committee meetings relating to facility 
license applications and safety-related matters. 

2. ACRS meeting announcements; description of meeting agendas. 

3. ACRS-generated reports, memoranda and correspondence that are publicly available. 

4. ACRS consultant reports, comments and related correspondence. 

5. ACRS and NRC technical correspondence pertaining to safety matters under review by the 
Advisory Committee on Reactor Safeguards. 


COMMISSION - NRC Commissioners 

This category contains documentation pertaining to the daily conduct of Commission business in 
the Office of the Commissioners, including: 

1. Incoming and outgoing correspondence to and from the Commissioners relating to official 
NRC business, including reports and other enclosures. 
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2. Travel vouchers, telephone logs and official appointment calendars of individual Commissioners. 

3. Weekly Information Reports (SECY series number) prepared by the Executive Director for 
Operations (EDO) for the Commissioners, providing a summary of key events and items of 
interest undertaken by individual staff and program offices. 

NOTE: For transcripts of Commission meetings, see 10CFR category. For all other staff papers 
with a SECY series designation prepared for Commission review, see SECY category. 


CONTRACT - NRC Contracts and Modifications 

This category contains documentation pertaining to AEC and NRC contracts and Interagency 
Agreements, including: 

1. Notifications of issuance of request for proposal (RFP) and invitations for bid (IFB). 

2. Solicitations (RFP or IFB) issued by the NRC. 

3. Notifications of contract execution, specifying contract number, project title, contractor 
name, contract type, funding, and period of performance. 

4. Contractual documents and contract modifications, if any. 


DISCLOSURE - Financial Disclosure Information 

This category contains financial disclosure information in accordance with the Ethics in Government 
Act of 1978. 


FOIA - Freedom of Information Act Requests and Releases 

This category contains requests for agency records and records released in accordance with the 

provisions of the Freedom of Information Act (FOIA). Documents in this category include: 

1. Requests made by any member of the public (assigned an identifying number YY-NNN 
for last two. digits of the year-numerical sequence) for NRC records made in accordance 
with the provisions of the Freedom of Information Act. 

2. Correspondence between the NRC and the requester relevant to the processing, appeal, 
denial or granting of an FOIA request. 

3. Records or portions of records released in response to specific requests made under FOIA. 


GEN TECH IS - Generic Technical Issues 

This category contains records pertaining to unresolved safety issues of a generic nature that are 
being analyzed by the Division of Nuclear Reactor Regulation. 

1. Draft reports of action plans to accomplish generic tasks in the regulatory program. 

2. Correspondence with industry and internal correspondence regarding the methodologies, 
analyses, and programmatic and technical aspects of issues. 


3. 


Meeting notifications and minutes. 


4. Interim findings and status reports on generic tasks addressing related aspects of generic 
technical issues. 


I&E — Inspection and Enforcement 

This category contains bulletins, circulars and information notices that are issued by the Office of 

Inspection and Enforcement. These issuances describe particular events that occur at a facility 

that may require some follow-up action on the part of licensees. Also included in this category 

are preliminary notifications of events (PNOs). 

1. I&E Circulars, which describe an event at a licensed facility and are informational in nature. 

2. I&E Information Notices, which are similar to circulars but are preliminary in nature and 
issued shortly after an event has occurred. 

3. I &F. Bullet:. is, which describe an event at a licensed facility and request all recipients to 
perform certain actions as a result of this event. 

4. Preliminary Notifications of Events (PNOs), which provide updated information of an event 
of safety or public interest significance. 

NOTE: For letters forwarding the above issuances, utility responses to such issuances, and 
related correspondence, see Category Q of individual docket categories. 


MISC — Public Document Room Miscellaneous 

This category contains documents that do not fall into the scope of the other nondocketed 
categories. 


NUREG - NUREG Reports and Related Correspondence 


These documents are formal reports issued by the U.S. Nuclear Regulatory Cantata which 
carry the NUREG series code and correspondence pertaining to those reports. NU p 
are accounts of work performed either by the NRC staff or by NRC contractors. 

1. These reports are normally final work products and are characterized by the following criteria: 
a. They are predecisional documents which present information to be considered in 
Commission licensing and policy decisions. 


b. They present the results of Commission licensing and policy decisions, 

c They present the results of technical research conducted for the Commisnon. 

2. Correspondence front Indnshy, government and interested member, of dm public commenting 
on reports or requesting clarification or interpretation. 

3. Internal NRC nrnmotsnda summarising meeting, or discussions ^mining to dm content of 
the reports. 


ORG - Correspondence with Other Organizations 

This category contains correspondence with professional organizations and associations; records 
other than Regulatory Guides that pertain to the activities of NRC’s Office of Standards Develop- 
ment; and emergency petitions not assigned Petition for Rulemaking (PRM) numbers that request 
the Commission ‘to take immediate action on some issue. Included are: 

1. Meeting summaries and technical correspondence between NRC and professional associations 
and international bodies, such as the Atomic Industrial Forum and the International Atomic 
Energy Agency. 

2. Correspondence between NRC’s Office of Standards Development and other government 
agencies in which both parties have joint regulatory responsibility; e.g., EPA has authority 
to control all radioactive pollutants emitted into the air. 

3. . Internal memoranda, correspondence between NRC and Congress, and other technical cor- 

respondence dealing with the role and activities of the Office of Standards Development. 

4. Statements, motions, orders and correspondence dealing with emergency petitions filed by 
parties on such topics as fire protection and re-analysis of the capacity of operating U.S. 
plants to withstand earthquakes. 

NOTE: For Regulatory Guides and comments to Regulatory Guides issued by the NRC Office 
of Standards Development, see the REGGD category. 

For petitions for rule makings filed by the public to amend, rescind or change an NRC 
regulation, see the PRM category. 


PR - Proposed Rule 

This category contains records dealing with NRC staff proposals to adopt, amend or repeal a 
Commission regulation. Proposed Rules (PRs) are normally the result of a Commission deter- 
mination that sufficient grounds exist for it to proceed with a petition for change in an NRC 
regulation (PRM) filed by an outside party or person. The documents in this category are: 

1. Federal Register notices stating the terms or substance of the proposed rule or a specification 
of the subject and issues involved. 

2. Text of the Proposed Rule (PR). 

3. Comments, statements, information, opinions or arguments on the proposed change to a part 
of the Code of Federal Regulations, Title 10. 

4. Requests from the nuclear industry, organizations and other parties for written interpretations 
of the PR. 


PRM — Petition for Rulemaking 

This category contains records dealing with petitions filed with the Commission by an outside 
party to issue, amend or rescind an NRC regulation. Included are: 

1. Petitions filed by any interested person or party to issue, amend or rescind an NRC 
regulation. 

2. Federal Register cause notices of the filing of the petition. 
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3. Correspondence between NRC and the petitioner regarding the status and substance of the 
petition. 

4. Comments from the nuclear industry, professional associations, public interest groups and 
others in favor of or in opposition to the PRM. 


NOTE: For staff recommendations to the Commissioners on whether the PRM should be denied 
or issued as a Proposed Rule, see the SECY category. 

For Commission review of staff recommendations, see the 10CFR category. 


PROJ — Projects— Predocket licensing 

This category contains records pertaining to two classes of projects: (1) commercial nuclear power 
plants for which NRC has full licensing responsibilities; and (2) government-owned reactors for which 
NRC provides technical expertise and occasional review. Both classes are identified with a “P” 
prefix, followed by a series of numbers. 

1. “Pre-docketed” commercial nuclear power plants 

This category contains all documentation up until the time that the NRC considers the appli- 
cation and the Preliminary Safety Analysis Report (PSAR) is submitted by the utility for staff 
review. The unit is then assigned a docket number, and transferred to the Docket 50 category. 

These documents are grouped together in categories, designated by alphabetic characters. These are 
the same categories as those used for the Docket 50 series. 

A. Application/Construction Stage 

1. Application submitted by the utility. 

2. Meeting notices, summaries and correspondence discussing the completeness and 
adequacy of the PSAR. 

3. - Applicant’s Quality Assurance Manual. 

4. Early site review information. 

5. Backup technical documents submitted in support of the application. 

6. Early site visits. 

B. Utility PSAR and Amendments 

1. PSARs submitted by the utility. 

2. Amendments and changes to the PSAR. 

3. Transmittal letters. 

4. Letters acknowledging receipt of the PSAR. 

G. Adjudicatoiy Correspondence 

1 . Motions, briefs, onto, « !»■<—« *° P"*'" 1 " 1 ^ 

M. Antitrust Correspondence 

1. Submittals and related material pertaining to the antitrust revrew. 
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Q. Inspection Reports 

1. Inspection reports of the applicant’s quality assurance program. 

2. Notices of deviations. 

3. Follow-up correspondence resolving deviations cited. 

2. Government-owned reactors 

summaries and technical correspondence between NRC and other government technical per- 
sonnel related to test reactors, critical experiments, and DOD reactors on navy ships and other 
sites. 

PT21 - Noncompliance Reports and Related Correspondence 

Deficiency reports are performed in compliance with Part 21 of Title 10 of the Code of Federal 
Regulations and include: 

1. Reports by firms involved in the nuclear industry concerning noncompliance with NRC regu- 
lations or the existence of defects which could create a substantial safety hazard. 

2. Correspondence pertaining to the NRC review of reports to assess the possibility of generic 
defects. 

3. NRC inspection reports of defects cited. 

4. Correspondence specifying appropriate follow-up actions taken by the Agency. 


QA999 - Quality Assurance Inspections 

This category contains inspection reports of vendors’ quality assurance programs and follow-up 
correspondence. Each vendor facility is assigned a docket number and is part of the QA999 series. 

Vendors are defined here as companies, both U.S. and foreign, that are engaged in the design or the 
manufacture of nuclear components for plants licensed by NRC. QA comprises all those planned 
and systematic actions necessary to provide adequate confidence that a structure, system or com- 
ponent being manufactured will perform satisfactorily once it is put in service. The controlling 
criteria are 10 CFR Part 50, Appendix B, vendor QA topical reports, and the PSAR and FSAR 
submitted by utilities for specific facilities. Documents in this category include: 

1. NRC inspection reports, conducted on a quarterly or semi-annual, basis, of vendor sites. Inspec- 
tions may cover the design, fabrication, construction and testing of structural systems and 
components. 

2. Notices of deviations. * 

3. Vendor corrective actions and other follow-up correspondence associated with the resolution 
of inspection findings. 


REGGD - Regulatory Guides 

This category contains new and revised regulatory guides issued by the Commission and related cor- 
respondence. These guides describe for the industry and the public methods acceptable to the NRC 
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^ fy f or imp lemen ting specific parts of the NRC’s regulations. They also delineate techniques used 

by the staff in evaluating specific problems or postulated accidents, or provide guidance to appli- 
cants. Included are: 

j Federal Register notices announcing the issuance and availability of a proposed regulatory 
guide. 

\ 

2. Revised or newly issued Regulatory Guides. 

3. NRC value/impact assessment and industry codes, when applicable, that pertain to the issuance 
of a specific Regulatory Guide. 

4. Comments submitted by the nuclear industry and interested members of the public regarding 
a proposed Regulatory Guide. 

5. Summary of meetings held in the NRC to discuss proposed Regulatory Guides. 

NOTE: For documentation pertaining to other work products and activities of the NRC Office 
of Standards Development, see the Organization category. 


RES Research and Technical Assistance Reports 


This category contains reports, generally of an interim nature, submitted by NRC contractors pro- 
STng reSh and tec Jcal aitance to the Commission. It idso includes documents** per- 
tabling to research activities of the Commission. Included are: 

1. Project description documents. 

2. Letter reports of accomplishments and data reports; for example, 


9. 


10 . 


model documentation reports 
code documentation reports 
code verification reports 


a. 

b. 

c. 

3. pre-test prediction reports. 

4. “Quick look” reports. 

5. Informal experirttental data reports tnri p B , Radiation action «»**• 

6. Conceptual design descriptions. 

7. Letter report, of foreign hat'd au^ **te ristts by contractors. 

8. Utter, monthly, quarterly, interim or annual ttatut or prop'* reportt on o e. 

projects contrepted for by the dealing with technical matters relating to research 

Meeting summaries and correspondence g 

and technical assistance contracts, f 

... ■ /pn cl transmittin g the documented results from c 
Staff Research Information Letters (RILs) 

pleted research programs. 

NOTE: Forfinal «ports of regard. om.nac.ors, s« ri» NIMC mports. 


REVIEW - NRC Feaeaich Reriew Gretna _ ^ Gtoupn Such 

This category contalnt recordt '.,=rraiim^ “ .id management In rerietring teaaardr or 

group, proride a broad base of technical expert* to 
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defined technical areas. They review and comment on research plans and predicted results of 
major experiments, the validity and applicability of research results, the possible redirection of research 
projects, new research projects, and priorities within the technical areas covered by the research 
review group. Documents in this category are: 

1. Agendas for quarterly review group meetings. 

2. Summary minutes of review 'group meetings representing views expressed, including dissenting 
views. 

3. Research plans and predicted results of major experiments; presentations by research contractors. 

4. Comments on meetings from attendees, including representatives from contractors, universities, 
vendors and other agencies. 

5. Internal memoranda relating to topics under discussion. 


RM - Rulemakings 

This category contains records pertaining to public hearings held on proposed changes (PRs) to the 
Commission’s regulations. Hearings are instituted at the discretion of the Commission based on 
the importance and the magnitude of the subject under consideration. Documents in this category 
include: 

1. Designations of the presiding officer and any special directions for the conduct of the hearing. 

2. Notifications of hearing board meetings. 

3. Petitions, motions, testimony and statements submitted by parties to the hearings. 

4. Hearing board orders and rulings. 

5. Technical reports submitted as evidence in the proceeding. 

6. Reports, if any, of the special board to the Commission regarding a rulemaking proceeding. 


SECY - Position Papers Before the Commission 

This category consists of staff papers prepared for the information or approval of the Commis- 
sioners which are assigned a SECY report series code. Included are: 

1 . Commission Action papers, which normally include alternatives and recommendations by the 
staff on a given issue and require Commission action. 

2. Consent Calendar items and Policy Session items. 

NOTE: For Weekly Information Reports prepared by EDO to the Commissioners providing a 
summary of key events and items of interest undertaken by staff and program offices, 
see the NRC Commissioners category. 


STATE PROG - State Programs 

This category contains records that pertain to the Commission’s activities and interaction with State 
govemmeiits. Areas covered include: (1) the State Agreements Program, whereby States may assume 
certain of the NRC’s regulatory authority over nuclear materials; (2) the Agency’s role in assisting 
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State and local governments in planning responses to radiological emergencies; and (3) a wide range 
of liaison and cooperative activities regarding such functions as licensing and siting. It includes: 

1 . Correspondence between and among NRC Office of State Programs and State officials, 
mostly State liaison officers, regarding: 

a. cooperative programs in such technical areas as radiation control, emergency response 
planning to radiological incidents, water quality and transportation surveillance . 

b. technical assistance to Agreement States in reviewing applications, compliance actions, 
developing regulations, and other areas. 

2. Agendas, reports and transcripts of regional workshops and training programs on current 
matters of policy and regulations; i.e. decommissioning and facility siting. 

3. State Legislative Reports. 

4. Agreement State licensing Statistics Reports. 

NOTE: For specific uranium milling and mining projects in which the Agency is providing technical 
assistance to States, see the Projects category. 


TOPREP — Vendor Reports and Related Correspondence 


This category contains topical reports, generally of a technical generic nature, submitted by 
vendors, and correspondence pertaining to the NRC review of these reports. General vendor 
related correspondence that is not docket specific is also included in this category. 

1. Topical reports, dealing with such technical matters as specifications, testing and safety 
submitted by architect, engineers and other vendors. 


2. Revisions, modifications and amendments to topical reports. 

3. Correspondence between NRC and vendors pertaining to the review of submittals. 

4. Meeting agendas, summaries, minutes and correspondence pertinent to vendor activities, 
programs, methodologies and design criteria. 


NOTE: 


For reports submitted by utilities that are 
relate to docketed cases, see the categories 


written by vendors on their behalf and that 
for the Docket SO series. 


WASTE MGT - Nuclear Waste Management 

rhis category is topical in nature and contains 'jSd a^number, with the series designated 
Division of Waste Management. Each topic ^steena gn » 1 ^ and its future 

tqr a WM prefix. These documents deal primarily W4NRC. fraction ^ ^ h 
role in licensing and regulating DOE facilities design d P with low-level 

geologic repositories. This category will be enlarged later to include 
waste issues and tasks. The documents in this category are. 

, nAE/wor in which DOE presents information on 

1. Meeting agenda and minutes of DO / & for nuclear waste repositories, 

their geological exploration program to identity sites io 

2. Briefings by DOE on research being conducted on spent fuel storage and nuclear waste 
management. 



3. Correspondence pertaining to NRC’s advisory role in providing DOE with technical assistance 
in the Waste Isolation Pilot Plan (WIPP) for burial of defense wastes. 

4. NRC draft staff guides for developing positions on the content and format of environmental 
reports for geological repositories. 


XPORTLIC - Export and Import Licenses 

This category contains records relating to the issuance of licenses to export or import nuclear 

facilities and materials. Included are: 

1. License applications and amendments to export or import special nuclear material, source 
material, byproduct material, reactors, nuclear facility components or reactor materials. 

2. Correspondence between NRC and applicant or licensee pertaining to the review or status 
of a pending application or license amendment. 

3. Commission letters requesting Executive Branch views. 

4. Review and findings of the Executive Branch on whether issuance of a license would be 
inimical to U.S. common defense and security. 

5. Correspondence from foreign governments, international organizations, and members of the 
public. 

6. Staff position papers (SECY series code) prepared for Commissioners review of import or 
export licenses. 

7. Filings pursuant to hearing requests or intervention petitions, if any. 

8. Hearing records and decisions. 

9. Memoranda from the Office of the Secretary to the Executive Director for Operations 
regarding the Commission decision on issuance of a proposed license. 

10. Licenses, license amendments and license renewals for types specified in item 1. 

NOTE: For transcripts of Commission meetings and papers submitted for Commissioner 
consideration or information, see 10CFR category. 
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